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Poe 


at 1, 1999 
PTEMBER 1, 
) 


tq —Bo 25.00 Fe 

Inland—Rs. 25.00 P. 

fata —£2.00 41 $3.00 az 
Foreign —£2.00 or $3.00 cents. 
arf% ¢2t/Annual Subscription : 


taaq—e 1250.00 76 

Inland —Rs. 1250.00 P. 

fata —£100.00 a $ 150.00 az 
Foreign—£ 100.00 or $ 150.00 cents, 


“ata aTaIT. 
“GOVERNMENT OF INDIA’ 


at fn fra epee Ua fe bat aahamaa FASS 
&TORATE GENERAL OF. COMMERCIAL INTELLIGENCE AND: STATISTICS. . (CALCUTTA 


ODS 9S 9 GS VOD" OSHOSSGE SSIS SESH ST 56H SB PSP GSSSHSSHS FSS HE OSSSSGGHFGHGHOFT SOS I O9O9OO$O4+ 4S 


LIST OF DGC] & S PUBLICATIONS 


=~ 


1. Indian Trade Journal (Weekly) : 
Rs. 25.00 (Foreign £ 2.00/$ 3.00). 


Subscription per annum : 
Rs. 1250.00 (Foreign £ 100.00/$ 150.00). 


2. Monthly Statistics of the Foreign Trade of 
India : 


(i) Vol. I (Export & Re-export), 
June, 1998. (Part I & ID 
Rs. 1470.00 (Foreign £& 
$ 85.19). 


Vol. II (Imports), August, 1998. 
Rs. 970.00 (Foreign & 35.59/ 
$ 56.02). 


3. Statistics of the Foreign Trade of India by 
countries (Quarterly) : 


(i) Vol. I (Export & Re-export), 
March, 1998. 
Rs. 1,740.00 (Foreign £& 62.85/ 
$ 102.43). 


(ii) Vol. 1 (imports), March, 1998. 
Rs. 1600.00 (Foreign £ 36.12/ 
$ 58.87). 


4 Statistics of the Customs and Excise 
Revenue Collections of the Indian Union, 
1995-96. 


Rs. 115.00 (Foreign £13.41/$41.40). © 


§. Statistics of Foreign & Coastal Cargo Move- 
ments of India, April, 1996 to March, 1997 
(Vol. I). Rs. 80.00 (Foreign £ 3.35/ 
$ 5.50). 


53.37/ 


(ii) 


Copies of the Publications at Serial Nos. i ¢o 10 are available on payment from the Con- 
frollen of Publications, Civil Lines, Delhi-54 (Tel: 396-2527 (Direct), PBX No. 011-396- 
Fax: 011-396-7848) by sending Bank Draft of 
drawn in his favour or from the Book Depots/ Agents authorised to sell Government of India 


7846/7823/3302, 


publications. 


Aiso available at Govi. of India Book Depot, 8, 
248-3813)/Govi. of India Book Depot, New Marine Lines, C.G.0. Complex, Bombay-20/ 
Govt. of India Kitab Mahal, Emporium Bldg., Baba Kharak Singh Marg 
336-3708) /Publications Branch, Udyog Bhavan, New Delhi (Tel: 301-2082). 
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Statistics of the Inland Coasting Trade 
Consignments of India, 1995-96, 


Rs. 80.00 (Foreign £ 9.33/$ 28.80). 


inter-State Movements/Flows of Goods by 
Rail, River and Air for Twelve Months 
Ending March, 1995, 

Rs. 760.00 (Foreign & 88.62/$ 273.60). 


Directory of Indian Exporters, 1997 
(24th Edition). 


Rs. 339.00 (Foreign £ 13.50/$ 22.00). 


Selected Statistics of the Foreign Trade of 
India, 1996-97. 


Rs. 36.00 (Foreign £ 1.26/$2.11). 


fiadian Trade Classification (Based oa 
Harmonized Commodity Description and 
Coding System) (Revised Edition effective 
from ist January, 1996). 


Ks. 163.00 (Foreign £ 19.01/$ 58.68). 


Foreign Trade Statistics of India (Principal < 
Commodities & Countries)\—Monthly— < 
available only from DGCI&S, Calcutta by 
payment of annual _ subscription of ¢ 
Rs. 3,190 for April °99 to March, 2000 mm 4 
the form of Demand Draft on any Calcutta <¢ 
based bank to be drawn in favour of Direc- § 
tor General, Directorate General of Com- ¢ 
mercial Intelligence & Statistics, Calcutta— 4 
Latest Issue: May, 1999 -.. (Speed 
Post Charges of Rs. 1,020/- o. “Regd. 
Book Post Charges of Rs. 660 for all 
the 12 issues are to be borne by the subs- 
criber extra). 
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K. S. Roy Road, Calcutta-1 (Tel: 
, New Delhi (Tel: 
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materials : 


PLM/BRPL/ 
99/19 

For & on 
behalf of 
Bongaigaon 
Refinery & 
Petrochem 
Ltd. 


PLM/HBC/ 
7.5/99/11 


1) PLM/CM/ 
99/025 

For & on 
behalf of 
Petronet 
CTM Ltd 


PLM/HBC/ 
7,5/99/012 


Description of 
Material 


Density Meters 


Turbine Flow 
Meter Sizes 4" 
to 10" Press. 
Rating 150 Ibs/ 
600 Ibs. 


Pressure 
Switches 


Sphere 
Detectors 


ER Probe 
based ) 
CORROSION 
MONITORING 
SYSTEM 


1. 28" wide 
Heat Shrink 
Sleeves for 
18" OD pipe 

2. Epoxy Primer 
Bulk Kits 

3. Primer 
Applicator 
pads 


INDIANOIL 


/ 


(PIPELINES DIVISION) 


GLOBAL: TENDER NOTICE 
Sealed tenders are invited in two bids (Part-I : Techno-commercial Bid and Part-li : Price Bid) from bonafide manufacturers/ 
vendors with sound technical capability and fulfilling the prequalifying requirements stated hereunder for supply of following 


24.9.99 | USD 2,207 


24.9.99 | USD 4,184 


23.8.99 | Rs. 50,200 


24.9.99 | USD 1,154 


23.8.99 | Rs. 57,400 


or 
24.9.99 |USD 30,595 


Due date & 
Time for 
submission 
of Tender 


1400 Hrs 


at 


1400 Hrs 


12.10.99 
at 


1400 Hrs 


12.10.99 


at 
1400 Hrs 


~ 42.10.99 
at 


1400 Hrs 


14.10.99 


at 
1400 Hrs 


Date & Time 
for opening 
of Tender 


at 


1500 Hrs 


at 


1500 Hrs 


12.10.99 
at 


1500 Hrs 


12.10.99 


at 
1500-trs 


12.10.99 
at 
1500 Hrs 
14.10.99 


at 


1500 Hrs 


Annual 
Turnover 


Rs. 60.2 
Lacs 
or 


USD 138,390 


Rs. 114 
Lacs 
or 


USD 262,069 


Rs. 31.35 
Lacs 
or 


USD 72,069 


Re. 35.85 


Lacs 
or 
USD 82,415 


Rs. 27,92 
Lacs 
or 


USD 54,900 


Rs. 8.63 
Crores 
or 
USD 2,054,764 


Single 
Order 
Value 


Rs. 28.9 
Lacs 
or 


USD 66,386 


Rs, 55 
Lacs 
or 


USD 126,437 |§ 


Fts. 15.05 
Lacs 
or 


USD 34,593 


Rs. 17.2 
Lacs 
or 


USD 35,545 


Rs. 10.53 
Lacs 
or 


USD 26,500 || 


Rs. 4.14 
Crores 
or 
USD 985,714 


PREQUALIFICATIONS : Intending tenderer shall meet the criteria as per Column 9 and 10 above in any of the year in last 3 years and shall 
submit (a) Catalogue/Literature (b) Supply Record (c) Documentary proof in support of annual turnover and Single Order Value without which 
tender documents shall not be issued. Tender Documents (non-transferable) can be had in person or by post from the office of Dy. General: 
Manager, Indian Oil Corporation Ltd. (Pipelines Division), 4th floor, Indian Oil Bhawan, A-1 Udyog Marg, Sector-!, NOIDA (UP)-201 
301, Tel : 011-8-533420, Fax : 011-8-558026 on all working days upto 3.00 P.M. on payment of Tender Fees (non-refundable) in the form 
of Demand Draft only from Scheduled Bank drawn in favour of Indian Oil Corporation Ltd., (Pipelines Division) payable at NOIDA/New 
Delhi. Separate applications are.to be made for each Tender quoting the respective Tender No. |OCL will not be responsible for non-receipt/ 
late receipt or loss of tender documents/offers in postal transit. The Tender Issuing Authority reserves the right to refuse issue of tender 
documents to any Manufacturer/Vendor without assigning any reason thereof. 
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BHARAT COKING COAL LID, 


(A SUBSIDIARY OF COAL INDIA LTD.) 


4 
TENDER NOTICE-23 
Sealed offers are invited from REPUTED INSURANCE COMPANIES for entering into annual contract 
of OPEN INSURANCE POLICY FOR materials as per detailed given below :— 


yy I Gf ad 


Si Tender No. & Description of Materials Last Date Date for Cost of 
No, for Receipt Opening Tender . 
ut acaeet of Tender Documents 


Ly ‘STR/600000 Marine Transit Insurance/99-2000/36— 
Non-fragile & scmi-fragile items inchiding ear & 29.9.99 29.9.99 Rs. 200.00 
machinery equipments, spare parts, Timber, Iron 
& Stee! materials, Electrical Motor, Switches, Trans- / 
formers, etc. 


2. Fragile items like Bulbs, Tubes, Porceline items and 
like nature. 


3. Materials in barrels and drums including lubricants 
and of like nature. 

The tenders will be received Shin 1.00. P.M. and opened at 3.00 P.M. on their respective dates. ‘Schedule of 
tender giving detailed terms and conditions can be had from the Office of the Chief General Manager (MM), 
BCCL, Koyla Bhawan, Dhanbad or Dy. Chief Materials Manager (Pur), BCCL, 6, Lyons Range, Calcutta and 
Materials Management Cell, Delhi on payment of requisite tender fee by way of INDIAN POSTAL ORDER in 
favour of Bharat Coking Coal Limited. Mailing request from outstation parties received less than 10 days before 
of opening of tender will not be accepted. 


— Ss 


Chief General Manager (MM) 
“USE COAL — SAVE TREES” She 


OF BESO SESHEHS HDS HESSHS OF DOSU SS EOOSSESEHOESO’ 646OSFOOOC SH 


BHARAT COKING COAL LIMITED a4 


(A Subsidiary of Coal India Ltd.) 


CORRIGENDUM OF TENDER NOTICE NO, 19 


Tender No. : Pur/200103/WASHING PUMP/6-B/99-2000/19 
DESCRIPTION: 1. High pressure Washing Pump 


2. Pressure) 2 180-200 BAR 
3. Discharge : 20-25 Ltrs./Min. 
Due date : 30.08.99 


The tenders will be received upto 1 PM and will be opened at 3 PM on 30.08.99, 


CHIEF GENERAL MANAGER (MM) 
GEOG SS SOS OSS SSO THO SG ISVS SSS SS PSISOPSFPIIPISGSIDIIY GSSSO 


BHARAT COKING COAL LIMITED 


(A. Subsidiary of Coal India Ltd.) 


CORRIGENDUM OF TENDER NOTICE NO. 19 


Tender No. : Pur/590118/W. EQPT/B-WORK SHOP/99-2000/20 


DESCRIPTION  : 1. Hyd. Test bench 
2. Hotizontal boting machine 
3. Shearing machine 


Due date ; 20.09.99 
The tenders will be received upto 1 PM and will be opened at 3 PM on 20.09.99. 
DHOOS EUG GE GSS LOSES S ECOOGTOOOOS OSE OOO SOO SOOO OOOO OG OO OG 
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aaa 


area fafaarg 


ara swad ata sifgarfeal @ sarary 


afafere srwerad gy seawee agrfeteraa, seee era ard “ifere ge ate” era PF ats 
RTE GT ATA ATE GAR STAT aTfET) «TET eee feared St wr & om a afae FET 
eareare vel # ot fear or awe gt (ea fata fara} % fram 102 & aqaee ws) Ne 
fo 29) eae ele awar/asy aur @¢ Sari/sml F aqde fear orn g fee ca ows 
ST Aiea Ry care wl 


fefrer qaard at afeal 4 aerfeeers, fates cent) ca aedeae uefateree, 1, sifaa 
gIse cele, Sewer-1 st he afer Se wet afer) 


ferfrer quarg afe feral areas}, wer fawrve cw ae. seit frerea, at feet ae era 
wa-aers efanifeal ecarfe era sia el aril atfere el, at ga sare St fafa wt of ca fear 
wy ga: fea ag St oral arfee) SU age FB HITE we GAT HA UT fafaed “Yfeaa Be wa” 


¥ at are gerfae ey aed gi frat fed ard swt aa wfaerd eri Gt afafate * wea 
®& fester qi 


nfs qaare @) ord gia ne “Wear ee oie” F oaernd gang onfases orate oF an dana 
nerfremea HF da eae qaoge srt arfeus 


fafrerararant SY ar e8 or swt ay wae geree 8 fof 8 15 feat or ana fer ora aifeqy 
aed) fafrer qearal % ara sae fered eareac fafera oy 8 av ara arf) 


“fara ev oda” qésfea oteret % aqare ome @ fed org Te sera frat frmaa afe gi, 
Sr ere forekeret elec agl wee g 


"fare ge ate” & garfera fafrer qeerat @ fay faa ate qe fries, sara fran, fafae 
aera, fardt—110 054 St “werea fatee” feet Goa Fanaa, teifwa feats era san eH AT 
SY Grail | 


are ser are mifeerftal & aqee fra ore g@ fe afeat fF dere oe ae aofaat 
@ ast © faq fer oar fire ort (ox aeEre qa SCT | 


dfema és cat @ fadrat 1, 1909 


TE3 


G64 


GL 3 cl 


faua : Stosfteuso Tvs Sto-135 HA (Gfrnal % fae at Grr) 
ale qadt—a—ap fares aT Hera | 


gana smears ater ae fac feat wat & fe shosftowmto we to-135 
(qiawat & fat ar at) ca wadi—aa—aH fare GMT FT eT 1 FA, 1985 
a fart care sT : 


(t) stositoure ure gto-135 Bt (gfaeat B faa st ont) HT atH 
sft fe we waar are sfaal q; wa 


(4) oradt—wa—ae faze at art 25 ¢& ute ore 


A sareat y steer git fre shostouqo ws go-135 HA at MV 
te Ua qadi—wA—aa fate GA Ht Be Be Shit 1 osffowso we -135 
BIA Bl AL Gel at ACH fama Aes Fo 5 Va BW Tadi—wa—aw face ot 
sit feat a ast sant, ar fant ara to 5 shits F wr aria fast frat 
a aed fet ot aH | 


afe oat at Gsitge ste at dsitea ada art aad at aaernar at at 
afar aa sat aud afer 1 wee ert at adierse F wT A sat afar 
qed aet/fenc/aas ae F St Fe AAT TAT Ae eapare sel fear aaa 1 


fear 26 tit © Ararat 1, 1999 
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000Z-6661 be pay) Sp ‘of 
—lins2 BD ‘IITA 22bR 2D B2lbb 
Sols ches olh olb G661 ‘RB2PBIIZT G6GGT ‘2EsbB) FI G66GT ‘2bebB) ET Bikde TEGOI SLZ‘LEF Si2122 21h ‘TI-bele 2 aa bub? °F 
| (Be 
bh seks 2 Bobb>) : pllsbs) 
bDI> & 0007-6661 be jpaD} 
Bb ‘brhiinn® BD TTA 22bR 2a 
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x win 


~ 


area ta 
as HS, VA AATAT 
ara, rere fata, trea qUSre, are fect, Tay ae, ws foe 
af Ta——fafaar ar fafa agra star 


70 ato zto Fto Sto wao ua Are feat at atic faa fafaar dea go9/srzo wa (Ho Who wa Fo ato) /951/serq0/ 
alo eto Glo Slo Wao UAo/éto Fto/1 wT ala 2 faarnz 


» 1999 41 3 a Gale ag cafe ak sa 14 faataz, 1999 4 
15.00 at @ieat sam | fafaar tt atte ag ada 14 faaraz, 1999 mt 14,30 am am a staadt 21 fafeer get fet 15.00 
TH Get sa | 


arate 
d priory freon, tae asre/arer fesar 
mEl-naraT, (wa are), sae tae, a feet 
Bret are 


[Ho 99/sTto wHO/Fto WH Ua Fo tito/951/sseq0/ato eo 
to slo Uo Ta, fetta 3-8-99] 


Sisq_ ATHTC—— 


WIC ALHTT 
TTT AAA, TAT ATTA A, HITT 


FM -——cfal—wWeIe/99/5192 : aviaa aS, anf 


SAAT ETAT ATA, AGT WOT Re art oot aa asia aed? aaa aa seq aa, feq dz, aa dz, feetataa 
fafa, fafet, dax efra ada, amtaa efat dee onfe, aamfia aaa = 


WT 10 ae ae st dt # ate 3a aa fata od afirea | 
frat & aerare fafaat ann faa at odt 2 fafaeet ag mat ents & ay fafecara & #fax a RT 100.00 Hh Ala wHe 


WaT aT Fx fers 16 aT, 1999 F 8 faa, 1999 a at art 400 at ae oT al oT aadt @1 ugar fafa at 
aera ferret FH yeaa at oat fer F wa fans A aati frat a gat faa F yea ferent grr. fern ge “ats 
ara erat fafaar” afer we saree ger) fafaer ® ara 20,000.00 He at ma a fears sme dat eet affart dar 
Ga after at, maee BHAT Sa ae at aot wea stmt) agel fafearit ox fear Tél fear ariat 1 fafaer feria 9 facta, 
1999 #1 AM 4.00 8 ae ates, oA ae, sage & araiaa F aaae eq A Tea ot afar) sea aaoitet fafaera 
feate 10 faariz, 1999 FT Ta: 11.30 a% sufeaa fafaarcraal % amet agaist afadl err ate oat) cH ar adt fate 
eT frat FIT sate fread att aT qui afters aetlecareraat a emt | fafaait at watz oa ag 


waa fates fafeen vd career 
aaa UMC, FATT at aquifer gat ora gat aw st aft Ted et ceil | 


eaTo 
HANA, 
HATA ACTA, ATF 
frat amar alters, 4 
HATA AETATA, ATT 


qari ca Ha aes fazaray, TTT sre aah | 


[ao Sho ao Ho ato /eto/2456/99, frata 4—8-99] 


a afer gs ait @ faatax 1, 1999 


Haat Att afta, fo Ho fro BATT, aE, Go 9 Mo Fo To, AHTA , 
Jo, AMAA HAT, THTAT 
fafaar gaat wet 5/1999-2000 : saat za wr faRiot oa ata, arf 


TART UST F USTs Ft Be A HatecaracHat area zfea att asx afer faaré faara, fafaa ata fanra fare, 
wt tary afaatfant fear cd arufan faata faa F fararaare aatfat size at fe 1 Hare, 1999 Fam # Raza Ita 
ohare & faraifea ait aq aia ara fafaat arafaa at adi & firm faa feate 7 faaeaz, 1999 AoA a fects 21 fraray, 
1999 aH feat aria aat fati 22 faaraz, 1999 Ft a 3-00 am am orm Te set fea aM 4-30 aa aw sofaq aa 
fafaararnat % ana atti matt ae ad, aaHat, Z cate aaleraernal e eatae a feet dt art fae H <tra He on aa 
@| aateraranat feat aren ware fafear faces az amar Fi ato dro seeTo To-100 at md am arty rat 


AT] Te HT AIA Ce fea aaatita arat || taUTfra aUlEz fafaer | Te QUT 
afer =rfan] meh | TT aT 
wats 


(So WaT A) (Rosaral wy) way 


fret wet oe (faaniia-wirg &) arét jos Fo Alo X11 Fo 
to X 7 Fo Flo HT Tae Set ar frat oF orga. — 


1. Tart TT att ATeae FH BS Te (arse fans fara) 25a = 21, 00 0.42 100 11 ATg 


2 anftnfear argae F Bs oe (atts fare fez) ; 25aTatt = -21. 00 0.42 100 11 41g 


(1) are gra Sfea zt ara ag eri 
(2)  fafaer aaa/ara acy ai feats at waar ait oe fafaer srmei srt fara ay Ht aT St ara | 
(3) 74 ositea frrnl & aga tose Seer ar A fafaer wr gam fear sam 


(4) Share grr wax, fatier, Woftaa sam—oa fama HF ae fede adi DA at sam—Ta (Mqy—Ta) maar dae 
aa faa F Gta gat —Ta seaa HA ae zt fafaer ofa ar aaa fear weiaT 1 


(5) ane tsitea Sharh & fafaer 2a ana 1/2 sfama (star sfama) ater of a sani 


Btaqo 
afer afer 
facet Morar :——atfirerey afin, 
fo Go fao Saws Gve, 
Braet HAT, AHTATT 
TAT Cie arr STA, ITT ETAT ATTY 


[Ho So aro fro ato /Ato/ 2223/99, farts 29-7-99] 


afer 2% ait @ frarac 1, i999 567 
3 


arate aad froma, afe (area) sta reat TANITA, STTTU, FATT 


aats—677 sfaama tz, arte 


ay 1999-2000 %, faa ara afna araaii at mMezara fafaard anifaa at omer 2% :—— 


AT agai at aT HATA TT 
v Bo 

1. dtr faedoor art (sfeator re, daa tre og freez Gaz) : } 4 a re 

2. Hort srecm (ate afadez, afetet wai, deta fee & fair, aleteta, ursatenta, Cate tera ‘ 2 7905 TTS 


aaa, AST sttet ediax, ate feeraaz, ate arefed ais) | 


(1) aegeaaveat % arm fafaa ortar va tae fafaararat ett 100 wea gaat go gto are wfa areal sae fafaar 
wie ara ax amar 21 sme era fafaer so@ Sfaa wea We sre ae ead 25 afafeaa art fe aM 

(2) amra fafa dia are fare F agtecarercaal BH are feat 21 faaraz, 1999 #1 at at am fafeaa eI A FETA 
at | urea fafaare 21 fare, 1999 at A 3-00 at tat wat) 2-00 aH F are orca Ziv aah fafacrat 1 
faate azt fear arate | 


(3) fret at fafaer ar are we at edtea ar aedtea aca ar oi afeare fara aeatarcmat Ft ett | 


(4) we md a cifafeaors fafear sme & are woasy Hg aaa 


BAT o 
ayaa fares, of (aatetta) 


faa anart ayaa frame, fy (anette), 
art Atta wat sar, entger, WATT 


qa va wa ath fremery, HAT svar HTT | 


(do Sto ato Fro aTro /eto/2506/99, feats 6-8-99] 


arias Fey ahetar, Waban sada sats, wa career afserifan fran, 
ATTR WHAT, AAT VIS, AS, WALA, 
zag HAT Fo (01562) 50661 


Farrar aatam gaat Fe 5/1999-2000 : Fo Fro Flo Alo TAR Tg, Alfa 


. 


wea F Usa FT IT A qo Yo Ato Ato Fax qe wa tat for ssa ad Jo Tho Flo elo etaes aT HIgia Pa ta 
aa W dey cq yawdy cal & fagifea sya @ faorn de fafaer anifaa a adr 21 


#68 afsa és aia frarat @_ 1, 1999 


fafaat sca ga arated @ fasifra anfaea fafa: wes to 10,000 aa aver afanitl afsaar sfeaiaar saa saits, ave 
Ta, wa wato afto fart % aa ae AF 8m fans sre F STH HAT HUH MT fata ag 


fafaer faaeor :— 
Co | Far aT ATA : QHo 3:--Jo Flo Alo Alo HML WET CA Yo Go Alo Ao 
TTT Bt ATT | 
ato fafaar at waz | > at afaar amare 9% fafwa awl a arya) 
ato | taeaTfra ara ri 80 10, OO FUE | 
Sto} argia gor wea at aa . : araen % 15 far Watt & .8 Ate FI 
go 6 fafarat aoa faa : farts 16 aaed, 1999 aH fRat at ara feaa at ora: 11 aa 
4 aa 5 at aH . 
Ute fafa soa fara aT cara F > afaamet afagean, ada, amiaa asa afaaen, afin saa 
qats, AI ato Ato faa, aril aA, watt Us, Fe 
(Ho )—-331 001 
Ste; fi fas ater | j (> .19. ST, 1999 A: 11,00 FHI 
Gao fafrar aca war aers FT afar fafa ce aaa; : O08 faarax, 1999 AIT 3-00 a7 | 
argo. fafaar ataa at fata va ana 4 : 08 faatat, 1999 AIT 3-00 ae | 
Go = gt afr fay d ; %o 20.00 ate! 
WG 
(1) fafaar sya % ara fatrec Ysiaa sar ca adfaa aa H arfoisae ae afaere gra ard fast we attata samt oa 
ua adfsa aa F ares afraret sr ar areas alata SMT Ta AeA FRAT ZT 
(2) weae fafaararar at fafaar soa at Ace q soar HUT WaT! Sa Ae F fafaer soa HF ATH BIT Fo, qo F 
Ho gti aq sat aet F a ow Ae ae qaufs wa gat Te facta sf AfHa fHar gr) fAfasrarar #1 gt ae ww 
Sa wea TAT HUT ahi gat Tai Bei at yea fafaar gee a afenfaa ZI 
(3) arrer uf % fart fat fafaer ve faare agi fear ara) 
(4) afva arar, of at aa aera afae wet cd feat ow fafaar agar anca fafaarat at faar sre gard free wea 
_ at afeare ger afirrar, ofataa sda wats, Tt eato afwo fawrT, Fe FT AMATI 
(5) faaifcr fafa cd aaa % arava, ora fafaare feet wy arare oe are adi att 
(6) aad fafararg area agit ght 
Q 0 
wey afaarar, 
% “J Pert i Tray TH o} 
WF ato AfMo fawn, Te | 
fast qrrart wer afeaear, 


ofa Sa THIS, 
3A taro afo. faart, a* I 


qat vd ma aera | freurety,' wage are ATT 
. [Ho;Sto ako Ho Ato /Ho/2274/99, faerie 30-7-99] 


vfeaa Fe ode @ faaeax 1, 1999 769 


prataa Sardar, Hat HME, ATATATS ( TIMHEATT ) 
AH AT AT aq 3at/2000/atatatg/2111 : ara ara, arfe 


aa are a afaa fear ora g fe frat treme ararars % afeetl & aed ara arad acarg a Sat ay 2000 } arate 
faata 1 sae, 2000 8 31 faaraz, 2000 aH % faa yards fafaare arafaa F1 ardt zt : 


aah ara at faa aft aardt  satadt fafaar 


1. afi a asia qaa sfaaat sfafer Sat ana Ht areal ea F } 
aeare TAT GA ATA Bhat | | : 
' 10.00A@ Zz 20,000 50,000 100 

fafa fafsa fafaar aver oe af edtare at oral ot fafaar men at dara awa feu ma oe at sofan frat arene 
aiaais ® aH & aAerst Aaa Te fafaar sca za araiaa a ara fea oT aad ZT at aria adi fear snaar. fafaar ate fated 
fafaar area H geqa wet at ondt @ at Sa aedrare He feat ora fafaar H fray BI Ma za Fata A sqaer Zi fare falar. 
arama art aaat fafaar seta HA A gd wet feat H Set oT aad gi fafaar Weare frwrea fea oe aaa ed a “ara aT 
acavé 2q " fafaat faa get arfea i fafaer soa feria 10 fadeaz, 1999 41 aM 3.00 as aH fana fea saw mena fataare 
faaie 13 faataz, 1999 FT 12.00 AF aH aT Raa GF sa Hralay H aga st aaa svat fafaare fate 13 faaraz, 1999 41 
2.00 aa afea aa afafa at aera eo & oifasa afaartr % art eee fafaererarat et at sae orfasa sfafafaat at sacred eT 
a gofeaa & aie saat) aeaTe aAaH at are fafaar cata Hea H faa are agi 1 aa fet. a fafeer wt ar fafaar s faa 
am ai faat are are aaa aedrare Fe aadl 21 sty wa faata & orca fafaare cttere adt Ft aradt 1 aaradt ats aa gig 
dad ay & ey a at siatan fHararme arrare % arm aee eri 1 fafaereramt amt aewda fafaet % orerat 
ua fan 4H arrez, fate, Tad, TAT Ta wa fatter Toea arax a aaradt ofa at feswe sz dam ax Wea FLAT SPIT | 
gaa faa % aura ¥ fafaararat F Heras fomrh FT aal @rat aaa fafacrarat F oa ala aay! acre a arafaa fatrac 


usar are grat arazan 21 fafaar * ara Gre aay at ama oredr Ga geqa Heat arity fear aaa fafaar edtare ae 
HT ATA | 


to 


eaTA GUH qa Hitaeay (AIeT TZ) : 


3. ga ter wa, set aT, ta war, Tt ga ofafaal 


geATo 


sarees 
fat STATA Teer, 


fHAT HTS, ATATATS, ATCA | 
qaat ud aq aeaH famraa, WATT are GATT I 


[ao Sto ATgo To atte /#to/2409/99, fartR 4-38-99] 


araiay adie afedar, aa careea afaatast fawn, Tz Fat, KAGE 
HATH :VGo 2 (Ato) 234/99-2000 
fafaar dear 7/99-2000% 10/99-2000 : Feit st aeena, atfe ns BYP 


aaa FH Usa Neer FT Be A arag H aelacy |i H Hex ay qea aT yeena ua fearefsn rt aa afew ax 
dfaer ® amare oe fafaart antfaad at até? g, at fe sae area afea feats FT TT 3-00 aa aH Net HY arate set fan at 
3030 a Sufeaq fafaarararat aaat saa yfetrtaat & amet aiet oat fafrar soa va wat arf % az ated fafact wee HT 
ara farit it art fare & aarzaa, wieit aa, wage % sina a ora far ot aed gi fraifea fate a feat aren F wea aaa 


*70 , afsaq ge wit @ faarat 1, 1999 


BY erry my feetfer H fafaar ama ard fara oe srteargare faaifer awe ae ara st orex vet fer fraifer eae oe we ott 


*H fafaat ae wiz fafaat ai fafaar* aaa acafaar at fafaar sifta feria 
aveIT wre BT ATA Tara fare . aqatat = fafarfteat = afar aaa 
afta HT MeFi 


(avawa a) (etme) = (ea A) 


1. rr Lge ae nuns 


aa fearefen an aa :— 
A®) -7/99=2000-- : 
afaarmtt afaaa, wa rareeq afanifan faa, 25.00 100 [ 50,000. UH ag 22 faataz, 1999 


seared Ua fate Gs (FAL), TATE | 
(a) — s/99-2000—- 
rae afaaat, wa zareq afaaifan faster, 20.00 
senea aa fare ae (afm), wares 
2 ates aqaa i ATATT FR HATA T AMT saTH TT Gz 
auaa/farisa at :— 
(*)  9/99-2000-- 
. afamet afaaa, sa carey ufwattaa fast, 10.00 
soared wa fare as (Fat), WITT | 
(#)  10/99-2000— 
afar afaaa, wa career afaatfan faara, 6.00 
suraq va farem ae (afer), sayz | 


100 [40,000 wrawe 22 faaraz, 1999 


i 


100 J20,000° crak 24 fears, 1999 


100 [12,000 wRae 24 faaray, i999 


(1) settee ufa goth ara, aH gree, dea aH, fersyat dH & dy cdtere ay way a a artad e ant att a, de 
UHe Slo Ao F UAo UA Alo earate ae feu wat saan sera fawh we aan a gear afsart gar aan 
fafaar qe faare adit fear oranr. fafaart faat aziez oa h AY aet et 


(2) ae gre sma ata are fafaar ox ae faare wat fico FTAA | 


(3)  fafaar aa arataa a& atte aa fafaer soa a at oe gt meq erin wa, eafarienara ote finer it are fear wT wrater 


~ 


aay eset fee oT at gz | 
(4) fafaarat a aan & He we area ae arity fawniter wal oe at wear sete eyit 
(5) feat st wuray te ange wet an aire anit | 
(6) fret wt fafaar et freer wer ar gor afar feat aren aed areiteror after wt err 
(7) fafrat wah Bo qd aed aquafernar at gat cw meq ech eter 


“arty a aaa et, et qq yeaa § 1” 


orm cavern arfiratfaret faut, areae, maT | 


fat anar :——asta ataara, , | <—poeuer yen y ; 
wa carey afwatiaat fear, are at, HTT | 


4 


QaaT Ua Hy AIH FAMTAT, TAFT STAT ATT | 


, ere . ; [ae tte ako Te ate /#te/ 2271/99, Feats 30-7-99] 
tfsad Fe ia @ farax.1, 1999). 


S71. 


© erator areheron afar, ot career atfereifterdt Far, ger ftenraere 
fafaet qaat Fea 3/99-2000 


faa deat argia arta 


aera * usa Ft ate a faeafafad aria eq faaifea soa A asa ara anyitadial Ua ositea GAT & Hlecde fafa 
amifaa at omdt 21 fafaer feria 11 aaqaz, 1999 Hee CHa aH sat aril) fafaar ava wa faaen qa eareeg ote fear, 
are mane Hf fafaet wee ST FearEt, at Faiaa B wre fear ovat) feat acex ute % fafaar area agi grit fafaer soe 
fate 12 Hata, 1999 FI Mae 2.30 at TH ara He catiae fae aT Sam wa sam fare (cadtea faz) atarax, fara 
Sanaa arateret, water ule ar fear aqafes aa, fratar we & ora dafea aca ar facta, adiay arrac/feae ax vey sa 
at sufi srr sfaat cd ae qa frania adf od eafafater & agar wa oa oe gee fawn, fred sréa—fas gait, aa 
sraat fare oret at amex fave fash F anit, sa art da faare adi fear sear) geary auat ae arr ara fafaera ara agi 
atin: et a ara fafacrd, ar 4 ee—ae faart at wadt & gi, vet Mey oral | attat aie ata aHe/Soso /aae il $a/ 


saa arara # ara at ealea anil, wea areae A opt attest Ula eater agi |hit! 


ania  argta ar frac ara = TTT fafaer anata qr 
bit ara arte Woh HUA BT 
bs La _ ah ailicl 
at (eat a) (waa) 
(arat #) : 
1. weet weaatorat Mime F afer arfest TT gee Ie ae ate FT argis, 3.00 6,000 100 6 ATE 
AAT FATA HLA HT BG | 
9. amc ere tiara FU Uae GaSe ete Sara : 1.50 3,000 100 atten aqate 
5, ftoargs tate a arate / Meo 4 ‘ 5.00 . 10,000 100 6 aTg 
4, Ura Hrez/atee Hree/HAT AT HT TTT P . . 1.50 - 3,000 100 441g 
5. aia ends caret HT ANGI f : . p P 5.00 10,000 100 6 NZ 
6 aitarnssatanfa i : : : ° : 5.00  § 10,000 100 6 Ae 
aea— , 
(1) > fafaar at fart aren ware fret Het TT aferare sererarertaat BT srr) aarfaa arr, aaa/feafe aaare mafsarer 
qt aadt g! 
(2) avawe/frse we arate wea aw awa A frfaer Aer agh ert 
(3)  tarifwr eredta creer amde edtaerd gt grat 
BtATo 
afearst afar td to to Nae 


[¥o Ae Mo /Geo/aimto/44/99-2000/8169~8187, feats 7-11-98) 


eraterer fore nora cat firey career afirerey Ca arto Ato UHo AANA, TOA HATAT HTT, ATT (TERT) 
, scree afin, ssa m fo ers Tate Catte aS oe) ban 
fafaar gaat 3/99 : eta Galax arte | 
ga eraiea wt urge He Sto aire & fae Fretted arnt sat ar wet iq arnft fiatar/afines feron/daet ® atecare 


sia afer de wie @ fanze 1, 1999) 


fafeart ara'faa si ody @: 


aie | 
qe 
i! 


* 
é 


faa qrar sar afiraret, 


aa Ca Hr ary PANT, WATT eer Te 


tient jes wit @ farz 1, 1999 


(2) 


(4) 


, 


apa or avelt arent et Ferrer aaarita aaria = fafaar = fafaar seq Hea 


“aaa ofr bit at sifes fafa/ara 

Fo Bo Bo UH ay A 
AMo ato Fee He IH Mla HAlaz ve : c 4,50,000 9,000 100 15 faataz, 1999 
Qto tato | Reg H STH / Halas (ete) 3 : i 6,00,000 12,000 100 15 faaraz, 1999 
eareey SI —Hen H SHUT HALAL ; > ‘ 18,00,000 36,000 100 15 faaraz, 1999 
Ho Alo UH Hto TATA aa eae Hata j oi } 75,000 1,500 50 15 faataz, 1999 
Tat HST d * 7 F } 30,000 600 50 15 faaraz, 1999 
hat WA. . , a : } : 20,000 400 50 «15 fararaz, 1999 
shra watza ‘ . 3 ; , ‘ 3,00,000 6,000 100 15 faaraz, 1999 
200 Alo cartes Ha (HATA eet BT) : . : 30,000 600 50 15 faaraz, 1999 
Tat ard Sa easy : ; } 4 ! 5 0,000; 1,000 50 15 faataz, 1999 
nat : : : : ' ‘ 70,000 1,400 50 15 faaraz, 1999 
aqitta : / : sh Mould 20,000 400 50 ©=—-.15 frataz, 1999 
 gadceecta ‘ ‘ ; ; : us 20,000 400 50. ~—«15 faaFaz, 1999 
wtfo yo Stouarfaa fre ! , 3 1,20,000 2,400 100 15 faaraz, 1999 
AMAT (Sto So Ho) faz : ; i ; : 2,40,000 4,800 100 15 faarrz, 1999 
fasarsnt fazq; : . : : | 2,40,000 4,800 100 15 faaraz, 1999 
(1)  fafaerst fafer faaifea soa ot fe saa ata fafaar wea ofe aaa/site/to-arst arto Ato Udo AAI F aa 


weit Ht feats i5 faaraz, 1999 #1 wa: 11 ad aw za araiaa & sre fea ot aati fafa fafea faatfea 
ma a at aarra uf avwa/srie/t-sret afaa feate 15 faaraz, 1999 Ft ai 1.00 aa aH Seta aT AT aTfee 
He4Ie ana aft % ara ala areal fafa aedrea sy aa 

. 
aad sary Aa ae aT I faata, fafaar st od za aria a osiaer 2 fed fafaarerani ara fafaer waa al 
4 a4 araiaa ana AF Far aT ANAT 21 


fafaara ateare fae H faa ce aan te eT Ho uM wala fre ard 2a fafaer seca at oo wel 2 az avd fret 
wreat atin fafaarat seqa wet at afan fafa faerie 15 faaraz, 1999 #1 amt 2.00 at ta aia A a afafa 


% arr att oat) fafeerern cad waar saat afana ofafafa fafrar att wa % aaa om afafa ® ana sofa 
at aaT | 


HA, Ato Alo Wao A, waat ATH ze areit fafaar eitea Hea aq aed wet 2 ate az feet wr fafaer 
a at fafaar & fat dt arr al sae aren aaerd fear acdtea mt aaT | | 
atdlo 


aura afeartt aro to to sate 
ago Fo Bo saz, ‘ | : 
wa sq—qey fafa wa carecg wfirardy,! ofeare Hear, (aTaTZ) | 


[oto aTfo Fto HIXo/#to/ 2457/99, featw 6-s-99,] 


573 


Paes a Ra 


ata, afaardtt afara, fto to fro, arevratar $2 WaT, le WH Sto VE, Fo To Ao To, » rar 


fafaar yaar dea 3, AF 1999-2000 : aay Set at faa aa arta, ate 


~~ 


THETA UIST FH UATTTAT FT Ale A walerarareMal, srt Zoom To Ansa, faaré fawn, fo so fFo, Husa, TA ea 
afrrifas faar, van ardafen faain faam % foams asifsa aver oft fe feats 1 sas, 1999 & am 2 % aaa aaa diet 
Sart & facaifea wet 2g ala aa fefaare arafaa st ont. 2 farar faay fate 15 faaraz, 1999 Bae ae fete 30 faaraz, 
1999 am fear sat faerie 1 aaqay, 1999 FT aTTe™ 3.00 at aw sie ae gel feaiw 1 waqa%, 1999 a aM 4,00 at ae 
gofeaa anea fafaarararal # aneat Seat wea) aa md, aan zeae aliecaratmal ® artiaad A feat dt ani feag ® staat 
aa a amit 2. adenerenat far aren ane fafaar faeea ae aad A set % fan feaifer dose ent a ag am. art 


Aaa | 
at are HT ATA sand  aantaa Uo attaz Pater: era Tet 
Heat | / Tats RT eta) ae eat 
(arate) = (avat a)? wat 
aa art aqF 
1. Ararat aréax FH aH arty F frat ga fava wet ax (faunia 
ea 4) art : 23K 01X7 Aowto Bt cat ei at 
faain od arya :——| 
(H) Wet arAT1 . . : : : 0! 28 RE B80) 0.46" 100. 11418. 
(@) METAR? i : : 4 . 25 ores 23,00! 0.46' 100. 11 AT 


(a) . mre arer Sfsa zt are aay ett 
(2) faenr Preaava ae a feats sae AR oe fafrr orm ard fear a AM ae wih a 
(3) ad dstea front # cet dota Sherei at ay fafaer ar faea fe aT) | 


(4) ahari era arrax, fat at Wilt sam 9a ua feu Wo ale feeder usa Aart ¥ apiva al ara FT TATT Ta 
(aia va) atarel daa aur faut 8 ost samt ca seaa awa oe at fafaar aff at aera fear sear! 


45) ° fafaer at ata fro Mo fao, ATUIMAAT FE Wet Alo Uo Bo, Boe Frais, feo fo feo, Mouho So, ta-] vq 
| ana qa aat afto wer afwarrar fo Ho ffs Fo Ao Ao go, AeAe F walat A fear waa) 


(6) wi Stiga fread a aed aaea chard & fafaar at ama 1/2 afama (arer ofan) ater aft at seit | 


(7) saa wer & faw afe wa ote eae fran aatara afaartt @ searfaa agr era % feet qa wat a) aia 
gear at saa Se eat aa TA a oe Share eT af wd oat AY eaaear aot eat ud ae oe we ahi 


faa sora -—~afaot afar, 
fro hfe GTR AAT AzVeT alo Who so Ws 

éfeaur distil vee Thar, sarc | \ Espen i sali ew , 
qa Ud wa aes fsa, TIGL aT Ae 
| I[ao Bo sho Flo atzo /efto/2229/99, faerie 29-07-99] 


7 cfr Ge att @ femetes, t0g8 


(1) 


(2) 


(3) 


‘The notices alongwith Hindi versions, if required should be sent 


PART A 


NOTICE 
INDIAN TENDERS 
ATTENTION FOR ISSUING AUTHORITIES 


The Indian Trade Journal Issued by the Director General of Commercial Intelligence & 
Statistics, Calcutta should be regarded as the standard medium for public advertisements in India. 
Where necessary, advertisements may also be inserted in one or more principal newspapers in 
India (Item 29 of the Annexure to Rule 102 of the General Financial Rules). All Central/State 
Govt. Departments/Undertaking are request cd to take note of this provision for guidance. 


Tender notices should be sent in duplicate direct to the Director General of Commercial Intelli- 
gence and Statistics, 1, Council House Street, Calcutta-700 001 preferably by Telex No. 21-7902 
DGCS IN/FAX No. 033-2486528 or by SPEED POST. 4 


If it is desired to send the tender notices through some media or relevant Public Relations 
Officers, etc., no copy of such tender notice should be sent to this Department again. Non- 
compliance of this instruction may lead to double insertion in the Indian Trade Journal for 
which issuing authorities would be liable for payment for both the insertions. 


to the DGCI&S so as to 
reach him at least three weeks before the date of publication of the Journal which is issued on 
every Wednesday. eS. 


The tenderers should be allowed at least 15 days margin of time from the date of issue of the 
Journal to enable them to submit their quotations. tee 


Hindi version of tender notices should invariably be sent with the English version. 


The Indian Trade Journal accepts no responsi bility: for 
adherence of the aforesaid requirements. 


complaints. if any, arising from  non- 


The payment of bills and correspondences, ff any, for tender notices published in the Indian 
Trade Journal will be made direct to the Controller of Publications, Department of Publica- 
tions, Civil Lines, Delhi-110 054 by Crossed Demand Draft or Cheque drawn in favour of the 
“Controller of Publications, Delhi’. 


(9) The issuing authorities are requested to make payment immediately on presentation of bills te 
avoid accumulation of bills and audit objections. a al 
5 DIRECTORATE GENERAL OF SUPPLIES AND DISPOSALS, NEW DELHI 
peer NOTICE 


All Communications intended for the Directorate General of Supplies and Disposals, New Delhi or 

its Regional Offices at Bombay, Calcutta, Madras and Kanpur should be addressed by titles. e.g., the 
Director General of Supplies and Disposals, New Delhi or the Director of Supplies and Disposals, 
Bombay, Calcutta, Madras and Kanpur as the case may be and NOT by name to any of the Officers, 


Fu 
St. <5 a Se edit tht ated 
oe 


freneral Carditions of Tender 


The following information is published for the guidance 
of parties intending to quote in respect of tenders issued by 
the Director General of Supplies and Disposals, New Delhi 
and its, Regional, Offices, at Calcutta, (Bombay, Madras and 
Kanpur :— 


the tender 
In the event 


1. Tenders should reach the Office issuing 
“notice by the time and date specified therein. 
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of the date being. declared a closed holjday for Government 
Offices the due date will be the following working day. 


2. Tender forms will be issued on pre-payment from the 
Directir Gtneral of Scpplies and Disposals, National Insur- 
ance Buildine, Parljament. Street, New Delhi-1 or from the 
Ree'onal Offices at Calcutta, Bombay, Madras and Kanpur. 
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3. Tender forms will be issued on pre-payment of the 
fees prescribed which may be paid in Cash or by Money 
Order or Indian Postal Order quoting tender number, name 
and full address of the remitter. 


4. Tender fees paid are not refundable nor are the 
tenders transferable. 


5. Tenderers not in the approved list of Contractors 
maintained by the Director General of Supplies and Dis- 
posals must give the name of their Bankers and submit 
alongwith tenders an Income Tax Clearance Certificate duly 
countersigned by the Income Tax Officer .of the Circle 
concerned under seal of his office. 


6. It is notified for information of all suppliers that ordi- 
narily tenders offering firm prices are preferred where a price 
variation clause is insisted upon the tenderers’ quotations 
providing for a reasonable ceiling have better chances of 
being considered. Tenders for imported stores which are 
subject to variations of F.O.B. rate must stipulate jn the 
tender itself both the F.O.R. and F.O.B. rates. Where the 
F.0.B. rates are not furnished originally alongwith the tender 
itself such tenders may be considered “Late” and are liable 
to be ignored, oh 


a 
4 eh 


SPECIFICATIONS AND DRAWINGS 


A 


DIRECTOR GENERAL OF SUPPLIES AND DISPOSALS 


(1) Specifications :—- AES 
(a) IS.I. and Directorate General of Supplies and Dispo- 
sais’ Standard Specifications which are priced publications 
can be had on prepayment in Cash or by Money Order 
from-— «| # 


1. The Director of Inspection, Calcutta Inspectjon Circle 
234|4A, Acharya Jagadish Chandra Bose Road, 
Calcutta-700 020. 


9. The Director of Inspection, Bombay Inspection Circle 
Block No. 1, 4th Floor, “Shastri Bhawan”, New 
Marine Lines, Bombay-1. 


3. The Director of inspection, Madras Inspection Circle, 
Block No. 1, 4th Floor, “Shastri Bhawan”, 95, Had- 
dows Road, Madras-6. 


4. The Controller of Publication, Civil Lines, Dethi-4. 


N.B.—See Important Notes to Tenderers at the end of 
Section D. 


(b) The Director General of Surplies and Disposals’ 
epecifications which are not priced (non-saleable) can be 
shtained free from the Office of the Deputy Director General 
(Inspection). National Insurance Buildjng, Parliament Street, 
New Delhi-1. 


(c) 1.T.O. Specification are priced publications and can 
be obtained from the Controller of Telegraph Stores, Jabal- 
pur On pre-payment in Cash or by Money. Order or Indian 
Postal Order to the Accounts Officer, Stores and Workshops, 
Jabulpur. The price of Specification is Re. 0.75 per copy, 


Af3) 


a iy 


(2) Drawings :— 


(a) The Directorate General of Supplies and Disposals’ 
Standard (Saleable) Drawings can be obtained on pre-pay- 
ment in Cash or bs Money Order from the Office and at 
the price mentioned in the relevant tender schedule. 


N.B.—(a) (1) 1.S.D. and Directorate General of Supplies 
and Disposals’ Standard Drawings are available  onlv 
for certain P&T Departments, Hardware Articles and 
Textiles Stores. Copies of Drawings for P&T, Depart- 
ment and Hardware Articles ere available from the 
Office of the Deputy Director General (Inspection), 
Supplies and Disposals, National Insurance Buildings, 
Parliament Street, New Delhi and copies of drawings 
for Textiles Stores from the Director of Inspection, Ist 
fioor, Aayakar Bhavan Annexe, New Marjne Lines, 
Bombay-l. 


(2) See Tmportant Notice to Tenderers at the end of 
Section D. eae 


vod 


(b) LS.D. and Directorate General of Supplies and Dis- 
posals Drawings which are not priced (non-refundable) are 
supplied free by the Deputy Director General of 
New Delhi. Copies are normally issued free with tender. 


B 


BUREAU OF INDIAN STANDARDS fe 
(2) Indian Standards published by the Bureau of India 

Standards are priced publications and can he obtained on 

payment in Cash or by Money Order from Sale and Services 

at the following addresses :— 

Headquarters: 


Manak Bhavan 9, 
Delhi-110 002. 


Regional Offices: 


sahadur Shah Zafar 


Marg, New 


Eastern : 5. Chowringhee Approach, P.O. Princep Street, 
Caicutta-700 012. 


Southern : C.L.T. Campus, Adyar, Madras-600 029. 
Reranch Offices : 


‘Pushpak’ (3rd Floor), Nurmohamed Sheik Marg, 
Khanpur. Ahmedabad-380 001. 

‘FH’ Block, Unity Building, Narasjmheraja Square, Banga- 
lore-660 002. 


Ahimsa Building. SCO 82-83. Chandigarh-160 017. 5-8-55| 
67, Namapallly Station Read, Hyderabad-500 001, 17‘5-18 B. 
Sarvodaya Nagar, Kanpur-208 005. 


Udvog Bhavan (2rd Floor). G bane 
600 001. r), Gandhi Maidan. Bast Patna 


Hantex Bujlding (2nd Floor), 


| Railwa itati 
Trivandrum-695 001. "sahil. 


Road, 


i f bh) Copies of TS’ Specifications are also available in the 
/.K. from the Sales Managtr, British Standard Institution, 
British Standard House, 1, 


, Park Street, Londca, W-1. 
(c) In other countrjes, copies of Indian Standards are 
availghle from their National Standard Organisations. 
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C 
INDIAN RAILWAYS 


Specifications ;— 

1.R.S. Specifications are also priced publications and can be 
obtained from the Manager (Business), Government of 
India, Publication Branch, Delhi-6 on pre-payment in 
Cash or by Money Order. 


Drawings :— 


LR.S. Drawings are also priced publications and can be 
obtained from the Director General, Research, Design and 
Standard Organisatjon, Alaimmbagh, Lucknow-6. 


D 
DEFENCE SPECIFICATIONS AND DRAWINGS 


Defence Specifications and Drawings can be obtained on 
Pre-payment @ Rupees Fifty Five and Rupees Forty One 
respectively per copy by Money Order/Postal Order/Bank 
Draft/Cash quoting the number and date of the tender en- 
‘quiry from the undermentioned authorities :— 


1. The Controller, 
Controllerate of Quality Assurance (G.S.), 
P.B. No. 127, Kanpur-Z08 004, 


(Jiems :—All General Stores items including Metal and Non- 
metal items, Hand Tools, Brushwares, Hardness and 
Saddlery, Surgjcal Instruments.) (IND|GS-Series of 
Specifications| Drawings. ) 


2. The Controller, 
Controllerate ot Quality Assurance 


( (Textiles and 
Clothing), P.B. No. 294, Kanpur. 


(licms :—-All Textiles and Clothing items including ‘Tentage, 


Rubber items, Footwear, Parachute Cordage.) (IND| 

IC Series of Specifications|Drawings. ) 

3. The Controller, 
Controllerate of Quality Assurance (Materials), 


P.B. No. 229, Kanpur-208 004. 


(tems :—All Chemicals and Laboratory Store including Oils, 
paints, lubricants, fuels, drugs.) (IND|SL-Series of 
Specifications|Drawings. ) 


(N.B.—Cost of each drawing is Rupees Fifty Five.) 


4. (i) The Controller, 
Controllerate of 
Aurangabad Road, Ahmednagar, 
414 001. 

(Telex No. 0143219.) 


(liems :—All Vehicles, Stores components pertaining to 
Enfield Motor Cycle, Ambassador, M&M Jeep, Maruti, 
TATA, Leyland Cabs & Bodies, Trailers, Crawler, Trac- 
tors, Motor Grader, Scraper and Wheeled Tracked and 
Armed Vehs.) 


Quality Assurance  (Vehs.), 
Maharashtra- 


ii mtroller, 

o eee of Quality Assurance 
Dehu Road-412 113. 
(Telex No. 146294.) 


_—. icles Stores pertaining to T-54, 755. APG 
Sareeck a acy, BMPI, APC Wheel Skot, Kraz Maz 
Ural, Zil, Tatra, East European Trailers.) 


(Spl, Vehs.). 
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(iii) The Controller, 
Controllerate of Quality Assurance (Heavy Vehbs.) 
Avadi, Madras-600 054. 
(Telex No. 4122003.) 
ems :—All Vehs. Stores and Components Spares|Assys of 
Armoured Vehs, Vijayanta, T-72.) 


(iv) The Controller, ; 
Centrollerate of Quality 
Secunderabad-500 003. 
(Telex No. 04252012.) 


(Items :—All Vehs, Stores pertaining to ICV, BMP-II.) 

5. The Chief Inspector of Electronics, 

Chief Inspectorate of Electronics, 
Bangalore-6. 


(Items :—A}l Electronic and Electrical Stores. ¢.g., wireless 
sets telegraph and teleprjnter equipments, sound repro- 
duction equipments, charging and generating equipments 
battery charger, measuring and test instruments and 
associated stores and components, primary and secondary 
batteries, cables, switches, insulating materials, etc.) 


6. The Controller, 
Controllerate of Quality Assurance (Military Explo: 
sives), Aundh Road, Kirkee, Pune-411 003. 
Telegram ; ASSURMIL, KIRKEE., 


(items :—Explosives and connected items.) 


7. The Controller, 
Conirolierate of Quality Assurance (Metals), 
P.O. Ichapur-Nawakganj, Pin: 743 144. 
West Bengal. 
(Telex No. 21-5012.) 


(items :—Metal and Steel items.) 


8. The Controller, 
Controllerate of Quality Assurance (Ammunitjon), 
Kirkee, Pune-411 033. 
(/tems :—Ammunition Packages, etc.) 


9. The Controller, 
Controllerate of Quality Assurance (Instruments), 
Raipur, Dehra Dun-248 008. 
Gram : ASSURINSTRS 
Telex-0585319 CQA(I) IN, 


(tems :—All drawings and Survey Equipments, all optical 
instruments, microscopes, cameras, binoculars, watches, 
clocks, compass and other fire control instruments.) 


10. The Controller, 
Controllerate of Quality Assurance, 
(Engineering Equipment), 
Aundh Camp, Pune-411 027. 


(iems :—All drawings and Survey Equipments, all optical 
equipment, water supply equipment, compressors and pneu- 
matic tools, machine tools and workshop equipment, refri- 
geration and air-conditioning equipment, field work and 
mine cleaning equipment, industrial gas producing equip- 
ment, prefabricated structures, construction plants, fire 
fighting equipments, earth moving plants. ClI|SI|Steam 
engines, electrical equipment, petroleum distribution equip- 
ment, transportation equipment, basic building material 
stores, bomb disposal equipment, cooking apparatus and 
stores, sanitary fittings, laundry equipments, textile and 
boat repair machinery, mobile bakery equipment.) 
Notes.—‘In respect of Defence Armament and other 

classified stores the tenderers will not be supplied with the 
classified specifications|drawings. For quoting they may 
inspect the relevant paper, particulars in the Office of the 
DGS&D, New Delhi or its Regional Offices at Calcutta] 
Bombay|Madras|Kanpur. These Classified documents will 
however, be supplied, if requjred and considered necessary 
by Defence—A.H.S.P. only to the successful tenderers on 
hire charges of Rs. 55 for specifications & Rs. 41 for draw- 
ings per copy. Postal Charges extra to be pre-paid in Casb 
or by Money Order to the concerned AERF”, 


Assurance (ICY), 


P.O. Hebbal, 


A531 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
GENERAL RESERVE ENGINEER FORCE 
THE CHIEF ENGINEER, PROJECT PUSPAK, 


Cio 99 APO 
Tender No. CE (P) Pushpak-07/99-2000 : 
Consuliancy Services for Contruction of Custon 


Complex 


The Chief Engineer, Project Pushpak, Cjo 99 APO 
invites application by 10th September, 1999 from 
approved BRO/MES|CPWD|PWD)Railway contractor 
for issue of tender documents for Consultancy Services 
for Construction of Customs Complex at Zokhawthar 
in Champhai-RIH Sector of Indomyanmar Border 
under Project Pushpak in Mizoram State. 


Estimated Cost: Rs. 10.00 Lakhs. 


Applicants must attach with their applications, a 
valid Income Tax Clearance Certificate alongwith 
Permanent Account Number, purticulars of financial 
and technical resources, list of similar works executed 
by them during last three years and similar works in 
hand’ indicating the full designation and address of 


Officers under whom such works were executed) being 
executed, 


Sd./- 
ASW 


[No. 81291|07|E8, dated 10-8-99.] 


° 
Chars: 


GOVERNMENT OF INDIA 
CENTRAL MINING RESEARCH INSTITUTE 


(Council of Scientific and Industrial Research 
Dhanbad-826001 (Indja) 


No. CMRI/PUR|F- (0/2/99, dated 19th August, 1999 : 
Portable Gas Analvser, etc. 


) Barwa Road, 


_ The Director, Central Mining Research Institute, Dhanbad 
invites Sealed Tenders in Two Bid System, from reputed manu- 
facturers/Authorised dealers/Indian ‘agents for the supply 
installation and commissioning of the following scientific equip- 


ments, for which detail specification can be had from. tender 
documents :— 


ce Name of the Equipment/System Quantity 
0. 
1. Portable Gas Analyser for Co, CH4 
COD, He CH4, O02, 2 Nos. 
2. Global Postitioning System , ; i 1 No. 
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Serial Name of the Equipment/System 


Quantity 
No. 
3. Non-contact temperature measuring system 1 Wo. gre 
Eis a> vey ¢, 
4. Super fast Video Camera with accessories . St eae 
5. Mobile Drilling Machine ; ; ; 1 eae 
6. Aggtegate and coment testing apparatus 1) 
with four batteries, permeability, auto* 
matic compaction, Los Angeles abration, 
impact value, flakiness index, crushing 
value, penetration test, softening point 
test, ductility, viscosity and penetration 
test apparatus. 
7. Mobile Grouting Machine  . ‘ : Digs 
8. Sub-surface image instrument, (Noggin trate 
250 GPR), Scismic acquisition sy.tem 
with schmidt and hammer with P.C. 
Notebook with two sets of batteries. 
9. Borehole Penetratometer ; 3 : TRANG 
10. Mobile Van for Openpit Blasting and | nies 


ecobounder system. 


i. Young Modulus apparatus with Graphic — fi 
arrangement, porositimer and prpving 
ring of 200 T Capacity (compressien)/ 
Bore hole loggr/bore hole TV/Camera. 


12. Calibrator for vibration monitoring system Pairs 

13. Borehole Inspection Camera . : é AgT 5 

14. Temperature measurement device through hiF 45 
borehole. 


15. Heating circulator with integrated pro- lin, 
grammer and recorder; and air flow 
controller 0-500 CC/Minute and mecha- 
nical anemometer with autostop facility 
2 Nos. 


The offer should be valid for minimum period of 6 (six) months 
from the date of opening of the tender. 


Tender documents can be had from the undersigned on payment 
of Rs. 500 (Five houndred only) zon-refundable per item/equip- 
ment/system to be remitted by Demand Draft drawn in favour 
of the Director, CMRI, Dhanbad, on S.B.1. Hirapur Branch, 
Code No. 1670. Tender document can be collected oa any working 
day upto 24th September, 1999 during the working day from 
1.00 to-15.00 hours, Tender documents are aot transferable. 


Tenders completed in all respect shall. be submitted to the 
undersigned upto 16.00 hours on 


11th October, 1999 and will be 
opened on 12th October, 1999 at 13.00 hours. 


A pre-bid conference will be 
On 8th September, 
requested to attend. 


held at CMRI Committee Room 
1999 at 2.30 p.m. Interested bidders are 


Sd. /- 
Store and Purchase Officer. 


[Ne. CMRI/PUR/6-14(2)/99, dated 20-8-99,] 
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GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA 
MARINE WING 
4, CHOWRINGHEE LANE, RATNAKAR BUILDING 


B-BLOCK, CaLcurta-700 016 
Supply of Digital Storage Oscilloscope 


Sealed tenders are invited from reputed firms for 
supply of Digital Storage Oscilloscope;Logic Analy- 
zer (P.C. Controlled). 


Estimated Cost : Rs. 90,000. 


The tenders will be opened at 2-30 p.m. on 28th 
September, i999. 


Tender schedule conjaining the specification of 
Stores with detailed conditions may be had from the 
Office of the Dy. Director General, Mariie Wing 
(Cash Section), 8th floor, B-Block, Ratnakar Building, 
Geological Survey of India, 4, Chowringhee Lane, 
Calcutta-700 Olo at a cost of Rs. 10 only each on 


any working day between 2 p.m. and 3 p.m. except 
Saturday & Holidays. 


[No. 13|1 (c)|678|MW|99, dated 12-8-99.] 


GOVERNMENT OF INDIA 
NORTHERN REGION, GEOLOGICAL 
SURVEY OF INDIA 
SECTOR-E, ALIGANJ, LUCKNOW-226 (24 
Electrically Operated Pulveriser Set 


Sr. Deputy Director General, 
Geological Survey of India, No. yp 
Lucknow invites sealed 
dealing in Electrically 
plete. 


Northern Region, 
Secior-L, Aliganj, 
tenders. from reputed firms 
Operated Pulveriser Set Com- 


<> 


¢ BTN eS 8 RIPPLE 
Aa ee aah D4 2 


ai f % ye 
Estimated Cost Rs. 3.25 lacs. 


Tender Forms containing terms, conditions 
Specifications may be had from 
Rs. 140 upto 4th October, 1999. 
ers may obtain the tender forms fr 
Temutting the cost by Money Order. Tender must 
be accompanied with Deposit-Call-Receipt from any 
Nationalised Bank for Rs. 16,250 as Earnest Money 
in favour of Sr, Dy. Director General, Northern 
Region, Geological Survey of India, Lucknow. The 


due date of opening of tender enquiry is 77/ - 
bor 7 pening quiry 1s 7th Octo 


and 

the Cashier @ 
Outstation tender- 
om the Cashier by 


Sd./- 
Stores Officer 


[No. 1168P|D-19018)2|99|26, dated 4-8-99,] 
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OFFICE OF THE CONTROLLER OF STORES, 
DHARITRI BUILDING, CHQ, 40, G.N. BLock, 
SECTOR-V, SALT LAKE CiTy, CAL-91 


Verticle Filing Cabinets 


Scaled tenders are invited from reputed firms for 
supply of Verticle Filing Cabinets at an Estimated 
cost of 2.8 lakhs. The tenders will be opened. at 
2-30 p.m. on 24th September, 1999, 


Tender schedule containing the specifications of 
stores with detailed conditions may be had from the 
Director of Adroinistration (Cash Section), GSI, 4, 
Chowringhee Lane, Calcutta-16 at a cost of Rs. 10 


cach on any working day between 2 p.m. and 3 p.m. 
except Saturday. 


Narnest Money deposit 


for Rs. 5,600 
required. 


will be 


[No. 2257F|113|28/10|99-26B, dated 11-8-99.] 


robot 


DIRECTORATE OF FIELD PUBLICITY 
MINISTRY OF INFORMATION AND 


BROADCASTING 
East Biock-IV, Lever II, RAMA KRISHNA PURAM 
VibEO PROJECTOR RAMA KRISHNA PURAM, 
NEW DE LuI-110 066 


Tender Notice No. 2/10|99-Tech.—Single Lens 
3LCD Video Projector 
Due for Opening on 0th September, 1999 at 


5 Pit. 


Sealed tenders are invited for Supply of approxi- 
mately 68 Nos. (Sixty eight) of each of the following 
equipment :— 


(1) Single fens 3 LCD Panels Portable Video 
Projector of 500 Ansi Lumens capable of pro- 
jecting high resolution motion picture on a 


screen size 85” diagonal suitable for operation 
of 220-240 Volts AC, 50 Hz. 


(2) BPL or Videocon VCR. 


Non-transferable tender form at Rs. 50 only per 
copy can be obtain from Senior Technical Officer, 


Directorate of Field Publicity, Ministry of Informa- 
tion and Broadcasting, Government of India, East 
Block-4, R.K. Puram, 


New Delhi-110 066 upto 3-00 
p.m. on 9th September, 1999. 


[No. 2|10/99-Tech, dated 12-8-99,] 
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GOVERNMENT OF INDIA 
DEPARTMENT OF SPACE 
ISRO SATELLITE CENTRE 
The Head, Purchase and Stores, ISAC Airport Road, Vimanapura Post, Bang alore-560 017 
Tender Notice No, 19, dated 9-8-99 : Data Conversion Software, etc. 


The Head, Purenase and Stores, ISAC, Bangalore-17, invites sealed tenders for supply of the following items :— 


Serial Tender Ref. Brief Description Quantity Tender 
No Fee 
Rs. 
1 PCS/9XA/0494L Da:a Conversion Software y i 4 ; : : ; J 1 No 100 
2 PAV/9GS/0274L Multistrand Wire— 
(4) 22) AWG DA Se De RON) Sosy Aaa RR Re an 45 Kms } pes 
(b) 24 AWG ‘ 5 ; 2 ‘ b 3 : . } J. 55 
3. +PAS/9XA/0443L Digital Readout Soldering Stations. : ; 4 j ; ' 15 Nos 100 
Importants : — 


Le Non-trans ferz5le Tender Forms with our Terms and Conditions can be and from the following office in person between 
14 to 16 hours on Working Days. 


2. Separate Bank Drafts in favour of “Accounts Officer ISAC” shall be sent towards Tender Fee along witn tne request for 
tender to Purchase Divn. Tenderer’s Name/Tender Ref. should be mentioned on the reverse side of DD. No other mode 
of payment towards Tender Fee is acceptable 
The DD should not be dated prior to date of this Advt. 

The Offer snould be valid for a period of 90 days from the Date of Opening. 


Tender No. or Due Date should not be superscribed on the envelope while requesting for Tender Documents. 


3 

4 

5 

6. Specification Details/Quartity are furnished in the Tender Documents. 

7 ISAC will not be responsible for Postal Delays/Loss of Documents in Transit. 

8 Quotations received without sending Tender Fee will be treated as unsolicited. 

9 The tender requests received on or after (14th September, 1999) will not be entertained. 
10. In case of Public Holiday declered on tne Opening Date of Tende~, the same will be opened on the next Working Day. 


108 No request for the extension of the Due Date will be entertained. Head Purchase and Stores reserves the right tc accept 
o” reject any tender in part or full without assigning any reasons thereof. 


Issue of Tender Forms Upto’ : 14th September, 1999 at 16 hour: (IST). 
Submission of Tender : 23rd September, 1999 at 16 hours (IST). 


Tender Opening : Next Working Day Ze. 
24th September, 1999 at 10 hours. 


Correspondence should be addressed to : 


Purchase Division, 

ISRO Satellite Centre, 

Airport Road, Vimanapura, 
Bangalore- 560 O17. 

Phone : : 080-5266251 Extn.4027 
Fax : +£91-80-5263622. 


Sd.|- 
Head, Purcnase and Stores 


[No. PUR/PT/19/99-2000, dated 9-8-99.] 
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Tender Notice No. 18, dated 09-08-1999.— Dual Channel Power Meter, etc. 


The Head, purchase and Stores, ISRO Satellite Centre, Bangalore- 17 invites sealed tenders for supply of the following items: — 


Serial 
No. 


v 


2. 
3, 


Tender Ref, Brief Description Quantity Tender 
Fee 
Rs. 
PDK/9XAOI1S6F (a) Dual Channel Power M. ter : : : s j ‘ ; 01 No. 
(b) Power sensor compatible with the above meter : : ° : 01 No. J ait: 
PDC/9IROI39F 8 1/2 Digit digital multimeter A : F ; 01 No. 200 
PAV/9GS0295F Magnesium alloy rolled plates to ASTM/QQM 44B in 6 different sizes As per Doc. 200 


Importants : 


1. Nont-ransferable tzend:t forms with our terms and conditions can be had from the following «ffice in person between 14 
and 16.00 hours on working days. 

2. Separate Bank Drafts in favour of ‘Accounts Officer ISAC” shall be sent towards tender fee along with the request for 
terider to Purchase Dvn. Tenderer’s Name/Tender ref. should be mentioned on the reverse side of DD. No other mode 
of payment towards tender fee is acceptable. 

3. The DD should not be dated prior to date of this advt. 

4. The offer should be valid for a period of 90 days from the date of opening. 

5. Indian Ag:nts quating on behalf of their principals are requested to provide necessary authorisation letter from their 
Principals along with quotation. 

6. Tender No./or due date should not be superscribed on the envelope while requesting for tender documents. 

7. Specification details/quantity are furnished in the Tender Documents, 

8. ISAC will not be responsible for postal delays/loss of docunients in transit. 

9. Quotations received without sending Tender Fee will be treated as unsolicited. 

10. The tender requests received or or after (27th September, 1999) will not be entertained. 

11. We are eligible for tinporting items with our own import licence. 

12. In case of Public Holiday declared on the opening date of tender the same will be opened on the next working day. 
13. No request for the extension of the due date will be entertained. Head Purchase and Stores reserves the right to accept or 
reject any tender in part or full without assigning any reasons thereof. 

Issu2 Of Tender Forms upto : 27th September, 1999 at 16.00 hours (IST). 

Subinission of Tender : 7th October, 1999 at 16,00 hours ( IST). 

Tender Opening - Next Working day i.e. 8th October, 1999 at 10.00 hours. 


Correspondence should be addressed to :} 


Purchase Division, 

ISRO Satellite Centre. 

Airport Road., Vimanapura, 
Bangalore- 560017. 

Phone : 080-5266251., Extn. 4027, 
Fax : + 91-80-5263622 


Sd./- 
Head, Purchase and Stores. 


[No. PUR/PT/18/99-2000, dated 9-68-99.} 
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Tender Notice No. 20, Did 10-08-1999, —Stainless Steel Shroud, etc. 


The ‘head, Purchase and Stores, ISRO Satellite Centre Bangalore:- 17 invites sealed tenders for supply of the following items :— 


Serial 
No. 


Spee et eee 


Tender Ref. Brief Description Quantity. ‘Tender ' 
Fee 
Rs. 
PAK/9X AOL61F "Stainless steel shroud for thermal vacuum chamber... : : ; 01 Lot. | 200 
PAK/9 X AOI60F ; MLB Laminates and prepregs in different thickness é ; . . As per Doce. 200 
PBC/91Q0372 F Step attebuatot, il: ly uatte Gee DORNER eis Te koe Bie ce ee 100 
PDV/9GSO280L Turbomolecular pumping station. . : E : ‘ : : 01 No. 200 


Important Notes :— 


1. 


N 


Non-transferable tender forms with our terms and conditions can be had from the following office in person between 14 and 
16 hours on working days. 


Separate Bank Drafts in favour of ‘* Accounts Officer ISAC” shall be sent towards tender fee along with the request 
for tender to Purchase Divn. Tenderer’s | name/Tender ref. should be mentioned on the reverse side of DD. No other 
mode of payment towards tender fee is acceptable. 

The DD should not be dated prior to date of this. iadvt. 

The offer should be valid for a period of 90 days from the date of opening. 


Indian Agents quoting on _ behalfof their principals are requested to provide necessary authorisation letter from their 
Principals along with quotation. 


Tender No./or due date should not be superscribed on the envelope while requesting for tender documents. 
Specification  details/quantity are furnished in the Tender Documents. 

ISAC will not be responsible for postal delays/loss of documents in transit. 

Quotations received without sending Tender Fee will be treated as unsolicited. 

The tender requests received on or after (24th September, 1999) will not be entertained. 

We are eligible for importing items with our own import licence. 

In case of public holiday declared on the opening date of tender the same will be opened on the next working day. 


No request for the extension of the due date will be entertained. Head Purchase and Stores reserves th e right to accept 
or reject any tender in part or full without assigning any reasons thereof. 


Issue of tender forms upto : 24th September, 1999 at 16.00 hours (IST). 


Submission of tender : Ath October, 1999 at 16.00 hours (Sin): 
Tender Opening : “Next working day. ic. Sth October, 1999 at 10.00 hours. a 
* 
Correspondence shouid be addressed to 33 
Purchase Division, : ie gs Ti 


ISRO Satellite Centre, 
Airport Road., Vimanapura, 
Bangalore : 560017. 


Phone : 080-5266251 Extn. 4027., 
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Fax : + 91-80-5263622 


Sd.|- 
Head, Purchase and Stores. 


[No. PUR/PT/20/99-2000, dated 10-08-1999.] 
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GOVERNMENT OF INDIA 
DEPARTMENT OF AUTOMIC ENERGY 


Directorate of Purchase and Stores ; Vikaram Sarabhai Bhaban, Anushakti Nagar, Mumbai-94 


Refrigerent Gas 


For and on behalf of the President of India the Director, Purchase and Stores, Directorate of Purchase and Stores, Department of 
Atomic Energy, Mumbai, invites sealed tenders as detailed below :-— 


Tender No. and Description of Stores Quantity 
DPS/09/CHEM /14055— B: : 
Supply of Refrigerent-22 Gas to be supplied in Supplier’s returna ble Cylinders on “As and when Required 3,538 Kegs. 
Basis” over a period of 1 year required at BARC, Trombay, Mumbai-85 as per Purchaser’s Tender Spe- 
cifications, (58 Cyls X 61 Kgs.) 


Last Date for Receipt of Tenders —: 16-30 hours on 6th Ociober, 1999, 
Date of Opening of Tenders , 11-30 hours on 7th October, 1999. 
Last Date for Sale of Tender Sei : 1st October, 1999, 


Tender Documents priced at Rs.100 canbe obtained from Accounts Officer, Department of Atomic Energy, Directorate of Purchase 
and Stores at Public Relations Cell, Vikram Sarabhai Bhavan. Lcwer Ground Floor, Anushakti Nagar, Mumbai-400 094 between 
11 hours and 15-30 hours on all working days. Postal requests should be accompanied by a Money Order towards the prescribed 
Cost of Tender Document and Addressed to Accounts Officer at the Public Relation Cell. Therightto accept or reject 
the lowest or any tenders in part or full without assigning any reasons is reservcd, 


ses —_— 


Sd. /- 
Asstt. Purchase Officer 


[No. DPS/08/Chem/14055, dated 3-8-99, and No. DPS/Tender/DAVP/158, dated 5-8-99.] 


. 
——— * 
. 


Caustic Bye 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department of 


Atomic Energy, Mumbai, invites sealed tenders as detailed below :— 


Tender No. Description of Stores and Quantity 


DPS/10/CHEM/1805— 
Supply of 250 MT (onl00per cent Basis) Caustic bye conforming to IS:252-1973 as per Purchaser’s detailed specifica- 
tion to be supplied in Supplier's Tankers on “As and when Required Basis” overa period of 1 year required at 
Heavy Water Project, Manuguru, Andhra Pradesh as per Purchaser's Tender Specifications, 


Last Date for Receipt of Tenders . 16-30 hours on 6th October, 1999, 
Date of Opening of Tenders - 11-30 hours on 7th October, 1999, 
Last Date for Sale of Tender Set : Ist October, 1999, 
Tender documents priced at Rs.300 can be obtained from Accounts Officer, Department of Atomic Energy. Directorate of Purchase 
and Stores, at Public Rleations Cell, Vikram Sarabhai Bhavan, Lower Grcurd Floor, Anushz kti Nagar, Mumbai-400 694 betwecn 
11 hours and 15-30 hours on all working days. Postal requests should be accompanicd bya Money Order towards the prescribed Cost 


of Tender Document and Adressed to Accounts Officer at the Public Relation Cell. The right to accept or reject the lowest or any 
tenders in part or full without assigning any reasons is reser ved, 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/10/Chem/1805, dated 2-8-99, and No, DPS/Tender/DAVP/158, dated 5-8-99.] 
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The Cenerai Manager, Ordnance Clothing Factory, Shahjahanpur-242 001 
Drill Cotton O/G 7] CM 


The General Manager, Ordnance Clothing Factory, Shahjahanpur (U.P.)invites sealed tenders for the purchase of following itcm(s 
on behalf of the President of India :— : 


Tender Enquiry No. : 4108/PV/5585. 
Date : 4th August, 1999. 
Tender Opeing Date and Time : At 14.30 hrs. on 30th September, 1999. 
Inspection Authority, Kanpur : The Controller, CQA (T&C), P.B. No. 294. 
, Inspecting Officer : The SQAO/SQAE of Area Concerned or his Authorised Representative. 
Serial Item Quantity Specification 
No. ; 
. 1. Drill Cotton O/G 71 CM. : : : : ; : : : 48,246 Mtrs. IS : 177-1989 (Vr. No. 3). 
Further details available in Tender Form. Tender documents can be obtained from the Office of the General Mana ger, Ordnance 
Clothing Factory, Shahjahanpur on any working day by paying Rs. 50as per schedule given below :— 
On Cash Payment upto : 27th September, 1999, and 
On Payment through Money Order upto : 15th September, 1999. 
Note ; Demand Draft/Cheque and Postal Order asa cost of tender documents will not be accepted. 
Tender sets duly completed should reach before opening time and is non-transferable. 
Works varie 
[No. 4108/PV/5585, dated 6-8-99.] 
. BB:6 1165 B 
Laminated Cloth Hessian 102 CMS. 
The General Manager, Ordnance Clothing Factory, Shahjahanpur(U,P.) invites sealed tender for the purchase of following item(s) 
on behalf of the President of India :— | 
Tender Enquiry No. > 4108/PV/5587. 
Date : 4th August, 1999. 
Tender Opening Date & Time : At 14,30 hrs. on 30th September, 1999. 
Inspection Authority Kanpur ‘ The Controller, CQA (T&C), P.B. No. 294. 
, Inspecting Officer : The SQAO/SQAE of Area Concerned or his Authorised Representative. 
Serial Item Quantity Specification 
No, 
/ 1. Laminated Cloth Hessian 102 CMS. . . . 4 ° : P 14,000 mtrs. IND/TC/2123(b). 
Further details available in Tender Form. Tender documents can be obtained from the office of the General Manager, Ordnance 
Clothing Factory, Shahjahanpur on any working day by paying Rs. 50 as per schedule given below :— 
On Cash Payment upto : 27th September, 1999 and 
. On Payment through Money Order upto : 15th September, 1999, 
; 


Note : Demand Draft/Cheque and Postal Order as a Cost of tender documents will not be accepted, 


Tender sets duly completed should reach before opening time and is non-transferable, 


Sd/- 
Works Manager 


[No. 4108/PV/5587, dated 6-8-99.] 
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Sergé Battle Dress 142 CMS 


on behalf of the President of India. 


The General Manager, Ordnance Clothing Factory, Shahjahanpur (U.P.) invites sealed tender for the purchase of following item(s» 


Tr ender Enquiry No. 4108/PV/5586. 


Date 4th August, 1999. 
Tender Opening Date & Time 
Inspection Authority 
Inspecting Officer 


Serial Item 


No. 
1. Serge Battle Dress 142 CMS. 


° 


At 14.30 Hrs. on 30th September, 1999. 
The Controller, CQA (T&C), P.B. No. 294. Kanpur. 
The SQAO/SQAE of Area Concerned or his Authorised Representative. 


Quantity Specification 


- , 66,568 Mtrs. IS : 2319-1987 (Vr. No. 3) (All 


Wool Top Dyed). 


Further details available in Tender Form. Tender documents can be obtained from the Odice of the General Managr, Ordnance 


Clothing Factory, Shahjahanpur on any working day by paying Rs. 50 as per schedule given below 


On Cash Payment upto : 27th September, 1999 and 


bd SEP 
° 


On Payment through Money Order upto : 15th September, 1999. 


Note ,—Demand Draft /Cheque and Postal Order as a Cost of tender documents will not be accepted. 


Tender sets duly completed should reaca b2fore opening time and is non-transferable. 


Sd/- 
Works Manager | 


[No. 4108/PV/5586 , dated 6-8-99.] 


© 
— or 


GENERAL MANAGER, .RIFLE FACTORY, ISHAPORE 
NAWABGANJ, Dist.-24 Pos(N), WEST BENGAL 
PIn-743 144 


4 Axes CNC Controlled Universal Milling and 
Boring Machine 


The General Manager, Rifle ) 
Nawabganj, Dist. 24-Pgs(N), West Bengal, Pin- 
743 i144 invites sealed tender for. design, supply, 
Erecticn and Commissioning of the + Axes CNC 
Controlled Universal Milling and Boring Machine as 
per brief specification given below. 

The tender forms will be issued by the General 
Manager against payment of Rs. 25 (non-refundable) 
in the form of Indian Postal Order payable in favour 
of the General Manager, Rifle Factory, Ishapore. 


Factory, Ishapore 


Only manufacturers or sole selling agents ‘can 
apply for Tender Documents stating their full parti- 
culars and Regd, No. of DGS&D, application should 


be received at RFI within one month of publication 
of Advertisernent, 


BRIEF SPECIFICATION 
_ 4 Axes CNC Controlled Universal Milling and Bor- 
ing Machine. of capacity longitudinal (X-Axis )— 
600 mm, cross. (Y-Axis )—450 mm, Vertical (Z- 


Axis) 450 mm. Horizontal and Vertical spindle of 


A540 


* 


nose taper ISO-40 (one axis for dividing head pre- 
ferable). It should have resolution of 0.001 mm 
for all the three axes. The machine should have 
rigid angular table. The NC table mount is to be 
ot resolution 0.001 degree. It should have vedeo 
contouring control and computer graphic representa- 


. tion. 


1. Spindle speed range 30-18000 RPM. 


2. Rapid Traverse rate (X, Y, Z) Max 20 
M|Min. 


3, Programmable feed rate for all axes 0-15000 
min! min. 


4. Max. feed force—5S000 N. 


NM 


Positioning 


accuracy—(XYZ) within 
0.012 mm. 


The machine should be equipped with ATC with 
number of magazine 30. The machine should have 
FANUC|HEIDENHEIN control preferably. 


[No. 6725|4|1108|EO, dated 29-7-99,] 
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HicH Expiosives Factory, KHapkt, PuNe-411 003 
Supply of 1,00,000 of Honey Comb Packing 


The General Manager, High Explosives Factory, 
Khadki, Pune-3 invites sealed quotation for supply 
of 1,00,000 Nos. of Honey Comb Packing (for con- 
vertor) as per drawing No. HE|3889. 


Copy of the Tender Forms|drawing can be had 
from this office on application and on payment of 
Rs. 20 only (non-refundable) by Money Order 
made cut in the name of the General Manager, High 
Explosives Factory, Khadki, Pune-411 003. Postal 
Order will not be accepted towards the cost of 
Tender Forms. The Money Order receipt should be 


attached alongwith your application for Tender 
Forms failing which Tender Forms will not be 
issued. Application for Tender Forms will be 


entertained upto 2 p.m. on 16%sh September, 1999. 
Quotation will be opened at 2 p.m. on 21st October, 
1999, 

Estimated Value : Rs. 1,34,000. 

Firms who are not registered with this factory or 
with DGS&D, New Delhi should submit name of 


their Banker and the latest Income Tax Clearance 
Certificate alongwith their quotation. 


Sd./- 
Jt. General Manager 


[No. AD20000003, dated 29-7-99.] 


—— 
. 


Delivery within 3 months from the date of order. 
ORDNANCE CLOTHING FACTORY, AVADI, 
CHENNAI-600 054 


No. 2404|196/99-2000/CA|ADV, dated 30-7-99 : 
Supply of Cloth Drill Coiton 


Sealed tenders are invited from DGS&D| NSIC} 
DGOQA, New Delhi registered contractors for supply 
of Cloth Drill Cotton Navy Blue 142 CMS Qty. : 
11,000 Mtrs. Specification : 177-1989 (V. No. 4). 
Delivery within 3 Months from the date of order. 
Tender Documents with full details are obtainable 
from the General Manager, Ordnance Clothing Fac- 
tory, Avadi, Chennai-600 054 on payment of Rs. 50 
(non-refundable) by hand or on payment of Rs. 71 
by Regd. Post payment will be accepted only through 
Indian Postal Order drawn in favour of the General 
Manager, Ordnance Clothing Factory, Avadi, Chennai- 
600 054. The date of issue of Postal Orders should 
be after the date of publication of advertisement, 


Special Conditions : 


!. The tenderer must submit Xerox 


cor f 
DGS&D|NSIC|/DGQA|New Delhi Certi 


Registration Certi- 
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ficate issued in favour of them while applying for 
Tender lorms. 


2. The tenderer must also enclose a Xerox 
copy of ihe Certificate issued by the DGQA, New 
Dethi about their Registrations Capacity Verification 
Assessiient or otherwise they should get their capa- 
city verified from DGQA, New Deini Authorities} 
AHSP, eic. Simultaneously. 


3. List of previousiy executed orders duly 
inspected by Quaiity Assurance Officer of any region 
should also be furnished by all the intending tender- 
ers. 

4. Firms who are not already registered with 
DGQA will have to submit their applications for 
regisiration to DGQA, New Delhi before opening of 
tender enquiry and a copy of their applications has 
to be submitted by them alongwith quotation. 


5. In the event of their registrations and capacity 
verification was not carried out by DGOA authori- 
ties so far, tenderers should submit all the relevant 
documents for capacity verification to Director of 
Quality Assurance, DGQA, New Delhi alongwith 
prescribed Fees for registration to them. Registra- 
tion Certificate issued by DGQA, New Delhi is 
essential before placement of order on any contrac- 
tor. All the relevant details can be seen in tender 
documents. 


6. Last Date of Sale of Tender Document: 1st 
October, 1999 by 14-30 hrs. 


7. Tender will be Opened at OCF, Avadi on: 
4th October, 1999 at 14-30 hrs. 


8. Tenderers must forward Earnest Money Depo- 
sit @ 2% of the value (including ED|Taxes) of their 
quoiations in the form of DD drawn in favour of the 
GM_ OCF, Avadi or in the Form of Bank guarantee 
alongwith their quotations. Earnest Money must be 
deposited with the quoiation otherwise their offers 
will not be considered, 


1 


9. In the event of placement of order against 
this Tender Enquiry firm will be required to furnish 
Security Deposit at the rate of 5% of the value of 


the contract subject to the maximum amount of 
Rs. 2,00,000. 


10... General Manager, OCF, Avadi, Chennai- 


600 O54 reserves the right to accept or reject any or 
all the tenders without assigning any reason thereof. 


Sd./- 
Works Manager 
[No. 2404/196/99-00/CA|ADV, dated 3-8-99.] 
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GGVERNMENT OF INDIA 
MINISERY OF DEFENCE 
MILITARY ENGINEER SERVICES 
AGE (InDEP) DaLnousig CANtT. (HP) 
Repair to Electric Lines 

The AGE (indep) Dalhousie Cauntt. (HP) 
invites applications by 10th September, 1999 from 
the enlisted MES, CPWD and Railways contractors 
of the appropriate class for (a) Repair to Electric 
Lines and cables at Dalhousie. 

Ustimated Cost: Rs. 3.50 Lakhs, 

Hamest Money : Rs. 7,000. 

[No. 8001/Gen|/3978|E8, dated 30-7-99.] 
COMMANDER Works ENGINEERS (NAVAL Works), 
Dr. Homi BHaBHaA Roap, Navy NAGar, 


COLABA, MUMBAI-5 


_ special Repairs to the Bath Room 


= 


The Commander Works Engineers (Naval Works), 
Dr. Homi Bhabha Road, Navy Nagar, Colaba, Mum- 
bai-400 005 invites application for the following 
work ;— 


{35 
ee 


Name of Work : Special Repairs to the Bath Room 


in Bldg. Nos. A to H, P,Q & R at Nofra, Colaba, 
Mumbai-5,. 


Last Date of Receipt of Application for Issue of 
Tender : 10th September, 1999, 


Date of Issue of Tender: 11th September, 1999, 


Due Date of Receipt of Tender: 11th October, 
1999 

Time and Date of Opening of Tender: 15 hrs. on 
JIth October, 1999, 


Estimated Cost of Work : 28.75 Lakhs. 


Contractors not eulisted with MES should submit 
alongwith applications, letters of enlistment in other 
departments, Income Tax Clearance Certificate, finan- 
cial resources and particulars of works carried out 
by them, during last two years giving designation of 
the Officer under whom executed. Earnest Money to 
be deposited by the contractor who have not got 
Standing Security Deposit with MES is Rs. 47,500. 
SES See or 


LNo. 8926-GE|2|E8, dated 5-8-99,] 
A542 


GARRISON ENGINEER (NW), KArANJA Post 
NAVAL: STATION KARANJA, TALUKA : URAN, 
Dist : Raicap-4 


Provision. of Certain Civil Works 


The Garrison. Engmeer (NW) Karanja, _Post.: 
Naval Station Karanja, Taluka: Uran, Dist : Raigad, 
Pin-400 704. invites application for the issue of tender 
for the following work : 


Name of Work : Provision of Certain Civil Works 
to Bidg. No, 263 at INS Tunir, Karanja. 


Last Date of Receipt of Applications for Issue of 
Tender: 11th September, 1999, 


Date of Issue of Tender : 14th September, 1999. 


Date, of, Receipt of Lender): 5th October, 1999, 
Time and Date of Opening of Tenders : 


Sth Octo- 
ber, 1999, 


Estimated Cost of Work : 3.80 Lakhs. 


Contractors not enlisted with MES. shall furnish 
following documents alongwith their applications :— 


(i) Details of Constitution of firm. 


. (ti) Copies of letters enlistment in other depart- 
ment, if any. 


(iii) Financial resources and particulars of works 
carried out by them during the last 3 years giving 
designation of Officers under. whom executed. 


(iv) Valid Income, Tax Clearance Certificate. 


(v) Annual turn over for the last 3 years with 
Balance Sheet. 


_ Earnest Money: Earnest Money to be deposited 
by the contractors who have not got the Standing 
Security with MES is Rs. 7,600. 


[No. 8495|4|E8, dated 2-8-99.] 


_ OFFICE OF THE CHIEF ENGINEER Navy 
Mumpal, 26, ASSAYE BUILDINGS, COLABA, 
Mumazai-400 005 
Construction of Additional Class Rooms 

he Chief Engineer Navy Mumbai, 26 Assaye 
Buildings, Colaba, Mumbai-400 005 invites application 
for issue of tenders for the following work :-— 


“Name of Work : “Construction of Additional Class 
Rooms for Naval KG School at Colaba, Mumbai.” 
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‘designation of Officer under whom executed. 


Last Date of Receipt of Application for Issue of 
Tender : 15th September, 1999. 


Estimated Cost of Work : Rs. 85.26 Lakhs at per 
market rates. 


Contractors not enlisted with MES shall furnish 
following documents alongwith their applications. 


(i) Details of constitution of the firm, 


(ii) Copies of letters of enlistment in other depart- 
ments, if any, 


(iii) Financial resources & particulars of works 


_catried out by them during the last 3 years giving 


designation of Officers under whom executed. 
(iv) Valid Income Tax Clearance Certificate. 


(v) Annual turn over for last 3 years with Balance 
Sheet. 


Earnest Money: Earnest Money t6 be deposited 
by the contractors who have not got Standing Security 
with MES is Rs. 126,600. 


[No. 86631 |/02|E8, dated 31-07-99.] 


s OFFICE OF THE GARRISON ENGINEER 
TIRUNELVELI, VISAYANARAYANAM, NAVAL BASE POST, 
TIRUNELVELI Dist., PIN-627 119 


Handling and Conveyance of 400 MT Cement 


The Garrison Engineer, Tirunelveli, Vijayanarayam, 
Naval Base Post, Tirunelveli Dist., Pin-627 119 
invites applications for the issue of tender for the 
following work :— 


Name of Work : Handling and Conveyance of 
400 MT Cement from M|s. Durga Cement Works, 


_ Dachepalli (AP) to GE Tirunelveli, Vijayanarayanam. 


Estimated Cost : Rs. 6 Lakhs. 


Last Date of Receipt of Application for Issue of 
Tender : 4th September, 1999. 


Contractors not enlisted with MES should submit 


alongwith their applications, copies of letters of enlist- 


ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them. during the last two years giving 
Earnest 
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Money to be deposited by the contractors who have 
not deposited Standing Security Deposit with MES is 
Rs. 12,000. 


Invitation of application for issue of tender does 
tot constitute any guarantee for issue of tender to 
applicants, even to enlisted contractors of appropriate 
class. Issue of tender wilf be decided based on past 
track records, financial position, experience of similar 
nature of works carried out by applicant|contractor. 
The decision of the Accepting Officer for issue of 
tender or otherwise to the applicant|contractor shall 
be final. The applicant'contractor will not be entitled 
for any compensation for rejection of his application. 


iNo. 8751|02|E8, dated 9-8-99.] 


OFFICE OF THY: GARRISON ENGINEER. (1) Navy 
VALSURA, JAMNAGAR-361 150 


Provision of Class Room Furniture 


The Garrison Engineer(I) Navy, Valsura, Jam- 
nagar-361 150 invites application for the following 
work :— 


Name of Work : Provision of Class Room Furni- 
ture under Special Repairs of Condemned Articles of 
Furniture at INS Valsura, Jamnagar. 


Last Date of Receipt of Application for Issue of 
Tender : 15th September, 1999, 


Estimated Cost of Work : Rs, 3.93 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in. other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
varried out by them during the last two years giving 
designation of Officer under whom executed. Earnest 
Money to be deposited, by the contractors who have 
not deposited Standing Security Deposit with MES is 
Rs. 7,860. 


Invitation of application for issue of tender does 
not constitute any guarantee for issue of tender.to 
applicants even to enlisted contractor of appropriate 
class. Issue of tender will be decided based on past 
track records, financial position, experience of similar 
nature of works carried out by applicant/contractor. 
The decision of the Accepting Officer for issue of 
tender or otherwise to the applicant|contractor shall 
be final. The applicant!contractor will not be entitled 
for any compensation for rejection of his application. 


[No, 8751;VAL|02|E8, dated 7-8-99.] 


A543 


OFFICE OF THE GARRISON ENGINEER (1), 
NAvy, VALSURA, JAMNAGAR-361 150 


Repairs to Weoden Furniture 


The Garrison Engineer (1), Navy, Valsura, Jam- 
nagar-361 150 invites applications for the following 
work :— 


Name of Work : Repairs to Wooden Furniture at 
INS Valsura, Jamnagar. 


Last Date of Receipt of Applications for Issue of 
Tender : 78th September, 1999. 


Estimated Cost of Work : Rs. 3 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them during the last two years giving 
designation of Officer under whom executed. Earnest 
Money to be deposited by the contractors who have 
net got Standing Security Deposit with MES is 
Rs. 6,000. 


Invitation of application for issue of tender does 
not constitute any guarantee for issue of, tender to 
applicants even to enlisted contractors of appropriate 
class. Issue of tender will be decided based on past 
track records, financial position, experience of similar 
nature of works carried out by applicant|contractor. 
The decision of the Accepting Officer for issue of 
tender or otherwise to the applicant|contractor shail 
be final. The applicant/contractor. will not be entitled 
for any compensation for rejection of his application. 


[No, 8749|VAL|03|E8, dated 6-8-99.] 


e 
. 


OFFICE OF THE GARRISON ENGINEER (I) (AF), 
GANDHINAGAR 


Provision of Work Services, etc. 


The Garrison Engineer (1) (AF), Gandhinagar 

Invites applications upto 15th September, 1999 from 

MES|CPWD!Railway|PWD. contractors for Provision 

of Work Services for Computer Installation at 47 SU 

Wadsay. 
Estimated Cost : Rs. 3.30 Lakhs approx. 

Earnest Money is Rs. 6,600 for the work to be 


deposited by the contractors who have not lodged 
Security with MES. 


[No, 8057/E8, Telegram,. dated 16-8-99,] 


AS44 


Special Repairs to Road 


The Garrison Engineer (1) (AF), Gandhinagar 
invites applications upto 19th September, 1999 from 
MES CPWD'iRailwayi'PWD contractors for Special 
Repairs to Road in HO SWAC Complex, Sec.-9, 
Gandhinagar (Rear Gate near Pump House). 

Estimated Cost : Rs. 3 Lakhs approx. 

Earnest Money is Rs. 6,000 for the work to be 


deposited by the contractors who have not lodged 
Security with MES. 


[No. 80/8, Telegram, dated 17-8-99.] 


Periodical Services for Block C & D 


The Garrison Engineer (1) (AF), Gandhinagar 
invites applications upto 20th September, 1999 from 
MES'CPWD Railway PWD contractors for Periodical 
Services for Block C and D in Old MLA Hostel, 
Gandhinagar. 

Estimated Cost : Rs. 3.50 Lakhs approx. 
Earnest Money is Rs. 7,000 for the work to be 


deposited by the contractors who have not lodged 
Security with MES. 


[No. 808'E8, Telegram, dated 17-8-99.] 


Periodical Services for Block A & B 


_ The Garrison Engineer (1) (AF), Gandhinagar 
invites applications upto 20th September, 1999 from 
MES/CPWD)Railway|/PWD contractors for Periodical 
Services for Block. A and B in Old MLA Hostel, 
Gandhinagar. | 


Estimated Cost : Rs. 3.50 Lakhs approx. 


Earnest Money is Rs. 7,000 for the work to be 
deposited by thé ‘contractors who have not lodged 
Security with MES, 

INo. 8081/E8, Telegram, dated 17-8-99,j 
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OFFICE OF THE GARRISON ENGINEER (1) (AF), 
GANDHINAGAR 


Repairs to Roof 


The Garrison Engineer (1) (AF), Gandhinagar 
invites applications upto 14th September, 1999 from 
MES|CPWD]Railway|PWD contractors for Repairs to 
Roof of HQ SWAC of Wing ABCD, Sec.-9, Gandhi- 
nagar. 


Estimated Cost : Rs. 4.50 Lakhs approx. 
Earnest Money is Rs. 9,000 for the work to be 


deposited by the contractors who have not lodged 
Security with MES. 


[No. 8081|E8, through Telegram, dated 16-8-99.] 


OFFICE OF THE GARRISON ENGINEER, 
BIKANER 
Construction of New Road 


The Garrison Engineer, Bikaner invites applications 
upto J/th September, 1999 from MES|CPWD Railway| 
PWD contractors for Provision of Construction of 
New Road from Ranbakura Open Air Theatre to Sli 
Location at Bikaner. 


Estimated Cost: Rs. 2.80 Lakhs approx. 


Earnest Money is Rs. 5,600 only to be deposited by 
the contractors who have not enlisted with MES. 


Period of Completion : 4 Months. 


[No, 8012|E8, dated 18-8-99, Received through 
Telegram. ] 


Ty RE 


Office of The Commander Works Engineers (AF), Maharaipur., POt- Air Field., Gwalior - 474 020 


Proyn/Re placement of Deficient Chloronome Plants., etc. 


The Commander Works Engineer (AF) Maharajpur 


-- PO:- Air Field, Gwalior invites application by 14th September, 


1999 from contractors enlisted with Government department for issue of tender for the under mentioned work :— 


Serial 
No. ! 


1. ProVision/Replacement of Deficient Chloronome Plants 


Contractors not enlisted in. MES.shallattach with the 


2 f Work Approx. Earnest 
CRSP Estimated Money 
Cost 
Rs. Rs. 


and BP Dozers at AF Station Agra 10.50 lakhs 21,000 


ir applications copies of leter of enlistment in other departments, Copy 


of ‘valid’ ITCC’. Particulars of works executed during the last two years and financita! resources. 


[No’ 81035/2/E8. dated 4-08-1999.] 


. — 


Garrison Engineer. Hisar Cantt. 


Certain repairs to AC Sheets etc,. 


The Garrison Engineer Hisar Cantt. invites applications for undermentioned works from enlisted contractors 
of MES /CPWD/ Railway approved class upto 21st September, 1999. 


Serial | . Name of Works! Estimated Earnest 
No, Cost Money 
as per market 
Rs. Rs. 
1, Certain repairs to AC sheets roofing at Hisar Cantt. 8.50 lakhs 17,000 
7 lakhs 14,000 


2. Certain repairs to sanitary fitting/p!umbirg works at Hisar Cantt. 


Contractors not enliSted with the MES are required to 


snbmit their applications with copies of letter of enlistmnt in othere de- 


partments. Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the de- 
signations of Officers under whom executed. Earnest Moneyto be depositcd alongwith the tender will be given in 
Cal 4 contractors who have not got standing Security with MES. 
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[No- 8000/Adv/165., dated 11-8-99,] 


A545 


Garrison Engineer (M.E.S.) Club Road, Ranchi:- 834 001 
Repairs to Roof 


The Garrison Engineer (M.E.S.) Ranchiinvites applications by 10th September, 1999 from the enlisted MES., CPWD ,PW)) 
and Railway Contractors of the appropriate class for issue of tender for the undetmentioned Work ;— 


Serial Name of Work Estimated .. Earnest , 
No. Cost Money 
Rs. Rs, 
1. Repairs to Roof leakage in OTM Accn building No. P-17 and quarter Guard of 2/1 GR at 4.87 lakhs 9,700 


Dinabolix Ranchi >. / 
pape anes ) [No. 8200/169/02/E8, dated 5-8-9°.] 


Garrison Engineer Narangi, P.O, Satgaon Distt:- Kamrup., Guwahati:—781027 (Assam) 


Repairs to PCC Hardstanding, etc. 


The Garrison Engineer Narangi, P. O. Satgaon, Dist:- Kamrup, Guwahati:-781027 ( Assam) invites applications, by 23rd 
September. 1999 for issue of tender from contractors of appropriate class for the following works :—- 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs. 

‘1. Repairs to PCC Hardstanding and certain repairs to JCOs attached barrack MCO and 8 lakhs 16,000 


QM at 1 ABW under GE Narangi. . 
2. Provn. of Bath Room and Toilet for single JCO’s of Coy FCSR., provn of cemented 4.80 lakhs 5,600 
che qured tiles footpath at Rhino Sainik Park and provnof 2 X 2 Ton capacity window ; 


tps AC each atOPs Room of HQ 51 SAand at VVIP Guest Room ( Sarovar) at 
arangl. 


[No. 8014/1975/E8., dated 10-08-99.] 


Se 


Office of The Garrison Engineer (South) Akhnoor (J and K) 
Special Repairs to Furniture, etc. 


The Garrison Engineer ( South) Akhnoor (J and K) invites applications by 13th September, 1999 from the enlisted MES, 
CPWD, PWD and Railway Contractors of the appropriate class for the following works :— 


Serial Name of Works Estimated *Earnest 
No, Cost Money 
Rs. Rs. 
1. Special repairs to Furniture at South Bank at Akhnoor, ‘ f ; $ 5 5 12.80 lakhs 26.600 
2. Special repair toleakage/seepage of certain buildings in Usman Vihar, GS Vihat OTM 4.99 lakhs 10,600 


and other buildings at Mkhnoor. 
* Payable by the Contractor who have not executed Security Bond with MES. 


[No. 8000/ADV/83/E8., dated 2-08-99.] 
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Office of the Garrison Engineer, Narangi P.O. - Satgaon., Dist:- Kamrup., Guwahati-781 027 
Term Contract for Artificers Works, etc. 


MES, Garrison Engineer Narangi, PO: Satgaon., Dist: Kamrup Guwahati-781 027 ( Assam) invites applications, by 30th 
September, 1999 for issue of tender from contractors of appropriate Class for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money | 
Rs. Rs. 
1. Term contract for artificers works at Md Accn Phase-II at Narangi under GE Narangi. 10 lakhs} : 20,000 
2. Term contract for artificers works for OTM Accn Phase-I at Narangi under GE Narangi. 10 lakhs | 20,000 
3. Repair to roofs, joineries, floor path RWP, Drain wall clading and painting to CGI sheet 10 lakhs] 420,000 


roofs of certain building at Supply Depot under GE Narangi. 


[No. 8014/1976/E8., dated 11-08-1999.] 


Commander Works Engineer’s Office Gen Cariappa Marg., 
Pune:-411 O01. 


Special repairs to buildings 


The Commander Works Engincer, General Cariappa Marg., Pune:- 411001 invites applications upto 8th September, 1999 
from MES/CPWD and Railway Contractors of appropriate Class for issue of tenders for the works as given below :— 


Seria Name of Work Estimated j Earnest] 
No, Cost Moneyg 
Rs. Rs. 
1. Special repairs to buildings No. 26 and 27 KG Line (ORs Md Accn)at Pune. . : ‘ 19 lakhs} [23,500 


Contractors who are not. borne on the approved list of Chief Engincer, Southern Command/CWE Pune are requested to fur-- 
nish alongwith the applications attestcd copy of letters to enlistment and particulars of works carried out by them during the last 
three years stating th «designation  (s) of the Officer (s) and the officer (s) name under whom the same were executed. Con- 
tractors who have not lodged Standing Security Deposit with MES will be required to pay Earnest Money as mentioned above 
while submitting the tender in case their names are selected for issue of tender. 


(No. 80046/2535/E8., dated 10-08-1999.] 


Headquarters 138 Works Engineers C/o 56 APO 
Provn of Renewal/Replacement of existing sewage system 


The CWE HQ 138 Works Engineets. C/O 56 APO invites application by 9th September, 1999 from enlisted MES., CPWD 
and Railway contractors of the appropriate Class for the work :— 


Serial Name of Work Estimated Earnest 
No, Cost Money J 
Rs, Rs. 
1, Provn of Renewal/Replacement of existing sewage system at 166MH Jammu. - P ° 7 lakhs 14,000 


Contractors not. enlisted with the MES are required to submit with the application copies of the letters of enlistment 
in concerned departments, Income Tax Clearance Certificates and particulars of works carried out by them during last two yeats 
giving the designations of the officers under whom executed, 


[No. 8209/38/02/E8.. dated 9-08-1999.[ 
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Prova. of 25,000 Gallons Capacity RCC Over Head Reservoir 


The CWE HQ, 138, Works Engineers, C/o 56 APO invites application by 9th September, 1999 from enlisted MES, CEWD 
and Railway contractors of the appropriate class. for’the work 


Serial Name of Work Estimated Earnest 
- No. Cost ‘Money 
: Rs. ee 
1, Proyn. of 25;000-Gallons Capacity RCC over Head Reservoir at Kaluchak. 


8.5 lakhs , 17,000 

Contractors not enlisted with the MES are required to submit with the application, copies of the letters of enlistment in con- 
cerned departments, Income Tax Clearance certificates and particulars of works carried out by them during last two years giving 
the designations of the officers under whom exccuted, 


[No: 8209/37/02/E8., dated 9-08-1999] 


Pump House Building and other Connected Works 


‘MES, CWE HQ, 138, Works Engineers, C/o 56 APO invites application by 9th September, 1999 form enlisted MES, CPWD 
and Railway contractors of the appropriate class for the works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Provn. of pump House Building and other Connected Works at Sanjuwan. ; : 7.5 lakhs ; _ 15,000 
2. Provn. of pump house building and other connected works at Miran Sahib. 


, 18.5 lakhs 32,750 
Contractors not enlisted with the MES are required to submit with the application, copies of'the letters of enlistment in con- 
Corned d>partments, Incom: Tax Cisarance c2rtificates and particulars of works carried out by them during last two years giving 
th> “designations of the officers under whom executed. ate Ce 


[No. 8209/35/03/E8., dated 9-08-1999.] 


Garvison Engineer (South), Deolali-422 401 


Repairs/Qverhauling/Replacement of Electric Meters 


The Garrison Engineer (South) Deolali Onslow Road Deolali Camp 422 401, i 
. from MES, CPWD, PWD and Railway contractors of appropriate cl 


Serial 


x 


nvites the applications upto 11th September, 1999 
ass for issue of tenders for the following works :— 


Name of Works Estimated Earnest 
No. Cost Money 
ete RSS Rs. 
1. Repairs/Overhauling/Replacement of Electric Meters in MD Accn, Messes, Institutes etc. 4.22 Lakhs 9,000 
at Deolali area. : : 
2. Repairs/Replacement of Electric Wiring Including Fittings/Fixtures in certain Mily Bldgs in 8.20 Lakhs 16,500 
Sector to IV under :GE (S) Deolali. ] ey 


Contractors who are not borne on the approved MES list required to furnish alongwith the applications, 
of salistm snt with other'D >partments/Command, latest Income Tax Clearance 


during the last three years stating the designation(s) of the officer(s) under 
lodged Standing Security with the MES will be re 


case thsir names are selected for issue of tend 


vv 


attested copies of lettcrs 
Certificate and Particulars of works carried out by them 


1 whom the same were executed. Contractors who have not 
quired to pay Earnest Money as mentioned above while submitting the tender in 
er: 


P 2 


Sd/- , 
AE iB/M ‘< 
Offg. Garrison Engineer 


[No. 8043/310/E8, dated 22-7-1999.] 
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Cifice of The Commander Works Engircers (A) 24 Assaye Building, Colca Muntai-é€e ces 
Special Repairs to Over Head Water Reservoir 


The Commander Works Engineer (Army) 24 Assaye Building, Colaba, Mumbai-05 invites the applications upto 10th September, 
‘1999 from MES, CPWD, PWD and Railway contractors of appropriate classs for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest 

No, Cost Money 
Rs, Rs, 

1. Special Repairs to Over head Water Reservoir at Malad and Kandivli . 5 : : . 7.60 Lakhs 15,200 


Contractors who are not borne on the approved MES list are required to furnish alongwith the applications, attested copies 
of letters of enlistment with other departments/Commands, latest Income Tax Clearance Certificate and Particulars of works carried 
out by them during the last three years stating the designation(s) of the officer(s) under whom the saine Were executed. Contractors who 
have not lodged Standing Security with the MES will be required to pay Earnest Money as mentioned above while submitted of the 
tender‘in case thzir'names are selected for issue of tender. 


[No. 83457/W/11/E8, dated 9-8-1999 .] 


Special Repairs to Cook House, etc. 


The Commander Works Engineers (Army) 24 Assaye Building Colaba Mumbai-05 invites applications upto 10tt September, 
1999 from MES, CPWD PWD and Railway Contractors of appropriate class for issue of tender for the following Works :— 


Serial Name of Works Estimated Earnest 
No, Cost Money 
7 Rs, Rs, 
1, Special Repairs ro Cook Haden Tinuine Hall bldg No. T-9 of section hospitalat Dehu Road 14.70 Lakhs 27,050 
2. Special Repairs to shed No. 53 of 2SD at Dehu Road : : : : , : . 11.40 Lakhs 22,100 
3. Renewal/Replacement of Furniture under‘'GE Dehu Road . ‘ / ‘ f ! 3 15 Lakhs 27,500 


Contractors who are not borne onthe approved MES cnlistare required to furnish alongwith the applications, attestcd copics of 
letters of enlistment with other Department/Command, latest Inccme Tax Clearance Certificate and particulars of works carrcd out by 
them during the last three years stating the designation(s) of the Officer(s) under whom the same ware cxecuted. Contractors who 
have not lodged Standing Security with the MES will be required to pay Eanrest Money as mentioned above while su bmitting the 
tender in case their names are sclected for issue of tender, 


[No. 83460/DR/09/E8, dated 9-8-1999, ] 


ee Pe 
. 


Garrison Engineer (North) On Slow Road. Deolali-422 401 
Periodical Services to Certain Building, etc. 


The Garrison Engineer (North) On slow Road, Deolali-422 401 invites applications upto 9th September, 1999 from MES;CPWD , 
PWD and Railway Contractors of appropriate class for issue of tender for the following Works :— 


Serial Name of Works Estimated Earnest 
No, Cost Money 
Rs. Rs, 
1, Periodical Services to Certain Bldgs of Wing-Ill,1V. and V at Arty Centre NRC. ; . 2,92 Lakhs 5.880 
2. Repairs to leaking roofs of Certain Bldgs at Arty Centre NRC. : PS ae 5 . 3,39 Lakhs 7.350 
3, Repalcement of manglore tiles and A.C. sheet roof etc. in Certain Bldgs at Arty Centre NRC 2.87 Lakhs 5.740 
4, ee sila roof iw Bldg No. P-84, P-85, P-89, P-87, P-3, P-49, P-57. P-88 of 665RandO 3.53 Lakhs 7,960 
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Contractors who are not borne on the approved MES list are required to furnishalongwith applicatic ns atte sted ecpies cf letters 
of enlistment with other Department/Command, latest Inccme Tax Clearance Certificate and Fartivciais cf works carricd cut by them 
during the last tthree years stating the designaticn of the chaccsetunéui vkom the seme waice executed. Ccntractcrs who have 
lodged Standing Security withthe MES will berequired to pay Earnest Money as mentioned above while submitting the tender in case 
their names are slected for issue of tender. 


[No. 8420/1230/E8, dated 7-8-9 9.] 


\ 
Garrison Engineer (Air Force), Air Force Station, Hakimpet. Secunderabad-14 
Widening of Certain Roads 


The Garrison Engineer (Air Force) Air Force Station Hakimpet Secnndeiabad-14 initsapplicaticnfor the foll’cwing work from 
enlisted MES. PWD and Railway Contractors fo appropriate class for issue of tender for : 


Serial Name of Work Estimated Earnest 
No. Cost Money; 
Deposit 
Rs. Rs. 
1. Widening of Certain Roadsat Vintage Point at Camp area AF Station Hakimpet P « 13.80 Lakhs 125,700 


By 8th September 1999. 

Contrnctors not enlisted with MES are required to submit their applications copics of letters of enlistment in other department. 
Income Tax Clearance Certificate. Financial resources and particulars of works carried outduring the last two years giving the desig- 
nation of the officer under whom executed. Earnest Money to be deposited alongwith the tender as shown against the work is 
payable by the contractors who have no Standing Security deposit with MES. 


[No. 8033/836/E8, dated 9-8-99.] 
Garrjson Engineer Shahjahanpur Road, Bareiiy Cantt. 
Replacement of HT 11 KV Panel, etc. 


_ The Garrison Engineer No. 2 Shanjahanpur Road, Bareilly Cantt invites the a pplications by date given in respective column from 
enlisted MES, PWD, CPWD, and Railway Contractors of appropriate class for issue of tender for under mentioned Works :— 


Serial Name of Works Estimated Date of receipt of 
No. Cost Applications 
Rs. 


1. Replacement of HT 11 KV panel with new HT Panel with equipment at Ban- 13.50 Lakhs 15th September, 1999, 
dassa under GE No. 2 Bareilly. 


re dodaci of Hard Standing with sancer drain and Security fencing under GE No.2 ,6.55 Lakhs 17th September, 1999, 
Bareilly. } 


3. Renewal of condemned furniture under GE No. 2 Bareilly . F ‘ - 13.00 Lakhs 17th September, 1999, 


4. Special Repair to roofs,etc of O.T.M. Accn of Pro Unit MITC Area under GE 3.50 Lakhs 15th September, 1999, 
No. 2 Bareilly. 


5. Special Repair to roofs and sanitary fittings to certain O.T.M. Accn for 6 Mtn Div. 3.50 Lakhhs 15th September, 1999. 
area under GE No. 2 Bareilly. , () 


Contractors not enlisted with the MES are required to submit wtith their applications copies of the letters of enlistment in 
other department, ITCC and the particulars of similar works carried out by them during last two years giving the designation(s) of the 
officer(s) under whom the works have been/are being executed. Earnest Money is payable by the contractors who have no Standing 
Security with any formation of MES. 


Invitation of application for issue of tender does not constitute any gurantee for issue of tender to the applicant even to enlisted 
contractors of appropriate class. {Issue of tender will be decided based on the past track records, financial position, experinece of 
similar works and dicision for issue of tender or otherwise of thd Accepting Officer shall be final and bindings. The contrctors will 
not be entitled for any compensation for rejection of his application. 


[ No. 8371/1/E8, dated 29-7-99.] 
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Garrison Engineer, Red Fields Past, Cojmbatore-18 


Special Repairs to Water Pipe 


The Garrison Engineer Coimbatore invites application by 15th September, 1999 fram enlisted MES, CPWD, PWD and Ra ilway 
contractors of the appropriate class for issue of tender for the undermentioned Work :— 


Serial Name of Work Estimated Earnest 
No, Cost Money to 
be Deposited 
Rs. Rs, 
1. Special Repairs to Siovani Water Pipe Line at Army Aréa Coimbatore 


4.87 Lakhs £9,740 

Contractors not enlisted with MES are required to submit with their applications copies of enlistment in other departments 
Income Tax Clearance Certificate and particulars of warks carried aut by them during the last two years giving designation of the 
Officers under whom _ executed. 


[No. 8403/03/E8, dated 31-7-99.] 


Special Repairs to Building 


_ The Garrison Engineer Coimbatore invites application by 15th September, 1999 from. enlisted MES, CPWD and PWD and 
Railway conttactors of the approrpaite class for issue of tender for the undermentioned Work 


Serial» Name of Work Estimated Earnest 
No. ; J Cost Money to. 
be Dep osited 
Rs. RS: 


Special Repairs to Bldg No T/18 (PAL Portion) Latrines and Sewage Lines for OR’S and 


LT 6,60 Lakhs 13,200 
provision of proper Draingage at rear side of Bldg No. T/47 and 48 at 110 INF BN 
(TA) Coimbatore. 


Conttactors ngt enisted with MES are required to submit with their aplications copies of enlistment in other departments. 


Income Tax Clearance Certificate and particulars of works carried out by thzm during the last two yeats giving designation of the 
Officers under whom executed. 


[No. 8404/03/E8, dated 31-7-99,] 


Garrjson Engineer Eklingarh Cantt Udajpur (Raj) 


Provision of Mosquito Proofing 


The Garrison Engineer Udaipur invites applications upto 15th Septmber, 1999 from MES/CPWD/PWD and Railway contractors of 
approrpaite class for issue of tender for the following Work :—~ 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs, Rs. 
1. Provision of Mosquito Proofing to Certain MD OR’s Accn at Udaipur : ‘ 5 . 4.29 Lakhs 8,580 


Contractors who are not borne on the approved list of Southern Command/ MES are required to frnish alongwith their applications 
attested copies of letters of enlistment with other departments/Commands, latest Income Tax Clearance Certificate and particulars 


of works carred out by them during the last three years staitng the desgiantion of the Officers under whom executed. Security Money 
to be furnished alognwith the tender by contractors who have no Standing Security with th» MES, will be as indicated above. 


| [No. 8001/Adv/581/E8, dated 5-8-99] 
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Garrison Engineer (North) Meerut Cantt; 
Repair to Sofa Sets etc. 


The Garrison Engineer (North) Meerut Cantt. invites applications from enlisted MES, PWD, CPWD and Railwasy contractors 
for the appropriate class for following works by 9th September, 1999 ;— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs, Rs. 
1. Repair to Sofa sets under BSO (N) of GE (N) Meerut Cantt, pee A 5 é . 5.00, Lakhs 10,000 
2. Terms contract for Artificer works in Zone ‘A’ Area of Age B/R-I under GE (N) Meerut Cantt, 7.00 Lakhs 14,000 
3. Terms Contract for Artificers work in Zone ‘B’ area of Age B/R-I under GE (N) Meeurt Cantt, 7.00 Lakhs 14,000 


Contractors not enlisted with this department are required to submit alongwith tiheir application, copies of letter of enlisted in 
other department. Income Tax Clearance Certificates and particulars of works carried out by them during the last two years giving the 
designation and addresse of officers under whom the works executed. 


Earnest Money as shown aginst work shall be deposited alongwith the tenders by the Contractors who have no Standing Security 


[No. 8200/10-R/1781/E8, dated 2-8-1999. } 


a 


Commander Works Engineers, Dinjan, Post, Panitola, Dibrugarh. (Assam).786183. 
Periodical Services to. Certain OTM Acca, etc. 


The Commander Works Engineers Dinjan, Post : Panitola invites applications on or betore 10th Septmber, 1999 from the enlisted 
MES, PWD, CPWD and Railway Contractors of the approrpriate class for issue of following tender ;— 


Serial Name.of Work Estimated. . Bases 
No. . Cost - Money ! 
Rs. Rs, 
1. Periodical services to certain OTM. Accn at Lekhapani : “ . F . ° . 10.00 Lakhs, 20,000 
2. Provision of term contract for Artificers Works for Md Accn in Zone-6 (Md Offrs/ JCOs and. 5.00 Lakhs 10,000. 


ORs Qtrs) at Lekhapani. 


Contractors who are not enlisted with the MES are required to submit with their application alongwith copies of enlistment 
letter and other documents Income Tax Clearance Certificate and particulairs of works carried out by them during the last two years 
giving the designation of the offices under whom the works were executee. They arealso requircd to deposit Earncst Money as 
above in the form of Deposit Call at Receipt with their Tender. MES Contsactor will indicate their Index Number in their application 
It m1y b3 noted that Bank Guarantee is non acceptable towards Earnest Money. 


Invitation for application for issue of tender does not costiture any gaurantee for issue of tender to applicant even to enlisted 
contactors of appropraite class. Issue of tender will be decided based on past record, financial position, experience of simialr work 


works and decision for issue of tender or othicriwise of the Accepting Officer shall be finaland contactor will not be entitled for any 
compensation claim for rejection of his application. 


[No. 81164/02/E8, dated 9-8-1999] 
Garrison Engineer (Air Force) Lohogaon, Pune-32 
Special Repairs to Certain Quarters 


The Garrison Engineer (Air Force) Lohogaon Pune-32 invites applications upto 6th September, 1999 from MES. CPWD, PWD 
and Railway contractors of appropraite class for issue of tender for the following work :— 


Serial Name of Work Estimated: Earnest 
No. Cost ‘Money 
Rs. Rs. 
1. Special repairs to certain quartersat Viman Nagar AF stn. Pune . A i ; vol O00 Bak isucn 20,000 
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__ Contractors who are not borneon the approved list of Chief Engineer, Southern Command, Pune are required to furnishalong 
withthe applictions attested copies of letters of enlistment with other department commands. Latest Income Tax Clearance 
Certificate and particulars of work carried out by them during the last three ycars stating the Designation of Officer (s) under whom 
the same were executed. Contractors who have not lodged Standing Security with the MES will be required to pay Earnest Money as 
mentioaed above while submitting the tender in case their names are selected for issue of tender, 


[No. 8466/02/E8, dated 31-7-1999,] 


owe ees Pe 


Office of the Commander Works Engineers (A) 24 Assye Building, Colaba, Mumbai-400005 
Special repairs to Lifts, ete. 


The Commander Works Engineers (Aimy) 24 Assaye Buildings, Colaba, Mumbai-05 invites applications upto 10th September, 
1999 from MES, CPWD, PWD and Railway Contractorsof appropriate class forissucof tender for the following work :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs, Rs. 
1. Spl. repairs to Lits of AOF Block ‘A’ and Married ORs Block P/64 at Colaba, Mumbai-5  . 17.20 Lakhs 20,800 


2. Spl. repairs to Bldg No, P/56‘A’ Block of AOF at Colaba, Mumbai-5_. ° ° : ° 
26.58 Lakhs 39,870 


Contractors who are not borne on the approved MES list are required to fusnh aloagwiththe applications, attested copics of 
letters of enlistment with oteher departments/Commands, leatest Income Tax Clearance Certificate and particulars of works carried out 
by them during the last thr e ycar stating the designation(s) of the cfficer(s) under whem the Same were executed. Contractois who 
have not lodged Standing Security withthe MES. will be required to pay Eanrest Money as mentioned above ,while submitting the 
tender in case their names are selected for issue of tender. 


[No. 83463/W/04/E8, dated 9-8-1999. 1 


Office of The Garrison Engineer (CME) Krikee Phugewadi, Depodi, Pune-411012 
Repairs to Internal Wiring ete. 


The Garrison Engineer (CME), Kirkee, Phugewadi, Dapodi, Pune-12, invites application by or before 7th September, 1999 from 
MES/CPWD/PWD and Railway contractors of appropriate class for issue of tender for :— 


Serial Name of Works Estimated Earnest 
No, Cost Money 
Rs. Rs. 
1. Repair to internal wiring and Electrical fitting and fixture in OTM Single ORs accn. in CME 10.00 Lakhs 20,000 
area, 
2. Special repairs to Bldg No. T/64 (06 Qtrs) and T/65 (08 Qtrs) at MH ,Kirkee . * . 11.00 Lakhs 21,500 


_ Contractors not on MES (Southern Command) list are required to furnish alongwith their application, attested copies of letters of 
enlistment with other Deprtment/Commands, latest Income Tax Clearance Certificate and particulars (inclduing credentials) of work 
carried out by them during the last three years stating the designaiton of the Officer under whcm executed. 


An Earnest Money or as shown above is to be submitted with the tender by the contractors who have no Standig Security with the 
MES (Southern Command). 


[No.8891/04/E8, dt. 7-8-99.] 
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Commander Works Engineer (Af), Lohegaon, Pune 411032 
Conversion of LT over Head line 


The Commander Works Enginzer (AF) Lohegaon, Pune-32 invites application upto 9th September, 1999 from MES, CPWD, 
PWD nad Railway contractors of approrpriate class for issue of tender for the following work .— 


Serial Name of Work Estimated Farnest 
No. Cosi at Money 
par market 
Rs. Rs. 
1. Conversion of LT Over Head Line Into LT under Gournd Cable at Nehru Nagar Area at 16.80 Lakhs 30,000 


AF Stn, Madh under GE (AF) Thatie. 


Contractors who are not borne on the approved list of Chief Engineer SC Pune arc required to furnish alongwith the application, 
attested copies Of letters cf enlistment with other D2ptt/Commands, latest Income Tax Clearance Certificate and particulars of works 
carried Out by them during the last three years stating the desgianen of the Offi er(s) under whom the same were executed. Contractors 
who have not lodged Standing Security with the MES will be required to pay Earnest Money as mentioned above while submitting the 
tender in case their names are slected for issue of tender. 


[No. 82069/04/E8, dated 7-8-1999,] 


Head Quarters, ‘Office of The Commander Works Engineers Yo! (HP) 
Certain Repairs to Sheet roofing etc. 


The Commander Works Engine.r Yol (HP) invites application by 18th September, 1999 from enlisted MES, CPWD and Railway 
contractors of the appropriate class for the following works :— 


Serial Name of Works Estimated Earnest 
No. { Cost of at per Money* 
{market rate 
Rs. Rs. 
1. Certain repairs to sheet roofing at Yol (HP) : ; ; : F ; Q ‘ . 13.00 Lakhs 24,500 
2. Certain repairs to sheet rocfing at Charri Camp and at Dharamsala Cantt.. " 5 - 6.00 Lekhs 12,000 


*payble by the contractors who have no Standing Security with MES. 
Contractors not enlisted with MES arerequired to submit with their applicationse. copies of letters of enlistment in other department. 


Incom :Tax Cl-arance Certificate and Particulars of work carried cut by them during last three years giving the designation of the 
Officers under whom executed, 


[No. 8129/16/01/E8, dated 5-8-1999.] 


e 
— 


‘J 


Garrison Engineer (Maintenance), Naval Air Station, Arakkonam-631 006 
Operation and Comprehensive Maintenance of Air Conditioning 


The Garrison Engineer (Maintenance), Naval Air Station, Arakkonam-631 006 invites appliations on or before 15th Oeteber, 1999 
from enlisted MES, CPWD, PWD and Railway contractors of the appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest ‘Period of 
No. | Cost Money Completion 
Rs. Rs. 
1. Operation and Comprehensive Maintenance of Air Conditioning Plants at NAS, 9.00 Lakhs. 18,000 12 Months. 
Atakkonam. 
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Contractors not enlisted with MES are required to submit alongwith their applications, copies of letters of enlistmentin other 
departments, fresh Income Tax Clearance Certificate in the new proforma, particulars of works carried out by them during thelast_ two 
years giving designation of the Officersunder whomexecuted. Earnest Moncy to be deposited alongwith the tenderis noted against each 
work payable by the contractors who have no Standing Security Deposit with the MES. 

Invitation for application for issue of tender dose not constitute any guarantee for issue of tender to applicant even to enlisted 


Contractors af appropriate class. Issue of tender will be decided based on the past track records, financial position, experience of similar 
works and decision of the Accepting Officer for issue of tender or otherwise shall be final and binding. Contractor will not be entitled 


for any compensation for rejection of his application. 
_  Sadl- 
Major 
Garrison Engineer 


[No. 8364/01/E8, dated 23-7-99.] 


Garrison Engineer Utility, Bathinda Mil Stn.-151 004 
Maint to Roads, etc. 


The Garrison Engineer Utility, Bathinda Mil. Stn.-151 004 invites application for the works from enlisted MES/CPWD/PWD)/ 
Railway and DBP Contractors for the appropriate class :— 


Serial Name of Works Estimated Earnest Application upto 
No. Cost Money 
Rs. Rs. 
1. Maint to Roads in Zone ‘A’ under GE (U), Bathinda Mil. Stn. . . 2.90 Lakhs. 5,800 13th September, 1999 
2. Comprehensive maintenance to roofs, plinth protection, plastering, 5.00 Lakhs. 10,000 13th September, 1999. 
' — fjooring and joinery of certain buildings under GE(U), Bathinda Mil, 
Stn. 
3. Maint of street lights in Zone ‘A’ at Bathinda Mil.Stn. .  . . 3.30 Lakhs. 6,600 13th September, 1999. 
4. Maint of street lights in Zone ‘B’ at Bathinda Mil. Stn. . : . 3.30 Lakhs. 6,600 13th September, 1999. 


This Advertisement tender does not constitute any guarantee for issue of tender to the applicant, even to an enlisted contractor 
of appropriate class. Issue of tender will be decided based on the past perf ormance record, financial position and experience of similar 
works and decision of the Accepting Officer forissue of tender or otherwise shall be final and contractor will not be entitled for any 
compensation for rejection of his application. 
Sd |- 
AE. 
Garrison Engineer 


[No. 8007/553/E8,. dated 31-7-99.] 


Office of the Garrison Engineer, Kota-324 001 (Raj) 
Provision of Drain and Sump|/Pump 


The Garrison Engineer Kota-324 001 invites application upto the date indicated against the work from MES, CPWD and Railway 
Contractors of appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest _Last date for receipt 
Bo. Cost Money of application, 
Rs. Rs. 


1. Provision of Drain and Sump/Pump in Albert Ekka Lines at Kota . 9.40 Lakhs 18,800 13thSeptember, 1999. 


Contractors who ate not borne on the approVed list of Southern Command, MES are requircd to furnish allongwith their appli- 
cations, attested copies of letters of enlistment with other departments/Commands, latest Inccme Tax Clearance Certificate and Parti- 
culars (Including Credentials) of works carried out by them during last three years stating the designation(s) of the Officer(s) under 
whom executed. Earnest Money to be furnished alongwith the tender by the contractors who have no Standing Security with MES 


will be as indicated aboVe, 
[No. 8254/02/E8, dated 26-7-99.] 
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Office of the Chief Engineer R &D Picket, Secunderabad-500 003 
Provision of Raising the Compound Wall 


The Chief Engineer R&D Picket, Secunderabad-500 003 invites applications from enlisted MES, CPWD, Railway contractors of 
the appropriate class for issue of tender documents for the following work. Lastdate of receipt ofapplication, Estimated Cost and 
Earnest Money to be deposited for the work alongwith tender by the contractors who have no Standing Security Deposit with MES are 
shown below. Contractors not enlisted with the MES are required to submit copies of letters of enlistment in other departments, fresh 
Income Tax Clearance Certificate in the new proforma and Particulars of work carried out during the last three years giving the d esig- 
nation of the Officer under whom works were executed along with the applications. 


Serial Name of Work Estimated Earnest Last Date of 
No. Cost Money Application. 
Rs. Rs. 
1. Provision of Raising the Compound Walland Improvement to Security 40.00 Lakhs 60,000 8thSeptember, 1999. 


Lights at LRDE, Bangalore. 

Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
contractors of appropriate class, Issue of tender will be decided based on past track records, financial position, experience of similar 
works. Decision for issue of tender or otherwise of the Accepting Officer would be finaland contractor will not be entitled for any 

_compensatton for rejection of his application. 


[No. 82318/2/E8, dated 11-8-99.] 


Office of the Chief Engineer R & D, Probyn Road, Delhi-54. 
Provision of Fire Station Building 


The Chief Engineer R&D, Probyn Road. Delhi-54 invites application from enlisted MES/PWD/CPWD/Railway contractors of 
appropriate class for issue of tender in respect of the folloWing works :— 


. Serial Name of Work _ ; Estimated Earnest Application invited 
No. Cost Money upto ’ 
Rs. Rs. 
1. Provision of Fire Station Building at Deal, Dehradun ; F . 17.50 Lakhs 30,000 13th September, 1999, — 


Contractors not enlisted with MES are required to su bmit with their application, copies of letter of enlistment in other Departments, 
Income Tax Clearance Certificate, Particulars of works carried out by them during last three years giving designationand address under 
whom the works are carried out/being carried out. Contractors who have not deposited Standing Security with MES, shall furnish 
Earnest Money in favour of GE(I), R&D, Dehradun alongwith the tender. 

[No. 84000/22/3/E8, dated 3-8-99.} 
Office of the Garrison Engineer (1) R & D, Raipur, Dehradun-248 008. 
Provision of Addition] Alteration of Hemkund Building 
The Garrison Enginee~ (1) R&D, Raipur, Dehradun invites applications by 13th September, 1999 from enlisted MES,CPWD, PWD 
‘and Railway contractors of the appropriate class for issue of tender for the undermentioned works :— 


Serial Name of Work Estimated Amount of Earnest Period of 


No. Cost of Money required to Completion 
« Works be deposited 
. Rs. Rs. 
1. . Provision of Addition/Alteration of Hemkund Bldg. atITM Mussoorie. 7.15 Lacs. ; 14,300 06 Months. 


_ Contracters not enlisted with MES Central Commang and required to submit with their application, Copies of letters of enlistment 

in other department. Income Tax Clearance Certificate and Particulars of works carried out by them during the last two years, giving 

designation of the Officer under whom the works were executed. 
Earnest Money shall be deposited alongwith the tender by the contractor who have not deposited Standing Security with th eMES. 


JNo. 8888/P/RPR/01/E8, dated.19-7-99. 
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Office of theGarrison Engineer (Army), Bhuj-Kutch-370 001 
Renewal of One Bore Well 


The Garrison Engineer (Army), Bhuj invites applications upto 14th September, 1999 from approved and eligible contractors 
of issue of tender for the following work :— 


’ Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Renewal of One Bore Well at Army Area. Bhuj A 5 has . . 6.00 Lakhs. 12,000 05 Months. 


[No. 8838/02/E8, dated 3-8-99.] 


Repairs to Internal Electrification in Certain Buildings 


The Garrison Engineer (Army), Bhuj invites applications upto 14th September, 1999 from approved and eligible contractors for 
issue of tender for the following works:— 


Serial Name of Work ' Estimated Earnest Period of 
No. Cost Money Completion 
Rs, Rs. 
1. Repairs to Internal Electrification in Certain Buildings at Army Area, Bhuj(Phase-I) 4.30 Lakhs 8,600 06 Munths. 


[No. 8839/01'E8, datea 4-8-99.] 
Office of the Garrjson Engjneer, 859 Engr. Wks. Sec., C/o 99 APO 
Special Repairs to Water Proofing Treatment, etc. 


The Garrison Engineer, 859 Engr. Wks. Sec, C/o 99 APO invites applications by 15th September, 1999 from enlisted MES, CPWD., 
and Railway contractors of the appropriate class for issue of tenders for the following works :— 


Serial Name of Works Estimated Etra2st Psriod 0° 
No. Cost Monz2y Co nodletion 
Rs. Rs. 
1. Special repairs to water proofing treatment to roof of JCOs/OR accn. at Chindit 13,58Lakhs 25,250 06 Months. 
Top, Lower Dahung and Upper Dahung (Phase-I) under GE, 859 EWS. 
2. Special repairs to JCOs/OR married accn. in Tenga Ledge area (Phase-II]) under 6.50 Lakhs. 13,000 06 Months. 
GE, 859 EWS. 
3. Provision of overhead shelter including lighting arrangement, waiting area for 4.50 Lakhs. 9,000 06 Months. 
vehicle and transients at 238 Transit Camp under GE, 859 EWS. 
4, Provision of one standby generator 31.25 KVA at Signal centre under GE, 859 EWS. 4.25 Lakhs 8,500 04 Months. 
5. Provision of external water supply and pumping arrangement for 605 EME Bn. 2.60 Lakhs 5,200 04 Months. 
under GE, 859 EWS. 
6. Provision of latrines and bath room at 5, Mtn. Div. Sig. Regt. under GE, 859 EWS. 2.50 Lakhs 5,000 04 Months. 
7. Provision of JCOs acen. at 505 ASC Bn. under GE, 859 EWS. . y : 1) 7.25 ‘Lakhs 14,500 06 Months. 
8. Repairs to chloronome plant, back wash pump and repairs to PS tank filler bed under 13.50 Lakhs 25,250 06 Months. 
GE, 859 EWS. 
9, Repair/Painting to pressed stecl tank at Chindit Top, Tenga Ledge and Dahung 6.80 Lakhs 13,600 05 Months. 
under GE, 859 EWS. 
10. Repair/Replacement of electrical wiring of certain Army unit HQ at Dahung under 3.95 Lakhs 7,900 06 Months 
GE, 859 EWS. 
1M Re to a sewage line in OTM and md. accn. in Zone ‘C’ and ‘D’ under GE, 859 2.70 Kakhs 5,400 04 Months. 
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Contractors not enlisted with MES formation, are required to submit with their applications, copies of letters of enlistment in 
other departments, Incom2 Tax Cleararc: Cortificite and Pariiculars of work carried out by thom during the last two years giving the 
designation of the Officer under whom the works were executed. 


Sd] - 
Major 


[No. 8000/AB/104/E8, dated 31-7-99.] 


Office of tbe Garrison Engineer, Patiala 


Provision of Special Repair to Internal Electrification 


The Garrison Engineer, Patiala invites applications upto 14th September, 1999 from the enlisted M.E.S., C.P.W.D. and Railways 
contractors of appropriate class for the work :— 


Serial Name of Work Estimated Earnest 

No. Cost Money 
Rs. Rs. 

1. Provision of Special repair to internal electrification at Sangrur. é : : : é 4.93 Lakhs 8,190 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
contractors for appropriate class. Issue of tender will be decided based on past contract records, financial position, experience of similar 
works and decision for issue of tender or otherwise of the Accepting Officer shall be final and contractor will not be entitled for any 
compensation for rejection of his application. Contractors not enlisted with M.E.S. are required to submit their applications with 
copies of letter of enlistment in other department Income Tax Clearance Certificate and particulars of works, giving the designation of 
Officer under whom executed. Earnest Money to be deposited alongwith tender(as shown in list attached)payable by contractor who 
have not got Standing Security with the M.E.S. 


Sd/- 
Major 
[No. 8199/47/03/E8, dated 29-7-99.] 


Replacement of MCCB/LT Cables 


The Garrison Ehgincer, Patiala invites applications upto 17th Deptember, 1999 from the enlisted M.E.S., C.P.W.D. and Railways 
contractors of appropriate class for the work :— 


Serial Name of Work Estimated Earnest 

No. Cost Money 
Rs. Rs, 

i. Replacement of MCCB/LT Cables in West Zone at Patiala . , ‘ ; f t 3.40 Lakhs 6,800 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted con- 
tractors for appropriate class, Issue of tender will be decided based on past contract records, fianacial position, experience of similar 
works and decision for issue of tender or otherwise of the Acc2pting Officer shall be final and contractor will not be entititled for any 
compensation for rejection of his application. Contractors not enlisted with M.E.S. are required to submit their applications with co- 
pies of letter of enlistment in other dzpartm2nt Incym2 Tax Clearance Certificate and particulars of works, giving the designation of 
Officers under whom executed. Earnest Money to be deposited alongwith tender as shown in list attached) in payable by contractor 
who have not got Standing Security with the M.E.S. 


Sd/- 
Major 
[No. 8199/48/03/E8, dated 31-7-99.] 
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Office of the Commander Works Engineers(A), 24 Assaye Building, Colaba, Mumbai-400 005 


Special Reoairs to Building, cte. 


Th: Command_r Works Enginzers(Army),24 Assaye Building, Colaba, Mumbai-05 invites the applications upto 10th September — 
1999 from M.E.S., ©.2.W.D., P.W.D, and Railway contractors of appropriate Class for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest 
No, Cost Money 
Rs. Rs, 
a 1. Special repairs to bldg No. 1,9 Kumaon, Colaba, Mumbai-05_ . . : : , 25.70 Lakhs 38,550 
2. Special repairs to P-27 Assaye Building, Colaba, Mumbai-05 é : : : : : 19.00 Lakhs 33,500 
3. Special repairs to bldg No. P-3 of 9 Kumaon, Colaba, Mumbai-05 ; ? ; : : 25.70 Lakhs 38,550 
; 4, Special repairs to bldy No. P-7, Area Officers Mess at Colaba, Mumbai-05 A : ; 16.20 Lakhs 29,300 
. 5. Special repairs to Squash Court M and G Area Officers Mess at Colaba, Mumbai-05 Y ’ 6.20 Lakhs 12,400 
Contractors who are not borne oa the approved M.E.S. list are required furnish alongwith th: applications, attested copies of letters 
of enlistment with other Departments/Command, latzst Income Tax Clearance Certificate and particulars of works carried out by them 
during the last three years stating the d2signation(s) of the officer(s) und:r whom ths sam» were executed. Contractors who have not 
lodged Standing Security with the M.E.S. will be required to pay Earn:st Monzy as mention:d above while submitting the tender -n 
case thsir namzs are selected for issue of tender. 
[No. 83452/W/14/E8, dated 9-8-99.] 
Office of the Chief Engineer (Fy), Hyderabad, Opp. Parade Grounds, Sardar Patel Road, Secunderabad-500 003 
Provision of Air Conditioning Facilities 
P. 


The Chief Engineer(Fy),Hyderabad, Opp. Parade Grounds, Sardar Patel Road, Szcunderabad 500003 invites applications from 
enlisted M.E.S., C.P.W.D. and Railway contractorss of appropriate class for the following work :— 


Serial Name of Work Estim-ted Earnest Last Date of Receipt of 
No. Cost Money Applications 
Rs. Rs. 
I. preaucs of Air Conditioning facilities to Bui!ding No. 370 at AFK, 51.98 Lakhs 77,970 10th September, 1999. 
irkee. 


Contractors not enlisted with M.E.S. are required to submit with their applications, copies of the letters of enlistment in otner 
D>part ments, valid ITCC and particulars of works carried out by them during past two years, supported with certificates from the 
autnorities under whom they were executed, Eirn:st Mon-y as indicated aboy:in the form of Call Deposit Receipt from any 

» «= Scheduled Bank is to be deposited, 


[No. 860109/K KE/04/E8, dated 4-8-99.] 


} Office of the Garrison PigtheenC cra), Kirkee, Pune-411 003 
Periodical Services (Painting) te Certain Buildings, etc. 
é The Garrison Engineer(Central),Kirkee, Pune-411003 invites the applications upto 11th September, 1999 fiom. M.E.S., C.P.W.D., 
P.W.D. and Railways contractor of appropriate class for issue of tender for the works mentioned below ;— 
, Serial Name of Works Estiriated Rarnest Last Date of Rec ipt of 
No. Cost Mone Application, 
Rs. Rs. 
1. Periodical services (Painting) tocertain bldgs. inCAFVD, Kirkee . on 14 Lakhs 19,250 11th September, 1999. 
2. Repairs to Wooden/Steel Joinery Eaves Board in Dunkirk Line . ‘ 6 Lakhs 10,000 11th September, 1999. 
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Contractors who ar2 not borne on the approval M.ES, list of Chief Engineer, Southern Command are re 
with the applications, attested copies of letters enlistment with other Depai tment/Command, latest Income Tax Clearance Certificate 
and particulars of works carried out by them during the last three years stating the de signat'on(s) of the Cfficers under whom the same 
Wels executed. Contractors who have not lodged Standing Security deposit with the M.E.S. will be required to pay Earnest Money 
as m-otiorsd, while suomitting the tender in case thir names are Selected for issue of tender, 


quired to furnish along- 


Sd/- 
Major 
[No. 8006/3/E8, dated2-8-99.] 


Office of the Garrison Engineer (AF), Bidar-585 404 
Renenal/Replacement of HT Cable, etc. 


The Garrison Engineer(Air Force),Bidar-585 401 invites application for the following work from enlisted,M E.S., P.W.D.,C.P.W.D. 
and Railway contractors of appropriate class for issue of tender forms :—- 


Serial Name of Work Estimated Earnest Date by 
No. Cost Money 
Rs. Rs. 
i, Sg i placement of HT Cable and connected E/M Works at AF 3.45 Lakhs 6,900 14th September, 1999. 
Stn. Bider j 


[No. 8802/03/E8, dated 12-8-99, ] 


Garrison Engineer Utility Bathinda Mil Station-151004 
Maint to Electric Pannels, etc. 


Th? Garrison Engineer Utility Bathinda Mil Station-151 004 invites application for the works from enlisted M.E.S., C.P.W.D. 
P.W.D. and Railway and DBP contractors for the appropriate class :— 


> 


Scrial Name of Works Estimated Earnest Application Upto. 
No, Cost Money 
Rs. Rs. 
1. Maint to electric pannels starters and electric equipments at Primary 3.30 Lakhs 6,600 20th September, 1999. 
Puitp House at Bathinda Mil Station. 
2. Rewinding of electric motor at Bathinda Mil Station. ; : : 3.00 Lakhs 6,000 20th September, 1999, 
3. Periodical services to certain buildings in Zone ‘A’ at Bathinda Mil 6.40 T_akhs 12,800 20th September, 1999, 
Station. 
4. Maint and reactivation of earthing system in Zone ‘A’ at Bathinda Mil. 2.60 Lakhs 5,200 20th September, 1999, 
Station. 
5. Maint and reactivation of earthing system in Zone ‘B’ at Bathinda Mil. fF 2.60 Lakhs 5,200 20th September, 1999, 
Station, 
6. Improvement to street lights in Zone ‘A’ at Bathinda Mil. Station . . | 2.60 Lakhs 5,200 20th September, 1999, 


This advertisement tender does not constitute any guarantee for issue of t 
appropriate class. Issue of tender will be decided based on the past p 
works and decision of the Accepting Officer for issue of tender or o 
c) nJensation for rejection of his"application, 


ender to the applicant, even to an enlisted contractor of 

erformance, record, firnancial position ard experience of similar 

therwise shall be final and contractor will not be entitled for any 
Sd/- 

AE 


[ No. 8007/556/F8, dated 4-8-99.] 
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Garrison Engineer, Gopalpur-On-Sea, P.O. Golabanda Distt. : Ganjam(Orissa) 
Special Repair to Root 


The Garrison Engineer, Gopalpur-On-Sea invites application by 21st September, 1999 from the enlisted M.E.S.,C.P.W.D., P.W.D 
and Railway contractors of the appropriate class for the work mentioned below :— 


Serial : Name of Work Estimated Eatnest Date of Issue of Tender 
No. Cost Money 
Rs. Rs. 
1, Special repair to roof of certain OTM and Md Acen for JCOs/OR of 3.50 Lakhs 7,000 22nd September, 1999. 


120 Inf Bn.(TA), Bihar 32SR. 


Enlisted contractors with M.E.S. are required to submit with their applications, copies of letters of enlistment in Government Depart 
ment, 1.T.C.C. and particulars of similar works carried out by them during the last three years. 


[No. 8008/04/E8, dated 5-8-99.] 


Commander Works Engineers, Navy, Vasco-Da-Gama, Goa-403 802 
Provision of General Engineering Workshop 


The Commander Works Engineers, Navy, Vasco-Da-Gama. Goa invites applications upto 8th September, 1999 from enlisted M.E.S, 
C.P.W.D. and Railway contractors of the appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest Period of) 
No, Cost Money — Contract 
Rs. Rs. 


32 Lakhs 48,000 12 Months. 


!. Provision of General Engineering Workshop at NAD, Goa 
at per market | 


Contractors not enlisted with M.E.S. will have to submit their application, copies of letter of enlistment in other Department, 
Income Tax Clearance Certificate, financial resources and list of works carried out by them during the last two years giving designation 
of the Officers under whom works have been executed. Eatnest Money to be Deposited alongwith the tender by those who have not 
got Standing Security deposit with M.E.S. is as indicated above. 


[No, 83265/3/E8, dated 6-8-99.] 


Office of the Chief. Engineer (Navy), Station Road, Visakhapatnam-530 004 
Provision of Married Accommodation 


The Chief Engineer (Navy), Station Road, Visakhapatnam-530 004 invites applications by 15th September, 1999 from M.E.S., 
DGNP, Port Trust, C.P.W.D. and Railway enlisted contractors of appropriate class for the undermentioned work :— 


. ; Estimated Earnest] 
ce Name of Work Coat Money j 
; Deposit 
Rs. Rs. 


!. Provision of Married Accommodation for 18 L.T. Commanders at NCB,Visakhapat nam 310 lakhs 3.10 lakhs 


) | <i . . . . . uted 
i | Id apply. They should furnish the details of such similar works exec 
Contractors who have executed similar works on y shou pply er cceer Pe tories "cadee worm ihe morte Wak 


by them during the last three years cost above one crore supported by certific Aaa : 2 ; 
executed, orcactots not enisted with M.E.S. are required to submit with their applications, woe of letters of enlistment in other 
department , other Certificate and Income Tax Clearance Certificate in addition to other dctails. 


Earnest Money is to be deposited alongwith the tenders by contractors who have no Standing Security Deposit in M.E.S. | 
[No. 80061/ADVT/240/E8, dated 12-8-99.] 
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Office of the Garrison Engineer (NW), Mankhurd, Mumbai-88 
Periodical Services to Certain Buildings 


The Garrison Engin ¢r (NW) Mankhurd, Mumbai-88 invitcs s parat« applications ftcm approved contactors upto 14th September, 
1999 tor :— ’ 


6 


Scrial Name of Work : Estimated Earnest 
No Cost Money 
; : Rs. Rs. 

1. Periodical Services to Certain Buildings at Cheetah ‘B’ Cemp, NOFRA and Ward Room 5.00 lakhs 10,000 


Mess under GE (NW), Mankhurd, 
2 a hei [No. 8843/2/E8, dated 26-7-99.] 


Office of the Garrison Engineer (NW), Dr. Homi Bhabha Road, Navy Nagar, Colaba, Mumbaj-400 005 
Periodical Services to Building, etc. 


The Garrison Engincer (Naval Works), Dr. Homi Bhabha Road, Navy Nagar, Colaba, Mumbai-400 005 invites applications 
for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Deposit 
Rs. Rs. 
(a) Periodical Services to Buildings R-28 to R-31 et New Navy Nagar, Colaba, Mumbai. A 4.90 lakhs 9,800 
(b) White/Colour Washing & external Cement base painting to Building R-19 to R-21, R-23 to R-24 ABS? ¢ § ba 95700 
and R-26 to R-27 at RS Colaba, Mumbai. 
(c) Internal/external finishes to Buildings R-13 to R-18 at New Navy Nagar, Colaba, Mumbai 431 3 8,620. 
(4) Internal finishes and external painting to Buildings R-1 to R-6, Mesh, Kumbh, Makar, G&H = 4.65, 9,300 
at Navy Nagar, Colaba, Mumbai. 
(ce) Periodical Services to Buildings R-7 to R-10 & R-12 at Navy Nagar, Colaba, Mumbai. ; Ava 8,400 
Last Date of Reccipt of Adplication for issue of tender : 15th September, 1999. 
Date of Issue of Tender : 17th September, 1999. 
Duc Date of Reccipt of Tender : 7th October, 1999. 
Tim: and Date of Opening of Tender : 15-00 hours on 7th October, 1999. 


Contractors not enlisted with M.E.S. should submit alongwith applications, copies of letters of enlistment in other department, 
Income Tax Clearance Certificate, Financial resources and Particulars of works carrjed out by them during the last two years giving 
designation of the Officers under whom executed. 


Earnest Money as mentioned above shall be deposited by the contractor who have not got Standing Security Deposit with M.E-S. 


Sd/- 
Major, if 


[No. 8866/03/E8, dated 28-7-99.] 
Office of the Garrison Engineer, Bengdub, P. O.: Bengdubi, Distt. : Darjeeling (W. B.) 
Special Repairs to Internal Wiring, etc. 


The Garrison Engincer Bengdubi, P.O. Bengdubi, Distt: Darjeeling (W. B.) invites separate appligation by 11th September, 
1999 from enlisted M.E.S., P.W.D., C.P.W.D. and Railway contractors of the appr 


opriate class for issue of tender for the follo.ving 
works :— ! an fig ve 
Serial Name of Works’ . Estimated Earnets 
No. Cost Money 
Echt Seq Rs.. « 
1. Special Repairs to Internal Wiring to certain Buildings at EME Workshop at Bengdubi . 6.27 lakhs 12,600 
2. Special Repairs to Key personnel Quarters including ren :wal of Wiring at Jalapanar i : 3.90155 7,000 
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Serial Name of Works Estimated Earnest 


No. Cost Money 
Rs. Rs. 
3. Special Repairs to Buildings No. 10 of certain unit at Jalapahar (Darjeeling) 4 : ; 4.70 Lakhs 9,400 
4. Special Repairs to Buildings No. P/1, T/104, T/106 to Certain Unit &t Bagdogra at Bengdubi 8.70. ,, 17,000 
5. Special Repairs to Perimeter security fencing to certain Depot Area at Bengdubi : , 45/00: 9,400 
6. Special Repairs to Nisan Hut type storage Accommodation to Certain Unit-at Bengdubi y 2382) 3} 5,700 
7. Special Repairs to Building No. D/20 and D/22 at Bengdubi : } : . ‘ 3 6.40 ,, 12,800 
8. Special Repairs to Building No. T/2 at Bengdubi : : : : : ; ; : 3.20% ,3 6,400 
9. Special Repairs to Roads inside Depot Area at Bengdubi : : A p Seni Cs Ie ae 6,300 
10. Special Repairs to replacement of rolling shutter by sliding door shutter to certain unit at A.T5i. 43 9,500 
Bengdubi. 
11; Special Repairs to drainage System to certain unit at Jalapahar (Darjeeling) , , j 4.50 ,, 9,000 


Contractors not entisted with M.E.S. formation are required to submit with their applications, copies of letters of enlistment in 
other departments, Income Tax Clearance Certificate and particulars of works carried out by them during last two years giving the 
designation of Officers under whom the works were executed. 


[No. C/8589/2/E8, dated 22-7-99. } 


Office of the Garrison Engineer Ayadi, Chennai-54 
Provision of Airconditioning, ete. 


The Garrison Enginecr, Avadi, Chennai-600 054 invites applications from enlisted M.E.S., P.W.D., C.P.W.D. and Railways 
contractors of appropriate class for issue of tender for the following works :— 


Serial Name of Work. Estimated Earnest Period of Date of Receipt 
No, Cost Money Completion of Application 
Deposit 
Rs. Rs. 
1, Provision of Airconditioning Facilities and Associated 11.00 Lakhs 21,500 5 Months 14th September, 1999, 


works for flying clothing stores and all Computer 
Centres at Air force Station, Avadi. 


2. Provision of Additional Septic Tanks at DC I, DC II, 15.00 


: 9 27,500 CS be ae 14th September, 1999, 
DC 1 & DC LV area at AF Station, Avadi. 


The contractors not enlisted with M.E.S. are required to submit with their applications, copy of of letter of enlistment with 
other department, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving 
the designation of the Officers under whom executed. 


Earnest Money to be deposited alongwith tendcr documents payable by the contractor who have not lodged Standing Security 
dzposit with M.E.S. is shown againss each work, 


[No. 8211/3/E8, dated 31-7-99.] 


Office of the Garrison Engineer Avadi, Chennai-600 054 
Repairs to E/M Installations, ete. 


The Garrison Engineer, Avadi, Chennai-600 054 invites applications from M.E.S., P.W.D., C.P.W.D. and Railway contractors of 
appropriate class for issue of tender for the following works :— 


Serizl Name of Works Estimated Earnest Period of Date of Receipt 
No. Cost Money Completion of Application 
Deposit 
Rs. Rs. 

1. Repairs to B/M dnstallations in Army Arca under GE 4.00 Lakhs §,000 5 Months 13th September, 1999, 
Avadi. rs 

2. Repairs/Servicing of HT OCBs and Tripping Mecha- 6.00)=. 12,000 a 13th September, 1999. 
nism of HT OCBs at South Power Housc under GE 
Avadi. : 
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Serial Name of Works Estimated Earnest Period of Date of Receipt 


No. Cast Money Completion of Application 
' Deposit iY 
Rs, Rs. 

3. Repair/rencwal of Internal Electrical Fittings/Fixtures 4.80 Lakhs 9,600 5 Months 13th September, 1999; 
in DC-H, DC-HI & DC-IV Arcs at AF Station, . t fStorge 
Avadi. 

4. Improvement of Water Supply in Airmen/Traince B:00i 03. 6,000 OR 13th September; 1999, 
Messes and Billets;ctc. at AF Station, Avadi. af 

5. Improvement of Water Supply in DC II, Dc Il 3.00 ,; 6,000 3; 13th September, 1999. 
and DC-IV and Md. Accn. at AF Station, Avadi. 

6. Repairs to E/M Installations in Airforce under GE; 4.00. ,, 8,000 Bis 13th September, 1999; 
Ayadi. ‘ye 

7. Repairs/replaccment of Flectrical Fittings/ Fixures 4.80 ,; 9,600 HUENE 13th Septenit er, 1999; 
etc. in certain Md. Qtrs. of PTMS area under GE, 

Avadi. 
8. Iiterconnection .f OTD Pump House with South S00) 3, 6,000 a ERIN: 13th September, 1999. 


Power Houss HT Feeder No. 5 and certain Mise. 
Works in South aria under GE Avadi. 


The Contractors not enlisted with M.E.S. are required to submit with their applications, copy of letter of enlistment with other 
department, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the 
dzsignation of th: Officers under whom executed. 


Farn>st Money to be deposited alongwith tender documents payable by the contractors who have not lodged Standing Security 
Deposit with M.E.S. is shown against each work. 


[No. 8212/1/E8, dated 29-7-99.] 


Garrison Engineer’s Office, Ahmednagar-414 001 
Periodical Seryices to Certain Buildings, etc. 


The Garrison Engineer Ahmednagar will issue the following tenders :— 


Serial Name of Work Estimated Earnest Date of Receipt of Date of Issue of 
No. Cost Money Application Tender 
Rs. Rs. 
1. Periodical Services to Certain Bldgs under AGE —3.20.000 6,400 17th September ,99 18th September, 99 
B/R1I Area Sil at Ahmednagar. 
2. Periodical Services to Certain Bldgs under AGE 3.000.000 6,000 17th September,99 18th September, 99 - 


B/RI Area Il at Ahmednagar, 


The contractor shall furnsh list of similar work* done in last 3 yeats with valid Income Tax Clearance Certificate. 


[No. 8001/1487/E8, dated 5-8-99.] 


Periodical Seryices to Certain Building 


The Garrison Engineer, Ahmendanagr will issue the following tenders :— 


Serial Name of Work Estimated Earnest Date of Receipt of Date of Issue of 
No. Cost Money | Application Tender 
Rs. Rs. 
1. Periodical Services to Certain Bldgs under AGE — 3.00.000 6,000 17th September, 1999 18th September> 14, 


B/RL Area I at Ahmednagar. 
The Contractor shall furnish list of similar works done in last 3 years with valid Income Tax Clearance Certificate. 
& 
INo. 8001/1489/E8, dated 6-8-99.} 
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Garrison Engineer, Ahmednagar-414 001 
, Specicl Repairs to Bidgs. 


The Garrison Engineer, Ahmednagar will issue the following tenders :— 


si Na f Work Estimated Earnest’ Date of Receipt of Date of Issue of 
Rabid amco i Cost Money = Application Tender i 
Rs, Rs. 
1; Special Repairs to Bldg. No. P/60 Race Course 3,82,000 7,700 10th Szptember, 1999 11th September, 1999. 


Road under AGE B/R I, Abmed nagar. 
The Contractor shall furnsih list of similar work done in last 3 years with valid Income Tax Clearance Certificate. 


[No. 8001/1484/E8, dated 27-8-1999.] 


Special Repairs to Certain Roads 


The Garrison Engineer, Ahmednagar will issue the following tenders :— 


Serial Name of Work Estiamted Earnest Date of Receipt of Date of Issue of 
No. Cost Money Application Tender 
Rs. Rs, 
1, Special Repairs to Certain Roads in ACC&S 4,90,000 9,800. 10th September °99 11th September °99 


area Under AGE B/R I, Ahmed nagar. 


[No. 8001/1483/E8, dated 26-7-99.] 


. 


Special Repairs to Condemned Item of Furniture 


The Garrison Engineer, Ahmednagar will issue the following tenders :— 


Serial Name of Works Estimated Earnest Date of Receipt of Date of Issue of 
No. Cost Money Application Tender 
Rs. Rs, 
1. Special Repairs to Condemned item of Furniture 3,40,000 6,800 “16th September ‘99 17th September °99 


(GI Charpoys) in units of ACC&S, Ahmednagar. 


2. Special Repairs to Cattle fencing in CHQ Arca 4,30,000 8,600 16th September °99 17¢h September °99 
under AGE B/R II, Ahmednagar. 


3, Special Repairs to Old Magazines (6 Nos.) 6,50,000 13,000 16thSeptember *99 17th September °99 
in AMN Dump KK Ranges area Bldg. No. 
P/70 Single Offers accn in upper Camp KK 
Ranges ACC&S under AGE B/R Il, Ahmed- 
nagar. 


[No. 8001/1485/E8, dated 31-7-1999, 
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Office of the Garrison’ Enpinetr (1) AF) No: 1 Wing Air Force C/o 56 APO 
Provision of Standby Power Supply, ete. 


‘The Garrison Engineer (1) AF, No. | Wing Air Force, C/O 56 APO invites applications from enlisted MES/PWD/CPWD/Railway 
contractors of appropriate class for the following works :—- 


Serial Name of Work Estimated Earnest Period of Last date of receipt 
No: Cost Money Completion of Application ~ 
Rs. Ks. 
1. Provision of of Stand by Power Supply to perimeter 6:70 Lakhs 13,000 4 Months 20th September, 1999, 
security lights at Sgr Afd. 
6:70 Lakhs 13,000 4 Months 20th September, 1999: 


2. Provision of Stand by Power Supply to blast pens at Golf 
loop end 31 and at Sgr Afd: 


3. Contractors not enlisted with MES are required to submit application alongwith :— 
(a) Copies of letter of enlistment in other Deptt. and Income Tax Clearance Certificate. 
(b) Particulars of woiks carricd out by them during the last year giving designation of Officers under whom executed: 


4. Earnest Money to be forwarded alongwith the tender as Mentioned above payable by the contractor who have not Deposited 


Standing Security amount with the MES. 
{No. 8000/Advt/1032/1033/E8, dated 10-8-99.] 


Office of the Garrison Engineer Babina Cantt.-284 001 
Repairs to Certain Roads 


The Garrison Engineer Babina Cantt.-284401 invites applications from enlisted Govt. Contractors for issue of tender for the 


following works :— 


Serial Name of Work Estimated Earnest Period of Date of Issue of | Application by 
No. Cost Money Completion of tender (date) 
Rs. Rs. 


1. Repair to certain roads of Zone 3,4, 9.00 Lakhs 18,000 6 Months 14th September, 1999 15th September, 1999. 


5, 6 and 8 in KLP Area at Babina 


Cantt. 
| Sd]- 
Major 


{No. 8826/RI/4/E8, dated 6-8-1999]. 


Office of the Garrison Engineer (1) R/D, Pashan, Pune-411 021 


Repairs| Maintenance of Internal Electrification, etc. 


The Garrison Engineer (1) R&D Pashan, Pune 411 021 invites applications upto the following pericd fiom approved contractors 
for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest Period of | Last Date of Receipt 
No. Cost Money Completion —_ of Application 
Rs. Rs. 
1. Repairs/maintenance of internal Electrificaticn of 3.25 Lakhs 6,500 4 months 17th September, 1999. 
flmae proof fittings in certain bldgs. at HEMRL Su- 
tarwadi, Pune. 
4.70 Lakhs 9,400 4 months 17th September, 1999, 


2. Repairs to Gol market (Bldg. No. 49) and shopping 
complex (Bldg. No, 62) at Ganeshkhind, Pune. 
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Contractors not borne on the approved list of Chief En Dehu Road, Lohogaon, Pune) 
shall furnish with their application, copies of enlistment letters, valid ITCC and particulars of woiks carried out by them during last three 
years stating their cost, designatticn ct Officcrs and address under whom carticd out. Contractors not borne on appro Ved list ofany MES 
formation shall be required to depsit Eatnest Money as mentioned above alongwith their tenders. 


gineer, Southern Command, CWE (Kirkee, 


[No. 8714/03/E8, dated 9-8-1999. } 


Office of the Garrison Engineer, P.O : CRPF Campus, Gandhinagar-3 82 042 


Repairs to Internal Wiring 


The Garrison Engineer, Gandhinagar-382042 invites a 


Pplicé tic upto the date indicatcd 
Railway contractors of appropriate class for issue of tend 


against the work from MES/CPWD and 
er for the following work :— 


Serial Name of Work Estimated Earnest Pericd of Last Date of Receipt 
No. Cost Money Cemiplction of Application 

Rs. Rs. 
1. Repairs to Internal Wiring to OTM accn at Ge ndhinagar 5.00 Lakhs 10,000 6months 18th September, 1999. 


Contractors who are not bome on the approved list of Southern 
attested copies of letters of enlistment wi 


[No. 8728/1/E8, dated 30-7-1999. ] 


Provision of Stand by Geanerator 
The Garrison Engineer, Gandhinagar 


-382042 invites applicaticn upto the Cate indicat(d against the work from MES/CPWD and 
Railway Contractors of approrpaite class for issue of tender for the following work :— 
Serial Name of Work Estimated Earnest Periodof Last Date of Receipt 
No. : Cost Money Completion Application 
Rs. Rs. 


1. Provision of Standby GeneratoratPH 3 atGandhinagar 7.50 Lakhs 


15,000 4 months 10th September, 1999. 
Contractors who are not borne on the approved list of Southern Com 
application attested copies of letters of enlistme nt with other Departme 
ticulars (including credentials) of works carried out by them during the 


executed. Earnest Money to be furnished alognwith the tender by Con 
indicated above, 


mand/MES are required to furnish alongwith their 
nis/Ccmme nd, latest Income Tax Clearcnce Certificate and par- 
last thrce years stating the desingation of Officer(s) under whom 
tractors who have no Standing Security with MES will beas 


[No. 8727/2/E8, dated 30-7-1999 ] 


Garrsiun Engineer’s Office, Nasirahad (Raj) 


Special Repairs to Joinery and Internal Wiring 


The Garrison Engineer, Nasirabad invites applications upto the date indicated aginst the works from M ES/CPWD/Railway Con- 
tractors of appropriate class for issue Of tendsr for the following 


WOrks i 
Serial | Name of Work Estimated Earnest Period of Last Date of Receipt 
No. Cost Money Cor-pletion of Application 
Rs. Rs. 
CP, Special Tepairs to joniery ard internal wiring in Certain 3,50 Lakhs 7,000 S Months 15th September, 1999, 
bldgs. at Nasirabad. ' 
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Contractor who are not bornz on the approved list of SC, MES are to furnish alongwith tender applications, attested copies of 
l:tters of enlistment with other dspartment/commands, latest Income Tax Clearance Certificate, Particulars (Including credentials) of 
work carried out by thsm during the last three years stating the desgiantion of the Officers, under executed. Earnest Money to be 
furnished alongwith tender by the Contractor who have not Standing Security with the MES as mentioned against works, 


[No. 8001/1055/E8, dated 2-8-1999, ] 


Office of the Commander Works Engineer, Chandimandir-134 107 
Provision of Pump House, etc. 


The Commander Works Engineer, Chandimandir-134107 invites application for the undzr mentioned work from enlisted con- 
tractors of MES/CPWD/Railways of apprepriate cliss :— 


Serial Name of Work Estimated Earnest Concerned Last Date for Receipt 
No. j Cost at Money GE of Applications 
par market 
Rs. Rs, 
1. Provision of Pump House and External Electric and 8.00 Lakhs 16,000 GE, Chan- 12th September, 1999. 
Water supply for Tube wells at Chandimandir. dirnandir o 


Contractors not enlisted with MES are required to submit their applications with copies of letter of enlistment in other department, 
Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving designagion of Offcer 
under whom executed. Barnest Money to be Deposited alongwith tender will be given against work by the contractor who are not 
enlisted with MES and who have not executed SS bond with MES. 


[No. 8399/CHM-2°3/2/E8, dated 5-8-1999,] _ 


Office of the Chief Engineer, Chnadigarh Zone, Chandigarh-160 003 
Provision of Md. Accn. 
The Chief Engineer, Candigarh Zone, ‘N’ Area, Air Port Road, Chandigarh-160003 invites applications for under mentioned 
work from enlisted contractor of MES/CPWD/Railways for appropriate class :— 


Serial Name of Work Estimated Earnest Concerned Last Date of Receipt 
No. Cost at Money 3 Garrison of Application 
par Matket Engineer 
Rs. Rs. 3 a 
{. Provision of Md. Accn. for JOC’S and OR’s at ‘K’ Area 55 Lakhs : 82,500 GE, Chan- 14th September, 1999. 
near Chandigarh. digarh 


Contractors not enlisted with the MES are reauired to submit their applications with copies of letter of enlistment in other De ptt., 
Income Tax Clearance Certificate and particulars of works carried out by them Curing the last two years giving the designation of Officers 
unde t whom executed. Earnest Money to be deposited alongwith tender will be as given above for contactor who have not got 

Standing Security Deposite with the MES. 3 


[No. 83264/T/6/E8, dated 10-8-1999.] 


230 | pti! INDIAN RAILWAYS 


RAILWAY BOARD ys 
MINISTRY OF RAILWAYS 


Director, RaiLwAy STORES(W), RAtLWAY Boarpb, 
New DELHI 


Corrigendum—Extension of Due Date 


Due date of Tender No. 99|RS(PF&EC)|951/W! BTPGLN'TC!1 for procurement of 70 Nos. BTPGLN 
Wagons, which was earlier due to be opened on 2nd September, i999 at 15-00 hours, has now been _ 
postponed to 14th September, 1999. The tender can now be purchased upto 14th September, 1999 
upto 14-30 hours and will be opened on same date te. on 14th September, 1999 at 15-00 hrs. ) 


Sd./- 
Executive Director, Railway Stores(W), 
Ministry of Railways, (Railway Board) 


[No. 99'RS(PFREC)/951|WIBTPGLN] | 1, dated 3-8-99, Issued by GM(PR), N. Rly., New Delhi] 
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NORTHERN RAILWAY 


Headquarters Office, Baroda House, New Delhi 


Fax No. 011-3384008 
E-Mail Address nr.COS @ nde. vsnl, net.in 


Tender Notice No. 22/99-2000 :— Supply of Water Treatment Deminearliser Plant, etc. 


On the behalf of the President of India through Controller of Stores, Northern Railway, Baroda House, New Delhi, invites sealed 


tender for the supply of the following items :— 


Serial 


- Tender No. and Description of Stores 
Oo. 


1.  8046/99/P-15— 
Water Treatment Deminearliser Plant Four Bed 180 Ltrs, 
A QUOION Model FDB-180 or Similar. 


2. 215/99/P-10— 

ISI Marked Rubber Gum Boot to IS: Specn. No. 5557/92 
Type-IT Industrial Safety from Oil Resistance Rubber with 
nofsteel toe capsize 6/12 percent, 7/25 percent, 8/25percent, 
9/25 per cent, 10/13 per cent. 


Note : Itemsreserved for SSI as Reqd. with NSIC. 


3. 719/99/P-12— 
Pressure Sensitive CottonInsulated Ahdesive Tape for Electrical 
purpose 20 mm wide and thickness-0.3mm + 0.05mm in 
20 Mtrs. length to IS : 7809 (Detailed as per Tender Docu- 
ments. 


4, 201/99/P-32— : 
Ready Mixed Paint Brushing Red Lead Non setting priming to 
IS : 102/1962 (Reaffirmed 1991) or latest Version. 


5. 164/99/P-14— 
Limpet Asbestos Sheet Size 3048 x 1524 * 2mm Mat. and } 
Specn. confirming to RDSO/STR-C-8105 Rey. or Latest. ‘ 
or 
Natural Fibre Thermoset Composite Sheet Size 3048 * 1524 | 
1.5mm {o latest RDSO/STR-C-95/11, J 
Note : Sl. No. 4 and 5.—The material will be procured 
from RDSO approved sources Only. 


6. 949/99/P-27— 
Bearing Cap Outer(PE) for Traction MotorTypeTM 4906 AZ, 
Drg. No. BHEL-24394300003 V00-BCS-3 106/B-009. 


7. 43/99/P-27— 
Coupling 60V Band (for Exhaust Manifold) DLW Part No. 
10241991, Drg. No. TPE-06-0020, Alt.-(G), Sheet 1 of 1. 


8. 6026/99/P-19— 
Foot Pedal Switch(ZSMGR) Part No. S-3925,Drg. No. 
SWT 335181R1 of M/s. Adtzanz. 


9. 754/99/P-24— 
Spring Lock Washer for Large after Cooler Size M-10 (1, D-10, 
2+0.6-0.0. O.D.18 width 3.5 + 0.2and Thickness-.2.2 + 
0.15) Drg. No. TPE-I3-0053, Alt.-(A), S.No. 2. 


10.  6039/99/P-19— 
Sets Lead Wires Flame Retardant Fluonlex Insulated Wire for 
Traction Motor TAO-659 as per RDSO modification Drg, 
No.4397 each Sets consist of Four Pieces. 
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Quantity 


14 Nos. 


Tibet ees 


10,86,000 Mtrs. 


12,060 Ltrs. 


811 Nos,4 


261 Nos. 
795, 


50 Pe 


50,508 


“99 


240 Sets, 


150 


2,000 


500 


500 


150 


150 


150 


1,000 


Due on 


24th September, 1999, 


27th September, 1999, 


° 
28th September, 1999. 


29th September, 1999, 


29th September, 1999, 


29th September, 1999. 


Ist October, 1999. 


4th October, 1999, | 


4th October, 1999, ¥ 


6th October, 1999, 


A569 


Serial ‘ Tender No. and Description of Stores Quantity Tender Due on 
No. Cost 


11. 222/99/P-3— ; 
Band Saw for Band Saw Machine Size 150mm width X 30mm 2,100 Mtrs, 150 6th October, 1999. 
Pitch X Thickness 17 SWG X Length 12.04 Meter (Anti- Lie 
clock Wise) as per Drg. No. 45M/65 Amendment No.4 mater- 
rial as per BS-4411/69. 


12. 6014/99/P-19— 
Batic Pantograph complete Assly. with all accessories type AM-92- 6 Nos. 500 6th October, 1999, 
BU-GV for WAP-5 (ABB) Locos. 


13. 223/99/P-3— 
Belting Cotton Canvas Plied and Vulcanised Size 75mm X 4 Ply 13,400 Mtrs. 150 6th October, 1999 
for Train Lighting to IS : 6583/198 9to IS : 6583/1989 read 
with Annexure-I to IS : 6583/1989. 


14. 2279/99/p-8— 
Pulley supporting Bracket DW 2 Way to Drg. No. SA-7383/M/ 1,895 Nos. 150 7th October, 1999 
Ady. to IRS-S-10/78 or Latest. 


15. 1218/99/Pp-12— 1 
Silicon Bonded Polymide Film Kapton Mica Wrapper Size Teel orinies 150 7th October, 1999 
0.15mm X 286mm X 150mm for EMU Armature to Specn. 
No. 4/TMS/CNB/Spec/95/1. 


16.  15/99/p-12— 
Single Core Elastomeric Cable 2.5 Sq.mm 750 Volts to RDSO 37,085 Mtrs. 150 8th October, 1999 
Specn. No. E-14/01/Rey-H/1993, Part-I. 


17. 643/99/P-2— ; 

Torch Hand Electric without Cells suitable for 3 Cells R-20 11,000 Nos. 500 8th October, 1999 
Prefocussed Type conforming to IS : Specn. 2083/78 with 
Aluminium Body w ith Bottom Loading with Aluminium base 
anodised plastic head with metalised Switch. 


18. 310/99/P-12— 
Dual Coated Round Copper Winding Wire confirming to 
1S-13730, Part XIII-93 base Coat of Polystermide Enamel 


of Size— 

(1) 17 SWG . 2 : h : A fi : (1,850 Kgs.) 

(2) 18 SWG . | m ‘ , P A " : B20 hss { 500 8th October, 1999 
(3) 18.5 SWG “ ° 4 * ‘i 100, | 


(All Details as per Tender Sets). 


19.  42/99/P-27— 
Primary Fuel Oil Filter Element (for Fuel Oil System) pleated 6,561 Nos. 500 =: 13th October, 1999 
Paper shall conform to RDSO Spec. MP-0-2600-05 (Revised) 
March 93. RDSO Drg. No. SK. DP-857, Alt.-(6). 


20. 813/99/P-19— 


Fuse Cartridge 6 Amps. 500 V.quick action type D.Type RT ADD, SOT ss 150 13th October, 1999 
Fuse Links 500V, AC 250V, DC 6 Amps. quick action 
1S-8187 Bharat Linder. i 
21. 819/99/P-19— 
EM Contractor complete Assly. with Aux Camp Block Drg. 36) ow 500 13th October, 1999 
CLW/1/TWD/291/033. : 
22. 116/99/P-24— 
Weather Strip 14 Feet 6 Inch(Red Pole Gasket) Drg. No. 738 Sets. 150 18th October, 1999 


TPL-0072/1, Alt.-(D). 


23. 749/99/P-24— 
Spring Lock Washer Size 1/2 Inch Plain Drg. No. TPE-13-0022,  3,60,902 Nos. 150 13th October, 1999 
Alt.-(R) S.No.4 N.R. Alt.-(1). 


24. . 280/99/P-7.— 
Pin Flat Head (Type-A) 29 Dia X 112 long to IRS Drg. No. 30,408 Nos. 150 15th October, 1999, 
L/PN-619/M, Alt.-(Nil). Mat and. Specn. as per Drg. 
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Serial Tender No. and Description of Stores Quantity Tender 
No. Cost 
Rs, 
25,  302/99/P-7— 
Bolster Liner to RDSO Drg. No. WD 85079/S-3, Alt.-(6), | 25,440 Nos. 500 


Item-2. Mat. and Specn. as per Drg. 


26.  314/99/P-7— 
Adopter (Narrow Jaw) Class ‘E’ 6” 11” to RDSO Drg. No. 2,937 270, ; 1,000 
WD-89067-S/9, Alt.-(6). Mat. and Specn. as per Drg. 
27.  312/99/P7— bat 
Knuckle for Modified Alliance No.2, CBC (Transition) for 900 ,, 1,000 
4 Wheeled Wagons Type CRT to RDSO Sk. No. 79556, 
Alt.-(3), Item-4. Mat. and Specn. as pet Drg. conforming to 
IR-STR No.24 BD-79. 
N.B. : SI. No. 25 to 27 Purchase will be made from RDSO 
approved sources only. 
28.  308/99/P-7— 
Head Stock Spring Hanger Bracket details to RDSO Drg. No. 1,760" §; 150 
400/16, Alt.-(2), N.Rly., Alt.-(A), Item 1 to 6 and Bush to 
IRS Drg. No. W/BU-2451, Alt.-(1). Mat. and Specn. as Per 
Drg. 
29.  624/99/P-2— 
Full Trough for Roof Mounted AC Package Unit as per RCF 25 Nos, “ 500 


Drg. No. CC-16345 Alternaor “D’ through Plate as perIRSM- 
41-93 material Corten Stee] and Referred Drawing. 


Notes :— 


1. Tender documents can beobtained from the 


during 11 Hours to 15 Hours on all working days except on the Date of Opening of Tender. 


Due on 


14th October, 1999, 


20th October, 1999. 


20th October, 1999, 


25th October, 1999. 


4th October, 1999, 


Office of the Controller of Stores, Northern Railway, Batoda House, New Delhi 


2: Ihe Cost of Tender Documents should be remitied to FA&CAO(SAB) NR/BH/NDLS through crosed Bank Draft only. 


Postal Orders/Cheque/Money Orders are not acceptable. 
3. Tender Documents are net transferable. 


4, Tender submitted on other than prescribed Tender Forms are liable to be rejected. 


5. If the firm desires to obtain the tender 
Office at least 15 days before the Date of Tender Opening. 


6. All the tenderers are requested to indicate their Banker‘s Name a 
mitted to the Controller of Stores, Baroda House, New Delhi. 


documents by post they must send the Demand Draft along with requisition to GOS: 


nd Account No. in all the Offers/Quotations being sub- 


[No. 129-S/0/8/PG/Pt-1/Publication of Adv. Tender, dated 10-8-99.] 


INDIAN RAILWAYS 
EASTERN RAILWAY 
Controller of Stores, 17, N.S. Road (Fairlie Place), Calcutta-700 901. 
Solid Layer Vinyl Coated Fabric, tc. 


Sealed tenders ate invited to supply the following materials :— 


Serial Tender No. and Description of Stores 
No, 


1. 1501/01/98/1240/OT— : 
Solid layer Vinyl coated fabric 127/132 cms. wide base fabric : Sz 
toShade No. 315 of ‘BHOR’orsimilar shade, engraved with ‘IRP’ totcm. 


Material #to conform to RDSO/LKO’s schedule No. C-9503, Type-1. 


Quantity 
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Satin,Colour ; Blue 42,410 Mtrs. 


Due on. 


21st September, 1999. 


A571 


Serial Tender No. and Description of Stores Quantity Due oni. 
No. . 


2. 1502/05/98/1324/OT— 
ISI marked portable fire extinguisher dry chemical powder type of 5 Kgs.capa- -. 893 Nos. 
city to IS : 2171/85, etc. 


3. 1503/20/98/2152/OT— 


Upper rubber washer for EMU trailer coaches to Drg. No. IF/E-11, Alt. 5, and 33200 
RDSO Specn. No. R-64/98 (Revised), 


21st September, 1999, 


A 21st September, 1999. 
(Cost of the Drg. will be Rs. 50 only), 


4, 1504/08/99/5351/1/OT— 
Battery box for 110V DC TL system as per ICF Drg. No. ICF/SK-7-1-306 com: 180 
plete with cover FRP tray, alt. F . 
5. 1505/06/98/5431/OT— 


Cotton waste white untested for axle box packing as per IS : 6612/79 except 15,066 Kgs 
under clause 3.0 of the Specn. with following modified requirements, 


» 21st September, 1999° 


10th September, 1999, 


(a) Moisture contain 9 per cent max.,(b) Dirf and Grif including foreign 
matterlper centmax. packingin50Kgs.old gunny/hessian bag in serviceable 


condition. 
6, ai abe peeenat at copper revetted 300 mm. high < 150mm. width with eight 45.80 Nos 21st S 
brass eyclets with washer 15.85 mm. clear hole to IS : 3031/64, : eptember, 1999. 
7. 1507/11/99/5/090/OT— 
Cover tube (tube M.S. galvanised) Drg. No. C/AS-712. 


8. 1508/11/99/3/035/1/OT— 
“Worm drive hose clamps size 35 mm’’ to IS : SPEC : No. 4762-84. 


1509/11/99/6001/0T— 


Functional model of air brake system used in coaches and wagon as Per specifica- 01 No, 
tion attached with tender documents, 


P 4 of) 2092 vi05) 21st September 1999. 


i 63,445 ,, 21st September, 1999, 
Fe) . 


21st September, 1999. 


(OnlyRDSO appd.sources are to quote along witha xerox cop yof RDSOappl. 
letter). 


10. 1510/11/99/6002/OT— 


Test stand with distributor valve complete as per specification attached with the 01 


9 21st September, 1999, 
tender documents, R 


(Only RDSO appd. sources are to quote along with a xerox copy of the RDSO 
appl. letter). 


hi. 1511/29/99/1001/OT— 


Triple valve type DIC complete to M/s. WSF Part No. C75107/1 for WSF brake 05 Nos. 21st September, 1999, 
equipment of EMUs. 


N.B.: Drg. to be collected from Dy. CEE/P&D/KPA. 


12, 1512/08/98/1834/Pt.B/OT— » 
Adhesive insulating tape for electrical purpose with cotton textile sustrate with 1,49,643 Mtrs. 
adhesive insulating compound coated on each side covered with thin polytherie/ 
polyester sheet between layers (easilyr emovable) for use on voltage not exceed- 
ing 650 volts, 0.4mm. thick and 15mm. wide in roll of 25 mtrs. conforming 
to ISS : 2448/Pt. 1/1963 with amendment 1,2,3 with ISI mark. 


13. 1513/11/98/1952/OT— 
Plate bottom to Drg. No. 4-354-21-2 (TVU) 


21st September, 1999. 


A i : 396 Nos. 21st September, 1999. 
(Only RDSO’s appd. sources are to quote). 


14. 1814/11/99/3/043/1/OT-— 
Pipe Clamps for 25 mm. bore to KCF’s Drg. No. CC-35326 or ‘U’ clamp col. IIT 3,000 Sets. 
of ICF /SK-3-5-169, Item -10, for ‘U’ clamp item-II for spring washer item-12 f 
for hex aut alt. a/2. ) 


15, 1515/04/99/6077/OT— | 
Channel (1S MC) 400 X 100 X 49,5 Kg./metre (piece of 10 metre length) IS : 2062 
TA’, 


21st September, 1999, 


06 M/T. 21st September, 1999. - 


N.B.: Only main producers/RDSO/BIS appd. source s should quote. 
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Notes t—~ 


1. Opening Time : Tenders are to be droppd in the Tender Box before 13.30 hrs. on the opening date and the same will be 
opened at 14.00 hrs. on the same date. 


bo 


Cost of tender form is Rs. 1,000 each for SI. No. 1501 only. 
Cost of tender form is Rs. 500 each for SI. No. 1502 to 1505 only. 
, Cost of tender form is Rs. 150 each for SI. No. 1506 to. 1515 only, 


3. Cost of tender form is to be paid in cash or by a Crossed Indian Postal Order in favour of Chief Cashier, Eastern Railway 
Calcutta. The tender form will be delivered by the Controller of Stores (I.B. Section), Eastern Railway, Calcutta on rec ipt of 
Money Reccipt. Tender form will not be sold on the date of opening. 


4. IRS Drg. are not available from this office. Tenderers should approach RDSO/Lucknow for the same giving 15 working 
days time indicating the Correct Drg. No. required. 


5. Sl. Nos. 1507 to 1515 only will not be read outat the time of opening of tenders as the value of tender is below Rs. Three Lakhs. 


Controller ot Stores 
Eastern Railway, Calcutta 


[No. G-10/11/PRO/STORES-83, Order No. 765/99-2000 issued by CPRO Eastern Railway, 14-16, Govt. 
Place, East, Calcutta-700 069.] 


INDIAN RAILWAYS 
EASTERN RAILWAY 
The Controller of Stores, 17th N.S. Rood (Fairlie Place) Calcutta-700001 
Main Switch Black Assly, ete. 


Sealed tenders are invited to supply the following materials :— 


el Tender No. and Description of Stores Quantity Due on 
Oo. 
1. 1471/04/99/6036/OT— 
Main switch block assly. complete with pully and accessories DHN 160M and 6 Sets 16th September, 1999, 
26X16 as per drg./stock sheet item | to 11(8801001 to 8801011) GPI No. 
0001011 drg. No. 2-5211-0431-1 for 140 tonne crane. 
2. 1472/11/99/1009/1/OT—- al 
Step ore complete for axle box guide arrangeMent to LLH’s SK No. 17/98 4,205 Nos. 16th September, 1999, 
alt.-1. 
3. 1473/09/97/1598/Pt. B/OT— 
Face iner for motortruck (W.H. and N.H.) and axle box (W.H) size : 2581606 3,514 Nos. 16th September, 1999. 
TH E.R. Drg. No. CCC/DL-683 (alt.-3) (item-1). : 


(DCOS/JMP-2664 Nos., ACCS(D)/BWN-550 NoS.,ACOS(D)/PTRU-300Nos. 


4. 1474/19/98/2272/Pt. B/OT— | 
Seat equaliser spring E.R. Drg. No. 11250100 (alt-2) : ; ‘ ‘ 57 Nos. 16th September, 1999. 


(DCOS/JMP-78 Nos., ACOS(D)/BWN-30. Nos., ACOS(D)/TPRU-57. Nos.) 


5. 1475/03/99/6027/OT— 


Single stage torque convertor 6S-1512-1 for 20 ton crane suita ble for ALU-680 1 No. 16th September, 1999. 
(KPC-SBM No. 543-000) for Crane No. 10242 (MGS) 


6. 4476/09/98/2397/OT/Pt, B— 


Gas inlet casing (outer) for WDM2 E. Rly. Drg. No. 10120828 . : : 62 Nos. 16th September, 1999. 
7. 1477/09/98/2339/OT/PTB— 
wick of three) for engine cylinder liner, E. Rly. Drg. No. OCC/DL-S11 - 1,564 Sets. 16th September, 1999, 
alt.-1). 
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Serial Tender No. and Description of Stores Quantity Due on. . . 
No. ! 


8. 1478/09/97/3331/OT/Pt.B— ’ 
Journal roller bearing (Norma type)WDM2(WH) norma roller bearing No. 55 Sets. 16th September, 1999, 
NJ/NJP 150X270P Size: 150X270 X89. 


9, 1479/11/98/1782/1/OT— . 
mo ae ee for axle box guide arrangement to LLH’s SK No. LLH 3,600 Nos. 16th September, 1999, 
17/98 alt.-1. 
N.B.:— Drg. may be obtained from CWM/ER/LIH. 


10. 1480/04/99/6081/OT— 
Special purpose heavy coated ruflile type electrodes etc.aspertender s 25 000 Pcs, 16th September, 1999, 


N.B.: Only manufacturers or their authorised dealer along with copyof 
their valid authorisation letter are eligible to quote. 


11. 1481/20/98/2208/OT— 
Piston washer (modified) for reverser winding change oVer switch and tap char- 1191 Nos. 16th September, 1999. 
gercontactors of BHELEMUStoKPADrg.No.ER/KPA/EL/GR-4HE-2704, 


(Cost of the drg. will be Rs. 30 obtainable from Dy. CEE/P and D/KPA). 
1482/11/99/6050/O0T— 


Spares for pressure limiting device of C3W design passenger D.V. of M/s. SAB, 190 Scts. 16th September, 1999, 
WABCO make consisting of 5 items, 


iD: 


i) 


1. Value part No. 780079100 

2. Circlip Part No. 916006000 

3. Spring Part No. 522804000 

4, Circlip part No. 915006000 

§. Spring seat part No. 780079000. 

Each set consisting of 5 items and quantity : One no. each of all the 5 items 
in eachsets(OnlyR.D.S.O. approved sourcesare to,quote along witha xerox 


copy of R.D.S.O. appl. letter). 


13. 1483/02/99/5940/OT— 
H.S.S. hacksaw blades size : 350*25mm. x 1.25mmX10 TPI to IS-2594/1977 J 2,702 Nos. 16th September, 1999, 


14. 1484/02/98/5942/OT— 
H.S.S. hacksaw blades 300X25X1.25X10 TPI to IS : 2594/77 or latest 2,649 Nos. 16th September, 1999. 


N.B. : Only for R.D.S.O. approved sources to submit their quotation, 


15. 1485/09/97/6024/OT— 
Oilrad!ator for WDS4B locos, C/D No. 9303/857, Drg. No. D/24-230A ailt.-4 6 Nos. 16th September, 1999. 


N.B, —Opening Time : Tenders are to be dropped in the Tender Box before 13.30 hrs. onthe epening date and the same will be opened 
at 14 hrs. on the same date. 


2. Cost of tender form is Rs. 2,000 each for SI. No. 1471 only. 
‘Cost of tender form is Rs. 500 for Sl. Nos. 1472 and 1473 only. 
Cost of tender form is Rs. 150 each for SI. No.s 1474 to 1485 only, 

3. Cost of tender form is to be paid in Cash or bya Crossed Indian Postal Order in favour of Chief Cashier, Eastern Railway, 
Calcutta. The tender form will be delivered by the Controller of Stores(1.B. Section). Eastern Railway, Calcutta on receipt 
of Money Receipt. Tender form will not be sold on the date of opening. 


4. IRS Drg. are not available from this office. Tenderers should approach R.D.S.O./Lucknow for the same giving 15(fiftcen.) 
working days time indicating the correct Drg. No. required. 


5. Sl. Nos. 1479 to 1485 only will not be read out as the value of tender is below Rupees Three Lakhs. 


Sd/- 


Controller of Stores” 
Eastern Railway 
[No. G-10/11/PRO/Stores-81-Order No. 763/99-2000-Issued by CPRO14-16 Govt. Place, 
East Calcutta-700 069.] 
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(INDIAN) 


PRICE QUOTATION 


COFFEE=—® 


Bangalore, 8th March, 1999, 


Mod! Prices 


(Per 50 Kilogrars) 


Rs, 
() Plantaticn “Am 6g lew lS 4566.00 
12) om PPR: we e e e 5000.00 
(3) ArabicaCherry “AB 2 «© «© «© 4000.00 
(4) “ # ReBe onesie se :2¥ 3 3900.00 
(S) Robusta Cherry “AB” . « «© ©  3800,00£ 
(6) el/ “PB” 5 swe ~—:3600,008 


UTE SACKING) FAS—@ 


Calcutta, 4th August, 1999, 


Rs. 


fly A Towhlis rer 100 bags A 2450.008 


(2) B Twills per 100 bags* c 5 2100.00 


“Coffee Board 


JUTE (HESSIAN) FAS~—@ 
Calcutta, 4th Augus1, 1999. 
Rs, 
(1) Hessian Cloth 40°73 02, 
(101.5 cm, 229 g/m*) per 100 Mtrs. . : 6 60.00 
(2) Hessian Cloth 40°7 oz. 
(101.5 cm, 244 g/m’) per 100 Mtrs. ; 615.00 
(3) Hessian Cloth 40°10 oz. 
871,00 


(101.5 cm,.305 g/m*) per 100 Mtrs. . : 


LINSESD OIL=—@ 
Calcutta 24th August, 19$9, 


Rs, 
(1) Raw (loose) ex-mill (per quintal ) “ 3050.00 
(2) (Double Boiled) ex-mil! ( per quintal) . - 3300.00 
SESAMUM OIL—@ 

D A 


Sesamum Oil (per quiotal) . . 


SUGAR-} 
(a) MANUFACTURED SUGAR— 


De!th!, 27th Septenter, 1996. 


Rs, 


Gapur C-29 (perjquintal) 1335.00 


@ Bengal Chamber of Commefce and Industry. 


* Directorate of Economics and Statistics, Ministry of Agriculture, New Delhi, 


N,A.--Not ‘Available. N.R.==Not Reported. 
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(6) GUR— 
Delhi, 27th September, 1996, 
Rs. 
{t) Delhi Dhalsera (per quintal) nl 950.00 
(2) Kanpur Pansera (per quintali. 870.00 
73) Indore Local (per quintal) ° N.R 
(4). Madras Sort-Il (per quintal) . ; : T1020 
B209 


TRADE OPPORTUNITIES 


A. Trade Enquivic> jor Inport from India— 


$9$O$0$$00SSo 
$7 CHANAG 2 
$99 O406940006 


Name and Address of the. Firms[Individuals 
and Commodity 


Serial 
No. 


be. GA. Noventerpiices 
P.O. Box 67 
Madina (Accra) 


hel. 00 233 24 361302 
Fax 003233 21012 721). 
E-mail +: asante@ghana.com 


Contact Person : Ayiku Nartey 
Managing Director. 


Non Basmoti Rice—12.500 MY. 


2. Ecoplast Ltd. 
P. O. Box M-378 


Accra. 
Tel. 00 233 21 246254, 237134 
Fax 00 233 21 237134 


Contact Person : Mr. Bennet Aboagye 
Managing Director. 


Machinery for Printing on Polythylene Rolls. 


3. Somasan Ltd. 
P. O. Box 9736 
Airport Accra. 
Tel: 00 233 21 401846 


E-mail Davebeck@africaonline.com.gh 
Contact Person : Dr. Osei Somuah 
Managing Director. 


All kinds of Veterinary finished products. 


4. W.O.G. Enterprises. 
P.O. Box. CT 766 
Cantonments Accra. 
Tel: 00 233 21 400 831 
Fax 00 233° 21 401° 303 
Contact Person : Mr. Darfour Perpetua 
Managing Director. 


All kinds of Electrical goods and spare parts, 


B210 


Name and Address of the Firms/Individuals 
and Commodity 


Serial - 
No. 


5. Mascon Ventures Ghana Ltd. 
P. O. Box 16704 
Accra North 
Tek 00 233 21 248140 
Fax 00 233 21 226421 
Contact Person : Sam Ayittey . 
Managing Director. 


Tarpaulin for drying cocoa beans. 


_ A.M. Investments Ltd. 

P. O. Box 8258 

Kumasi Ghana. 

Tel/Fax = 00°233°51 23158.’ 

AR 00 233 51 23055, 23683 

Contact Person : Mr. Appiah Menka 
Managing Director. 


Textile, African prints, Cotton cloth and 
complete turnkey Radia FM_ station to 
cover a radius of 150 Km, 


7. Midway Enterprises 


P:; ©; Box 1251 
Accra. 
Tel./Fax : 00 233 21 6684 66 


Contact Person : W. A. Abankwah 
Managing Director. 


Artificial leather, synthetic leather, Imitation 
leather for car upholstery bags and furniture , 


[Source : High Commission of India, Accra.] 3 
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20086! HOO ECO OCS 


HONG KONG 
© SSHTESEOSEHSSES OOS SS 
Serial Name and Address of the Firis/Individuajs — Serial Name and Address of the Firms/Individuals 
No. and Commodity No. and Commodity 
1. Ms. Sylvia Pan 6. Mr. Alex So 


Rich Harvest Tiading Co. Ltd. 
1/F,119A Chatham Road § 


TST, Kowloon 

Hong Kong 

Tel. No. .: . (852) 236789595 
Fax No. : (852) 2369 7130 
T-Shirts. 


Mr. Arthur To 


Longart Investment Ltd. 
(Garment Division) 

Hong Kong 

Fax No. : (852) .2342:.4951 


Woven Garments, 


Mr. Mark Leung 

Yick-Vic Chemicals and 
Pharmaceuticals (HK) Ltd. 
Rm 1006, 10/F Hewlett Centre 
52-54 Hoi Yuen Road 

Kwun Tong, Kowloon 


Hong Kong 

Tel. No. =: » (852).2541 2772 

Fax No. : (852) 2542 3444/2542 0530 
Terfenadine. 


4. Mr. Ali Mahomed 


Harlow Industries Ltd. 

606 Manley Commercial Bldg 
367-375 Queen’s Road Central 
GPO Box 148] 

Hong Kong 

Tel. : (852) 2543 0883 

Fax : (852) 2545 7497 


Spices and Herbs. 


Mr. Abdul Jamil 

Khyber Expoit (HK) Co. 
Flat 1, 14/F Star Mansion 
3-5 Minden Row 

P.O. Box 91609 


TST, Kowloon 

Hong Kong 4 
Tel. No. =: (852),2368, 8591 
Fax No. : «-(852),2739, 3172 
Seedlac. 
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SSH International Trading Co Ltd. 
Flat 7, 20/F Fook Yip Building 
53-57 Kwai Fung Cres 

Kwai Chung, NT 

Hong Kong 


Tel. No. : (852) 2487 2931 
Fax No. : (852) 2481 7204 
Seafood. 


Mr. George Lau 
Lead Supply Limited 
Rm. 613 Hong Kong Plaza 
188 Connaught Road W 
Hong Kong 


Tel. Noy... -, (852),2549 1268 
Fax Novae 2a p-uddeego 99, (808 
Seafood. 


Mr. Sunny Zhang 
Juhiia Group (Hong Kong) Ltd. 
5/F Tai Shing Comm. Bldg. 
498-509 Nathan Road 


Kowloon 

Hong Kong 

Tel. No. : (852) 2770 086) 
Pax NO ois mulbo2) 2332 8455 


Refrigerant Chemicals. 


Mr. Lenard CD Kwok 
Prima Donna Fashion Co. Ltd. 
Hong Kong 
Bax Na. ow t852) 234 1036 
Pashmina Shawls. 


Mr. Edward Lee 
Flat 1, 5/F Block A 
YY Mansion 
96 Pokfulam Road 
Hong Kong 
Tel. No. : (852)9L4) 1000 
Fax INO... | (852) 25517321 
Paper Products. 


Mr. Matthew Lau 
Director 
LJS (Hong Kong) Limited 
Rm 1814-15, 18/F Star House 
3 Salisbury Road 
TST, Kowloon 


Hong Kong ie 
Tel. No. : © (852) 2730 8)89 
Fax No. : (852) 2375 2939 


Dehydrated Gralic. 
B2tl 


Serial 
No. 


12. 


13; 


Name and Adaress of the Firms/Individuals 


and Commodity 


Ms. Amy Fung 


Marketing Department 


Chine Inform Communication (Holding) Ltd. 


Unit B and C,10/F Wing Hang Insurance 
Bldg. 9-17 Wing Kut Street 


Central 

Hong Kong ie 
Tel. No. (852) 2608 1015 
Fax. No. (852) 2608 0981 


Building Material. 


Mr. Louis Wing On, Leung 


Central and Western District Board 
Menber Office 

Room 802-803 

8/F Fart East Corsortium Bldg. 

121 Des Vocux Road Central 


Hong Kong 
Tel. No. (852) 2543 8391 © 
Fax No. (852) 2854 3560 


Ampicillin, Amoxcillin, Cefctaxime and 
Ceftriazone. 


14. Mr. Jim Lee 


Profit Range International Ltd. 
Suite 903B, 9/F Great Eagle Centre 
23 Harbour Road 


Wanchai 

Hong Kong 

Tel. No. (852) 2391 1737 
Fax No. (852) 2854 0117 


Bicycle Spare Parts. 


[Source : Consulate General of India. Hong Kong.] 


PEs flict Shih lel doh fing cas 


NETHERLANDS 


. 
ODP SS OOOOH OOD ( OESSESESH 


Serial 
No. 


i; 
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Name and Address of the Firms/Individuals 
and Commodity 


Goliath Fax 


Vijzelpad 80 

8051 KR Hattem. 

Tel. : 038-444.3093 
Fax 038-444.6109 


CD-Rom discs. 


Serial 
No. 


2: 


3. 


Name Gan Address of the Firms/ Individuals 
and Commodity . 


Metaalketen West B.V. 


P. O. Box 16200 

2500 BE The Hague. 
Tel, : 070-330,3200 
Fax : 070-380.9838 


Metals parts for Ships and Yachts. 


Ektratech Bandtransport 


Hofzicht 16. 

2641 LT Pijnacker. 
Tel... 015-369: 7625 
Fax :  015-364.0269 


Conyeyor and transmission belts. 


Combitrade Europe B. V. 


Schuilingsoord 43 

3079 NE, Rotterdam. 
Tel. :  0O10-482.5600 
Fax : O10-482.1135 


Vitreous enamel. 


Saxony 


Ocean Business Centre 
Helman Dullaertplein 3 
3024 CA Rotterdamg 

Tel. : O10-244.4873 
Fax :  010-244.4874 


Basmati Rice. 


Taftan 


Dr. Lemmenstraat 29 
4701 LX Roosendaal. 
Tel. : 0165-548795 
Fax : 0165-548795 


Cotton Wool. 


Euro Karnaval Nederland BV 


Dr. Schaepmanstraat 33-35 
6004 AD Weert. 

Tel. :  0495-550101 
Fax 0495-550102 


Hats and Wigs. 


Heineman 


Postbus 1031 ' 

2260 BA Leidschendam. 
Tel. :  070-301.8038 
Fax 070-301 .8037 


Handicrafts and household textiles. 
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Name aiid: Address of the Firms/Individuals 
and Commodity 


Serial 
No. 


j 9. Oikos 
Achterstraat 58 
1811 LJ Aalkmaar. 
Tel. 072-520.1917 
Fax 072-520.1917 — 


Handicrafts. 


10. Tribute Worldwide BV 
Hoefsmid | 
3201 TC Spijkenisse. 
Tel. 0181-649008 
Fax 0181-649008 


Sports shoes. 


11. Ipatco Import and Export Gmph 
Bellefrold 12 
5652 ND Eindhoven. 
Tel. 040-291 .0684 
Fax 040-29 1.0683 


Sesame seeds. 


. [Source : Embassy of India, The Hague.] 


bs dt diate 4 
@ SYRIA } 
DSSOSSIOD 


Serial 
No. 


Name and: Address of the Firms/Individuals 
and Commodity 


1. Mr. Baraa Al-Moussa 


, P. O. Box : 9542 
Aleppo 
Tel. No. 3623010,3315074 
Fax No. 00 963 21 3623155 
’ Tea, Spices. 
2. Mr. Mhd. Nael Sanda 
Aleppo 
- Tel. No. 2238144, 2239113 
Fax No. 00 963 21 3636278 


Tea, Spices, Coffee. 
3. M/s. Al-Olabi Company 


Aleppo 

Tel. No. 2657307 

Fax No. 00 963 21 2657114, 2249027 
Coffee. 
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Serial 


10. 


Name and Address of the Firms/ Individuals 


and Commodity 


Mr. Mhd. Manaf Bridi 


P. O. Box : 10419 
Aleppo 
Tel. No. 2234931 . 


Computer Components, Stationery, 


Mr. Jad Mouket 
P..©, Box : 3002 


Aleppo 
Tel, No. 5712135 
Fax No. 00 963 21 5720137 


Resins, Fiber Glass, Plastic, Raw Materials. 


Mr. Anass Maaz 


Aleppo 
Tel. No. 3622470 
Fax No, 00 963 21 2687186 


Glass Beads, Accessories. 


Mr. Mhd. Atta Kaleih 
P. O. Box : 2306 
Aleppo 
Tel. No. 3636234, 3623735 

Latex, Rubber, 
Fabrics. 


Stretch Lacework, 


Mr. Nizar Zahabi 


P. O. Box : 544 

Aleppo 

Tel. No. 2223436 

Fax No. 00 963 21 2232833 


Agricultural Tyres. 


Mr. Mhd. Mourtada Eido 
Aleppo 
Tel. No. 3622612 

Stationery. 


Mr. Mhd. Alaa 
P. O. Box : 3423 
Aleppo 
Tel No. 
Fax No. 


3336223 


Glass Beads. 
Mr. bassil Khnouf 


P. O. BOX!) nit 2735 

Damascus 

Tel. No. 2330829 

Fax No. 00 963 11 2270541 


Fan Belts, Timing Belts, PK Belts. 


00 963 21 4655459 


Stretch 


B213 


Serial 
No. 


12: 


14, 


B214 


Name and Address of the Firms/Individuals 
and Commodity 


Mr. Mbd. Jamal Tabakh 


Aleppo 
Fel. Nop ttiwagaet 96 : 
Fax No. : (00.963 21 4640747 


Auto Glass, Glass. 


Mr. Ammar Houkan 


Aleppo 
Pel Mow": 23636128 
Fax No. : 00 963 21 3663991 


Glass Beads. 


Mr. Alaa Ajouz 
BO Box'e 2393 


Aleppo 
Tel. No. : 3639789 
Fax No. §: 00 21 2213578 


Glass, Essential Oil, ‘Household Utensils. 


Mr. Hagop Cutujian 


P.O. Box. 2.4705 

Aleppo 

Tel. No. :. 4443770 

Fax No. : 00 963 21 4465675 


Paper, Cardboard, Textile, Transfer Paper, 
Artificial Leather, Metal Wires, Flattening 
Textile, Machine Spare Parts. 


Mr. Mhd. Saeid Banshi 
P.O. Box : 8307 


Aleppo 
Tel. No. : 5743665, 5550709; 4645792 
FaxiNoieny : 00 963 21 2682262 


Hydraulic & Pneumatic Hoses, Check Valves. 


Mr. Bassem Al-Sabaeh 
P.O, Box’:.2617 


Lattakia 
Pek Nos #: 824718 
Fax No. ‘3.100. 963 41 821532 


Wrapping & Packaging Materials, Wrapping 
& Packaging Machines. 


Mr. Abdul Ghani Jamal Badnjki 


Aleppo 
Tel. No. : 53623096 
Fax(Nos!, 1:1 100963 | 21 3621897 


Plastic Household Utensils. 


Serial 
No. 


19; 


20. 


21. 


22. 


23, 


24. 


26. 
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Name and Address of the Firms/Individuals 


and Commodity 


Dr. Zouhair Wassouf ik) 


P. O. Box : 3410 

Aleppo 

Tel"No. 7) (#2236672 

Pax No. 2° (#007963.21 2223980 


Polyethylene Pipe, Extruded Polystyrene Insu- 


lation Materials Sheets and Leper ae 
Mr. Mhd. Mourtada Eido 


Aleppo 
Tel. No." = 808622612 
Stationery. 
Mr. Mhd. Riad Nassra 
Tdleb 
Tel.No. : 00 963 23 710562 


Yarus, Chemicals. 
Mr. Rdwan Sheikh Sharaf | 
Aleppo 
Tel. No. : 00 963 21 36396901 
Textiles for Men, 


Mr. Bakri Sabagh 


Aleppo 
Tel. No. : 4467470 
Fax No. > 00 963 21 2681058 


Yarns, Furniture, Textiles. 

Mr. Mhd. Youssef Jleilati 
P.O. Box 43134 ‘ 
Aleppo 1 
Tel) Nos +t: O0i963.01) 3622265 


Textiles. 


Mr. Mhd. Nidal Loul 


Fe) Box 45 

Idleb 

Tel, No.” t4.-220639 3 

Bax Noo: inunOOcse aces 224125 
Textiles. 


Mr. Maher Mahfouz 
P..O. Box : 3247, 


Aleppo | 

Tel. No. 2 44463621259, 5714548 
Fax No. §:  00°963 21 5714539" 
Yarns. 


@ September, 1, 1999 


Serial 
No. 


27. 


28. 


2g. 


30. 


31. 


oa 


Name and Address of the Firms/Individuals 
and Commodity 


Mr. Mhd. Rabieh Kanaa 
PQ ?Boax. © 1737 


Aleppo . 
LelsNor 3332294 
Fax No. : 00. 963 21 2680244 


Yarns, Textiles. 


M/s. Rassol Company for Tanning 
Mr. Walid Bustani 


P. O. Box : 1022 

Aleppe 

Tel. No. : 2668044, 2213424 
Fax No. : 00 963 21 2672992 


Chemicals for Tanning. 


Mr. Talal Ghazi 
Aleppo 
Tel. No. : 00 963 21 2683030 
00 963 43 221129 (Tartous) 


Caustic Soda. 


Mr. Moustafa Samer Farfara 


P. O. Box : 6783 

Aleppo 

Tel. No. : 2688945, 4658873 
Fax No. : 00 963 21 2227058 


Raw Materials for Fertilizers (Brebaksor). 


Mr. Khaled Weissi 
P. O. Box : 10332 


Aleppo 
Tel. No. : 4464453 
Fax No. :+ 00 963 21 4649059 


Raw Materials for Paints Chemicals. 


Mr. Nached Mhd Al-Tayeb 
P. O. Box : 16119 
Aleppo 
Tel. No. : 2656483, 2656484 


Aromatic Favors. 


Mr. Sami Baladi 
P. O. Box : 4507 


Aleppo 
Tel. No. : 4653630 
Fax No. : 00 963 21 2224460 


Raw Material for Detergents & Shampoc. 
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Serial 
Ne. 


34. 


35; 


36. 


A die 


38. 


a3: 


40, 


Name and Address of the Firms /Individuals 
and Commodity 


Mr. Majd Aldeen Hajar 
P. O. Box : 8970 


Aleppo 
Tel. No. : 2661459 
Fax No... :.. 00 963 21:5725816 


Chemicals for Tanning Dyestuffs. 


Mr. Anas Kattan 
P. O. Box : 2053 


Aleppo 
Tel. No. : 3310787, 3623593 
Fax No. : 00 963 21 3628220: 


Dyes Printing Materials, Dyestuffs, Caustic 
Soda, 


Mr. Mhd Bassam Klah 


Aleppo 
TelNo. 3) x: 3623073 
Fax No. : 00 963 21 2212527 


Chemicals Hand Tools. 
Mr. Harott Oughlian 


PO: Boxs3iaa 

Aleppo 

Tel. No. : 4644333 

Fax No... : . 00.963 21 4644333 


Automatic Printing Textile Machine (8 colour 
& 10 heads). 


Mr. Mazen Shwihneh 
P. O. Box : 11413 
Aleppo 
Tel. No. +: » 00 963 21 2672168 


Textile Machines. 


Mr. Mhd. Shawa 
PO) Box: 1833 


Aleppe 
TekkiNosos 863620253 
Fax No. : 00 963 21 3620255 


Textile Machinery (Tricot). 


Mr. Hassan Dhman 
BO). Bs x: 3/2394 


Aleppo 
Tel. No. 2. 3622409 
Fax No. .:. 00.963 21 5743807 


Textile Machinery. 


B215 


Serial 
No. 


41 


42. 


43, 


44, 


4S. 


46. 


47. 


48. 


B216 


Name and Address of the Firms/ 
Individuals and Commodity 


Mr. Mhd. Saleh Fawal 
Aleppo 


Tel. No. 5718117, 5723624, 5727079 


Spare Parts for Weaving Machinery. 


Mr. Ahmad Kassar 
P. O. Box : 7016 
Aleppo 
Tel. No. 00 963 21 3632999 

Textile Machinery (Weaving Machinery). 


Mr. Mhd Adib Al-Sen 


P..O'Box |: 12920 
Aleppo 
Tel. No. 00 963 21 6891096 


Computer & Component. 
Mr. Mhd. Hassan Al-Zoyen 


Hama 
Tel. No. 00 963 33 4195538 
Commentator High Voltage. 


Mr. Kamel Dawood Ghrib 


PO. Box 3, 1212 

Aleppo 

Tel. No. 00 963 21 3986525 
Lamps. 


Mr. Maher Atchoughli 
P. O. Box : 8067 


Aleppo 
Tel. No. 2240676, 2270644 
Fax No. 00 963 21 2220610 


Switches Lamps. 


Mr. Fayez Madani 
P. O. Box : 31043 
Damascus 
Tel. No. 2220660 


Stainless Steel Pipes & Accessories. 


Mr. Shmad Rihawi 
PO. Boxe 1753 


Aleppo 
Tel. No. 2234694 
Fax No. -00 963 21 2222258 


Auto Spare Parts,}Plastic Injection Machinery, 
Plastic Mould. 


Serial 
No. 


49. 


50. 


ope 


D2: 


53. 


54. 


59: 


56. 


Name and Address of the Firms/Individuals 
and Commodity 


Mr. Mhd. Naji Ali 
Aleppo : , 
Tel WNo. 00 963 21 210916 
Packaging Machinery. 


Mr. Oussama Ghazal 


P. Oo Box 2 1th? 

Aleppo 

Tel. No. 4642263 

Fax No. 00 963 21 5741477 


Carton corrugated making machine. 


Mr. Raffi Aroyan 
P.O) Box ® 1353 


Aleppo 
Tel. No. 2246850 
Fax No. 00 963 21 2219116 


Ceoling and Air Conditioning. 


Mr. Mhd. Seifeddin Nashed 


P.O; Box.;:9333 

Aleppo 

Tel. No. 2665059 

Fax No. 00 963 21 2673073 


Toffee &Sugar making machine. 


Mr. Gheith Lahdo Khano 


P. O. Box : 6013 
Al-Hassakeh 
Tel. No. 4659185, 750613 


Fax No. 00 963 52 750000 


Hardware (bolts & nuts). 


Mr. Emad Eddin Omo 


Aleppo 


Tel. No. 00 963 21 4468390 - 


Goldsmith Equipment. 


Mr. Samir Mouaz 
Aleppo 
Tel. No. 09 963 21 4640095, 44603819 


Ice Cream making machinel 


Mt. Salah Ahmad Heloweh 


Aleppo 


Tel. No. 00 963 21 5557028 


Mixers used for pharmaceutical industry. 
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Serial 
No. 


37. 


58. 


a9: 


60. 


61. 


62. 


63. 


Name and Address of the Firms/Individuals 
and Commodity 


Mr. Mhd. Abdulrahman Zahra 
P. O. Box : 398 
Aleppo 
Tel. No. 00 963 21 3337041 

Pumps Agricultural Machinery. 


Eng. Nasser Mhmendar 
P. O. Box : 8378 


Aleppo 
Tel. No. 2257583 
Fax No. 00 963 21 2257583 


Laboratory Equipment for Soils concrete 
and building materials. 


Mr. Ragheb Hmid 


P. O. Box : 83 

Damascus 

Tel. No. 6911097 

Fax No. 00 963 II 6910760 


Electrodes, Welding Machine. 


Mr. M. Mashhour 


P. O. Box : 5770 

Aleppo 

Tel. No. 2238890 

Fax No. 00 963 21 2240478 


Factory for Gypsum Board, 


Mr. Mhd. Sweid 
P. O. Box : 10010 


Aleppo 
Tel. No. 4652862, 2254987 4 
Fax No. 00 963 21 2254998 


Steel Bars, Brass &Bronze Bars, Stainless 
Steel Pipes. 


Mr. Ahmed Hji Khlaf 
P. O. Box : 7762 
Aleppo 
Tel. No. 00 963 21 2256273 


Watches & Spare parts. 


Mr. Saleh Tahan 
P. O. Box : 3674 
Aleppo 
Tel. 00 963 21 5752851 


Sanitaryware, Hardware, Plastic Pipes. 
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Serial 
No. 


64. 


65. 


66, 


67. 


68. 


69, 


70. 


(ie 


Name and Address of the Firms /Individuals 
and Commodity 


Mr. Ahmed Hakel 
P. O. Box : 2453 


Aleppo 
Tel. No. 3636758, 3336288 
Machinery for making children’s balls 
& ballons. 

Mr. Adib Shawan 

Aleppo 
Tel. No. 4466246 
Tel. No. 4463833, 2678869 


Beret Making Machinery. 


Mr. Hattab Hattab 
P. O. Box : 13018 


Aleppo 
Tel. No. 2267000 
Fax No. 00 963 21 2230267 
Hand Tools. 
Mr. Mhd. Jalal Jesri 
P. O. Box : 9327 
Aleppo 
Tel. No. 4445176, 4658123 


Fax No. 00 963 21 2222959 
Auto Spare Parts. 


Mr. Hussein Zaher Rassn 


Hassakeh 
Tel. No. 321782 
Fax No. 00 963 52 312907 


Packaging Machinery. 
Mr. Taleb Basha 


P. O. Box : 8656 

Aleppo 

Tel. No. 2242042 

Fax No. 00963 21 267600 


Laboratory Equipment. 
Mr. [brahim Al-Rahal 


Hama 
Tel. No. 00 963 33 733143 


Industrial Tools, Conveyor Belts. 


Mr. Abdullah Zakzak 


P. O. Box ; 963 

Hama 

ren NGt Fs) 2egloG 

Fax No. * 00963 33 510788 


Hand Tools, Industrial Tools, Hardware, 


Pumps, Electrical Motors. 


B217 


' Serial. 


No. 


72. 


733 


7A, 


76. 


Ve 


ee 


B218 


’ Name and Address of the Firms! Individuals 
and Commodity 


Mr. Ali Omari 


PO. Box 67 198Grs) 


Aleppo 
TeLUNo: 3334004 
Fax No. 00 963 21 3326 393 


Cashew Processing Machinery. 


Mr. Mhd. Sherbatti 


PO. Box: 6122 
Aleppo hres. 
Tel. No. 00 963 2] 2228066 


Agricuitural Machinery. 


Mr. Ghazi Kojan 


Hama 
Tel. No. 520240 
Fax No; 00 963 33° 239878 


Packaging Machinery. 


Mr. Ramdan Wafatti Baa) 


Aleppo 
Tel. No. 4441328 
Fax No. 00 963 21 4441328 


' Motoreycle Spare Parts. - 


Mr. Ahmed Fakhouri - 
PYROS Box): 17054 
Aleppo 
Tel. No. 5725862, 4642781 

Central Air Condition. AB 


Mr. Mhd. Mazen’ Kron 
P. O. Box : 9165 
Aleppo 


TebeNo: 00: 963" 21* 2268937 


Flacso Printing Machines, Machines, for pecling “ 


Wrapping and cooling potatoes. 


Mr. Mouaz Khalou 
Hama 
Tel. No. 


515669 
Fax No. 


00 963 33 229638, 236000 


Auto Spare) Parts, Motareyele: 


Mr. Mhd. Maarcufel ~ . 


P. O. Box : 3055 

Aleppo pie Oe. 

Tel. No; 5550070, 5555182 
Fax No. 


| 00 963 21 5750083 
Auto Spare Parts, 


~ Serial 


No. 
80. 


81. 


82. 


83. 


84. 


85. 


86. 


87. 


Name and ‘Address of the neue vial . 


and Commodity 


Mr. Mhd. Haitham Zeino {1% Ate ve 


P. O. Box. : 6055 ROR Re 
Aleppo 4 rat 
Tel. No. 5747144, 233624" 
Fax No... 


00 963. om 1935182. 


Pt ed eaqenety’ 
Auto Spare Parts. a as 
{TSS rr eee 5% 
Mr. Jouli Douli N60 | ROWS Bee 
Aleppo ONS 
Tel. No. = 00.963 21 4444480 


Conveyor Belts. me 
fa . VEO WIGRE 
Mr. Mhd. Samit Salar" abLiad Batis 
P. O. Box : 2385 


Aleppo i a 
Tel. No. 3638609. 5724433 eRe ey 
Paper Processing Machine ry, Shoes Making 
Machine. a 

Mr. Mhd. Fouad Kazmow an 
P. O: Box ! 10695 ” ORM aEN 
Aleppo 
Tel. No. 


00 963 21 3333154, 
Aline for producing and ee Toffee. 


Mr. Saad Sibaei eee 
PO: Box *'5788 ye fa ay 
Aleppo yi alee 
Tel. No. Dug o{s* a= 
Fax No. 00 963 21 5727213 


Givi ive Eo 


a 
usr 


Brass Hardware. - F 
: oo. 
f 


Mr. Harout Echagilacien 


POO Box. O74 

‘Aleppo 

Tel. No. 4441865, 4659616 
Fax No. ‘00° 963 21 2235982 


Tools for Jewelry. 


. 

"Mr. Hussein Jmal Badnjki ~ °~ >” 

Aleppo aos 

Tel. No. 36247 12.4" eae 
Fax No. Sh 3o4 21 PAN aad 


Stainless Steel Viens: 


Mr. Mhd. Nour Ali | bh ame 
P49: (BOK OosO ee ote 
Aleppo Z. 
Tel. No. 00 ' 96321 4647389 


 Indastrial’' Tools Hardware." ~ 
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Serial 


No. 
88. 


89. 


90, 


se 


92. 


93: 


94. 


95, 


~ Name and Address of the’ “ia tilda 9? 


and Commodity 


Mr. Ahmed Oweid”’ 


P. O. Box :-3405 
Aleppo 
Tel. No. | 2235782: 


Plastic Injection Machine. 


Mr. Abdul Aziz Hana 


P. O. Box : 8275 

Damascus PhS 

Tel. No. 4429643, 5429014 

Fax No. 00 963 11 4425293, 4440394 


Auto Spare Parts}. 
Mr. Abdullah Tahan 


P. O. Box : 16064 

Aleppo 

Tel. No. 226597, 

Fax No. 00 963 21 2671919 


Air Conditioning Zip Making Machhine. 


Mr. Yassin Draow 


P. O. Box : 695 

Aleppo 

Tel. No. 2228040 

Fax No. 00 963 21 2229604 


Hardware Auto Spare Parts. 


Mr. Fouad Shawa 


P. O. Box : 1812 
Aleppo 
Tel. No. 00 963 21 3629759 


Printing Machine, Photoengraving Printing fe 


Machine for Toffee. 
Mr. Mhd. Moustafa Kara Mhd. 


Idleb ; 
Tel. No. 232201, 223477 
Fax No. 00 963 23 223475 


Milling Line for Calcium Carbonate Saas 
of 3-4 tons/day. 


Mr. Shams Eddin Abdul Kader t 


P. O, Box : 9656. 
Aleppo 
Tel. No. 00 963, 21 2232647 


Medical and Hospital Fanipment:. 
Mr. Mhd. Ahmed Sbsbi_ * 


P. O. Box : 907 ; 

Aleppo . 
Tel, No. : © 3626697, 3332809 . 
Fax No. 00 963 21 3620497 
Hand Tools, Indastrial Tools. 
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Serial 
No. 


96. 


97. 


98. 


99. 


100. 


101. 


102. 


. Name and Address of the Firms/Individuals 
and Commodity 


Mr. George Lion Kossa 


P. O. Box : 1376 

Aleppo 

Tel. No. 2219236 

Fax No. 00 963 21 2217598 


Auto Spare Parts, 


Mr. Saeid Btti 
P. O. Box : 9660 
Aleppo 
Tel. No. 2227473 
Fax No. 00 963 21 2248502 


Auto Spare Parts (Bearings). 


Mt. Ahmad Al-Sayed 


P. O. Box 3,331 

Aleppo 

Tel. No. 2221481 
Fax No. 


00 963 21 2264111 


Auto Spare Parts, Dentist Equipment, Dentist 
Materials, Agricultural Spare Parts. 


Mt. Saers Saerjian 


P. O, Box: : 334 
Aleppo 
Tel. No. 4650311, 2243816 


Fax No. 00.963 21 2249268 


Hardware (bolts and nuts). 


Mr. Mahmoud Kassass 


P, O. Box : 4468 

Aleppo 

Tel. No. 5722333 

Fax No. 00 963 21 5722333 


Biscuit (Wafer) Making Machine. 


Mr. Hassan Hadid 
Homs 


Tel. No. 00.963 31 730537 


Plant for producing fresh juice. 


Mr. Naji Nasser 


P. O. Box : 4875 

Aleppo 

Tel. No. 4640285 
Fax. No: 00 963 21 4656371 


Auto Spare Parts (Cluteh). 
B219 


Serial 
No. 


103, 


104, 


105. 


106. 


107. 


108. 


109, 


B220 


Name and Address of the Firms/Individuals Serial 


and Commodity 


Mr. G. Sabra 
Public Relations 
Alfadel Est., 


P. O. Box : 644 j 

Damascus 

Tel. No. 22>" 2220440 

Fax No. : 00 963 11 2220094 


Railways Track Materials. 


Mr. Yanal Kasseh 
M/s. Arafa, Co., 
P. O. Box : 6236 


Aleppo 
Tet No. “2, 2237607 
Fax No. §:. 00 963 21 22339404. 


Plant for producing Pencils and clolour pencils, 


Mr. Abdullah Abo Alzin 
Trade Manager 
Al Ojayli For Trading, 


Aeppo 
Tel. Now ss. 9049993 
Fax No. :. 00 963 21 2249857 


Hot Galvanized Steel Coils and Sheets MDF 
Wood. 


Mr. Nader Abou Nabout 


Damascus 

Tel, Now +! \85230462 

Fax No. : 00 963 11 5232178 
Yarns. | 


Eng. Abed Androas 
M/s. Bahi Motores 


P. O. Box : 4048 
Damascus 
TelANes.°: 2314550, 1 


Fax No. +: 00963 11 3328137, 2316358 
Motorcycles. 


Mr. Mzfer Al-Khalili 


P. O. Box : 3008 
Aleppo 
TelaNowe®) 25550093 


Fax No. : 00 963 21 5550923 
Cotton Seeds Making Machine, 


Mr. Saeed Nabhas 
P.O. Box : 10490 


Aleppo 
TelNo. 592910370 
Fax No. : . 00 963.21 5746510 


Caustic Seda, Sodium Betborate Chemicals 
for Soap. 


Name and Address of the Firms/Individuals 
and Commodity 


Mr. Emad Edeen Rshwani 


P, 0. Box: : 2365 


Aleppo 

Tel. No. : 3332149 

Fax No. : 00 963 21 3626392 
Shoes. 


Mr. Ahmad Hamwi 


P. O. Box. : 11858 

Aleppo 

Tel iNo. 252262780 

Fax No. : 00 963 21 3339308 


Caustic Soda, Essential Oils. 


» Mr. Maher Al-Zyat 


P. O. Box : 1860 

Damascus 

Tel. No. 3 5118169, 5115376 
Fax No. : 00 963 11 5112354 


Tissue Paper Preduction Line Based on 
Recycle Paper. 


[Source :—Embassy of India, Damascus.] 


Stith esas gerene 
¢ 


Urs. A 


ay e 
$2 0%4$66606466445:% 


Name and Address of the Firms/Individuals 
and Commodity 


M/s. Melody Acree 


P. O. Box : 3942 
Brandon 

FL 33509-3942 

Phone : 813-653-929] 
Fax : 813-651-9159 


Pashmina fabric, 


2. M/s. Demers Leather Sales Inc. 


680 Lisbon Street 
Lewiston 

ME 04240 

Phone : 207-782-1298 
Fax : 207-777-5502 


Raw leather & Linings. 
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Serial Name and Address. of the Firms/Individuals 


No. and Commodity 
“4 B 
3. M/s. Gracious*Style 
73 Carthage Road, 
Scarsdale ne 
NY 10583-7115 
Phone : 914-722-6154 
Fax : 914-734-4980 


Home Furnishings. 


4, Qutbuddin Quereshi 
3204 Kenedy Blvd. 
_ Jersey City 
(C/O Jeans Centre) 
NJ-07306 
Phone : 201-692-9534 


Women’s Apparel. 


5: Balsi Amee Sales Inc. 
55 Wést 39th Street, 


. New York 

. NY. 10018 
Phones: . 212-231-9515 
Fax : 212-221-8517 


Polypropylene bags. 


6. M/s. Seaward International Inc. 
135, West 41st Street, 
Suite 512 
New York 
NY. 10036 
Phone ; 212-391-1569 
Fax : 212-302-4342 


Woolen & Cotton men’s Pants. 


7. M/s. Janet B. Paszkiewicz 
210 West 70th Street, 
New York 
NY. 10023 
Phone : 212-580-9642 
Fax : 212-787-9690 


Silk Textiles & Sarees. 


8. The Bucklers Inc. 
225 Fifth Avenue, 
New York 
NY. 10010 
Phone : 212-684-1534 
Fax : 212-447-7015 


E-Mail : — susanjoey @ mindspring.com 


Frames. 
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Serial 
No. 


9, 


Lis 


y2. 


14, 


Name and Address of the Firms/Individuals 
and Commodity 


M/s. Joe Wyllie & Associates 
88 Sunnyside Boulevard, 
Suite 104 
Plainview 
NY. 11803 
Phone : 516-576-0660 
Fax : 516-576-0670 


Gems. 


M/s. Sunset International 
280 Madison Avenue, 
Suite No. 701 
New York NY. 10016 


Phone : 212-696-9697 
Fax ! 212-696-1906 
Handicrafts. 


Silk Road Galleries Inc. 
81, Middle Neck Road, 
Great Neck 
New York 
NY. 11021 
Phone : 516-466-5857 
Fax : 516-466-5830 


Handicrafts. 


Cuneo Export/Import Inc. 
871 Clifton Avenue, 
Suite { 
Newark 
NJ, 07104 
Phone : 973-482-0051 
Fax : 973-483-8222 


Handicrafts, 


Draco Enterprises L L C 
1120 Avenue of the Americas 
4th Floor 
New York 
NY. 10036 
Phone ;: 212-626-6805 
Fax : 212-626-6803 


Fabric. 


Elfa Trading Company Ine. 
29 West 36th Street, 
New York] 
NY. 10018 
Phone : 212-947-7779 
Fax: : 212-714-0397 


Denim. 


Sérial 
No. 


15. 


16. 


173 


18. 


19: 


20. 


Zi, 


B222 


‘Name and Address ofthe Firms/Individuals 
and. Commodiiy 


James House.of Robés.’\ 
P. O. Box 471423 
Charlotte 
NC. 28247 
Phone 704-543-6825: 
Fax 200704-5435575 


Garments. 


Mr. Saba Ahmed 
Globe Surfer Inc. 
180, Varick Street, 
New York NY. 10014 
E-Mail saba @. globesurfer.com 


Handicrafts. 


Pana International IC, 
1384 Broadway ¢ 503 
New York 
NY. 10018 
Phone 212-819-0732 
Fax : 210-816-1964 


Denim & Wool. 


Cronin Group 
169 S. River Road, 
Bedford, 
NH. 03110 bis ; 
Phone 603-641-6304 
Fax : 603-641-6356 


Textiles & Household items. 


T. K. Group Inc. 
P. O. Box 1269, 
Langhome, 
PA 19047 : 
Phone 215-856-7522 
Fax : . 215-856-7068 


Fabric. 


M/s. Italy i in Gold Star Inc. 
580 Fifth Avenue), Suite 415 


New York, 
NY. 10036 
Phone 212-575-4653 
Fax 212-819-1218 


Diamond Jewelry. 


M/s. Yale Cordage — 
26 Morin Street, 


Biddeford «\\ : 
ME 04005 veep) | ; 
Phone 207-282-3396 
Fax 207=282-4620 


Fibres for rope making. 


Serial» 


No. 


2a 


DD 


24. 


29: 


26. 


27. M/s. Vishal Lakto India Ligh, (y nn yi 


M/s. Mary Chess Inc,) \’ 


EMail 


Impex Inc. “stiuel 


Jennifer Montanez, 


‘Name and Address’ of ‘the ‘Firms! Individuals’ 
and Commodity _ 
2 ‘ 


P.O, Box: 754°. bn08 1280 a ee 4 
F.D.R. Station, : SHEDS BRIE 
New York BCOE Wea 

NY. 101502) 8-: b> Hoge 

Phone 212-888-0568 ze 

Fax :* 212-750-3736 . | . 

mpestronk @'nyet.net 


hie sag) t 


Cotton Towels. . 
1 ‘a 


M/s. Home Furnishings & Accessories 


11 Hoop Pole Lane, ' 
Norwell Md Re: 
MA 02061 cores 3 
Phone 781-659-2114 a : 
Fax 781-871-6265 © 0 


| Sr 


Home Furnishings, Wood Furniture, Giftitems. } 


M/s Rossco Specialtees rio Wa. 


5491 N. W. 15th Street, 810g? ¥¢ 


- Bay 15 Margate 


FL. 33063 | | 
Phone 954-971-4592 - 
Fax ~: 954-9714457d vqaqrqelot 


Jute Bags. 


8747 Brandt i war 

Dearborn MI 48126 r Vi 

Tel. ‘02 81062448377  gnnne 

Fax £05.°3133624 8379. ‘ 

E-Mail ae 131 @aol. com te 
»~ avler A i 


Cigarette papers tobacco. 1a : 


AKFP Hn 
American Key Food Prodan Yi : 
55 South Broad Way elt 
Tarrytown NY. 10591 : f 
Toll Free (877) 263-7539 - 
Tiel 5 (914)).332-9590..4° ane a 
Fax , (914) 332-9207 %, 


Sesane seed and onion. ioidoud oF  R- | 


117 Newbery 18 Holley: Pe © ABRod 
Syracuse | ) 


NY. 13210 Te de 
T/f 315-476. 8487 . 


Automobile Parts. 
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Serial 
No. 


Name and Address of the Firms/Individuals 


and Commodity 


28. M/s. Bull Africa Ltd. 


173B Norfolk Avenue, 
Boston 

MA 02119-3045 

Tel. : 617-541-0099 
Fax : 617-541-0098 


Machinery/Oil Separation. 


29. M/s. Haun 


»wttiexs yee 981=240-0212- 


P. O. Box 1649 

Sugar Land, 

TX 7748 ; 

Fel. : 281-240-0110 


Industrial Engines/Parts. 


Name and Address of the Firms/Individuals 


and Commodity 


32. M/s. Catherine Oakes 


34 Siesta Drive, 
Centereach 

NY. 11720 

Tel. : 516-774-3356 
Fax : 516-286-5803 


Pharmaceuticals. 


M/s. TIF Group Inc. 


160 Guinca Road, 


Staford 
Connecticut 06903 
Tel. : 718-544-7733 


Fax 2-718-544-7799 


Pharmaceuticals. 


30. Mis ‘Wings Global Trade Corp. 


37 33-59. Street, a ey PIF International Services 


ond Floor , 9600 NW 25th Street, 
. Wood Side , ; Suite 4H 

New York 11377 Miami 

Fax : 718-429-7112 Florida 33172 


Tel: : 718-205-6987 305-734-1871 /305-463-9199 | 

Fax : 305-463 8599" 

Stone Crushing Machines. E-Mail HYPERLINK mailto : 
; perezif @ bellsouth. net 


31. "Health Products Corpn. PEREZIF @ BELLSOUTH. 


- 1060, Nepper Avenue, ) NET 
> Yonkers snot CESAR PEREZ 
NY. 10703 ge | : 
Tel. ©: 914-423-2900 Tire. 
Fax : 914-963-6001 — 
Pharmaceuticals. [Source :—Consulate General of India, New York.] 


a Gh 


a a et re A ay a 


Notes.—1. Firms or individuals in India while contacting the foreign enquirers whase names and ices are 
turnished. above may intimate the fact to the Directorate General of Commercial Intelligence ana Statistics, 1, Council 
House Street, Calcutta-1. This intimation may also contain a reference whether the party is registered with the above 
department and the registration number thereof. 


2. The Directorate General of Commercial Intelligence & Statistics, Ministry of Commerce, Govi. of Ludia, Calcutta 
do not accept any responsibility, either direct or indirect for the trade introductions accorded to these aforecited 
foreign firms, organisations, agencies and individuals and also for ‘their ~financial soundness, capatilities; business 
integrity and experience or otherwise in the cited activities. 

The negotiating/contracting parties are advised to refeifuliy to the extant trade laws, rules and regulations enacted 
and framed by the: Sovereign Governiients of the Countries concerned, with respect to the import and/or export of the 
commodities and services in which they intend to trade. 


INDIAN: TRADE JOURNAL @ September. 1, 1999 B223 


a nt i a 


FOCUS ON INTERNATIONAL TRADE 


$44469444900 
- BAHAMAS $ 
OOO 064664 


SHACCOT PSST PACGRRT ECA CKSER CNSR CES HENS ESR ERECT EER SESS NS CREF MALT TSEOS EOC RE RN EO REM ERSKE TRENTO ENERO SESE ERR MeUOECe, 


THE COMMONWEALTH OF THE BAHAMAS 


EEEGBGEOR 


Location : The Commonwealth of the Bahamas are an archipelogo lying off: 
the south-east coast of Florida. The Bahamas consist of more: 
than 700 islands and over 1000 cays and rocks. Only about 30! 
islands are inhabited. E 


E/N RE Os FO SV AL SM ATR: PO CE: HW A 


Size : 13,939 sq. km. (5,382 sq. miles). 

Population : 284,000 | : 

Population Density : 20.37 per sq. km. : 
Capital City  : Nassau. 
| Other Large Cities : Freeport, Moss Town, Paradise Island. : 
: Religion : Christianity. 
; Language : English. | 
: Literacy : 93 per cent. 
t Climate : The climate is mild and sub-tropical. 
£ International Membership : The Commonwealth of the Bahamas are the member of the UN! 
per the Commonwealth, CARICON and is an ACP state of the 
: ; 


SC FGATRS SEEGERS RAR AC KHATER AST OS AGUA CLARE REE HE RREE dC ARBRE TUSK SSEKARLE GAGS MV ARMRERINARUKHES URREE I VERE RADE REUM RNAS EC a MERE edeewe swe 


é 
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2.1 


Recent Histery 


The Bahamas were discovered by Columbus in 1492 but the Spanish did not make a permanent settle- 
ment. Britishsettlersarived inthe 17th century and jt was occupied by Britain, except for ashort period 
in the 18th century until it gained full independence. Internal self-goverament with cabinet responsi- 
bility was introduced on January 7, 1964 and full independence achieved on J uly 10, 1973. 


National Economy 


In 1994, according to the estimates by the World Bank, the Bahamas’ Gross National Product (GNP), 
measured at average 1992-94 prices was US} 3,207 million, equivalent to US$ 11,790 per head (the 
highest level among the Caribbean countries). During 1985-94, it was estimated, GNP per head de- 
creased, in real terms, at an average rate of 0.7 per cent per year. In 1994, Gross Domestic Product 
(GDP) increased, in real terms, by an estimated 0.6 per cent. 


3.2 Agriculture, hunting, forestry and fishing, which together accounted for only 3.4 of GDP in 1992 and 


engaged an estimated 5.4 per cent of the employed labour force in 1994. In 1994 agricultural pro- 
duction accounted for only 1.5 per cent of total land area. 


3.3. Industry (comprising mining, manufacturing construction and utilities) employed 12.9 per cent of the 
working population in 1994 (construction accounted for 7.1 per cent) and provided 10.9 per cent of GDP 
in 1992, 

3.4 Service industries constitute the principal sectors of the economy, providing 85.3 per cent of GDP in 
1992. Tourism is the predominant sector of the economy. Tourism accounted for 50 per cent GDP. 
In 1996 there were 1,633,105 stop-over and 1,685,668 cruise-ship visitors. Total arrivals were expected 
to increase to 4 million—S million per year by 2000. 

4. Banking, Finance and Currency 

4.1 The Central Bank of the Bahamas was established in 1974, The Bahamas is an important centre for 
offshore banking. 

4.2 The unit of currency is the Bahamian dollar (BSD) of 100 cents Currency Notes of the following deno- 
minations are in circulation B$ 0.50, BS 1, B$ 3, BS 5, BS 10, B$ 20, B$ 50 and BS 100, Coins : 1, 5, 10, 
[5,259,590 cents, $1, $2. $5. 

4.3 The exchange rate of Indian Rupe> per unit of Bahamian dollar (BSD) in June, 1999 was :— 

| Bahamian dollar (BSD) = Indian Rupees 43.1355 

5. Foreign Trade 

5.1 The value of Bahamas’ exports in 1993 were US$ 162 million. It increased to US$ 202 million in 1996. 
The average annual compound growth rate worked-out at 7.63 per cent. 

5.2 Imports were, in the order of US$ 954 million in 1993 which stood at US$ 1,262 million in 1996. Imports 
grew annually at the rate of 9.78 per cent. 

5.3 Volume of trade recorded 9.47 per cent growth during 1993 to 1996. Volume of trade in 1993 was 
US$ 1,116 million which increased to US$ 1,464 million in 1996. 

5.4. Bahamas faced deficit balance of trade during the period from 1993 to 1996. 

5.5 Bahamas’ total exports, imports, volume and Balance of trade between 1993 and 1996 alongwith their 
growth rates are depicted in Table-I. 

5.6 Bahamas’ main export markets are USA, Canada, Sweden and Singapore. 

Main export items are Fish and Preparations, Alcoholic beverages, Crude materials (inedible) except 
fuels and chemicals. 
USA, Japan and France are the main suppliers of Bahamas. 
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Main import items are Food and, live animals, Mineral fuels (petroleum and products), Chemicals, Bas 
manufactures, Machinery and transport equipments. 


5.7. There are international airports at Nassau, Freeport (Ground Bahama island), Moss Town (Andros) 
and Paradise Island (New Providence). The national carrier is the state-owned Bahamasair. Flights 
are also operated by Air Canada, Air Jamica, American Airlines, AOM, British Airways, ete. 


6. Bilateral Trade with India 


6.1 India’s export to and import from Bahamas of merchandise goods during 1994-95 to 1998-99 alongw ith 
their growth rates are given in Table-II. . . 


6.2. India’s export to Bahamas in 1994-95 were Rs. 56.21 lakhs. It stood at Rs. 655.93 lakhs. Exports 
in terms of percentage, grew the highest (368.21 per cent) in 1996-97 and the lowest ( (—) 29.97 per cent) 
in 1995-96. The average annual compound growth rate registered at 84.83 per cent. 


6.3 Imports in the order of Rs. 298.76 lakhs in 1994-95 which stood at Rs. 143.66 lakhs, in 1998-99, The 
annual average growth rates registered at (—) 16.73 per cent. 


6.4 Volume of trade in 1994-95 was Rs. 354.97 lakhs. It increased to Rs. 799.59 lakhs in 1998-99, Volume 
of trade registered at 22.51 per cent. 


6.5 India faced deficit balance of trade with the Bahamas from 1994-95 to 1996-97 and enjoyed favourable 
balance during 1997-98 to 1998-99. 


6.6 Table-IlI gives India’s top nineteen merchandise goods exported to the Bahamas during 1994-95 to 
1998-99 alongwith their growth rates. 


6.7 Table-IV presents India’s top three merchandise goods imported from Bahamas alongwith their growth 
rates during 1994-95 to 1998-99, 
Names and Addresses of the Organisations engaged in Fereign Trade in the Bahamas are :— 


(a) Ministry of Agriculture, Trade and Industries, 
Bay Street, P.O. Box N-3028 


NASSAU 

er > (1242) 3257502 
Fax : (1242) 32217667 
Tlx, -*20115-0s 


(b) Bahmas Agricultural and Industrial Corporation (BAIC) 
Investment Promotion Unit 
East Bay Street, P.O. Box N-4940 


NASSAU 

Tel. : (1242) 3223740 
Fax :' (1242): 3222123 
Ga). : 648 baic bs 


(c) Bahamas Chamber of Commerce 
Administrative Offices 
Shirley Street and Collins Avenus 
P.O. Box N-665 
NASSAU 
Tel. : (1242) 3222145 
Fax : (1242) 3224649 


NOTICE 


Permission for reproduction in part or entirety of this official i i i 

| C iret) paper on Bilateral Foreign Trade, published 
in the Indian Trade Journal is reserved by the D.G.C.I, & S., Calcutta. ; } : 
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FROM OUR EMBASSIES ABROAD 


INDIA’S EXPORT TO IRAN & COMMENTS 


During the period April, 1998-February, 1999, exports from India to Iran are estimated worth Rs. 57,248.81 
lakhs as compared to Rs. 58,038.65 lakhs during the corresponding period in the previous fiscal year. Thus 
Incia’s exports to Iran during the last fiscal year have decreased by 1.36 per cent. India’s imports from Iran during 
the same period were worth Rs. 183,261.41 lakhs as compared to Rs. 216,733.67 lakhs during the fiscal year 
1997-98, indicating a decrease of 15.47 per cent. Export of tea to Iran has increased almost five times from a 
value of Rs. 863.92 lakhs during April, 1997-January, 1998 to Rs. 4,555.98 lakhs during Apri!, !998-January 
1999. Other items which have registered increse appreciably include oi] meals, transport equipment, fresh 
fruits, Jute Hessian, Paints/Enamels/Varnishes, Electronic goods, Woolen Yarn/Fabrics/Made ups, handicrafts 
and other commodities. However, exports of Rice (other than Basmati), Poultry and Dairy products, tobacco 
unmanufactured, Guergum meal, Fruits & Vegitible seeds, Fresh fruits, Processed fruits & Juices, Miscellaneous 
processed items, Spirit & beverages, Jute manufacturers, Mica, cosmetics & toiletries, Glassware/Ceramics, paper/ 
wood products, plastics and linoleum products, primary and semi-finished iron & steel, Natuaral Silk Yarn/fabrics/ 
made up. Cashewnut shell liquid have increased cnly marginally. | New products which were not exported 
during April, 1997-January, 1998, but exported during April 1998-January, 1999 were Sesame and Niger seeds, 
fresh vegetables, Sports goods, Fresh vegetables, Jute Yarn, Footwear of Rubber/Canvas and Iron & Steel Bar/ 
Rods, man made staple fibre. Export of Goods like Coffee, Tobacco manufactured, Shellac, Drugs/Pharmaceu- 
ticals/Fine Chemicals, Processed minerals, Inorganic/Agricultural Chemicals, Residual, Ch2mical and allied products, 
Non-ferrous metals, machine tools, machinery and instruments has decreased marginally while exports of goods 
like iron ore, ground nut, project goods have decreased sharply. Some of the resaons for the decline in India’s 
exports to Iran are (a) Indian exporters lack of adherence to delivery schedule, (b) Iranian doubts about Indian 
quality standards, (c) Iran’s prospensity to seek European & Chinese products as some of the countries support 


their exports through extension of line of credit (d) Iran’s import-restrictive policy and difficulties in opening 
of LC ’'s, 


[Source : Embassy of India, Tehran.] 


Il. ANALYSIS OF FINNISH ECONOMY 


The Finnish Economy has performed very strongly over the last few years. Average GDP growth over the 
last five years was 4.4 per cent, which is considerably higher thah the EU average of 2.3 per cent. GDP growth 
will continue to surplus the EU average over the next five years, reaching an average rate of 3.5 per cent. 


Preparations are currently under way for next year’s budget, which will be presented in September. The 
total size of the budget will be 193 billion FIM. which is 5 billion more than in 1999. The budget will be more 
or less balanced and Government debt relative to. GDP will fall to 57 per cent. The public sector, which in addition 
to the Government also includes the local communities and pension fund, will show a surplus of 2.6 per cent 
GDP. The EMU criteria refer to the public sector rather than merely the Government budget balance. 


The Finnish public sector showed a surplus of 1.4 per cent of GDP last year. According to ETLS’s forecast 


by 2003 the surplus should be as high as 4 per cent of GDP. Public sector debt will fall from 49.6 per cent last 
year to 35 per cent in 2003. . 
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yndia’s esports to Finland and related matters : 


Exports to Finland 


Bese iia se A 
(March-99) (April -99) 
Million FIM Million FIM 
Food and live animals 831 ead 
Crude Mtrls, inedible, except fuels 195 112 
Coffee, tea, cocoa, spices 352 2,357 
Basic manufacturers | 11,154 10,097 
Chemical and related products. n.e.s. 2,229 1,805 
Machinery, transport euipments Wa Ee 2,139 
Textile yarn, fabrics made up articles, etc. 7,025 6,582 
Electric machinery, n.e.s. and parts 545 814 
General industrial machinery n.e.s. 652 1,079 
Misc. manufactured articles 28,564 24,637 
Articles of apparel and clothing accessories 25,701 22,021 
‘vs Ulaeiee sda usb alpine 74,880 


Imports from Finland 
as, 


, Fe PRS ae ; Th 
(March-99) (April-99) 


Million FIM Million FIM 

Crude mtrls, inedible, except fuels 699 1,720 
Basic Manufactures _ 20,878 17,029 
Chemical and related products, n.e.s. 2,714 3,095 
Machinery, transport equipments 54,638 43,354 
Textile yarn, fabrics, made up articles, etc. 146 271 
Electric machinery, n.e.s and dart. 2,048 3,308 
Misc. maufactured articles, n.es. 1,314 427 
General Industrial machinery, n.e.s. 5,119 7,254 
Paper, paperboard and articles thereof. 19,714 15,436 
Total + nid 07270 4S “i an 91,894 


[Source : Embassy of India, Helsinki.] 
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COMMODITY EXIM UPDATE 


IMPORTS 
Items Covered this week : 
1. Fertilizers, Crude 


In May, 1999, the provisional value of import of 
this commodity was of the order of Rs. 9,607.04 lakhs 
which accounted for 0.66 per cent of the total imports, 
of India during the month in questuion. In May 1999 
the corresponding figures were Rs. 5,062.13 lakhs and 
0.37 per cent (final figures). 


Jordan, Senegal and Federal Republic of Germany 
have been respectively, the first, second and third most 
important sources of these imports in May, 1999. Jor- 
dan, alone, is the source of 43.84 per cent of total im- 
ports of the commodity. Corresponding figures for 
Senegal and Germany are 20.94 per cent and 11.16 per 
cent respectively. | 


The imports of this commodity have been done 
mainly through Bhavnagar (20.33 per cent of the total 
imports of this commodity valuewise) in May, 1999 
Nhava Shiva Sea Port and Paradip Sea Port come 
second and third with corresponding figures of 12.60 
per cent and 11.16 per cent respectively. 


2. Cotton Raw and Waste 


In May, 1999, the provisional value of imports of 
of this commodity accounted for 0.39 per cent of the 
total imports of India during the month in question. 
In 1998, the corresponding figures was 0.12 per cent 
(final figure). In absolurte terms, this month has seen 
an upswing of imports of this commodity as compared 
to the corresponding month of the previous year (an 
increase of Rs. 4,093.29 lakhs or 237.74 per cent). 


South Africa, Egypt and U.A.E. have been res- 
pectively, the first, second and third most important 
sources of these imports in 1999, South Africa, 
alone, is the source of 21.14 per cent of total imports 
of this commodity. Corresponding figures for Egypt 
and U.A.E. are 15.14 per cent and 9.39 per cent 
respectively. Last year, during the corresponding 
period, Australia, Egypt and U.S.A. were, respective- 
ly, the first, second and third most important sources 
of these imports. 


The ports through which this commodity has been 
imported mainly are Tuticorine Sea Port, Mumbai 
Sea Port and Nehava Shiva Sea Port. 49.94 per cents 
of the total imports of this commodity valuewise has 
been done through Tuticorine Sea‘&-Port in May, 1999, 
Mumbai Sea Port and Nhava Shiva Sea Port come 
second and third with corresponding figures of 38.00 
per cent and 6.03 per cent respectively. 
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EXPORTS 
Items covered tiis week : 
1. Carpet (excl. Silk) Handmade 


In May, 1999, the provisional value of exports of 
this commodity was to the tune of Rs. 16,329.37 lakhs 
which accounted for 1.44 per cent of the total exports 
from India during the month in question. .In May 
1998, the corresponding figures were Rs. 7,401.21 lakhs 
and 0.76 per cent final figures). 


U.S. A., Federal Republic of Germany and U. K. 
have been, respectively, the first, second and_ third 
most important destination of the exports of this 
commodity in May, 1999. U.S.A. alone, accounted 
for 46.80 per cent of the total exports of this commo- 
dity in May, 1999, corresponding figures for Germany 
and U.K. are 32.56 per cent and 3.16 per cent res- 
pectively. 


The exports of this commodity are done mainly 
through Nhava Shva Sea Port (69.00 per cent of the 
total exports of this commodity have been done through 
this port in May, 1999). 


2. Handicrafts (excl. Handmade Carpets) 


In May, 1999, the provisional value of exports of 
this commodity accounted for 2.06 per cent of the 
total exports of India during the month in question. 
In May, 1998, the corresponding figure was Rs. 1.54 
per cent (final figure). In absolute terms, this: month 
has seen an upswing of exports of this commodity as 
compared to the corresponding month of the previous 
year (an increase of Rs. 8,425.05 lakhs or 56.44 per 
CEN) 


U.S.A., Federal Republic of Germany and Nether- 
land have been respectively, the first, second and third 
most important destunations of these exports im May, 
1999. U.S.A., alone is the source of 53.07 per cent 
of total exports of this commodity. Corresponding 
figures for Germany and Netherland are 6.20 per cent 
and 5.96 per cent respectively. Last year, during the 
corresponding period, U.S.A., U.K. and Netherland 
were, respectively, the first, second and third most 
important destinations of these exports. 


The ports thorugh which this commodity has been 
exported mainly are Delhi Air Port, Nhava Shiva 
Sea Port and I.C.D. Jaipur. 19.63 percent of the 
total exports of this commodity valuewise has been 
done through Delhi Air Port in May, 1999. Nhava 
Shiva Sea Port and I.C.D. Jaipur come second and 
third with correspomding figures of 17.52 per cent and 
4.29 per cent respectively. 


[Source : D.G.C.LS., Calcutta.] 
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PUBLICATIONS 


Publication Received— 


The list of new arrivals in the Commercial Library and Reading Room attached to the Directorate General of Commercial 
Intelligence and Statistics, Government of India, 1, Council House Street. Calcutta-700 001 for the Month of ‘‘June, 1999” and July, 


1999. 
Serial Name of Publications Price Name of Issuing 
No. Authority/Publishers 


1. Annual Report. 1998-99 (1999) ; , ; ; f : = India, Department of Space, New Delhi. 


Economic Review, 1998-99 (1999). - ’ : é : Rs. 140 
Rsviy 10 Ditto. 
Tamil Nadu Electricity Board, Chennai. 


W.B. State Planning Board. Calcutta. 


nN 


3. Economic Review, 1998-99 (1999) 
4. Administration Report, 1997-98 


‘Trend of Exports, HS Code Wise, 94-97 (1997) : — Basic Chemicals, Pharmaceuticals and 


A Cosmetics EPC., Mumbai. 
Trend of Exports, HS Code Wise, 94-97 (1997) ; ; : me Ditto. 
Agarbatti Essential Oils . 0 Ditto. 

— Ditto. 


6 
7 
8. Fine Chemicals, Alcohol and Coaltar 
9 7 Anunam Publishers, New Delhi. 


Duty Drawback, 1998-99, Anita Kumari . ; : : Rs. 
Agricultural and Processed Food Pro- 
ducts, Export Development Authority, 
New Delhi. 


10. Export Statistics for Agro and Food Products India, 1997-98 


14a pAPEDA Thirtcenth Annual Report, 97-98 mAs, Ditto. 


12. Annual Report, 1997-98 . 3 : : : . : ‘ Centre for Studies in Social Sciences, 
F Calcutta. 


13. Highlights, 1998-99 Indian Chambers of Commerce, Calcutta. 


14. Corporate Sector May, 1999, Economic Intelligence Service — CMIE Pvt. Ltd., Mumbai. 


— UNTCAD/WTO/International Trade 


15. Information Technology Service : p ; , , : 
Centre, Geneva. 
16. H.P.S. Groundnuts, A Survey of Selected European Markets — Ditto. 
17. Food and Beverages, (A Practical Guide to the South African — Ditto. 
Markets). 
18. Export Credit Insurance and Guarantee Schemes _ Ditto. 
we Ditto. 


World Directory of Trade Promotion Organisations and other 
Foreign Trade Bodies, (1999). 
= JETRO, Tokyo. 


21. International Technology and Business Oprortunities, April- Asian and Pacific Centre for Transfer, 
June, 1999. ~ New Delhi. 


20. Japan Trade Directory, 1999-2000 


22. Annual Report, presented to 1977 Bank Al-Maghrib Rabat. 
23. Annual Report, 1997-98 Ce ntral Bank of Egypt — CBE, Cairo. 
24. Biographical Dictionary of the Federal Judiciary (1976) Gale Research Company. 
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Name of Publications 


U.S. Industry & Trade Out Look, 98, 36th ed, (1998) 
The Beautiful Country by Arno!d Ehrlich . 


Yearbook of International Organisation Vol.-I, 1996-97, by 
Union of International Associations. 


Goode’s World Atlas by Edward, B. Espenshade 


MODVAT Law and Procedures, 1999-2000 by B.N. Gururaj, 
2nd ed. (1999). 


Central Excise Law Manual, 1999-2000 by R.K. Jain 

Customs Law Manual, 1999-2000 by R.K. Jain. 

Central Excise Tartff of India, 1999-2000 by R.K. Jain 
Directory Central Govt. Officials, Council of Ministers Gov. rnors 
The West Bengal Act, 1956 

Profession Tax Guides of Dhanuka’s by West Bengal .. 

The Prevention of Money Laundering Bill, 1998 (NBFCS) . 
World Directory of Agents by Anil Kumar & Sunil Garg (1998) 


World Industry and Trade Organisations, by Sunil Garg and Anil 
Kumar. 


Java in a Nutshell by Flanagan David 

Economic Developments inIndia by Raj Kapila and Uma Kapila 
(Monthly up-date) Vol.-15 (1999). 

Taxaman’s Income-Tax Act, 1961 by O.P. Tandon (1999) . 


Taxamenns Income-Tax Rules,. 1962 by O.P. Tandon (1999) 
Fraud and Mistake in Law oy.H.G. Basu, 3rd ed. (1997) . 


Customs Taritf of India, 1999-2000 by R.K. Jain (1999) 
The Powers and Duties of Magistrates by B.R. Beoira’s (1997) 


Disputed Documents Examination and Finger Prints Identification 
(1997). 


Cyprus Exports, 1999-2600 (1999) 


Assessment of Research and Development in the ESCWA Mamber 


Countries. 


Assessment of Intrarr:gional and Interregional Transport Links 
and Infrastructures. 


Survey on Incorporating the Environmental Dimension into 
Development Plans. 


Report and Accounts, 1998 


Price 
Rss’ 350 
Rs. 425 
Rs. 300 


Rsend 7d 
Rs rd Z0 
Rs.- 150 
RSo OD 
Ks. 395 
Rs. | 260 
Rs. 5,000 
Rs. 300 
R8.5/4210 
Rs. 550 
Rs; 420 
Rs. 450 
Rs. 350 


Name of Issuing 
Authority/Publishers 


Mcgraw Hill, Washington. 
The Viking Press, New York. 


K.G. Saur Munchen, New Proyidence, 
London. : Toeest fay 


Rand M.C. Nally Company, Chicago. 


Centax Publications Pvt., Now Delhi: 


Ditto, 
Ditto. 
Ditto. 

Centre of Publications, New Belhtt 

Book Corporations, Calcutta. 
Ditto. 

een oe Publishers, New Delhi. 
Ditto. | 
Ditto, 


ib 


Shr off Publishers 


i and Distributors, 
Mumbai, Laat ; 


Academic Foundation, New, Delhi. , 
B. B. Bhargava on behalf of Taxation, 
New Delhi. 
Ditto. 


The Law Book Co, Ltd,, 
Allahabad-211 001.” 


Centax Publications Pvt., New Delhi, 
The Law Book Comp. Pyt., Allahabad. 


Ditto.% 


Cyprus Chamber of Commerce & Industry, 


Nicosia. 


ESCWA, Baghdad. 
Ditto. 
Ditto. mn 


Danmark National Bank, Copenhagen. 
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GENERAL MATTERS 


Initiation of Anti-dumping investigation concerning import of Vitamin-C from Russia & E. U. 
(To be published in Part-I Section 1 of the Gazetted of India Extraordinary) 


No. 26/1/99/DGAD 
Government of India 
Ministry of Commerce 


New Delhi, dated 10th August: 1999, 


INVITATION NOTIFICATION 
Subject :—Initiation of anti-dumping investigation conceining import of Vitamin-C from Russia and E.U. 


No. 26/1/99/DGAD : M/s. Ambalaj Sarabhai Entrprises Ltd. on behalf of the domestic industry has filed, 
a perition in accordance with the Customs Tariff Act., 1975 a8 amended in 1995 and Customs Tariff (Identification 
Assessment and Collection of Anti-Dumping Duty on Dumped Articles and for Determination of — Injury) Rules. 
1995 before the Designated Authotity (herein after referred to as tha Authority) all eging cum ping of Vitami;-C 
from Russia and E.U. and requested for anti-dumping investingations and levy of anti-dumping duties. 


1. Product Involved : The product involved in the present petition is Vitamin-C/Ascorbic Acid (also. referred 
as subject goods hereinafter) originating in or exported from the subject countries and classified undex 
Customs Sub-heading 2936.2700 of the Customs Tatiff Act, 1975. The classification is, | however indicative 
only and is in no way binding on the scope of the present investigatiou. 


2. Domestic Industry Standing : The perition has been filed by the M's Ambalai Sarabhi Eneterprises 
Ltd., Baroda. The petiton is the soel producer of Vitamin-C in India and therefore, the petitioner 
Satisfies the standing to file the petition on behalf of the domestic industry. 


3. Country (ies) involved : As petitioner has provded specific prima faice evidence in case of countries 
erman and U.K. and claimed that member countries of European Union are having common customs 
territory and there are no custom barriers therefore petitioner’s request to initiate investigations against 
European Union cumulatively has been accepted by the Designated Aiuthority. Hence the country (ies) 
involved for alleged dumping of Vitamin-C are Russia and EU (herem referred to as subject countries). 


4. Like Articles : The petitioner has claimed that goods produced by it are like articles to the good 
produced, origanating in or exported frem the subject countries . Goods producted by the petitioners 


aie being treated as like articles to the goods imported from the subject countries within the meaning 
of the Rules. 


5. Normal Value : The petitioner has claimed normal value based on the constructed normal value of 
Vitamin-C in case of Russia. The petitioner has submitted a letter from Indian High Commissioner, 
indicating the prevailing domestic price of Vitamin-C in Germany, U.K. and E.U. The petitioner has 
claimed Germany and U.K. are the part of European Union and having a common custom territory, the 
prices in the whole of the European are bound to be the same. 


6. Export Price : The Petitioner has claimed the export price based on data compiled by the Directorate 
General of Commercial Intelligence and Statistics, Calcutta fiom Ist April, 1998 to 31st August, 1998 and 
Chemical Weekly for the period Ist April, 1998 to 3lst December, 1998 which provide information on 
export price of subject goods to India, and import price of subject goods in India. The petitioners have 
claimed adjustments on account of ocean freight, insurance and commission to arrive at the ex-factory 
price. 
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7. Dumping Margin : There is sufficient prima-facie evidence that the normal value of the subject goods 


10. 


Lb: 


i. 


in the subject countries is significantly higher than the price at which it has been exported to India indicating 
prima-facie that the subject goods are being dumped by the exporters from the subject countries. 


Injuiy and Casual Link : Various parameters relating to injury such as supressed domestic prices, 
decline in sales, declinng profits, decline in capacity utilisation etc., prima-facie indicate collectively and 
cumulatively that comestic industry has suffered material injury on account of dumping. 


Initiation of Anti-Dumping Investigation : The Designated Authority in veiw of the foreoging paragraph, 
initiates anti-dumping investigations into the existence, degree and effect of alleged dumping of the subject 
goods originating in or exported from the subject countries. 


Period of Investigation : The period of investigation for the purpose of present investigations is Ist 
April, 1998 to 3lst March, 19$9 (12 months). 


Submission of Infoimation : The exporters in the subject countries and the importers in India known 
to be concerned are being addressed separately to submit relevant information in the form and manner 
prescribed and to meke their veiws known to the Designated Authority, Ministry of Commerce, Anti- 
Dumping Division, Udoyg Bhavan. New Delhi-110 011. Any other interested party may also make its 
submissions relevant to the investigation in the prescribed form and manner within the time limit set out 
below. 


Time Limit : Any information relating to the present investigations should be sent in writing so as to 
reach the Authority at the address mentioned above not later than forty days from the date of publication 
of this notification. The known cxpciters end importers, who aie being addressed separately are, 
however, required to submit the infomation within forty days from the date of letter addressed to them» 
seperately. 


13. Inspection of Public File : In terms of Rule 6 (7), any interested party may inspect the public file 


14. 


B238 


containing non-confidential version of the evidence submitted by other interested parties. 

In case where ani interested party refuses access to, or otherwise does not provide necessary information 
within a reasonable period, or significantly impedes the investigation, the Authority may record its findings 
on the basis of the facts available to it.and make such recommentadtions to the Central Gover nment as 
deemed fit. 


Sd./- 
Designated Authority 


[Source : Ministry of Commerce, Government of India, New Dethi.] 
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* be depositing Earnest 


PART-C 


Indian Tender Notices— 


GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 
INDO-TIBETAN BORDER POLICE 
Procurement Cell, Tigri Camp, P. O. : Madangir, New Delhi-116 062 
Kapok 


Mattress MK-2 


Tenders ar? invited on behalf of the President of India for the 
supply of following items :— 
Tender No. : IV-17013/8/99/4-11-99/PC-7. 
Closing Date and Tim: : 4th November, 1999 at 11 hrs. 


Opening Date and Tim= : 4th November, 1999 at 12 hes. 


Item Description of Stores Quantity 
No. 
1. Mattress Kapok MK-2 Complete with 7,850 Nos. 


cover large size. 
Specification : IND/TC/2109 (i) and the 
following :-— 


(i) Cotton long cloth shall conform to 
Varicty No. 1 of IS : 187-1978 with 
Amendment No. 1 & 2 (Reaffirmed 
1992) 


(ii) Quilting shall be done by the machine, 
Specification and other details as per Tender Schedule. 


Tenders are available for sale at this Office against payment of 
Rs. 100 only from 10 a.m. to 1 p.m. and from 2-30 p.m. to 6 
P-m. On all working days by Cash/Money Order. Paymnet 
can also be made by Demand Dratt drawn in favour of Accounts 
Oilicer, Directorate General, ITB Police payable at SBI R. K. 
Puram, New Delhi. No other mode of payment will be accepted. 
Tenderers desirous of having tender documents by Post shall 
add Rs. 25 towards postage. 


All firms who are not registered with DGS&D/NSIC for the 
subject stores as per specification shall be required to deposit 
Earnest Money of Rs. 49,455 only maximum alongwith their 
offer. The firms registered with DGS&D/NSIC with some 
monetary limits for the stores of required specification shall also 
Money equivalent to 2 per cent of their 


tender value over and above monetary limit. 


* 


Sd/- 
Commandant Staff (Proy.) 
[No. [V-17013/8/99/4.11.99/PC-7-180, dated 11-8-99.] 
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LATE ENQUIRIES 


Capes Water Proof Snow 


Tenders are invited on behalf of the President of India for 
the supply of following items :— 


: 1V-17013/9/9-11-99/PC-2. 
1999 at {1 hrs. 


Tender No. 


Closing Date and Time : 9th September, 


Opening Date and Time : 9th September, 1999 at 12 hrs. 


Item Description of Stores Quantity 
No. 4 
1, Capes water proofsnow Medium. A 3,850 Nos. 
Large ° 4,000 99 
Total : 7,850 Nos. 


Specification : JIND/TC/4951 (n) with 
the following :— 


(i) Basic Fabric Cotton closely woven 
dual shade (White & O. G.) water 
repellent shall conform to V. No. 
‘C’ of Specn. No. JSS-8305-5/ 
April-80. 


(ii) Tape Cotton Grey 6 mm. shall 
conform to Spscn. No. IS : 1895-82. 


(iii) Sewing cotton 9.8 Tex. & 6 White 
O. G. shall conform to V. No. 31 
of [S ; 1720-1978 (Reaffirmed 1991). 


(iv) Sewing Cotton 27 Tex x 6 White/ 
O. G. shall conform to V. No. 35 
of IS ; 1720-1978 (Reaffirmed 1991). 


Specification and other details as per Tender Schedule. 


Tenders are available for sale at this Office against payment 
of Rs. 100 only from 10 a.m. to 1 p.m. and from 2.30 p.m. to 6 
p.m. on all working days by Cash/Money Order. Payment. 
can also be made by Demand Draft drawn in favour of Accounts 
Ofticcr, Directorate General, ITB Police payable at SBI, R. K. 
Puram, New Delhi. No other mode of payment will be accepted, 
Tenderers desirous of having tender documents by post shall 
add Rs. 25 towards postage. 


All firms who are not registered with DGS&D/NSIC_ for the 
subject stores as per specification shall be required to deposit 
Earnest Money of Rs. 72,220 only maximum alongwith their 
offer. The firms registered with DGS&D/NSIC with some more- 
tary limits for the stores of required specification shall | oe aes 
depositing Earnest Money equivale nt to 2 per cent of their tender 
value over and above monetary limit. 


Sd/- 
Commandant Staff (Prov.) 


[No. IV-17013/9/9-11-99/PC-2-181, dated 11-8-99.] 
C5A3 


GOVERNMENT OF INDIA 
MINISTRY OF LABOUR 
ADVANCED TRAINING INSTITUTE 
Electronics and Process Instrumentation Ramanthapur Uppal Road, Hyderabad-500 013 
PLC Training. System, etc. 


Separate sealad item rate ter.ders in duplicate ere invited on behalf of the President of India from reputed manufacturers or nee 
authorised dealers/distributors for the supply, installation, commissioning of the following items/goods ;— 


Item No. I : PLC Training System. 


Item No. II +: Personal Computers. 


Standard accessories included inthe price system should be mentioned in detailand other gpecial, necessary accessories which 
may be considered asrelevant for performing above work may be extra. individually priced. 


In case of goods are offered on DGS &D rate contract, 2 copy of rate contract may be supplied in duplicate. 


Prices in Indian Rs.should bo F.O.R. at ATI-EPI, Ramanthapur, Hyderabed-500013. The component of SalesTax. Excise Duty 
and other charges shall be clearly indicated in, percentage 2s well as emourt. Form ‘D’ relating to C.S.T. and othor relevant document 
will be supplied by this Institute. 

Prices should include calibration. testing, installation and commissioning above equipment/systcm. Tenders are seria 
provide the brand, name of manufacturer, Model No. etc. 


Supplier should be ready to provide aftar Sales serivcy and erter into A.M.C., if necessary. 
Tho maintenance capability of tenderer currenily exisisting in Hyderebed and A.P. should be clearly indicated. 
Tenderer shall also mention validity period of tenders upto 3 months trom closing date of tenders. 


The goods supplied by the firms should be 1 year warranty after installation, commissioning of equipment. 
Purchases shall not be liable to pay any transit insurance. 
: Full payment will be made through Bank D.D. within 45 days after successful installation. commissioning and training of staff 
OF this Institute. 


No other terms of payment are acceptable. 


The liquidated damages equivelent to 0.5 pet cont of value of equipment will be imposed for failure to comply with the accopted 


delivery date of the equirmert. 


Ths dotailed literature of the system and relevant documents should be invariably supplied induplicate along with the goods to be 


delivered to the Institute. 


All the above items will be used strictly for training purpose. Please quote educational prices whereever applicable. 


The tender shall be received upto 3 p.m. on 4th October, 1999 and shall be opened on the same date at 3.30 p.m.inthe presence of 
tenderers/representatives if any. Late tenders will be rejected. 


The Director of ATL-EPI. Ramanthapur, Hydcrabad-13 reserves right to reject any or alltenders or altcr quantities without assign- 
ing any reasons whatsoever. 
ITEM-I—PLC TRAINING SYSTEM 
Technical specificetion for Modular “PLC Training System” Quantity 01 No. 


I. CPU : Itshouldhave integrated for Profibres-DP interface and also integrated multi point interface and 2 tier 
configuration with necessary interface modules. 


(a) Main memory : 48 KB 

(b) Momory card 16 KB X 8 cards (capacity expandable up to 512 KB). 
(c) Processing speed : 0.3 ms for 1 KB (2pproximately). 

(d) Digital 1/o : 1024 

(c) Analog I/O 7G, 

(f) No. of flags’ : 2048 

(g) No. of timers : 128 
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(h) No. of counters 


(i) Interface 


(j) Programming software 


(k) Networking 
(1) Programming device 


II. Signal Modules : 
(a) Digital Input, 
(b) Digital Output 
(c) Analog Input 
(d) Analog Output 


(e) Simulator Module 


II. Function Modules : 
(a) Control Module 


(b) Cam Control Module 


(c) Fast count Module 
(d) Axis control 


IV. Power supply module : 


64 
MP] interfaceat 187.5K B/S on Profibus-DP system with neces- 
sary hardware and software. 


: PC based programming software with facilitics to programme 


in Ladder Logic. Statement List, Contre! System Flow Chart, 
and other compatible standard languge. Facility to up load/ 
down load files through computer. The software should have 
integrated PID control block for Analog I/O and intc grated 
Human Machine Interface for data exchange. 

MPI. Interface on LAN for communication with Slave PLC 
Interface Module and cable with necessary hardware for estab- 
lishing LAN over 500 raunning meters. 


Light Weight portable programming device for onsite mainte- 
nance and service-(Qty : 01 No.).. 


24 V D.C. 16 Channel (Qty :02 Nos.) 

24 V D.C./0.5 A 16 Channel (Qty : 02 Nos.) 
4 Channel + 10V Input (Qty : 01 No.) 

4 Chennal + 10V Output (Qty : 01 No.) 


16 Channel DI (Qty : 02 Nos.) 
16 Channel DO (Qty : 02 Nos.) 


It can be parameterised for continous action or step action con- 
trol for 20 to 400 ms cycle time (Qty : 01 No.) 


Cam designing On 128 tracks. 


For frequency measurement, speed measurement, position con- 
trol for input pulses upto 500 KHz. 


4 axis module for control drives with servo motor and stepper 
motor. 


Modular power supply unit operating on 230 V AC. suitable for above PLC system. 


Notes : (1) The system should have all facilities to be connectcd in LANand work as MASTER. 


(2) The system should be supplied with all the necessary cables, connectors, necessary accessories for cffective 


installation. and commissioning. 


Technical specification for Modular “PLC Training System” 


I.._.,CPU, 
(a) Programme Memory 
(b) Memory sub-module 
(c) Processing Speed 
(d) No. of flags 
(e) No. of timers 
(f) No. of counters 


(g) Interface 


Internal 2UkB 

Plug-ix LPROM, EEPROM 20 KB 

1.6 ms for 1 k statements (approximately) 

2048 

128 

128 

Facility to hook up on LAN preferably with profibus communi- 


cation system. Necessary hardware and software should 
supplied. 
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Quantity— 


04 Nos. 


C545 


(h) Programming software 4 PC based programmilig software with facilitics to progian.ume 
in Ladder Logic, Statement List, Control System Flow Chart, 
and other compatiblc standard language. Faciiitytoup load/ 
down load filcs through computcr. The softwarc should kaye 
integratud PID control block for Analog 1/O and integrated 
Human Machine Interface for data exchange. 


(i) Power supply : Modular poWer supply unit operating on 230 V A.C. 
(j) Programming unit for each : Portable CRT based programming device should be supplied. 
Il. Signal Modules: (Qty sp2cified below are for each PLC System). 


(a) Digital Input Module > 8X24VDC (Qty : 02 Nos.) 
8X230 VAC (Qty : 02 Nos.) 


(b) Digital Output Module : 8X24 V DC /0.5 A, (Qty : 02 Nos.) 
8X230V AC/0.5 A (Qty : 02 Nos.) 
(c) Relay output Module : 8Chennal Relay output for 30 V DC/2.54&250 VAC/SA. 
(Qty : 04 Nos.) 
(d) Analog Input : 4 Cheannel +/-10V Input (Qty : 01 No.). 
: 4 Channel +4 to 20 mA input (Qty : 01 No.) 
(e) Analog Output : 4 Channel +/-10V Output (Qty : 01 No.) . 


4 Channel + 4 to 20 mA output (Qty : 01 No.) 
(f) Serial interface module : For HMI data exchange for printer or computer. 


Notes :— (1) Thesystem should have the required facilities to connect toa LAN and operate as SLAVE system and also as an inde- 
Pendent system. i 


(2) The system should be supplied with all the necessary , cables, connectors and accessories for effective installation and 
cominissioning, 


Technical specification for “Models” for simulation on PIC training system. , : Quantity . 02 ee each 
Oo Ne 

following. 

(1) Seven segment display module 

(2) Fan control module 

(3) Sequential switching of motors module 

(4) Tank level control module 

(5) Reaction vessel module 

(6) Lift control module 

(7) Resistance control moudule : : 

Technical specification for ‘‘Relay Panel’’ for PLC System . A ; ; A ; : Quantity . 05 Nos. 

_ Therelay pa nel should have facility to generate/provide 32 digital signals (24 VDOC), 8 BCD Signals (24 VDC using TWS), 4 analog 
signals (0 to 20 mA/24 VDC) as inputs to the PLC system from switches and knobs on front panel. LEDindication for digital signals 
and DPM for analog signals should be provided on front panel. 

The relay panel should have facility to indicate 22 digital signals and 4 channel analog signals available as an output of PLC system 
through LED for digital signal and DPM for analog signals. Terminals should be provided onthe front panel for the *no-p-nc’ con- 
tacts ofthe relays connected to each of the digital signals, terminals should be provided for analog signals. 


Connections between therelay paneland the PIC system is to be made from terminal blocks at the rear panel. Necessary cables 
and connectors for installing and commissioning should be supplied 


ITEM IT : PERSONAL COMPUTERS 


Technical specifications for “Personal Computers” for PLC System. d ; . ‘ Quantity . 5 Nos. 
| ae Gy 2B OR : Intel Pentium III processor 450 MHz 

2. Bus : 100 MHz front end bus 

3. RAM ; : 128 MB, 100 MHz RSD RAM DIMM 

4. I/O Slots > 5-PCI/1-PCI/ISA Shared 
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10. 
11. 
jw 


13 
14. 


5. LAN 

6. HDD 
‘lg 
8 
9 


Disk Controller 


. CD-ROM 
~ FDD 


Monitor 
Modem 


Software 


Keyboard 


Mouse 


Notes : (1) The system will be connected to PLC Trainer system for PLC programming. 


Integrated 10/100 TX LAN Adapter on PCI local bus 

9-GB ultra SCSI HDD expandable upto 72.8 GB 

Integrated dual channel SCSI disk controller 

48 X CD ROM Drive for 4 system and DVD Drive for 01 system 
2 X 1.44 MB drives 

15” SVGA Colour Monitor non-interlaced 

External 56 KBPS voice/fax modem (Qty : 01 No. only) 


Licensed latest version of Windows NT for 10 user, Licensed professional 
version of MS Office 2000, licensed anti virus software 


With 98 compatible keyboard 


IBM compatible mouse for 04 systems and infrared mouse for 01 system 


(2) The supplier should be in a position to attend service call whenever required and assist the installation, comnbissioning 
and operation of PLC system. 


[No. D-21013/2(43)/99-PS/1158, dated 18-8-99.] 
GOVERNMENT OF INDIA 
MINISTRY OF FINANCE 
BANK NOTE PRESS 
Dewas (M. P. )-455 003 


Supply of daylight Fluorescent Pigment 


Sealed dual tenders in prescribed form are invited for the supply of following itcms upto 16.00 hrs. 


Serial Name of Items Quantity Cost of Last Date of Date of Opening 
No. the Tender Selling the Tender the Tender 
Rs, 

1. Daylight Fluorescent Pigment Concentrate 200 Kgs. 300 Sth October, 1999 6th October, 1999 
(Flushed) Flame Orange ODX-4 of Swada : 
(London) Ltd. or cquivalent for high quality 
O/S & I/P inks as per our Specifications, 

2. Monblock Centrifugal pumps as per our 7 Nos, 100 5th October, 1999 6th October, 1999, 


Specification and drawing. 


Prescribed tender form showing specificaticns, tci1ms and conditions for supply of above items can be had from the Office of the 
General Manager, Bank Note Press, Dewas (M. P.) on any working day except Monday by M. O. /D. D./Payable ai Dewas/T. P. O./ 
Cash in favour of Chief Accounts Officer, Bank Note Press, Dewas (M. P.)-455003. Please note separate tenders have to be purchased 
for each of the above items. 


INo. BNP/P/INK/25/99/OT/OLX-4, dated 7-8-99,] 


——. *—_.——. 


Supply of Festo make Pneumatic Spares for Cut-Pack Machine 


Sealed dual tenders in prescribed forms are invited for the supply of following items upto 16.60 hrs. 


Serial Name of Items Cost of Last date of Date of Opening 
No. the Tender Selling the Tender the Tender 
Rs. ‘ti 
1. Festo make pneumatic spares, for Cut-pack Machine Technical 100 Sth November, 1999 6th November, 1999 
specification with schedule of quantity available with tcnder 


ocuments, 
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Prescribed tender form showing specificaticns, tc1ms anc cencitions for supply of above items can be had from the Office of the 
General Manager, Bank Note Press, bcewas (M. P.) on any working day except Monday. by M. G./D.D./Payable at Dewas/i. P. O./ 
Cash in favour of Chief Accounts Officer, Bank Note Pres$, Dewas (M. P.)-455 003, Please note separate tenders have to be purchased 
jor each of the above items. *e 

[No BNP/P/[MP-SUB/99/OT/9. dated 14-8-99.] 
GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA : 
Material Management Division, Southern Kegion, GSI Complex (P.O.), Baudlaguda, Hyderabad-560 068 
False Roofing 


Sealed tenders are invited from the Repuicd Govcirmcri Supplicrs for supply of following items at an Estimated Cost (Approx. ) 
mentioned above. All tenders will be opencd on Sth October, 19¢9 at 14.30 hrs. Ry 


Serial Open Tender No. and Date and Description of Itéms Required © Estimated 
No. Quantity *'Cost 
_.. (Approx.) 
Rs. 
1. 08/99, 
Dated, 30-7-1999— 
False Roofing with 12 mm Gypsum Board (Design) with GI frame work including one 800 Sq. ft. 48,000 


coat of primer, etc. 


Required material supply, and fixing as above in Library Room, GSI, SR, HYD. 
should be done by the bidder/firm only. 


Tender schedules containing the details of specifications, terms and conditions may be had from the Dy. Controller of Stores, 


at a cost of Rs. 100 per each Tender set by D.D. in favour of the Administrative Officer (Cash), Geological Survey of India, Southern 
Region GSI Complex (P.O.) Bandlaguda, Hyderabad-500 068 between 11 a.m. and 2.00 p.m. 


Sd. /- 
Dy. Controiler of Stores 
[No. File No, 429/D-44011/2/99-MMD, dated 3-8-99.] 
Biological Oxygen Demand incubator 


~ Sealed Teders are invited from the reputed Government Supplicrs for suplply of following items at an Estimated Cost of Rupees 
asabove. All tenders will be opened on Sth October, 1999 at 14.30 hrs. 


Serial Tender No. and Date and Description of Items - Required Estimated 
No. Quantity Cost 
(Approx.) 
Rs. 
1. 07/99 Shae yt ca 
Dated, 30-7-1995— AD Tee 
Biological Oxygen Demand Incubator (BDO) . : s 4 - a : ‘ taNols of 70,000 — 


Double walled Double Door Incubator with inner chamber size : 24” X 22” X 33” 
Temperature Range : 5° C to 60° C with temperature accuracy +0.5°, C 
All controls and indicators should bs microprocessor based with PT-100 sensor, etc. 


NB. Wherever the DGS & D rate contract is concluded, the suppliers should quote rate contract-Prics and Furnish a Copy of rate 
coniract with the Tender. 


Tender schedules containing the full details with Technical Specifications, Terms and Conditions may be had from the undersigned 
at a Cost of Rs. 100 per each Tender set by D.D. in favour of ths Administrative Officer (Cash) Geological Survey of India Southern 


& 


Region, GSI Complex (P.O.) Bandlaguda, Hyderabad-500 068 between 11 a.m. and 2.00 p.m. on any working day. 


Sd.|- 
Dy. Controller of Stores 


[No. 428/D-38001/4/99/MMD, dated 3-8-99.] 
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Dy. Director GENERAL, WESTERN RezGiIon, 15-16, 
JHALANA INSTITUTIONAL AREA, JAIPUR-302 004 


Printing of 300/500 Copies about 26 Multicoloured., 


Maps of GSI 


The Dy. Director General, Geological Survey of 
Indja, Western Region, 15-16, Jhalana Institutional 
Avea, Jaipur-302 004 invites, on behalf. .of . the 
President of India, sealed tenders from reputed 
printers for printing of 300/500 copies each of about 
26 Multicoloured Geological Maps of Geological 
Survey of India, Western Region, Jaipur in 23’ 
36” andjor 3040” size in Maplitho Paper. The 
printers may quote for composition, plate-making, 
processing of colour art works and maps, paper, 
printing, alongwith their terms and conditions within 
a month of date of this advertisement on forms 
(with terms and conditions) which are available for 
Rs. 10 only from the Cash Section’ of GSI, WR, 
15-16, Jhalana Institutional Area, Jaipur-302 004. 
The Estimated Cost. of maps is about Rs. 50,000 
per map. Sale of Tender Schedule upto 28th Sep- 
tember, {999 on ali working days upto 3 p.m. Tender 
will be cpened on 29th September, 1999 at 3 p.m. 


‘[No. 11/7/PUR|MM/99-2000, dated 18-8-99.] 


Sr. Dy. DrrectorR GENERAL, NORTHERN REGION, 
SECTOR-E, ALIGANS, LUcKNOW-226 024 


Computer, etc. 


Sr. Duputy Director General, Northern Region, 
Geological Survey of India, | Sector-E, Aligani, 
Lucknow -226 024 invites sealed tenders from reputed 
firms dealing in Computer, Peripheral. 


Estimated Cost Rs. 16 Lacs. 


Tender Forms containing terms, conditions and 
specifications may be had from the Cashier @ 
Rs... 320 upto 22nd October, 1999. QOuitstation 
tenderers may obtain the Tender Forms from the 


Cashier by remitting . the cost by Money Order. 
Tender must be accompanied with Deposit-Call- 
Receipt from any Nationalised Bank for Rs. 80,000 
as Earnest Money in favour of Sr. Dy. Director 
General, Northern Region, Geological Survey of 
India, Lucknow. The due date of opening of tender 
enguiry is 25th October, 1999. 


Sd./- 
Stores Officer 


[No. 1367P|D-19019/33|98|26, dated 17-8-99.] 


GOVERNMENT OF INDIA 
INDIA METEOROLOGICAL DEPARTMENT 


OFFICE OF THE DIRECTOR GENERAL OF 
METEOROLOGY, 
MAUSAM BHAVAN, Lopr Roap, NEw DELHI-110 003 


TELEGRAPHIC ADDRESS : DIRGENMET, 
EW DELHI 


Vinyl Battery Compartments 
Enquiry No. CPU|53,0899|1020. 


Due for Opening at 3 p.m. on 14th September, 
1999. 


Destination : New Delhi. 

Sealed tenders. are invited for the following stores 
schedule containing complete specification of stores 
with detailed terms and conditions of supply may be 
obtained from the above Office on payment of Rs. 50 
only through a Bank Draft. drawn on a Nationalised 


. Bank in favour of the “Assistant Meteorologist(DDO), 


DGM's Office” payable at New Delhi. 


: 3 ae SSS 
S!. No. 


Description of Stores is Quantity. 


1. Vinyl Battery Compartments 36,000 Nos. 


(No, CPU|53/0899|1020/991, dated 6-8-99.] 


GOVERNMENT OF INDIA 
DEPARTMENT OF ATOMIC ENERGY 


DIRECTORATE OF PURCHASE AND STORES 


Vikram Sarabhai Bhavan,- Anushakti Nagar, Mumbai-409094. 


Control Valve 


For and on behalf the of the President of India, the Director, Purche<c and Stores Bircctorete cf Purchase ené Stores De- 
partment of Atomic Energy, Mumbaiinvites sealcd tenders as detailed below :— 


Tender No.and Descripticn of Stores 


DPS/04/MTL/9948 — 


Design Manufacture, assembly, inspection, testing, packing, delivery, supply and guarentce of control valves as per 


purchaser’s tender specificaticns. 
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Quantity 


11 Nos. 


C549 


Last Date for Receipt of Tenders 16-30 p.m, on 4th October, 1999. 


Date of Opening of tender 11.30 a.m. on 5th October, 1999. 


Last Date for Sale of Tender Documents 29th Septem ber, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and rte 
ment of Atomic Energy. at Public Relation Cell, Lower rune Flag, South hes el es Sara bhai Stores Depa rt 
Mumbai- 94, between 10.30a.m. and 3 p.m. on all working days. Postal requests should be accompanied bya Mon r O- 
wards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cel], “The mee a 
accept or reject the lowest or any tenders in part or full without as signing a ny reasons 1s reserved, RE 


Sd./- 
Asstt. Purchase aoa 


[No. DPS/04/MTI/9°948, dated 4-08-1999. and DPS/Tender/DAVP 
158, dated 5-08-1999. ] 


Welding and stress Relieving 


For and on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and S.oges 
Department of Atomic. Energy, Mumbai invites sealed tendersas detailed below :— | 


Tender No. and Description of Stores Qua ntity 


DPS/04/ENG/23362— , ; 
Welding and stress relieving (post-weld heat treatment) of supplied pre-machined 400 NB 100 Sch. Cys. Pipes. 6 No; 
to form ‘400 NB L-B-B-A pipe specimens’’ details of which are givne as per purcheser’s tender document Saas 


required at Central Workshop Stores BARC. Trcmbay, Mumbai. 


Last Date for Receipt of Tenders 16-30 p.m, on 4th October, 1999. 


Date of Opening of Tender 11-30 a.m. on 5th October, 1999, 


Last Date for Sale of Tender Documents : 29th September, 1999. 


The above tender notice will appear inthe Export Service bulletin published by the Trade Fai Authorityof India New 
Delhi and in allleading Englishand Vernacular dailies. ‘ 


Tender documents priced at Rs. 100 can be cbtained from the Accounts Officer. Directorate of Purchase and Stores Depart- 


ment of Atomic Energy at Public Relation Cell Lower Ground Floor, South Wing, Vikram Sarabhai Bhé van, Anushaktinagar 


Mum bai 94. between 10.30 a.m. and to 3.00 p.m. on all working days. Postal requests should be accompanicd Pye iene y Order 
towards the prescribed cost of tender documen. and addressed to Accounts Officer at the Puble Relations Cell, “Pie right to accept 
or reject the lowest or any tenders in part or full without assigning any reasons is reserved. 
Sd./- 
Asstt. Purchase Officer 


[No. DPS/04/Eng./23362, dated 3-08-1999, and DPS/Tender/DAVP 
158, dated 5-08-1999.] 


Stainless Steel Globe Valve 


For and on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Depart« 
ment of Atomic Energy, Mumbai invites scaled tenders as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/MTL/9947— : 
Design, Manufacture, Inspection, testing, packing, delivery, suprly and guarantee of stainless steel globe valve, ball 265 Nos 
valve and non return valves as per purchaser’s tender specifica ticns. é 


Last Date for Receipt of Tenders + 16-30 p.m. on 4th October, 1999. 
Date of Opening of Tender : 11-30 a.m. on 5th October, 1999, 
Last Date for Sale of Tender Documents : 29th September, 1999. 
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Tender documents prices at Rs.100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atcmic Energy at Public Relations Cell, Lower Ground Floor. South Wing, Vikram Sarabhai Bhavan, Anushaktinagal> 
Mumbai - 94, between 10.30 a.m. and 3.00 p.m. onall- working days. Postal request should be accompanied by a Money Order to” 
wards the prescribed ccst of tender documentand addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tenders in part or full without assigning any reason is reserved. 

Sd/ 
Asstt. Purchase Officer 


[No. DPS/04/MTL/9947, dated 4-08-1999 and DPS/Tender/DAVP/158, dated 5-08-99.] 


S.S. Instrumentation Tube 


For and on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy, Mumba invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/MTL/9946— 
Manufacture, inspection, testing, packing, delivery, supply and guarantee of stainless steel 304 L seamless 6,000 Mtrs. 


instrumentation tubes in different sizes as per purchaser’s Tender Specifications. 


Last Date for Receipt of Tenders : 16-30 p.m. on 4th October, 1999. 


Date of Opening of Tender : 11-30 a.m. on 5th October, 1999. 


Last Date for Sale of Tender Documents : 29th September, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy at Public Relations Cell, Lower Ground Floor, South wing, Vikram Sarabhai Bhavan, Anushaktinagar , 
Mumbai - 94 between 10.30 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order to- 
wards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tenders in part or full without assgning any reason is reserved. 

Sd] 
Asstt. Purchase Officer 


[No, DPS/04/MTL/9946, dated 4-08-1999 and DPS/Tender/DAVP/158, dated 5-08-1999.] 


Oscilloscope 


For ard on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/MIC/33968— __ aoe 
Manufacture, testing, inspection, supply and gurantee of digital storage oscilloscope (with printer) as per purchaser’s 02 Nos. 


Tender Specification required at our project BARC, Trombay, Mumbai-85. 


Last Date for Receipt of Tenders : 16-30 hours (IST) on 5th October, 1999. 
Date of Opening of Tender : 11-30 a.m. on 6th October, 1999. 
Last Date for Sale of Tender Documents : 30th September, 1999. 


Tender documents priced at Rs. 300 can be obtained form the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar‘ 
Mumbai - 94. between 10-30 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order 
towatds the prescribed cost of tendéer document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tenders in part or full without assigning any reason is reserved. 
Sd/ 

Asstt. Purchase Officer 


[No. DPS/04/MIC/33968, dated 03-8-1999 and DPS/Tender/DAVP/158, dated 5-08-1999.] 
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Vessels and Accessories 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy, Mumbai invites sealcd tenders as detailed below ‘-— Pye Cea 


Tender No. and Description of Stores | , Quantity 


DPS/04/ENG/23367.— 


Fabrication and supply of Vessels and Acccssorics with support of type MS and AS as per drawing and Specification’ 8 Nos, 
£lven in purchaser’s Tender Document required at BARC site stores, at Trombay, Mumbai-400 085, 


Last date for receipt of tenders : 16.30 p.m. on 5th October, 1999. 
Date of Opening of Tender >: 11.30 a.m. on 6th October, 1999. 
Last date for Sale of tenderdocuments : 30th September, 1999. 
The above tender notice will appear in the Export Service Bulletin published by the Trade Fair Authority of India, New 


Delhi and inall leading English and Vernacular dailies. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy, at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar 
Mumbai- 94. between 10.30 a.m, and 3.00 p.m. on all working days. Postal requests should be accompanied by 2 Money Order 
towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tenders in part or full without assigning any reasons is reserved, % 


t 


Sdj- 
Asstt. Purchase Officer 


[No. DPS/04/Eng/23367, dated 3-08-1999, DPS/Tender/DAVP/158, dated 5-08-1999.] _ 


—=<— i 


Intermediate Plain Lead Bricks 


For and on behalf of the President of India, the’ Director, Purchase and Stores, Directotate of Purchase and Stores, 
Department of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores S Quantity 
DPS/04/ENG/23355— . . 
Fabrication of Intermediate Plain Lead bricks as per the purchaser’s Tender Document required at BARC Site stores 7,000 Nos. 

at Trombay. 

Last date for receipt of tenders : 16.30 p.m. on Sth October, 1999. 

Date of Opening of Tender : 11.30 a.m. on 6th October, 1999. 

Last date for Sale of tender documents : 30th September, 1999. 
The above tender notice will appearin the Export Service Bulletin published by the Trade Fair Authority of India, New Delhi 


and in all leading English and Vernacular dailies. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Aiomic Energy, at Public Relations Cell, Lower Ground Floor, South Wing. Vikram Sarabhai Bhavan, Anushaktinagar, 
Mumbai-94. between 10.30 a.m. and 3.00 p.m. onall working days. Postal requests should be accompanicd by a Money Order 
towards the prescribed cost of tcnder document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or rejectthe lowest or any tenders in part or full without assighing any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/04/Eng/23355, dated 2-08-1999, DPS/Tender/DAVP/158, dated 5-08-1999 ,] 
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C.S. Pipes Elbows 


For and on behalf of the President. of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, De- 
partment of Atomic Energy, Mumbai invites sealed tenders as detailed below -:— 


Tender No. and Description of Stores Quantity 


DPS/04/ENG/23357.— ; : 
Welding and stree relieving (post-weld heat treatment) of supplied pre-machined 400 nb 120 Sch. C:S. Pipes, 8 Nos. 


elbows and weld-neck flanges to form “400. NB L+«B-B-A Elbow Specimens”? details of which are given as per 
purchaser’s Tender Document required at Central Workshop Stores, BARC. Trombay, Mumbai. 


Last date for receipt of tenders : 16.30 p.m. on 5th October, 1999. 
Date of Opening of Tender : 11.30 a.m, on 6th October, 1999, 
Last date for Sale of tender documents ~ : 30th September, 1999. 


The above tender notice will appear in the Export Service Bulletin Published by the Trade Fair Authority of India, New 
Delhi ard in all leading English and Vernacular dailies. ° 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar 
mumbai 94. between 10.30 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order 
towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the towest or any tenders in part or full without assigning any reasons is reserved. 


Sd/ 
Asstt. Purchase Officer 


[No. DPS/04/ENG/23357, dated 5-08-1999, No. DPS/Tender/DAVP/158., dated 5-08-99.] 


——— Fe 
. 


Shredding Machine 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Store’, De- 
partment of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


DPS/¢4/GEN/24585— 
Shredding Machine. ; : : ‘ ‘ ; ‘ ; ‘ . : 4 ? i ; ‘ i 1 No. 
As per specification given in the purchaser’s Tender Document. 
Last date for receipt of tenders : 16.30 p.m. on 6th October, 1999. 
Date of Opening of Tender >: 11.30 a.m, on 7th October, 1999. 
Last date for Sale of tender documents : Ist October, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, De- 
partment of of Atomic Energy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, 
Anushaktinagar., Mumbai- 94. between 10.30 a.m. and-3.00 p.m. onall working days. Postal requests should be accompa- 
nied by a Money Order towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Rela- 
tions Cell. The right to accept or reject the lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer 


_ [No. DPS/04/GEN/24585, dated 28-07-1999, No. DPS/Tender/DAVP/158, dated 5-8-99,] 


. 
ee Fe 
. 


Machining of Dee Shell Aluminium Formers 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Departnicnt 


> 


of Atomic Energy, Mumbai invites sealed tenders as detailed below :— _ 


Tender No. and Description of Stores Quantity 


PS/04/ENG/23359—- 
Machining of Dee shell Aluminium formers, using 5 axis CNC Machine, in Alluminium alloy AA6061 T6 8 Nos. 
forged block as per drawing and Specifications given as per Purchaser’s Tender Documents re quired at Central 
Workshop Stores, BARC, Trombay, Mumbai: 
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Last Date for Receipt of Tenders | : 16-30 p.m.on6th October, 1999. 
Date of Opening of Tender. : 11-30 a.m. on 7th October, 1999. 
Last Date of Sale of Tender Documents : 1st October, 1999: 


The above tender notice will appear in the Export Service bulletin published by the Ttade Fair Authority of India, New Delhi 
aad in all leading English and Vernacular dailies. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
of Atomic Sa2rgy ai Pudlic Reiatioas Coll, Low:r Grouad Fioor, South Wing, Vikram Sarabhai Bhavan, Anvushaktinagar, Mumbai- 
94 between 10-30 a,.m. and 3-00 p.m. on all working days. Postal requests should be accompanicd by a Moncy Order iowards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or rejcct the 
lowest or any tenders in part or ful without assigning any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer 


{[No. DPS/04/ENG/23359, dated 3-8-99 and No. DPS/Tender/DAVP/158, dated 5-8-99.] 


Supply of Refrigerant Gas 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
DPS/09/CHEM/14032— . 
Supply of (50 Cylinders X 88 Kgs.) of Refrigerent Gas Grad-II to be supplied in Supplier’s Returnable Cylinder on 4,400 Kgs. 
“As and When required Basis” over a period of one year required at BARC, Trombay, Mumbai-85. ; 


Last Date of Receipt of Tenders : 16-30 hours on 7th October, 1999. 
Date of Opening of Tenders : 11-30 hours on 8th October, 1999. 
Last Date for Sale of Tender Set ; 4th October, 1999. 


Tender documents priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushaktinagar, Mumbai-400 094 
between 11-00 hours and 15-30 hours on all working days. Postal requests should be accompanied by a Money Order towards the 
prescribed cost of tender document and addressed to Accounts Officder at the Public Relations Cell. The right to accept or reject 
the lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/-, 
Asstt. Purchase Officer 
[No. DPS/09/CHEM/14032, dated 5-8-99 and No. DPS/Tender/DAVP/158, dated 5-8-99.] 
Pressure Ttransmitters 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :—- 


Tender No. and Description of Stores Quantity 
DPS/04/TPT/CPM/40— 


Electronic Differential Pressure Transmitters details as per Purchaser’s Tender Documents t i oo E ap OOO Nos. 
Last Date for Receipt of- Tenders : 7th Octeber, 1999. 
Last Date for Sale of Tender Documents : 4th October, 1999. 


Tender documents priced at Rs. 600 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Departments 
of Atomic Energy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai- 
400 034 between 11-09 a.m. and 3-30 p.m. on all working days, (except Saturdays & Sundays). Postal requests should accompanied ~ 
by a Moazy Order towards the prescribed cost of Tender document and addressed to Accounts Officer at the Public Relatiofls Cell. 
The right to accept or reject the lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer , 
[No. DPS/04/TPT/CPM/40, dated 30-7-99 and No. DPS/Tender/DAVP/158, dated 5-8-99.] 
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CNC Wire Cut EDM & Accessories 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders a8 detailed below ~— 


Tender No. and Description of Stores Quantity 
DPS/04/CAP/11802— 
Manufacture, Testing, Inspection, Supply and Guarantee of CNC Wire Cut EDM and Accessories as per 1 No. 
Purchaser’s Tender Specification required at Bhabha Atomic Reserach Centre, Trombay, Mumbai-85. 
Last Date for Receipt of Tenders : 16-30 p.m. on 7th Octuber, 1999. 
Last Date for Sale of Tender Documents : 4th October, 1999, 


Tender documents priced at Rs. 300 can be obtaitied froin the Accounts Officer, Directorate of Purchase and Siores, Department 
of Atomic Gaergy at Public Relations Cell, Lower Ground Floor. South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94 
between 10-30 a.m. and 3-00 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the 
prescribed cost of tender documents and addressed to Accounts Officer atthe Public Relations Cell, The right to accept or reject the 
lowest or any tenders in part or full without assigning any reasons Is reserved. 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/04/CAP/11802, dated 4-8-99 & DPS/Tender/DAVP/158, dated 5-8-99,] 


Energy Rrecovery Turbine 


For and on behalf of the Presidcnt of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/CAP/11798— ; 
Manufacture, Testing, Inspection, Supply and Guarantee of Energy Recovery Turbine for Sea Water Reverse 1 Set 
Osmosis (SWRO) desalination Plant as per Purchaser’s Tender Specilication required at Bhabha Atomic Research 
Centre, Trombay, Mumbai-85. 


Last Date for Receipt of Tenders : 16-30 p.m. on 8th October, 1999, 
Last Date for Sale of Tender Documents : Sth October, 1999. 

Tender documents prices at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
of Atomic Energy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94 
between 10-30 a.m. and 3-00 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the 
prescribed cost of tender documents and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved, 

Sd/- 
Asstt. Purchase Officer 


[No. DPS/04/CAP/11798, dated 4-8-99 & No. DPS/Tender/DAVP/158, dated 5-8-99.] 


Superconducting Cable 


For and on behal of the President of India, the Director, Purchase and Stores, Department of Atomic Energy, Mumbai invites 
sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
DPS/16/TPT/EEQ/053— ‘ | suk 
Manufacture, Inspection, Testing, Supply and Guarantee of Superconducting Cable, Overall conductor Size : 4.978 50 Km. 
0.033.nn X 2.794+0.033.nn (0.195£).0915 iach. 0.11049, 0015 inch.) as per Purchaser’s Tender Specification. 
Last Dato for Receipt of Tend er : 16-30 p.m. on 8th Octobor, 1999. 
Last Date for Opening of Tenders ait 11-30 a.m. on 11th October, 1999. 


Last Date for Sale of Tender Documents : Sth October, 1999, 
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Tender documents price at Rs. 500 can be obtained from the Acco 


ic Ene blic Relations Cell, Lower Ground Floor, South 
400 094 betwee 11-00 a.m. 3 Postal requests should be accompani.d by a Money Order. towards 


400 094 between 11-00 a.m. and 3-30 p.m. on all working days. 


the prescribed cost of tender documents and address. d to Accounts Otficer at the Public Relations Cell. 


unts Officer, Directorate of Purchase and Stores, Department 
Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai- 


The right to accept or reject 


the lowest or any tenders in part or ful] witihout assigning any reasons is reserved, 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/16/TPT/EEQ/053, dated 4-8-99 & No. DPS/Tender/DAVP/158, dated 5-8-99.] 


== % iain’ 
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GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATION 


OFFICE OF THE EXECUTIVE ENGINEER (ELECTRICAL ), 
TELECOM. ELECTRICAL DIVISION, LUCKNOW 


Supply, Installation, etc. of 30X40 KVA 
Diesel Engine 


CORRIGENDUM 


In partial modification to NIT issued vide _ this 
Office Letter No. 19[2]|TEDL|DB]1219, dated 19th 
July, 1999. Last date of sale of tender and date of 
Opening of tender is hereby extended upto 6th 
September, 1999 and 8th September, 1999 respec- 
tively. Other terms and condition will be unchanged. 


Name of Works : Supply, Installation, Testing and 
Commissioning of 30X40 KVA_ Diesel Engine 
Alternator sets for various TE Building under Tele- 
com. Electrical Division, Lucknow. 


Sd./- 
Executive Engineer(®) 


[No. 19(2)|TEDL|DB|1311, dated 13-8-99.] 


Supply, etc. of 50X12.5 KVA Diesel Engine 
Alternotor Sets 


CORRIGENDUM 


In partial modification to NIT issued vide - this 
Office Letter No. 19[2]|TEDL|DB|1218, dated 19th 
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July, 1999. Last date of sale of tender and date ot 
opening of tender is hereby extended upto 6th 
September, 1999 and 8th September, 1999 respec- 
tively. Other terms and conditions will be unchanged. 


Name of Works: Supply, Installation, Testing and 
Commissioning of 5012.5 KVA Diesel Engine 
Alternator sets for various TE Building under Tele- 
com. Electrical Division, Lucknow. 


4 


. Sa:/= 
Executive Engineer(E) 


[No. 19(2)|TEDL|DB/1312, dated 13-$-99.] 


TELECOM, FACTORY, WRIGHT Town, 
JABALPUR-482 002 (M.P.) 


Base and Cover, etc. 


CORRIGENDUM 


Date of opening of tenders for items at Sl. No. 12, 
Base & Cover for LJU-2 Pin, Sl. No. 13 PCB Assly 
for LJU-2 Pin, Sl. No. 15 Slotted Pan Head Tapping 
Screw AB4<5 MM, SB 16 slotted 10 Head Tapping 
screw 4. X18 .MM . Read as-, 5th... October, 
1999. In place of 10th September, 1999 & for SL 
No. 16, in place of 21st September, 1999, Last date 
Bille of tender documents will be 4th October, 


no we Sd./- 
Asstt. Manager (S&P) 
[No. PS!TFJ!Open-Tender|99-00, dated 18-8-99.] 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
DEFENCE RESEARCH & DEVELOPMENT ORGANISATION 
Defence Metallurgical Research Laboratory, P. O. : Kanchanbagh, Hyderabad-500 058, (A. P.), India 
Double Beam Atomic Absorption Spectro Photometer. 
Tender No. : DMRL/ST/FE/UI/BU/OT/08/99 for Calcium Metal Granuals. 


The Director, D.M.R.L., Hyderabad on behalf of the President of India, invites sealed quotations from the manufacturers and 
Government approved suppliers/Indian Liasion Offices of foreign manufacturers for the following stores :— 


Serial Tender No. Nomenclature of the Item Quantity Cost of Tender 
No, Documents 
1. DMRL/ST/PE/Mi/BU/OT/08/99 Double Beam Atomic Absorption Spectro Photometer 1 No. Rs. 590.00 
with Zeeman Furnace. or 
US$ 10.00 
NB.—; (a) Quotations from Manufacturers/Supplicrs only will be accepted. 


(b) No Agency Commission will be payable. 


Notes :-— Tender forms and detailed specifications can be had from the Director, DMRL, P.O. : Kanchanbagh. Hyderabad-500 058 
on wriliten requést upto 4th October, 1999 on submission of non-refundable Crossed Demand Draft in favour of the Director 
DMRL, Hyderabad, The last date of submission of Tenders is 18th November, 1999 at 12 hrs. 


Tenders will be opened on : 18th November, 1999 at 14 hrs. 


Sal 
Scientist ’‘F’’ 
for Director. 


_[No. DMRL/ST/FE/II/BU/OT108/99, dated 3-8-99 


. 
nd 


INDIAN ORDNANCE FACTORIES 
Ordnance Factory, Tiruchirapalli-16 
Maintenance and Upkeep of Production Building 
The General Manager, Ordnance Factory, Tiruchirapalli invites applications from the eligible appropriate class of 


contractors registered with GM/OFT, MES, CPWD, PWD, Railways and other Government Departments/Undertakings 
for issue of tender documents for the following works at Ordnance Factory, Tiruchirapalli as per the details mentioned 


below :— 
T.E. No. & Date/Name of the Works Estimated Cost of Date of Issue’ of 
Cost Tender Tender documents 
documents 
1. 27/OFT/EO(C)/99-2600, Rs. Rs. 
dated 2-8-99— 
Maintenance and upkeep of production building Rifle 3.97,000 30.00 From Sth September. 1999 
production area. to 15th September, 1999 
on all working days. 


2. 28/OFT/EO(C)/99-2000, 
dated 2-3-99— : 
Maintenance and upkecp of non-production building. 4,72,000 30.00 Ditto 
Admin, block sanitary Annexes and toilets inside the ; 
Factory, 
The cost of the tender documents can be paid cither in the form of Demand Draft or Crossed Indian Postal Order in favour 


of the General Manager, Ordnance Factory, Trichy-16. 
Earnest Money to be furnished as indicated in the tender document. 
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Tenders will be received upto 15 hrs. on 16th September, 1999 and will be opened at 15-15 hrs. on the same day. 


Contractors not enlisted with the Factory shall attach with their application a copy of {ncome-Tax Clearance Certificate 
and particulars of works executed duringt the last three years and financial resources. 


Issue of tende rdocuments is restricted to those contractors who goi experience in such work. 
Sal 
Dy General Manager 


[No. 3261/E.0., dated 5-8-99.] 


‘ 


Ordnance Ciothing Factory, Avadl, Chennaj-600 054 7 
250 KVA Indoor Type Transformer Oil Filled, etc. 


The Genera! Managr, Ordnanc> Clothing Factory, Avadi, Chennai-600 054 invites sealed tenders (Techno Commercial  & 


Commercial) on Prescribed & tender forms for Procurement of 2 Nos. of 250 KVA Transformer (Tender Type):— x 
Serial Nomenclature of Item Cast of Quantity 
No. Tender Form Required 
Rs. 
1. 250KVA Indoor Type Transformer Oil Filled, 3 phase copper Wound, 50 HZ in Mild Steel 50 2 Nos. 


Tank enclosure with performance conforming to IS : 2026/1977, IS : 1180/1981, IS : 10171 
or their latest amendments as applicable. 


Delivery Period : Within 3 months from the date of Receipt of Supply Order. 


Inspection By : The General Manager, Ordnance Clothing Factory, Avadi, Chennai-54 or his authorised representative. — 


Notes :— 


1. Firms not registered with this Factory, or with DGS&D, New Delhi should apply for their Registration separately sub mitting 
the latest Income Tax Clearance Certificate in the revised proforma or otherwise their offer will be ignored. 


2. Last Date for Sale of Tender Form is 22nd September, 1999. Tender Set will be sold/available at Ordnance Clothing Factory, 
Avadi after and only on the confirmation of release of advertisement which may please be noted. 


3. Completed Tender forms in all respect should reach this office by 2-00 p.m. on 23rd September, 1999 on prescribed tender 

- forms obtainable from the General Manager, Ordnance Clothing Factory, Avadi, Chennai-54 between 9-00 a.m. and 3-00 p.m. 

on any working day except Saturday on payment of Tender Cost (non-refundable) »y Crossed Indian Postal Order (Quotating the 

subject as Request for issue of tender forms’ quoting Tender No., Name and Address of the remitter). drawn in favour of the 

General Manager, Ordnance Clothing Factory, Avadi, Chennai-54. The date of issue of Postal Order should be after the date 

of publication of advertisement. For obtaining tender documents by postal Service, Rs. 20 (Rupees Twenty only) will be 
payable extra in advance in the form of Postal Order with an application. 


4. Tender will be opened in this office at 2-30 p.m. on 23rd September, 1999. The Earnest Money Deposit i.e. 2 per cent of the 
quotation value must accompany the Tender, failing which the tender would be treated as null and void. 


Sd/- 
Dy. Generai Manager/Engg. 


[No. 3780/EO/PR/04/OTE/99-2000, dated 18-8-99. ] 


ORDNANCE FACTORY, AMBAJHARI, NaGpur-440 021 


MAHARASHTRA 
Phone: (07104) 37845 to 49. ~ for and on behaif of the President of India, against © 
: 7429 : . 
Fax : (07104) 37705. Tender No. IS : 2990175 and IS : 2990176 


Tender Opening Date 
For: 17th September; 1999.- 


The following amendment has been authorised by 
Read : 24th September, 1999. 


the General Manager, Ordnance Factory, Ambajhari 
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Tender Issuing Date : 
For : 16th September, 1999. 
Read : 23rd September, 1999. 
Sd./- 
ee alba Jt. General Manager(M) 


[No. IS: 2990175|MM-INV, dated 23-8-99.] 


¢ ; . 
a —_,-— 


MILITARY ENGINEER SERVICES 
GARRISON ENGINEER (P), AF, YELAHANKA, 
BANGALORE-63 
Special Repairs to Internal Water Supply 


The Garrison Engineer (P), AF. Yelahanka, 
Bangalore-63 invites applications upto /4th Septem- 
ber, 1999 from approved and eligible contractors for 
issue of tender for “Special Repairs to Internal Water 
Supply and certain sanitary fittings and terrazo teling 
in Officers quarters at AF Station; Yelahanka”. 


Estimated Cosi : Rs. 12.70 Lakhs (Market Rate). 
Earnest Money : Rs. 24,500. 
Time|Period of completion is 4 months. 


a “4g Sd./- 


"AL. et SR a yi AT an 
AEE Se Oe 


Garrison Engineer 


diy sg 
at om [No. 8253|04|E8, dated 2-8-99.] 


| 


. 
_. 


THE GARRISON ENGINEER GANDHINAGAR 
Improvement to SM Barrack oe 
The Gatrison Engineer Gandhinagar invites appli- 
cations upto 25th September, 1999 from MES|CPWD| 
Railway|PWD contractors. Name of Work: Im- 
provement to SM Barrack at Dhrangadhra. 


PS Pai 
wit? 


Cost of Work : Rs. 9 Lakhs approximately. 
Earnest Money : Rs. 18,000. 


For the above work to be deposited 
who have not lodged Security with MES 


(No. 8327|E8, Telegram, dated 21-8-99.] 
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THE GARRISON ENGINEER’ (ARMY), JAISALMER 
Special Repair to Water Supply 


The Garrison Engineer (Army), Jaisalmer invites 
applications upto J5th September, 1999 from MES| 
CPWD Railway;|PWD contractors, Name of Work ; 
Special Repairs to Water Supply Transit Camp at 
Jaisalmer, 


contractors who have not 


Deposited by 
Standing Security with MES. 


lodged 


[No, 181/E8 Telegram, dated 24-8-99.] 


OFFICE OF THE GARRISON ENGINEER ARMY, BARODA 
Periodical Services to Officers Accomodation 


The Garrison Engineer (Army), Baroda _ invites 
applications upto 27th September, 1999 from MES| 
CPWD|Railway|PWD contractors. Name of Work : 
Periodical Services to Officers MD Accn. and OTM 
Accn. at O|L. Bardo. 


Estimated Cost of Work : Rs. 6 Lakhs Approx, 
Earnest Money: Rs. 12,000. 


The above mentiond work to be deposited by con- 
tractor who have not lodged Security with MES, 


[No. 8644/E8, dated 25-8-99, Received throu; 
Telegram, dated 25-8-99,] 


. 
a ee 


OFFICE OF THE GARRISON ENGINEER (ARMY), 
JAISALMER 


Provision of HT OCB at Jaisalmer 


The Garrison Engineer (Army), Jaisalmer invites 
applications upto 15th September, 1999 from MES} 
CPWD Railway|PWD contractors for Provision of HT 
OCB at Jaisalmer. 


_ Estimated Cost < oRs. 9.50 Lakhs. 


wi 


Earnest Money is Rs. 9,000 to be deposited by the 


contractors who have not lodged St di A 
with MES. 8 anding Security 


(No. 8133/E8, Telegram, dated 26-8-99.] 
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Office of The Garrison Engineer (NoZh) Calcutta, 46, B. T. Road, Calcutta-700 050 <> iat 
Repair to Perimeter Wall s Pa I 
The Garrison Ergircer (North) Calcutta, 46,B.T. Road, Calcutta-700 050 invitas separate applications by the dates shown againts 


each from enlisted appropriate categorias of M.E.S,,C.P.W.D., P.W.D. and Railway contractors for issue of tender for the following 
works :—+ 


Serial Name of Warks | : Estimated Earnest Last date of 
No. , Value Moncy recaipt of 
application 
Rs. Rs. 
1. (a) Repair ro Pefimeter Wall at Tx. Station Bagjola Sant ; 6.50 lakhs 24,500- 15th September, 1999. 
. (SSR’ 91) 
(b) Repair to Roof of OTM Building at Salt Lake : é 6.32 lakhs 24,000 15th September, 1999. 
(SSR 91) 
(c) Repair to Certain Buildings atBagjola ; ; . 4.05 lakhs 16,200 15th September, 1999. - 
(SSR 91) , °E3 Tih 


Contractors not onlisted with M.E.S. are required to submit alongwith their applications, copies of lettars of enlistment in other 
departments. latest Income Tax Clearance Certificate and particulars of works carried out by them during last two yeats giving the 
esignation and address of Officers under whom executed. 


Earnest Money is required to be forwarded alongwith the tanders by those contractors who have nat Standing Security with any of 
the M.E.S. formation. 


Invitation of application for issue of tender doas not constitute any guarantee for issue of tender for applicant even to enlisted 
contractors of appropriate class. Issue of tender will be decided based on past track records, financial position, experience of similar 
works and the contractor will not be entitled for any compensation for rejection of his application.” O- SIOIE8 OG 


_[No. C/8935/01/E8, dated 9-8-99,] 
Office of ‘The Garrlson Engineer’s Office, Khadakwasla, Pune-411 023 Wn erste) om 


Renewal — of Wooden _ Furniture 


The Garrison Engineer, Khadakwasla, Pune-411023 invites applications upto 13th September, 1999 from MES/CPWD and Railway 
Contractors of appropriate class for issue of tenders for the work as given below :— LE, HN alee 


Serial Name of Work ..:.. Estimated... © Earnest 
No. Cost Money 
Rs. Rs. 
1. Renewal of Wooden Furniture at NDA, Khadakwasla ; ; Seance . ; ‘ 4.18 lakhs 8,400 


Contractors who are not borne on the 2pproved list of Chief Engineer, Southern Command/CWE Pune are requested to furnish 
alongwith the applications attested copy of letters of enlistment in other departments and particulars of works carried out by 
them duting the last threc years stating the. designation (s) of the Officer(s) and the Officer(s) name under whom the same were 
executed. Contractors who have not lodged Standing Security Deposit with MES will be required to pay Earnest Money as mentioned 
above while submitting the tendere in case their names are selected for issue of tender. ‘4 

Sd/- 


Garrison Engineer 


[No. 8241/03/E8, dated 10-8-99.] 


Garrison Engineer, Mathura Cantt. 
Replacement of Sewuge Line 


The Garrison Engineer, Mathura Cantt. invites applications upto the date shown below from enlisted MES/PWD Contractors 
of appropriate class for issue of tenders as per details given below :— ; ae 


Serial Name of Work Estimated Earnest -, Last. Date of, Receipt 
No. Cost Moncsy of Application 
of Works ee ; 
Rs. Rs. 
1. Replacement of Sewage Line, Septic Tank and Soak Well at Mathura 14.98 lakhs 29,960 6th September, 1999. 
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Contractors net enlisted with Cential Ccommerd/CWE Agra area are required to submit their applications with copy of enlisted 
letter, ATCC, deiails of works carried oui by ihm duiing Jasi five yeais. 


Fayresi Moncy shall be deposited alongwith tender in separate 
cover who have no Standing Security with MES. 


[ No. 8022/88/E8, dated 18-8-99-] 


The Garrison Engineer (Ajr Force), Nal, Bikaner-334001 
Comprehensive Repair to Building 


The Garrison Engineer (Air Force), Nal, Bikaner invites applications from the enlisted MES/CPWD/Railway & DGBR/Con 
tractors of all appropriate classes for the undermentioned works :— 


Serial Name of Work Estimated Earnest Application upto 
No. Cost Money 
Ks. Rs. 
1. Comprehensive Pence to Building No. P-119, P-12i, P-99 and P-434 3 Lakhs 10,000 11th September, 1999 
pA Comprehensive Repair to Building No. P-130 to P-133 EP 10,000 11th September, 1999, 


Contractors not enlisted with MES are requested to submit their applications with copies of letters of enlistment in other depatt- 


ments, Income Tax C earance Certificate and particulars of works carried out by them during last two years with value, performance 
report or certificate of satisfactory completion of the works executed. 


Earnest Money shall be deposited alongwith the tender as given above payable by the Contractor, who have not got Standing 
Security Deposit with MES. 


[No. 8006/934/E8, dated 18-8-99.] 
Office of The Commander Works Engineers, Spread Eagle Falls, Shillong-793 011 
Special Repairs to Service Tank and Improvement of Water Supply System 


The M.E.S. Commander Works Engineers, Shillong, Spread Eagle Falls, Camp, Shillong-793 011 invites applications by 15th 
September, 1999 for issue of teuiders from enlisted M.E.S. contractors of appropriate class for the following work :--- 


Serial Name of Work 
No. . 


Estimated Earnest 
Cost Money 
Rs. Rs, 
1. Special Repairs to Service Tank and Improvement of Water Supply System at ‘D’ Block in 16.50 lakhs 29,750 
Phase-I, Zone-I} at Narangi. 


[No. 8949/NAR/01/E8, dated 23-8-99:] 


Office otf The Commander Works Engineers (AF), Chandigarh-160 003 
Provision of Left Over Work Services 


The Commander Works Engineers (AF), Chandigarh-160 003 invites applications upto Sth September, 1999 from 


enlisted 
M.E.S., C.P.W.D. and Railway contractors of appropriate class for the following work — 
Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 


1. - Provision of Left Over Work Services for Tech Area at Ambala Cantt. 6.40 Lakhs 13,000 

Application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted contractors of 
appropriate class. Issue of tender will be decided bascd on past track records, financial position, experience of similar works and 
decision for issue of tender or otherwise of the Accepting Offic. r shall b> final and contractors will not be entitled for any comp.n- 
sation for rejection of his application, Contractors not enlisted with M.E.S. are required to submit their applications with copies of 
letter of enlistment in other departments, Income Tax Clearance Certificate and particulars of work giving the designation of Officers 
under whom executed. 


Farnest Money to be deposited alongwith tender as shown above is payable by contractor who have not got Starding Security 
withthe.M.E.S... . 
{No. 801!/Advt./2142/E8, dated 9-8-99.] 
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Office of The Garrison Engineer, Sambha, (J&K) 
Provision of Special Repairs to Joinery, ete. 


The M.E.S., Garrison Engineer, Sambha (J&K) invites applications by 18th September, 1999 from gnlisted M.ES., 
C.P.W.D. and Railway contractors of the appropriate class for the following works :— 


Serial Name of Works Estimated Earnest* 
No. Cost at Money 
Market Rate 
Rs. Rs. 
1. Provision of Special Repairs to Joinery in Certain Buildings at Sambha 5 he ; } 6.95 Lakbs 14,000 
2. Provision of Special Repairs to Roof leakage Plastering, Flooring joinery including connected 4 SU aes 9,000 
itenis of work in Md. Accn. for JCO’s/OR at, Janglete GHN. 
3. Provision of Filter Bods for existing sewage system at Basoli/Janglete. 3 : : : 6.50755 13,500 
4. Special Repairs to Roof in Certain Units at Samba. ‘ : ; ‘ , : 6.935 ey, 14,000 


*Payable by the Contractors who have no Standing Security with M.E.S. 


Contractors not enlisted with M.B.S. are required to submit with their applications copies of letters of enlistment in other depart- 
ments, IncomeTax Clearance Certificate and particulars of works carried out by them during the last three years giving the designation 
of the Officer und2r whom executed. 

Sd/- E 
Major 


[No. 8003/1209/E8, dated 12-8-99.] 


Commander Works Engineers (Army), Multan Lines, Jodhpur-342010 
Repairs to Internal Roads 


The Commander Works Engineers (Army), Jodhpur-342010 invites applications upto the date indicated against the work from 
MES/CPWD & Railway contractors of appropriate classes for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest Period of Last Date of Receipt 
No. Cost Money Completion of Application ... 
Rs. Rs. 
1. Repairs to Internal Raads in Army Area at Jassai 10 Lakhs 20,000 4 Months 17th September, 1999. 


2. Special Repairs to Internal Elecrification of certain oe 6,000 7 ne 17th September, 1999. 
buildings at Jalipa. ; 


Contractors who are not borne on the approved list of Southern Command/MES are required to furnish alongwith theit applica- 
tions, attested cipies of letters of enlistment with other Departments/Commands. latest Income Tax Clearance Certificate and particulars 
(including credentials) of works carried out by them during the last three years stating the designation(s) of the Officer(s) under whom 
oR ie Money to ba furnished alongwith the tender by the Contractor who have no Standing Security with MES will be 
indicated as above. 


[No. 85437/01/E8. dated 14-8-99]. 


. 
—— *__. 
€ 


Office of the Commander Works Engineers (Army), Multan Lines, Jodhpur-342010 


Provision of Type-I} Quarters, etc. 
2 
The Commander Works Engineers (Army), Jodhpur-342010 invites applications upto the date indicated against the work from 
MES/CPWD and Railway contractars of appropriate classes for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest Period of Last Date of Receipt 
No, Cost Money Completion of Application o 
Rs. Rs. | 
- 4.) Provision of Type-II Quarters at Jaisalmer . i A 9 Lakhs 18,000 5/4 Months 10th September, 1999. 
2. Provision of External Electrification and Water Suppl 294s | er, 199 
aes haba upply 37,500 6 Months 10th September, 1999. 


3, Repairs to Certain Officers’ Quartersin JSI Line, Lancer DP 33,0 99% 
Line & SSE in Army Area at Jodhpur. ear eee ua ices a 
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: alte quite furnish alongwith their applica- 
Contractors who are not borne on the Aapproved list of Southern Command/MES are required to furnish alc : 

tions, attested copies of letters of enlistment with other departments/Commands. Latest Income Tax Clearance Certificate and Particulars 

(including credentials) of works carried out by them during the last three years stating the designation(s) of the Officer(s) under whom 

executed. Earnest Money to be furnished alongwith the tender by the contractor who have no Standing Security with MES will be 

indicated as above. 


[No, 85434/01/E8, dated 12-8-99 


. 


O ffice of the Garrison Engineer, Garhi. PO ; Garhi, Udhampur-182 121 
Repair|Maintenance of Under Ground Cable 


The Garrison Engineer, Garhi, Udhampur invites applications by 10th September, 1999 from enlisted MES, CPWD and Railway 
Contractor of the appropriate class for the following work :— . 


Serial Name of Work Approx Earnest 
No. Cost Money 
Rs. Rs. 


1. Repair/maintenance of HT under ground cable and allied works at MRSand CPH area near Udhampur, 3.92 Lak hs 8,000 


Contractor not enlisted with the MES are required to submit with their applications, copies of their enlistment in other departments 
Income Tax Clearance Certificate and Particulars of works carried out by them during the last two years giving the designation of the 
Officers/Officers under whom executed. 


[No. 8511/2/E8, dated 14-8-99, ] 


Office of the Chief Engineer (AF), Air Force Station, Udhampur- 182 101 
Provn. of Work Service to Blast Pan 


The Chief Engineer, Air Force, Air Force Station, Udhampur - 182 101 invites application by 


12th September, 1909 
from enlisted MES,, CPWD and Railway contractors of the appropriate class for issue of the tender for t 


he following works :— 


Serial Name of Work Estimated | Earnest Money* 
No. Cost required to be 
at Market rate deposited along- 
f with the tender 
Rs. Rs. 
1. Provn of Work Service to Blast Pan at Awantipur Q : : ‘ ‘ j 6 lakhs 12,000 in favour of 


GE 861 EWS, 
*( Payable. by the contractors who have no Standing Security Deposit with MES.) 


Contractors not enlisted with the MES. Northern Command, Udhampur are requested to submii with their application copies, 
of letters of enlistment in other departments. Income Tax Clearance Certificate and particulars of wotks carried out by them during 
the last two years giving the designation of the Cfficers under whom the work were executcd. 


Earnest Money shall be deposited alongwith the tender by the contractors who have no Standing Security with the MES, 


Invitation for applications for issue of tender docs not constitute any guarantee for issue o1 tender to the applicant, even to 
enlisted contractor of appropriate class. Issue of tender will be decided by the Accepting Officer based on imjeralia, past irack re- 
cords, financial position and experience of similar works executed by the applicant/contractor. The Accc pting Officer shall con- 
sider application received upto the date of receipt of applications for issvc cf tender, The applicant/centractor will be infcimcd 
regarding non issue of tender without assigning reasons. The applicant/contractor, if he so desires may appéal to next higher 
authority with copy to the Accepting Officer. No appeal/representation shall be entertained in respect of applications for issue 
of tenders as received after the due date of receipt of applications/extended date of receipt of applicacions, 


The decision of the next higher Engineer Authority s:iall be final. No aPpplicant/contractor shall be entitled for any coMpena- 
tion what so ever for rejection of his applications. 

The Accepting Officer reserves his right to accept a tender submitted by Public Undertaking. giving a 
other tender (s) which may be lower as are admissible under the Government Policy. 
Wise Shall be admissible for such tenderers whose tenders may be rejected on account 


price preference over 
No claim for any compensation or othe- 
of said policy. 


[No,.. 85002/CEAFU-22/01/E8, dated 12-8-99.} 
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Chief Engineer, Shillcng Zcre, Spiecd Eagle Falls, Shillong - 793 0 
Provision of Married Accon mcdation 


- The Chief Engincer, Shillong Zone, Spread Eagle Falls, Shillong- 793 011 invites application as indicated fic m colistca MES, 
PWD, CPWD and Railway contractors of the appropriate class fur issue of tender for the following work :— 


Serial Name of Work Estimated Earnest Last Date of Receipt Concerned GE 
No. Cost Money of Application 
at par 
SSR-91 
Rs. Rs. 
1. Provision of Married accn for 32 OR at 76 lakhs _1,90,000 16th September, 1999 GE869 EWS C/o 
Leimakhong ( Fast Track). 99 APO. 


Contractors not enlisted with the MES are required to submit with their applications with copies of letters of culisiment in 
Other departments, Income Tax Cleaiance Certificate and particulars of woik catrud cut by thim during the last two years giving 
the designation of Officers under whcm ¢xccuted. Eaincst Mcncy .o be deposited alongwith tcnaer will be as given in Col. $2 
above for contractor who have not got Standing Security DePosit with the MES. 


[No. 88835/LEI/02/E8, dated 24-08-1999.] 


———— 9-4 ay 


INDIAN RAILWAYS 
EASTERN RAILWAY 
Controller of Stores, 17, Netaji Subhas Road, Fairlie Place, Calcutta-700 091 
Tensioning device arrangement 


Sealed tenders are invited to supply the following materials :— 


Serial Tender No. and Description of Stores Quantity Due on 
No. 
J. 1456/08/99/5348/1/OT— 2 Fat au 
Tensioning device arrangement 4.5 K W alternator as per Dy. CEE/W/LLH’s Drg. 582 Nos. 14th September, 1999, © 


No. LED/TL/1/1152, Alt. 1. 


2. 1457/03/99/6028/OT — : ai 
Single stage torque converter 6S-1307-3 for 10 ton crane suitable for ALU-370 2 Nos. 14th September, 1999, 
(K PC-SBM-548.000) for Crane No. 10257 (ASN), 19255 (KPA). 


N.B.— Terms & conditions of the tender will be available along with tender 
form. 
3. 1458/09/98/5593/OT— 
End Shield (CE) 165 M for Tr. Motor E.R. Drg. No. 12084062/M . : 120 Nos. 14th September, 1999, 
" (ACOS(D)/BWN) 
4. 1459/09/98/5592/OT— <pigioee 
Outer bearing cap with retaining coller (PE) for tractionmotor165M, E.R. Drg. 140 Nos. 14th September, 1999, . 
No. CCC/DL-697 (It em 1 & 2). ACOS(D)/BWN. 


5.  1460/09/98/2735/OT—- s3 
Lamp 75 volt 50 watt E.R. Drg. No. 12364022 (Sheet 1 of 7) (alt. 2) (Sheet 2 of 7) 51,232 Nos. 14th September, 1999, 
(alt. 1) (Sheet 3 of 7) (alt. 1) (Sheet 4 of 7) (alt. 1) (Sheet 5 of 7) (alt. 1) (Sheet 6 asi 

of 7) (alt. 1) & (Sheet 7 of 7) (alt. 1). 


(JMP—8232 Nos. BWN—30000 Nos. & PTRU— 13000 Nos.) 


6. 1461/08/99/5349/1/OT— , : 
Dry Cell fiash tail lamp size length 15 cm. (max.) and breadth 15 cm. (max.) weight 641 Nos. 02nd September, 1999, 
1 kg. without battery construction 22 gauge (min.) mild steel sheet for 4 dry cell 
as per specn. which will be attached with the tender form. 


J. 1462/04/99/6083/OT— 
Medium heavy coated all position hydrogen controlled iron powder typeelectrode £18,000 Pcs. ' 14th September, 1999, 
suitable for high tensile fine grained steel giving smooth are medium penetration 
and low spatter having UTS-57-66 Kgf/mm? elongation 24-29 per cent, etc. for 
welding work on 140 tonne crane. 
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Serial 


10. 


II. 


Ez. 


13: 


14. 


fe 


N 


Tender No. and Description of Stores 


1463/04/99 /6085/OT— 

Special purpose medium heavy coated hydrogen controlled iron powder type all 
position electrode having UTS-64-71.5Kgf/mm? elongation 20-24 per cent brand 
tenacito-65 of Advani/Modi-9018, etc. required for welding work on 140 tonne 
crane. 


1464/04/99/6086/OT— 
Hydrogen controlled low alloy high tensile steel all position electrode suitable for 
» welding fully killed fine grained steels with low spatter and easily removable slag 
having UTS-720-840 N/min? elongation 20-25, etc. for welding work on 140 
tonne crane at JMP. 


1465/04 /99/6084/OT— 
Fluy cored arc welding wire suitable for MAG welding high tensile fine grained 
steel having UTS-greater than 725 N/mm? conforming to AWS-A-5-29 class E- 
100 T5 K4 approved by RDSO in class-V size-1.2 mm, dia. 


1463/04/99/60/82/OT— 

Medium heavy coated all position hydrogen controlled iron powder type electrode 
suitable for high tensile tire grained steel giving smooth arc, medium penetration 
and low spatter having UTS-57-66 K gf/mm? elongation 24-29 per cent, etc. 
materials required for welding work on 140 tonne crane. 


1467/08/99/5344/1/OT—. 

» Lamp electric for coaching stock 110V 25 watt B.C. conforming toI$ :897/82and 
annexure-‘Z’ dated 18-7-88 and as per RDSO’s Drg. No. SKEL-3603 having 
Rly.’s emblem on the lamp & vibration test as per latest modification for 


(This is RDSO restricted item). 


1468/08/99/5339/1/OT—- 
Neoprene rubber pad for axle pulley assembly of 4.5 KW alternator colour black 
shore hardness 65 +: as per item 8 of ICF Drg, No, ICF/SK-9-0-880 (Size : 18 * 
160 X 240). 


1469/11/98/2210/1/Pt.B/OT— 
Control rod head for BOX Wagon for [IXSA-600 Slack adjuster to RDSO’s Drg. 
No. WD-82064-S-05-RC, alt. No. 6, Item No. 2. 


(The firm who are regd. with RDSO only should quote.) 
1470/06 /99/6137/1/OT— . 
Fire retardant chemical treated cloth curtain polyester fabric Superior quality 122 


cm, wide, short No. 36565, design No. 434, matching No 5 of ‘My Choice’ of 
Vima! Harmony make ; Opted : Vimal or Bombay Dying. 


Notes :— 


Quantity Due on 


ee 14th September, 1999, 


15,000 Pes. 14th September, 1999, 


1,000 Kgs. 17th September, 1999, 


15,000 Pcs. 14th September, 1999, 


62,000 Pes. 14th September, 1999, 


1,600 Nos. 14th September, 1999, 


2,160 Nos. 14th September, 1999, 


900 Mtrs. 14th September, 1999, 


Opening Time : Tenders are to be dropped in the Tender Box before 13.30 hrs. on the opening date and the same will be 


opened at 14.00 hrs. on the same date. 
Cost of tender form is Rs. 500 each for SI. Nos. 1456 & 1457 only. 
Cost of tender form is Rs. 150 each for SI. Nos. 1458 to 1470 only. 


Cost of tender form is to be paid in Cash or by a Crossed Indian Posial Order in favour of Chicf Cashier. Eastern Railway 
Calcutta. The tender form will be delivered by the Controller of Stores (I.B. Section), Eastern Railway, Calcutta on receipt 


of Money Receipt. Tender form will not be sold on the date of opening. 


IRS Drg. are not available from this office. Tenderers should approach RDSO/Lucknow for the same giving 15 working 


days time indicating the correct Drg. No. required, 


SI. Nos, 1462 to 1470 only will not be read out as the value of tender is less than Rupees Three lakhs, 


Sd/- 
Controller of Stores 


[No. G-10/11/PRO/Stores-80, dated 11-8-99, Order No. 762/99-2000, issued by CPRO, FE. Rly., 14/16, 
Govt. Place East, Calcutta-700 069.] 
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Radiator for Main Engine Type Kirloskar, etc 


Serial Tender No. and Description of Stores Quantity. °' ~* > ‘Due on : 
oO. st 


1. 1516/04/99/0012/ OT— Ss 
Compreg 12mm, to R.D.S.O. Specn. No. C-9407 type-II, Size : 3000mm.x 2,400 Nos. 23rd September, 1999. 


1200mm. xX 12mm. 


2. 1517/04/99/6088/OT— 
Radiator for main engine type Kirloskar Cummins, Model No. NT855 R4 3 Nos. _ 23rd September, 1999. 


Drg. No, 2-4550-0116-2. Make ; Behr/Gcrmany or similat. 


- stk t 


3. 1518/04/99/6050/OT— 
Axle Box Complete. — : oe pO Es 


(a) Axle box aSsly. as per Drg. containing item Ne, 1 and 2 in assembled con- 48 Nos. 
dition dry. No. JMP/CR-191/23-11. 


: 23rd September, 1999. 
(b) Items of axle box Assly. item No. 4,5 and 6 Drg. No. JMP/CR-191/23-11 96 Nos. 


4. 1519/09/99/5214/OT— 
Journal roller bearing(Norma type)for WDM2 WH. Norma roller Brg. WJ/ 37 Sets. 23rd September, 1999, 


WJP 150X270X80. 


5. 1520/11/98/1/0225/1/OT— t 
Locking plate for Box Wagon Wheel to R.D,S.0.’s Drg. No. WD-86002-S/2. 40,340 Nos. 23rd September, 1999. 


N.B.—_ The firm who are regd. with R.D.S.O. for locking plate only should 
quote alongwith photocopy of R.D.S.O.’s appl. letter. : 


6.  1521/08/98/1934/OT— 
Metal Clad Air Brake Switch and composite unit with rewireable fuse unit 1,651 Nos. 23rd September, 1999. 
positive quick make and break with cover interlocked sealing arrangement 
and knock out cable entry hole, weather proof enclosure double pole with 
single fuse unit of rewiteable type and netural link capacity continuous rated 
current of not less than 15 Amps. 240 Volts, 50 cycles utilisation category 
23A and as per ISS : 13947(Pt. 3)/93 and CEE’s Specn. No. CEE-69(R-2). 


7. 1522/06/98/5215/1/OT— 

Hand towel turkish, mill made superior quality 1.0 construction details (i) 6,500 Nos, | 23rd September, 1999, 
Fibre content-100 per cent Cotton, (ii) Count of yarn(a)Warp(Ground)-20/S/21 
(b) Pile-14S, (c) Weit-14S(iii) Ends/dm,-200(min. (iv) Picks/dm-180(min) 

- (v) Mass g/m*-350(min) (vi) Breaking load-(a)Warp-35 Kg. (b) Weft-40 Kg. 
2.0 Dimensions (a) length-60 cm. (b) Weft-40cm. 3.0 other requircments as 
per IS : 7056/1989 including sample clause No. 5.1 of IS : 97056/1989 and 
as per Stock sample for feel finish, etc. ¢ 


8. 1523/11/99/1/0228/1/0T— 
Pull Rod(for hand brake)for IRS Drg. No. WA/BG. 6313 Alt. No.1... : 420 Nos. 24th September, 1999. 


9, 1524/14980014/0T— . 
Temper Proof Track Circuit Connector to Drg. No. SK. No. § and T-5/92 3,000 Sets, 24th September, 1999, 


Alt.-1. The zinc corting on the wires shall be teste i by the method laid down 
in B.S. 443(latest). 


N.B.— Drg. may be seen at CSTE/ER/CCC’s office. 


10. 1525/10/99/1081/OT—- 
Ball Bearing 6313C3 ; : ‘ ; : : y : : : 189 Nos. 24th September, 1999. 


11. 1525/21/98/1206/Pt. B/OT— 
Piston Rod (chromuim plated) to IRS Drg. No. VB-242/M, Alt.-3 : Me ie 7 24th September, 1999, 


\ 


12. 1527/10/98/2650/OT— 
Locomotive warring light (flasher) unit assly. for use on electric loco amber 5@°..; 24th September, 1999, 
colour to RDSO/LKOS Specn. No. SPEC/E-14/6/02-A. 
N.B.—1. Bulk Qty. to be procured from RDSO approved sources only. 
2. Drg. to be collected from Dy. CEE /P&D/KPA. 
13. 1528/11/99/S/100/OT— 


gacuom Reservoir (BG) 700X560, dia (C&W) to IRS Drg. No. VB-308/M, 20073, 24th September, 1999. 
t.-3. ; ‘ f 


C566 INDIAN TRADE JOURNAL. @ September 1, 1999 


Serial 
No. © 


14, 1529/10/98/6147/OT— 


Head for isolator Shaft of DJ or isolator head for DJ, M/s. Adtrant Part No. 


6001 and Drg. No. AG-305887 PI.. 
15. 1530/20/98/5321/OT— - 


Axle Cap (CE) semi finished with oil filter for BHEL traction motor type 5601 
AZ to BHEL Drg. No. 0439144100 VO2 or KPA Drg. No. ER/KPA/EL/TM/ 


IHE-265. 
Notes.— 


1. Opening Time ‘ 


Tender No. and Description of Stores ’ 


Quantity Due on 
10 Nos. .,24th September, 1999, 
ae 7th September, 19999, 


Tenders are to be dropped in the tender box before 13-30 hours on the opening date and the same will be 
openied at 14-00 hours on the same date. 


2. Cost of Tender form is Rs. 2,000 each far SI. Nos. 1516 only. 


Cost of Tender form is Rs. 500 each for SL. Nos. 1517 & 1518 only. 


Cost of Tender form is Rs. 150 each for SI. No. 1519 to 1530 only. 


3. Cost of Tender form is to be paid in Cash or by a Crossed Indian Postal Order in favour of Chief Cashier E.R. Calcutta. 
The tedner form will be delivered by the Contrcller of Stores (1. B. Section). EB. R., Calcutta on receipt of Money Receipt. 


Tender form will not be sold on the date of opening. 


4. IRS Drg. are not available from this office. 


Tenderers should approach RDSO/Lucknow for the same giving 15 (fifteen) 


working days time indicating the correct Drg. No. required. 


5. SI. Nos. 1520 to 1530 only will, not-be read out at the time of opening of tender as the value of tender is below Rupees 


three lakhs. 


Sd/- 
Controller of Stores 


[No. G-10/11/PRO/Stores-84, Order No. 766/99-2000 
Issued by CPRO, Eastern Railway, 14-16, Govt. Place East, Calcutta-700 069.] 


SOUTH EASTERN RAILWAY 


THE, CHIEF. ENGINEER(CON.), GARDEN REACH, 


CALCUTTA-700 043 


Widening of Embankment, Cutting, ete. 


Sealed tenders (Tender Notice No. CE/CON| 
GRC/21|99) are invited on prescribed form ‘by the 
Chief Engineer(Con.), Garden Reach’ for execution 
of earthwork Widening of Embankment, Cutting, 
side drain, minor bridge approaches and level cros- 
sing: approaches, platforms, trolley refuges, etc. and 
bridge work from Chaniage 15,000 m to 20,500 m 
between Bankura-Beliatore in connection with Gauge 
Conversion between Bankura-Rainagar Section of this 
Railway (Sec.-V) from the contractor who will ful- 
filled, the following eligibility ceriteria. 


Approximate value of works is Rs. 2,05,62,862. 
Earnest Money|Security Deposit, is Rs. 50,000. 


& 


ba 


[re 


Period of completion is 15 months from the date 
of issue of Acceptance Letter. 
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Eligibility Criteria: (a) Satisfactory completion of 
at, least one similar work i.e. earth work and minor 
bridge of value not Jess than Rs. 70 lakhs in one 
year during last three years and on production of 
copy of certificates issued by Govt./Semi Govt. 
Organisation to that effect and (b) tenderer not ful- 
filling the above criteria shall be summarily rejected. 


- Tenderers who fulfilled the above condition only 
are requested to collect the detailed tender document 
in person or through their authorised representatives 
from the office of the Chief Engineer(Con.), Garden 


Reach. et ie 
Tender Forms will be sold on production of 
Money Receipt of Rs. 2,000 (not refundable) 


(Allocation Estimate No. 1208W/99, P-149308) per 
set to be deposited either with Assistant Chief 
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Cashier(Con.)'S.E. Railway, Garden Reach, Cal- Office of the Chief Engineer(Con. ), Garden Reach. 
cutta-43 or any Station Master of this railway. Tenderer must submit full credential alongwith their 
Tender Forms will be sold upto 11-15 hours on__ tenders. 
24th September, 1999. 7 

Price preference for public sector undertaking will 

Tenderers can drop their tenders upto 15-00 hrs. be applicable as per Railway Board’s extent. rule. 

on 24th September, 1999 and these will be opened 
in public at 15-15 hrs. on 24th September, 1999 in No tender form will be sent by post or received 
the offices of (a) Chief Engineer(Con.)|$.E. Rail- by post. 
way, Garden Reach, Calcutta-43, (b) Chief Engineer 


(Con.), S.E. Railway, Bhubaneswar and (c) Chief Sd./- 

Engineer(Con.), S.E. Railway, Visakhapatnam. Chief Engineer(Con.), Garden Reach 
- Tenderers must produce their requisite certificates [No. PR{Engg.-260/99, Issued by CPRO, 11, 
at the time of purchase of tender form from the Garden Reach Road, Calcutta~700 043.) 


MINISTRY OF RAILWAY 
WHEEL AND AXLE PLANT 
Office of the Controller of Stores, Yelahanka, Bangalore-560 064 
Cable : RAILWHEEL, Fax No. : 091-080-8460367 
Telephone No. : 8460340, = Telex No. : 0845-2547 WAP IN. 
E-Mail Address : cosabgl.ysnl.net.in, 
Website Address : www.wapindial. com. 


Magnesite Ramming Mass Premixed, etc. 


On behalf of the Preside nt of India, the Controller of Stores, invites sealed Tenders from established and reliable manufacturers 
and suppliers for the supply of the followmg items :— 


Serial Tender No. and Description of Stores Quantity Tender Due on 
No. Cost 
Rs. 
1. 1/84/98/3418/1/0402— 
Magnesite Ramming Mass Premixed to W.A.P: Specn. . 6 4,70,000 Kgs. 1,000 Sth October, 1999, 
2, 1/84/98/3395/1/0403— 
Asbestos Gasket to W.A.P. Specn.. : ; ‘ : ° 1,20,000 Nos. 1,000 Ist October, 1999. 
3. 1/83/99/3031/1/0464— 


Wooden Packing for Body Portion of Axle to Drawing No. 36,000 ,, | 500 15th October, 1999, 
68512 to W.A.P. Drg. . 


Ae 1/84/98/3420/1/0405— | | 
Magnesite Brick Size 305 X 115/100 X 75 mmto W.AP, 45,000. 1,000 17th September, 1999, 
specn. 


Un 
« 


1/66/98 /3187/1 /0408— 


Pressure Ring (1 Set SoaSine of 4Nos.)to W.A.P. Dre. 2 Sets. 500 8th October, 1999, 
Material Specn. 45WCrv7 


6. 1/81/99/3134/1/0411— 


Calcined Lime to W.A.P. Specn. . é ; f : . 3,710 M.T. 2,000 8th September, 1999. 
7. 99/2/8063/1/3649— : é 
Diese! Operaicd Fork Lift Truck of Capacity 3,000 Kgs. at 3 Nos. 1,000 9th September, 1999. 


$00 mm Load Centre as per W.A.P. Specn. 
Notes :— 
(1). Tender Documents can be obtained from this office during office hours on any working days. 


(2) Costof Tender Document is furnished ava liadt each Tenderin Brackets. Rs.25 extra each towards postage for * sending 
Tender Document by Post 
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(3) The Cost of Tender Documents Should be remitted to the Divisional Casher, Wheel and Axle Plant, Yelahanka, Banga- 
lore-560 064 either in Cash or through Money Order only. No other mode of payment is acceptable. 


(4) The Money Order Coupon should contain the details of Tender No., brief description, full Address of the tenderer, ete. 


(5) Cash shall be accepted from Monday to Friday 9-30 hrs.to 12-30 hrs. and 14 hts. to 15 hrs. and on Saturday upto 11 brs. 
Request for Tender Documents to be sent by Post will be entertained only upto 6 days prior to the Opening Date. 


(6) Tender Documents are xot transferable, 


Tender will not be normally sold on thefdate of opening. No responsibility is 
accepted for postal delays. 


(7) The tenderers shall furnish authorisation letter to attend Tender Opening. 


[No, WAP/S/99, dated 4-8-99.] 
GOVERNMENT OF JAMMU 
Office of the Superintending Engineer, Elect. Purchase Circle I, 38 B/C Gandhinagar, Jammu 
Corrigendum No. : 669-73. 
33 KV Pin Insulators:—Extention of due date 


Due to poor response the last date of receipt and opening of NIT issued vide No. EPCI/394-98; dated 4th June, 1999 has been 
further extended and refixed as under : 


Serial NIT No. and Material Quanity Last Date of Sale of Last Date of Receipt 

No. Tender Documents and Opening of Tender 
1, EPCI/P-I11/19/98-99— 

33 KV Pin insulators . RS marae ita aie te TH ; 15,000 11th September, 1999 13th September, 1999. 
EPCI/P-II1/20/98-99— 

33 KV Lightning arrestors - + + 4 4  186Nos., 11th September, 1999 13th September, 1999. 


Tenders should reach in the office of the the Chief Engineer, Procurement and Material management, [4 A/C Gandhinagar, Jammu 
on the date shown above upto 11.00 a.m. The tender documents can be purchased form the Office of the Superientending Engineer, Elcct, 


Purchase Circle I, 38 B/C Gandhinagar, Jammu against a payment of Rs, 200 in shape of Demand Draft in favour of Superintending 
Engineer, Elect. Purchase Circle I, Jammu. 


. Safe | 
Superintending Engincer-I (P) 
[No. EPCI/669-73, dated 11-8-99.] 


GOVERNMENT OF RAJASTHAN 
Office of the Superintending Engineer, Nodal Planning Unit, ADP, 1D & R, Jaipur 
Supply of Various Stationery Items 


Sealed Tenders on prescribed forms are invited on behalf of the Governor of Rajasthan for the following work from reputed 
firms already dealing in the business :— 


Serial Name of the Work Approximate Earnest Period of 
No. , Cost Money Completion 
Rs. Rs. 
1. Supply of Various Stationery Items as per specific needs. 5 . 10.00 Lakhs 20.00 Lakhs 31st March,2000. 


Tender forms including the terms and conditions may be obtained from the office of the Superintending Engineet, Nodal Plan-. 
ning Unit, ADP, ID&R, Irrigation Unit, JUN Marg. in front of Malaviya Regional Engineering College, Jaipur on working days upto 
7th September, 1999 being last date of sale of tender documents on payment of Rs. 100 only in Cash. Tenders will be received on 


10th September, 1999 upto 3 p.m. and opened on the same day at 4 p.m. in the presence of representative of those firms who wish to 
be present during opening of tenders. 


Sd|- 
Executive. Engineer-Il 


[Bill gend to :—Irrigation Deptt., Agriculture, Development Project, A. D. P.,1.D & R., Itrigation Unit, Jaipur.] [R.O. No. 
DIPR/C/2417/99& No, Advt./26115, dated 4-8-99, Issued by Govt. of Rajasthan. Deptt. of Info. & Public Relations, 


Govt, Secretariat, Jaipur (Rajasthan).] 
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GLOBAL TENDER) hoo tents gis) 


(NATIONAL FERTILIZERS LIMITED) 
3 ik : 
A Government Of India Undertaking a 
‘ F a} 3 fi Bs J ka} 
Office of the Manager, Gohana Road, Panipat-132 106 (Haryana) Wort an 
Tender No. NFL|LMP| 1599 & NFL|SD/6856 :—Specia] Bend for Carbamate Feed line, etc. fat fo) 
Tel. : 091-01742-52481 to 48 Ly eer ORE &Y) 
Fax : 091-01742-52515 
Sealed Tehders are invited in Two Bid System from reputed Manufacturers for supply of following :— 
Serial Tender No. and Description of Stores Quantity Earnest 
No. Money 
Deposit 


1. IMP/1599— 
Special Bend for Carbamate Feed Line to Urea Reactor alongwith 3 1/2DMM Stubsends 1 No, Rs. 10,000 


and TEE 3 1/2” X i”. OR 
US$ 240 
2. SD/6856— babel ney 
Spare Miniature Relays for Plant Communication Loop “Termination Module”, : 135 Nos. cage dé 
US$ 110 — 


Tenders documents containing full specification and terms and conditions can be had from the office of the undersigned on any 
working day against payment of Rs. 440 or USD 11 (including Sales Tax) by way of Demand Draft only on favour of NFL. Panipat 
payable at Panipat. x eae PRE 
Tenders will be received upto 2.30 p.m. on 25th October, 1999 and will be opaned on the same day after 2.30 p.m, in the presence 
of tenderers who may wish to ba present, , 


NEL will not be responsible for any delay/misplacement of tanderin post. Offers received without EMD are liable ta be ignored, YP 
NEL reserves the right to reject any/all tenders without assigning any reason whatsoever. 5 eR) che ad ae ee 


; # f : FER ES te | 

Sd|- 
Manager (Materials) 

[No. NFL/P/PR/17/99/4555, dated 16-8-99.} 


eso eee 
@ 


INDIAN RARE EARTHS LIMITED 
(A GOVERNMENT OF INDIA UNDERTAKING) 


Orissa Sands Complex, ISO-9002, Matikhalo-761 045, Dist : Ganjam (Orissa) 


VRE eit 


Anntal Maintenance of Industrial Paint ‘ipitee 


_ Sealed tenders are invited separately in duplicate from reputed, experienced and resourceful contractors having valid P.F. egistta- 
tion Certificate for the work indicated below against the following tender : — 


=- 


4 
Serial Tender No. Name of Work Estimated Fee™ 
No: iedes od? pValue smaat (nena 
(Approx.)  fundable) _ 
Ei f on: vetagageck ee te 
1. SOP/12/C/00301 Annual Maintenance of Industrial Paint Application Contract for the 9.5 Lakhs 450 


year 1999-2000, / 
Sale of Tender Paper ‘ From 20th August, 1999 to 10th September, 1999. 


Receipt of Tender? ~—- Upto 14-30 hours on 22nd September, (090; 7; i hes Me clr wae 
Opening of Tender At 15 hours on 22nd September, 1999. 
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Tender documents will be issued by our Purchase Department on production of the following documents and on payment of the 
Tender Fee (non-refundable) as mentioned above by way of Demand Draft only drawn in favour of M/s. Indian Rare Earths Ltd.. 
payable at State Bank of India/Indian Bank, IRE Campus Branch, Matikhalo-761 045(Gm.). 


N.B.— 
1. Copies of Work Order in support of past experience for similar jobs done. 
2 Latest Income Tax and Sales Tax Clearance Certificate. ; 
3. Certificate from Schceduled/Nationalised Bank to prove financial ability to undertake the Job. 
4 


Xerox Copies of valid Provident Fund Registration No, Registration Certificate and Contract Labour Licence as per the 
Contract Labour (R&A) Act, 1970. 


Earnest Money Deposit : The Tenderer is required to submit Interest free EMD of 2 per cent of their quoted amount separately 
for each of above two(2) tenders by way of Demand Draft only alongwith Quotation towards EMD. Without EMD, the offer will be 
rejected, Please furnish EMD in separate sealed covers alongwith offer indicating details of EMD. 

Tender documents will not be issued to those contractors whose performance was not satisfacotry in the past. 

Indian Postal] Order/Money Order/Cheques will not be accepted, Offered Rate/value as on date of opening the tender should 
be firm and no post tender offer isacceptable tous. Offer should be valid for a period of 120 days from the date of opening of tender. 
IRE shall not be responsible for any Postal and/or any other delay towards submission of tender within the due date and time. 


Indian Rare Earths Ltd. reserves the right to reject any or all the tenders wholly or in part without assigning any reason thereof. 


Sd/- 
Dy. General Manager (Materials) 


[ No. OSCOM/Advt. No.184/540C, dated 12-8 -99.] 


es Oe 


GOVERNMENT OF MADHYA PRADESH 
MADHYA PRADESH ELECTRICITY BOARD 


_ Office of the Superintending Engineer (E/T), Load Despatch Centre, M.P. Electricity Board, 
; ’ Navagaon, Rampur, Jabalpur-482 003 


Phone : 0761-782744/782757 Fax ; 0761-314343 


Cells Sealed Maintenance Free Battery Set, etc. 
Sealed tenders ate invited from reputed Manufacturers/Suppliers/Contractors for Supply, Instajlaticn and Cen nissicn re ef 


Equipments as per Tender Specification mentioned below :—- x 
‘ost of 


Serial Tender Notice No. and Quantity Tender © Purchase of Terder Date of Tender 
No. Particulars of Items , Document £ Document Opening 
j. LDET-02/1999— 
(a) 110 VDC-600AH 55 CellsSealed 1; No. 
Maintenance Free Battery Set. | Rs. 200 2ist August, 1999 
\ (Rs. 250 if to 30th September, 1999 
(b) 48 VDC-600AH 24 Cells Sealed Re | desired by Post) 29th September, 1999 (15-30 hours). 
Maintenance free Battery Set. 4 (15 Hours), 
2. LDET-03/1999— 
Remote Terminal Units, Interface 5 Nos.* Rs. 500 2Ist August, 1999 § Sth October, 1999 
Cabinets, Power Line Transducers (Rs. 550 if to (15-306 heurs). 
for Telemtry of EHV Substation desired by Post) 4th October, 1999 
and Generating Stations. (15 Hours). 


Detailed Specifications of Materials and Tender Forms can be obiained from the Office of the S.E. (LD ; E&7), M.-P. Electricity 
Board, Nayagaon, Rampur, Jabalpur-482 008 on payment of Tender Fees (von-refundable in, any case) in the from of Crossed Indian 
Postal Order or Demand Draft in fayour of RAO(CAU), MPEB, Jabalpur. 


“SAVE ELECTRICITY” 


' 
[No, SE/LD:E&T/RKG/774, dated 10-8-99.] 
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FLL, E— 


GOVERNMENT OF INDIA, MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
Kalpi Road, Kanpur-208 009 


Heavy Duty Double Column Automatic Horiz 


The Sr. General Manager, Ordnance Factory, Kanpur invites tenders from reputed firms/manufacturers for supply of :— 


Serial 
No. 


1. 


O1. 


02. 


03. 


04. 


05. 


C572 


Tender No. Nomenclature Quantity 
T/415/Adyt./C/EO— Heavy Duty Double Column Automatic Horiz Metal Cutting Band Saw 01 No. 
Machine alongwith all standard/optional accessories complete in all respect 
as per Specn. No. EO/535, dated July’99. 
Only manufacturers and authorised dealers need quote. 
Tender must be made out on special forms which can be obtained on application to the Sr. General Manager, Ordnance 
Factory, Kanpur. 
Cost of each set of tender document is Rs. 50 to be paid by Crossed Indian Postal Order, duly indicating the name ofissuing 
Post Office. Tender fee is non-refundable. 
Tender documents will be issued against specific request quoting Tender No. Application for issue of tender should contain 
the following documents. ; 
Failure to furnish the documents, the application may. be rejected/ignored, 
(i) Performance Report, Work Order list, CPRI Certificates and also other registration documents must be enclosed: with 
quotations. . peas 
(ii) Copy of Registration Certificate, if any, from SSI/NSLIC/DGS&D/Ordnance Factory, Kanpur/Other sister Ordnance 
actories. 
(iii) Copy of latest Income Tax Clearance Certificate. 
(iv) A list of customers to whom they have supplied similar machine/equipment. 
incomplete/Sketchy offers will summarily be rejected. 
Last date of receipt of application for tender form is 25th October, 1999 upto 12.00 Noon or earlier. 
Date and time of opening of tender is at 2.30 p.m. on 26 th October, 1999. 
Tender offers received late will not be considered and hence ignored/rejected. 
Sr. General Manager, Ordnance Factory, Kanpur reserves the right to accept or reject any or all the tenders without assigning 
any reasons thereof. In case of any disputes, decision of | Sr. General Manager will be final and binding. 
[No. T/415/Advt./C.EO., dated 13-8-99,] 
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Sale Notices. 


Ordnance Equipment Factory, Kanpur 
Tender Notice No. OEFC/PV/21/23 Lots/OT, dated 10-8-99.—Leather Buff TD, Butt Cutting 


For and on behalf of the President of India, the Gencral Manager, OFF, Kanpur invites scaled tendcrs for disposals of the 


following items on “As is Where is” Basis :— 


Serial Lot Tender No. Item Description Quantity 
No. No. 2 
te 52A PV/3001(A)/Sale/OT Leather Buff Td. Butt Cutting . : E : . , : 25,000 Kgs. 
+ 25 per cent .. 


im, 53A PV/3002(A)/Sale/OT Leather Wastage .« ‘ : : j 3 : : ; i 12,500 Kgs. 
. =k 25 per cent 


3. 544A PV/3003(A)/Sale/OT Leather Chrome Cutting 2 ; , . ; : 25,000 Kgs. ‘ 
+ 25 per cent 
4, 55A _ PV/3004(A)/Sale/OT Textile Cutting Mixed. 6 + es te Oe 12,500 Kgs. 
+ 25 per cent 
oc COA PV/3005(A)/Sale/OT Canvas Cuttings goa 2 Oi Seb Bore, Gina OR 10,000 Kgs. 
-+ 25 per cent 
6. S7A PV/3006(A)/Sale/OT Old Gunny Mixed with Polythene . - gee : : : «2 SES IORO Aas. 


- 25 per cent 


the 59A PV/3008(A)/Sale/OT Leather Shaving Chrome in Semi Wet Condition : asi 5 } 12,500 Kgs. 
+: 25 per cent 


g, 66A’ > PV/3019(A)/Sale/OT «Qld Batteries U/S ~ -- -- « 6 el Pe eg 11 Nos. 
9. 67A PV/3020(A)/Sale/OT Ball Bearings of Different Sizes .  . ~~ +. + + 6 195 heey 
10. 6SA PV/3018(A)/Sale/OT _ Tyres of Sorts = % : : : . . pieces : . Whe eee : 
11. 38A PV/3012(A)/Sale/OT 28) Round Knife’Cloth Cutting M/c. . ‘ : ‘ ‘ ; Gers 
(b) Cloth Cutting M/c. Straight Knife : a eas : Sie ae esac 
(c) Sole Sct ewing M/c. : : . ‘ : Z is D Soe. 
12. 43B _ PV/5083(B) /Sale/(OT Brass Scrap 65/35 Roe ae oor ae Raye 2,500 Kgs. 
: + 25 per cent 
13,  27B  PV/5101(B)/Sale(OT (a) Shaving Machine . . - = . A 2 Nos. 
(6) “Wether Proof’ Ol Purder .° =. 0. ee pas i No. 
(c) Clad Floor Mounting Pannel : ; 4 : a 2 Nos. 
(d) Universal Brid> for Mea suring ‘ ; 3 a ‘ i No. | 
(ec) Vaccum Cleaner . ee Brat : ; Bilas 
(f) Jib Crane Por table 5 ; : ; : ; . ie ] 3 
(g) Angle Iron Por table : ; : ; ; , : : 3 Nos. f 
(h) Portable Crane p : ; ; : ; : 2 5 1 No. 
iar. 286 Pv/3034 /Sale/OT (yeCsling Rage 6 Cee Oe. Ves ee 150 Nos. 
(b) Platform: Weighing M/c . y ; : 5 ; : . 3 ae : 
ibs 4) PV/3035 /Sale/OT (a) Straight Knife Cloth Cutting M/c . ‘ ; h = : 4 Nos ' 
(b). Oven Drying Double Wal! Electrically. ; ° e 1 aS 
()4 Heavy Duty Pedastal Grinder ‘ : 4 ° ° he ee 
4) = Hydraulic Dumper : : ; : 3 ; P . i Red 


C574 INDIAN TRADE JOURNAL @® September 1, 1999 


Serial 


Lot Tender No. Item Description Qu an tity 


No. 
1A PV/4086(A) /Sale/OT Centre Lathe Machine . : ; j : ] ; q d 2: IN@s. 
5A PV/4090(A) /Sale/OT Surface Grinder . ‘ ; ; , : , : , 1 No. 
44B PV/5084(B) /Sale/OT Copper Scrap Clean Process . ; é ; : : : 250 Kgs. 
ena" percent 
T5A PV/3028(A) /Sale/OT Aluminium Scrap Gr.‘A’. 4 j . , ; ‘ ; 3,000 ~=@Kgs. 
+ 25 per cent 
3A PV/4066(A) /Sale/OT Leather Wastage . : , : 4 , R , , ; 9,600 Kgs, 
; + 25 per cent 
6A PV/4069(A) /Sale/OT Textile Cutting Mixed . r ‘ > : ’ ‘ : y 13,040. Kgs 
+ 25 per cent 
39A PV/SO79(A) /Sale/OT Tyres of Sorts, : : : ; ; : ; . : 17 Nos 
46A PV/5086(A) /Sale/OT Leather Chrome Td, Split, ; a, ‘ P ‘ ; A 74,000 Kgs. 


+ 25 per cent 


Terms and Conditjons :— 


1, 


a 


13 
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K 


Purchaser should quote rates lot wise. 

Sales Tax and Excise Duty shall be charged extra as per details given, any increase will be on buyer’s A/C. In case of any 
decrease in duty, the purchaser shall be entitled to the benefit, provided he/she produces authentic documents to support 
his/her claim. | 

Earnest Money at the rate of 5 per cent of the tendered value of the [tem/Material inshape of D.A., Call Reeceipt, FDR/TDR 
of State Bank of India for quantity pleaged n favour of G.M., OEFC, Kanpur should accompany with tender, failing 


offer will be ignored without further reference. Earnest Money reeeived against any other tender invited by this Factary 
will not be adjustec towards the current tender. Earnest Money in form of Banker’s Cehque. Pay Order, Demand Draft 


will not be accepted. 
The purchaser should quote with a clear validity of 90 days from the date of opening of tender failing which G.M. reserve s 
the right to ignore the offer straightway. 


In case purchaser fails to lift the material/item within stipulated period, Ground Rent at the rate of 2 percent of value of 
item per week or part thereof will be charged after that. 


Securlty Deposit : To be deposited as per Rules. 


The material will lifted by the purchaser only from disposa) Sale Yard and not trom the Shop on the basis of ‘As is Where 
is** the contractor will be allowed to segregate the material from Second Lat only after clearance of Ist Lot. 

The material to de disposed will be shown on 15th September, 1999 and 24th September, 1999 from 2 p.m. to 4 p.m. to 
tender holding party only. 

The tender should reach in t his by 1-30 p.m. on 28th September, 1999 on prescribed tender furms (Non-transferable) obtain- 
able from O.E.F., Kanpur at main gate from 3 p.m. to 4 p.m, on any working day except Saturday on or before 24th Septem- 
ber, 1999 on payment af tender Costin shape of IPO only drawn in favourof GM, OFF, Kanpur. — Tender will be 
opened at 2 p.m. on 28th September, 1999 in presence of tenderers. 


Date of Tender Opening : 28th September , 1999. 


Earnest Money against cach t-ndcr shoule be submitted separately with each tender document alongwith quotation and 
should not be clubbed with other tender, All offers where consolidated E.M. for more than one TE. is given together 


will be treated as tenders without Earnest Money. 
Batteries will be sold to those persons whose recycling units have mandatory consent under respective pallution control 
laws with proof. 
Diposal Perjod :—For Item S!. No. 1 to 7 within 5 Monthsin 5 Equal Insta!lments and for Rest Items within 30 days 
after depositing of Security Money. / 

Sd/- 


(VS YADAV) 
Jr. Works Manager For General Manager 


[No, PV/27/23 Lots/OT, dated 18-8-99, | 
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GOVT. OF INDIA, MINISTRY OF HOME AFFAIRS 
1.T.B. POLICE 
Ojtice of the Commandant, 15 Bn. ne Tibetan Border Police, Bhatinda (PB) 
Auction of $40 Jeep Mahindra and Mahindra 


A public auction of a condemned vehicle of this unit will be held at 15th Bn. ITB Police, Hagrs. Biwiwala Road, Seemapuri, 
Bhatinda (Pb.) on 15th September, 1999 at 10.00 hrs. ““As is Where is Bas's”, The detail of the vehicles are as under :— 


Scrial Make and Type Veh. Regt. No. Engine No. Chasis No. 
No. 
1. 440 P Jecp Mahindra and Mahindra. . j 4 ’ ; . CHK-3614 PK-4139 MM. 440 P-4 
PK-4139. 


2. Interested parties are requested to attend the auction on the specified date and time and register their names for bid. All bidders 
required to deposit a sum of Rs. 5,000 only each as security money with the board of officers detailed by the Commandant to bscome 
elegible to participate in the auction well before commencement of the auction. The security money will be refunded to the un-successful 
bidders after the auction is Over. . 


3. The Vehicle will be sold to the highest bidder against Cash payment on the spot after adjusting the amount of security money. 
The successful bidder will have to remove the vehicle at his own risk/arrangements/expences within 24 hrs. of auctign. ‘ 


4. In case of failure on the past of successful bidder to deposit full payment and remove the vehicle within the specified time the entire 
amount of security ‘money will be forfeited. , Rasa 


5. Sale Tax, ec. as applicable will be levied on the final bid. All rights to decide the final bid are reserved with the Commandant, 
15th Bn. L.T.B. Police whose decision pertaining to auction shall be final, 


Sd J- 
Commandant 


[No. ITBP/15th BN/Auction/99-5129-34., dated 18-83-99. 


GOVERNMENT OF JAMMU AND KASHMIR | 


Office of the Superintending Engineer, Electric Planning and Designs Circle, Power Development 
Department, 3-C/C, Gandhi Nagar, Jammu 


220 KV and 33 KV Duplex. Type.C.& R Panels 
This Office Tender Notice No. SEPD/J/NIT-147/99 & NIT-149/99. 
CORRIGENDUM 
With reference to the tenders already invited against Tender Notification No. SEPD/J/NIT-147/99 for 220 KV & 33 KV Duplex 
Type C&R Panels and No. SEPD/J/149/99 for 132KV and 33 KV C&R Panels for various Grid Stations in Jammu Region floated vide 
Superintending Engineer, Planning and Design Circle Jammu’s No. SEPD/J/28-78, dated 8th April, 1999, the last date of receipt and 


opening of tenders is hereby extended as under :— 


Serial Tender Enquiry Last Date of Receipt’ Opening of Tenders, 


No. of Tenders. 
1. SEPD/J/NIT-147/99 | 9th September, 1999 9th September, 1999 
: upto 10 a.m. upto 11 a.m. 
2. SEPD/J/NIT-149/99 27th September, 1999 27th September, 1999 
upto 10 a.m. upto 11 a.m. 


It is furtiser requested to the tenderers that the respective offers against these tender enquires shall be kept open for acceptance upto 
ons year from the requisite due date of receipt/opening of tenders instead of 9 Months as stipulated vide clause 1-9 viz." Validity/ 
Extension of Validity and Claritications of the tender specifications, 


Sal 
Superintending Engineer 


[No. SEPD/J/NIT-147/99 & NIT-149/99., dated 30-7-99.] 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer (1) R&D, Kanchanbagh, Hyderabad-500 058 
Periodical Services to Type ““C & D” Quarters 


applications from cnlisted M.E.S., C.P.W.D. and 


The Garrison Enginecr () R&D, Kanchanbagh, Hyd rabaa-500 058 inViles 
following Works .— 


Railway contractors of the appropriate class to issuc of tender documents for the 


Serial ; Nam, of Work Estimated Earnest Last Date of 
No. Cost Moricy Application 
Rs. Rs. 
7.75 Lakhs 15,500 8th September, 1999, 


1. Periodical Services to Type “C.& D° Quarters at DRDO Complex 
in Kanchanbagh, Hyderabad. 


Earnest Monoy to be deposited for the work alongwith tender by the contractors who have no 
Standing Security Deposit with M.E:S.-and they are required to submit copies of letters of enlistm:nt in other departments, fresh 
Incom: Tax Cl-arance Certificate in the new proforma and particulars of works carried out by them during the last three years 
giving the designation of the Officers under whom works were executed. 

t constitute any guarantee for issue of tender to applicant, even to. enlisted 
ecided based on past track records, financial position, experience of similar 
pting Officer would be final and contractor will not be entitled for any 


Invitation for application for issue of tend:r does no 
contractors of appropriate class. Issue of tender will be d 
works. Decision for issue of tender or otherwise of the Acce 
compensation for rejection of his application, 


[No. 8047/316/E8, dated 10-8-99.] 


Office of the Garrison Engineer’s C ffice (AF), Jalahalli, Bangalore-560 013 
Special Repairs to Internal Rocds 


The Garrison Engine: r’s Office (AF), Jalahalli, Bangalore-560 013 invites applicatins from enlisted M.E.S., P.W.D., C.P.W.D. 
and Railway contractors for the following work :— 


Serial Nam. af Work Estimated Earnest Date of Application 
‘TINO: Cost Mon y 10 be submitted to 
Deposit GE (AF), Jalahalli 
on or before 
Rs. Rs. 
5.84 Lakhs 11,660 8th Sepicmber, 1999. 


1, Special Repairs to internal Roads at AFTC, Jalahalli 


submit with their application, copies of the letters of enlistment in 


Contractors not enlisted with the M.E.S. are required to ° i . 
ars of works carried out by them during the last two ycars giv ng 


other departments, Income Tax Clearance Certilicate and particul 
designation of Officer under whom exccutcd. 


Earn:st Monsy as indicated above is to be deposited alongwith tender by contractors who have no Standing Security with M.E.S, 


[No. 8145/2/E8, dated 10-8-99.] 


‘ 


Office of the Commander Works Engineers, 112, Taj Road, Agra Cantt.-282 001 


Provision of Four Numbers Voltage Stabilizers 


The Commander Works Engineers, Agra Cantt. invites applications from M.E.S., P.W.D., C.P.W.D. and Railway contractors 


of appropriatz class for issuz of tend-r for the undsrmentioned work :— 


Scrial -— Name of Work Estimated | Amount of Last Date of 
No. any , Cost of Earnest Rec: ipt ol 
Work Moncy Application 
; Rs. Rs. 
1, Provision of Four Numbers Voltage Stabilizers of different capacities 4.15 Lakhs £9,000 15th September, 1999. 
including necessary cable work at Agra. 
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Contractors not enlisted with the M.E.S. Central Command/CWE,Agra are required to submit their applications, copies of letters 
of cnlistment in other department, latest Income Tax Clearance Certificate and particulars of works carried out by them during the 
last five years giving the designation of the Officers under whom the works executed and period of physical cpmpletion, present work 


load giving the jobs executed with its percentage progress and item completion date. 
Earnest Money shall be deposited alongwith tenders in seperate cover by the contractor who have no Standing Security with the 


M.E.S, 
[No. 82711/01/E8, dated 9-8-99.] 


e 


Oifice of the Garrison Engineer (Air Force), Hebbal, Banpalore-06 
Special Repairs for Renovation to Buildings, etc. 


The Garrison Engineer (Air Force), Hebbal, Bangalore-06 invites applications frcm enlisted in ME S ,C.P.W.D. and Railway 
contractors for the following works :— 


Serial Name of Works Estimated Earnest Application to be 
No. Amount Money submitted to GE 
Deposit (AF), Bangalore 

Rs. Rs. 


1. Special Repairs for Renovation to Building No. T/18 (JCO’s Ward) 11.00 Lakhs 22,000 8th September, 1999, 


at Chaf, Bangalore. 
2. Provision of Certain Works Services to Offrs Mess & Certain other 
Buildings at Hebbal. 


3. Repairs to Internal Electrification to Certain Buildings at MP Campus 
& Renewal of unserviceable internal Wiring Fittings at 26 ED (AF), 


IAM & CHAP, Bangalore. 


Contractors not enlisted with M.E.S. are required to submit the applicaticns, copies of the letters of enlistment with other 
departments, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving 


designation of Officers under whom ¢xecuted. 
y as indicated above is to be deposited alongwith the tender by the contractors who have no Standing Security with 


10.00 ,, 20,000 8th September, 1999, 


7.50: \5 15,000 8th September, 1999, 


Earnest Mone 
the M.E.S. 


(No. 8325/2/E8, dated 11-8-99.] 


ee Ce 
. 


Office of the Garrison Engineer, Mathura Cantt. 
Provision of Upholstry Sofa Chairs 


The Garrison Engineer, Mathura Cantt. invites applications upto the date shown below from enlisted M.E.S., P.W.D. 
contractors of appropriate class for issue of tenders as per details igiven below :— 


Seria Naime of Work Estimated Earnest Last Date of Receipt 
Oo. Cost of Money of Application 
Works 
Rs. Rs. 
1. Provision of Upholstry Sofa Chairsat Mathura. ; ! « 2.83 Lakhs 5,660 11th September, 1999, 


Contractors not enlisted with Central Command/CWE,A. i ; : ts . Rl 
, ,Agra area are required to submit their application with copy of enlistment 
letter, Income Tax Clearance Certificate, details of works carried out by them during the last five sears) id 


Earnest Money shall be deposited alongwith tender in separate cover by those who have no Standing Security with M.E.S. 


(No. 8022/87/E8, dated 14-8-99.] 
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Office of the Cémmander Works Engineers, Post, : Dekargaon (Tezpur), Distt, : Sonitpur, Assam-784 501 


Construction of Four Toilet Block 


The Commander Works Engineers, Tezpur invites applications uPto 17thSeptember, 


1999 frcm approved/enlisted M.E.S., C.P.W.D.: 
Railways and P.W.D. contractors for issue of tender for the undetmentioned work :— 


Serial Name of Work Estimated Earnest Time of 
No. Cost Money Completion 
Rs. Rs, 
1. Construction of Four Toilet Block with six WC and two bathrooms at 8.50 Lakhs 17,000 6 Months. 
Harchura under AGE (1), Charduar. 


Contractors not enlisted with M.E.S. are required to submit with thei 
ment , Income Tax Clearance Certificate and particulars of works carri 
nations and address of the Officers undcr whom the works were execute 


rapplications, copics of letters of enlistment in other depart- 
ed out by them during the last two ye ars giving the desig- 


Earnest Money mentioned above against the work shall be deposited by the contractors who have not Standing Security with M.ES. 


[No. 2013/587/E8, dated 11-8-99.] 


INDIAN RAILWAYS 
SOUTHERN RAILWAY 
MATERIALS MANAGEMENT DEPARTMENT 
LIST OF OPEN TENDERS iNVITED FROM STORES DEPARTMENT 
TENDER NOTICE FOR THE SUPPLY OF STORES NO. 24/99, 
Office of the Controller of Stores, Ayanayaram, Chennai-600 023 


TricOlour — Torch Light, — ete. 


Sealed Tenders invited for the following to reach the Controller of Stores, Southern Railway, Ayanavatam, Chennai-€C0 023 
by the dates shown aginst each. The Tender Forms (Non-transferable) can be had from the above office on payment. (eithcr in Cash 
or Money Order) Drawings/Specifications wherever indicated can be had from R.D.S.O./Lucknow. ICF/Chennai, CM E/MAS on 
payment {NOn-refunduble). 


Any request for supply of Tender documents should be mace before 15 clear working days of opening of the Tender for Out- 


station Parties and 7 clear working days for local parties failing which their request for supply of Tender Forms may not be enter- 
tained. 


~ Requisition for Tender Schedule on free of cost should be accompanied by Original/Latest NSIC Certificate and valid ITCC both 
duly attested. NSIC registered firms should ensure that necessary Postal Charges are accompanied with their requisitions, 


Serial Tender No. and Description of Stores Quantity Due On 

oO. 

1. 12/99//3007/RT/OT/146— , a 
Tricolour Torch Light with red, Green. and White Indicator 4 Cells capacity. 3,508 Nos. 9th September, 1999, 

Tender Schedule Cost Rs. 1,000 in Person ; Rs. 1,025 by Post. 

2. 13/99/0086/OT /0849— ; 

ree ON on head (below design EXH manifold) YDMH, Drg. No. 10122606, 83 ,, 27th September, 1999, 
t. No. A 


Tender Schedule Cost Rs. 500 in Person 
3. 06/99/0074/OT /0065— 


; Rs. 525 by post, Drg. Cost Rs. 160 extra, 


File Cover thick .as per description available in the Tender Schedule { 54,174 ,, 28th September, 1999, 
Tender Schedule Cost Rs. 150 in Person ; Rs. 175 by Post. 
4, 13/99/0088/OT/0850-~ " 
Pleated Paper Filter element for fuel oil filter secondary Drg. No. RDSO Specn. 4,139 eu; 28th September, 1999. 
MP-0-2600-02 (Nov. ’86), Alt. No. latest. 


Tender Schedule Cost Rs. 500 in Person ; Rs. 525 by post, Drg. Cost Rs. 400 extra. 
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Serial 


10. 


11, 


£3: 


14. 


15. 


C580 


Tender No. and Description of Stores Quantity Due On 


26/99/8748/OT/1370-— 
Fluonlex insulated lead wire for BHRR assembly of TAO 659 TM with securing 386 Sets. 28th September, 1999. 
cleats as per RDSO Drg. No. SKEL 4397 and 4396 Ref. No. 20 22"'& ‘23: Ce: SECs ' 


Tender Schedule Cost Rs. 1,000 in Person ; Rs. 1,025 by Post. 


40/99/2043/OT/263— 
Soda Ash Technical light grad= to speen. No. IS-251/82 with amendment 1, 2&3 31,572 Kgs. 29th Septeniber, 1999. 
(3rd revision). 


Tender Sehedule Cost Rs. 150 in person ; Rs. 175 by Post, 


40/99/4051/OT/265— vt pe 
Paint Bituminous Black first coat to IRS Specn. P29/1968, Gr.-I : : . 52,980 Ltrs. 29th September, 1999. 


Tender Schedule Cost Rs. 500 in Person 3; Rs. 525 by Post. 


40/99/4085 /OT/266— 
Silicon Varnish Gr. M-1996 of M/s. Metro Arc P. Ltd. or C-84 of M/s. Dr. Beck 525Kgs. 29th September, 1999, 
& Co. to CLW Specn. 4-TMS-092-104. 


Tender Schedule Cost Rs. 105 in Person ; Rs. 175 by Post. 


26/99/8531/OT/1383— 
Modified Palm Clamp for Q-3 bussing of main transformer type HETT 3900 & 60 Nos. Ist October, 1999, 
HETT 5400 to S. Rly. Drg. No. TRS/ACL/P/301. 


Tender Schedule Cost Rs.500in person ; Rs. 525 by post, Drg.Cost Rs. 40 extra. 
40/99 /4048/OT /268— vt 
Paint Ready Mixed White quick drying Matt for general purpose to IS-168/73 26,540 Ltrs. Ist October, 1999, 


Shy in 20 litres ncw and sound non-returnable M. S. drums to IS-2552/79, 
Grade-I. 


Tender Schedule Cost Rs. 500 in Person ; Rs. 525 by Post. 
43/99/2075/OT/400— bik | 
Secondary Stage Engine Air Filter of glass fibre media to RDSO Drg. No.SKDP- 380 Nos. Ist October, 1999. 
3476. 
_ Tender Schcdule Cost Rs. 150 in Person ; Rs. 175 by Post. 
Nore,—Only RDSO approved sources will be considered. 
06/99/5812/OT/226— . 
Neonated and Infant Paediatric Membrane Oxygenator for Children weighing 150 Nos. 4th October, 1999, 
upto 20 Kg. : 
Tender Schedule Cost Rs. 1,000 in Person ; Rs. 1,025 by Post. 
13/99/0091/OT/0869— Ey 
Base Door Assembly (modificd design( Drg. No. 10021255 (Item 1 to 9) Alt. No. — 4th October, 1999, 
‘a? DLW Part No. 10131760, Alt. °C’ 10131772, Alt. ‘a 10020470, Alt. ‘°d’ 
10160097, Alt. ‘b’ 10170248 Alt. VDC 15363168 alt. “a’, 
Tender Schedule Cost Rs. 150 in person ; Rs. 175 by post, Drg. Cost Rs. 680 extra. 
40 /99/4052/OT/269— 1 
Paint Ready Mixed Brushing Finishing Red Oxide Scmigloss for general purpose 46,630 Ltrs. 4th October, 1999. 


ISC-446-IS-123/1962 packed in 20 Ltrs. new and sound non returnable M. S. 
drums. 

~ 
Tender Schedule Cost Rs. 500 in Person ;.Rs, 525 by Post. : 
N.B.— Only RDSO approved suppliers shall quote. 


04 /99/0486/OT/03 14—— ' 
Safety Wire Rope (Modified) Brake Beam to Drg. No. T-3-2-651, Alt. b/2. 13,632 Nos. Sth October, 1999. 


Tender Schedule Cost Rs. 500 in Person ; Rs. 525 by Post. 
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18. 


20," 


Za: 


23. 


24, 


254 


26. 


28. 


Tender No. and Description of Stores Quantity Due On 
06 /99/5814/OT/228— 
Cardio Plegia delivery system with Heat Exchanger. ; 5 ; 5 . 800 Nos. 5th October, 1999, 
Tender Schedule Cost Rs. 1,000 in Person ; Rs. 1,025 by Post. 
26/99/1241/OT/015— 
Pinion 18 teeth to CLW Drg. No. 05/3/11/106. : i F ; . »  127Nd3. Sth Octoder, 1999, 
Tender Schedule Cost Rs. 1,000 in Person ; Rs. 1,025 by Post. 
14/99/4157/OT/107— j 
M.S. Rounds Class-II, 50 mm. dia to [S-226/Latest or 1S-2062/84 Grade ‘A’ semi- 43.824 Kgs. 6th October, 1999, 
killed, 
Tender Schedule Cost Rs. 500 in Person ; Rs. 525 by Post. 
26/99/8804/OT /1377— 
Forged Armature Lead with gripping ring TAO659 Armature as per Drg. 30 Nos. 6th October, 1999, 
No. SKEL/4343 & 4345. 
Tend-:r Schedule Cost Rs. 150 in Person ; Rs. 175 by Post. 
26/99/8800/OT/1378— ) 
Moditied Brush Holder Set consisting of 7 items as per details available in the 20 Sets. 6th October, 1999, 
Tender Schedule. 
Tender Schedule Cost Rs. 150 in Person ; Rs. 175 by Post. 
14/99/4178/OT /105— 
Indian Standard Medium Weight Channel 100 mm. depth * 50 mm. width X 48,955 Kgs. 7th October, 1999, 
9.2M Kg./M(R) IS-808/64 and IS-226 St-42 (Only S. Rly. 18-2062). 
Tender Schedule Cost Rs. 500 in Person ; Rs. 525 by Post. 
44/99/3135/OT/260— 
Brake Beam Complete for CRT Wagon to RDSO SK. No. 71589, Alt.-2 . : 360 Nos. 8th October, 1999, 
Tender Schcdule Cost Rs. 150 in Person ; Rs. 175 by Post. 
27/98/0038/RP/OT/112— 


Cloth Cotton Matty, Shirting Cellular Khaki in preshrunk quality 81/83 Cms. wide 32,140 Mtrs. 17th September, 1999. 
to [S -1144/1980 Shade Ref. No. SS/CS/Rly./1A/205. of 10-10-99. 


Tender Schedule Cost Rs. 500 in Person ; Rs. 525 by Post. 
09/99/01 14/OT/138—- ' ‘ 
Sulphur Black Canvas 900 mm. Width Waterproof, Hot proof, Verniur Proof 33,982 Mtrs. Ist October, 1999. 
Cotton Canvas to IS-1424/1977, Variety No, 2. 
Tender Schedule Cost Rs. 1,000 in Porson ; Rs. 1,025 by Post. 
09/99/2311/RP/OT/164— 
Hos :water Rubb>r to working pressure of 0.6 Max. unarmouted non-bore 3,904 Mtrs. 4th October, 1999, 
50mm. 15 m_ters long to 1S-444/87, Type-t. 
Tender Schedul: Cost Rs. 150 in Person ; Rs. 175 by Post. 
7/99/0502/RP/QT/N699— 
Aluminium Foils Cas-roles big size of 50cm. Capacityof size 21.5 cm length 1,33,350 Nos, - 12th October, 1999, 
14.5 Cm. breath X 3.5 Cm. depth made out of 0.075mm. thick aluminium 
foil with suitabl > aluminium foil lid of size 25 Cm. ¥ 17.5Cm. made out of 0.02 
mm. thick aluminiuni foil. 
Tender Schedule Cost Rs. 150 in Person ; Rs. 175 by Post. 
06/99/5813/OT/227— 
Paediatric Membrane Oxygen<rator for Children weighing b-twecn 20 Kg. to 40 — 17th September, 1999. 
Kg. 
Tender Schedule Cost Rs. 500 in Person ; Rs. 525 by Post. 


06/99/5848/OT/260— 
PTCA Accessories Guidewire as per Specn. available in the Tender Schedule 150 Nos. 21st September, 1999, 


Tend-r Schedule Cost Rs. 150 in Person : Rs. 175 by Post, 
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aay Tender No. and Description of Stores Quantity Due On 
O. 


29. 06/99/5825/OT/256— 
Single Chamber Rate Responsive Programmable Pacemaker with Bipolar lead. 5 Nos. 23rd September, 1999, 


Tender Schedule Cost Rs. 150 in Person : Rs. 175 by Post. 


30. 06/99/5835/OT/258— 
Dragnostic Accessories Paediatric as detailed in the Tender Schedule . ; F ‘387 Nos. 24th September, 1999. 


Tender Schedule Cost Rs. 150 in Person ; Rs. 175 by Post. 
31. 06/99/5850/OT/261— 
Cine Angiographic Film for adults and children size 30 mm/90 metres (OR) 300 Rolls 24th September, 1999, 
76 metres, 360 Rolls. 
Tender Schedule Cost Rs. 500 in person ; Rs. 525 by post. 


32. 06/99/5832/OT/259— 
Peripheral Angio Plaster Balloons of various sizes . : : : ‘ { 50 Nos. 27th September, 1999. 


Tender Schedule Cost Rs. 150 in person ; Rs. 175 by post. 
33. 40/99/2024/OT/285— 
Laundry Soap to IS : 285/1992 Type-2 (Cream or Yellow in colour) inpiecesto 4,29,428 Nos. 16th September, 1999. 
size90X 65x 40mm weighing approximately 250 gms wrapped in butter paper. 


Tender Schedule Cost Rs. 1,000 in person ; RS. 1,025 by Post. 
CORRIGENDUM 


The Tender Schedule Cost against Tender No. 40/99/9374/OT/271, due on 01-09-99, SI. No. 3 of Tender Notice No. 23/99 may 
please be read as Rs. 500 instead of Rs. 150. 
Sd/- 
CONTROLLER OF STORES 


[No. S-233/ADVT of/Vol-IV, dated 21-8-99.] 


—-—+ ‘+ — __ 


GOVERNMENT OF INDIA, 
MINISTRY OF DEFENCE 


MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer ( Naval Base), Nausenabaugh, Gandhigram Post, Visak hapatnam-530 005 
Repairs/Repainting to Steel Chairs, etc. 


The Garrison Engineer ( Naval Basc)., Nausenabaugh, Gandhigram Post, Visakhapatnam- 530 005 invites applications 
by 8th September, 1999 from enlisted contractors for the under Mentioned work nace : He 


Serial Name of Works Estimated . Earnest Money 
No. Cost Deposit 
Rs. Rs. 

1. Repaits/R« painting to steel chairs, steel almirah large/medium under GE (Naval | 3 lakhs 6,060 in favour of 


Base), Visakhapatnam. Garrison Engineer 


(NB), Nausenabaugh, 
Gandhigram-Post, 
Visakhapatnam-5. 


2. Term contract for artificers works at old Naval Park, Visakhapatnam. y : : 3.50 lakhs 7,000 Ditto. 
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Contractors who have executed similar works only should apply. They should furnish the details of such similar works ex- 
ecuted by them during the last three years supported by certificate fiom authoritics un der whom the works Were executed. Con- 
tractors not enlisted -with MES are required to submit with-their applications, copies of the letiers of enlistment in other depart- 
Ment and Income Tax Clearance Certificate. Earnest Money is to be deposited alongwith the tender by contractors who have 
no Standing Security Deposit with MES. 


Sd./- 
Major 


(No. 8957/11/E8, dated 11-08-99.] 


. 
_—— i 


Gatrison Engineer (West), Delhi Cantt- 10 
Certain Repairs to OR Marriéd Accommo dation 


The Garrison Engineer ( West), Delhi Cantt-10 invited ee by 18th September, 1999 from enlisted MES, PWD 
and Railway contractors of the appropriate class for issue-of tender for the undermentioned work :— 


Serial: CA No. and Name of Work Estimated Amount of Earnest 
No, Cosi Money required to 
be deposited with 
the tender 


Rs. Rs. 


1. GE/DW-85/99-2000 — 
Certain repairs to OR MD accn of CVD lines in the arca of AGE)/BR-II 4.83 lakhs * 9.600 
under GE ( West), Delhi Cantt- 10. 


| Contractors not enlisted withthe MES, Western Command, Chandimandir are required fo submit with — their 
applications, copies of letter of enlistment in other department. Ingome Tax Clearance Certificates and particular of Works 
catried out by them during the last three years giving the designation and correspondence address of the Officers under whom 
the works were executed. 
Earnest) Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Nore i— 


Invitation for applications for) issue of tenders does not constitute any guarantee for issue of tender to the applicamt, cven 
to enlisted contractor of appropriate class. 

Issue of tender will be decided by the Accepting Officer based on imteralia past track record, financial position and ex- 
perience of similar works executed by the applicant/contractor. The Accepting Officer shall consider applications re- 
ceived upfo date of receipt of applications/extended date of receipt of applicaticns for issue to the next higher Engineer 
Authority with copy tothe Accepting Officer. No appcal/representation shal! be entertained in the Cue date of receipt of applica- 
tions/extended date of receipt of applications, 


The decision of the next higher Engineer Authority shall. be final, No applicant/contractor shall be entitled for any com- 
pensation Whatsoever for rejection of his application, 


[No, 8041/GE/DW-85/1999-2000/03/E8, dated 6-8-99.] 


. 
we fee 


Headquarters, Commander Works Engineer(P), Hisar Gantt. 
Manufacturing and supply of Furniture 


The Command:r Works Engineer (P), Hisar Cantt. invites separate applications upto 20th September, 1999 from the enlisted MBS, 
C.P.W.D., Railway contractors of appropriate elass for the work :— 


Serial Name of Work Approximate Earnest 
No, Estimated Money 
Cost 
Rs. Rs, 
1. Manufacturing and supply of furniture for Md. JCO’s/Hav’s/OR’s at Hisar Military Station, . 25.00 Lakhs 33,000 
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Contractors aot edlisted with MES are requried to submit their applications with copies of letter of enlistment in other departments- 
Income Tax Clearance Certificate and particulars of works carried out by them during the last Two years giving the desi¢ 
nations of Officers und=r whom executed. Earnest Money as shown above is to be deposited alongwith tender by contractors — who 
have no! got Standing S:curity with the MES, A ” esate 


Sd./- 
Lt. Col. Offg. SW 
[No. 8203/1020/E8, dated 9-8-99,] 


. 
—— fe 


Garrison Engineer, Mamun, Pathankot-145 001 


Repairs to Building, etc. 


The Garrison Engineer, Mamun (Pathankot) invites applications by immediate irom enlisted MES, C.P.W.D. and Railways 
contractors of the apprortiate class for the followings -— 


Serial Name of Works Estimated Earnest 
No, Cost Money 
Rs. Rs. 

1. Repairs to bldgs. in Bhattacharjee Enclave at Mamun. 5 : 2 ° : 4.23 Lakhs 8,500 

2. Provn. of Spel. repair to Roof leakage and sunken floors in certain bldgs. at Mamun. 5.00 Lakhs 10,000 
(Job No. M-9/SR/99-2006.) wit 

3. Provn. of Specl repr. to Bldgs. at Maniun, Hi ; F : e e c A 2.66 Lekhs - 5,300 

(Job No. M-11/SR/99-2000.) . 


Contractor not enlisted with MES are required to submit with their applications, letters of enlistment in other department. Income 
Tax Clearance Certificate and particulars of work carreid out by them during last three years giving designation of the Officers under 
whom executed, 


[No, 8329/108/03/E8, dated 9-8-99.] 


Garrison Engineer (AF), Dhar Road, Udhampur 


Provision of Standby Transformer 


The Garrison Engineer (Air Force), Dhar Road, Udhampur invites applications by 15th September, 1999 from enlisted MES, 
C.P.W.D. and Railway contractors of the appropriate class for the following works :-— 


eSrial Name of Work Estimated Earnest 

No, Cost Money 
Rs. Rs, 

1. Provn of Standby Transformer capacity 200 KVA (mounted on trolly) at AF, Jammu. . 2.95 Lakhs 5,900 


( Item one only ). 


Coritractors not enlisted with the MES are required to submit alongwith applications copies of letters of enlistment with other 
d pit., Income Tax Clearance Certificate and particulars of works carried out during last 
oaf the Officers under whom executed. 


Two years bythem giving designations 


Sd./- 
E. E. Garrison Engineer 
” “ENo, 8458/3/E8, dated 5-8-99.] 
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The Garrison Engineer (West), Delhi Cantt-10 
ene to Joinery Plumbing Work 


The Garrison Engineer (West), Delhi e antt-10 invitcs applications by 18th September, 1999 from enlisted M.E.S., P.W.D. and 
Railway contractors of the appropriate class for issuc of tender for the under mentioned work : 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No. Cost Money required to 
be deposited with 
the tender 


Rs. Rs. 


1. GE/DW-86/99-2000 — R2pair to Joinzry Plumbing Works and Sewage Linesto OR 5.13 Lakhs 10,200 
Md. Acca. of CVD Lines in the area of AGE B/R-[Lunder GE(West), Delhi Cantt-10. 


Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications, coptcs 
of lztter of enlistment in other department, Income Tax Clearance Certificate and particular of works carried out by them during the 
last three years giving the designation and correspondence address of the Officers under whom the works were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note,—Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicants, even 
to enlisted contractor of appropriate class. 


Issue of tender will be decided by the Accepting Officer based on iateralia past track record, financial position & experic Dce 
of similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received upto 
date of receipt of applications/extended date of receipt of applications for issue to the next higher Engine< r Authority with 
copy to the Accepting Officer. No appeal/representation shall be entertained i in the due date of receipt of applications/ 
extended date of receipt of applications, 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any com- 
Pensation what-so-ever for rejection of his application. 


[No. 8041/GE/DW-86/1999-2000/03/E8, dated 6-8-99,] 


Certain Repair of Internal Electrification 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 16th September, 1999 from enlisted M.E.S., P.W.D. and 
Railway contractors of the appropriate class for issue of tender for the under mentioned work :— 


Serial ~ CA No. and Name of Work Estimated Amount of Earnest 
No. Cost Mouicy required to 
be deposited with 
the tender 


Rs. Rs. 


1. GE/DW-95/99-2000 — Certain repair of internal clectification at various Accn. at Kabul 2.86 Lakhs 5,700 
Lines under GE (West), Delhi Cantt-10. 


Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their appliations, copics 
of letter of enlistment in other department, Income Tax Clearance Certificates and particular of works carried out by them during the 
last three years giving the designation and correspondence address of the Officers under whom the works were exccutc d. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note,--Invitation for applications for issue of tenders dces not constitute any guarantee for issue of tender to the applicants, 
even to enlisted contractor of appropriate class. 


Issue of tender will be decided by the Accepting Officer based on inferalia past track record, financial position & experience 
of similar works <xecuted by the applicant/contractor. The Accepting Officer shall consider applications received upto 
date of receipt of applications/extended date of receipt of applications for issue to the next higher Engineer Authority with 
copy tothe Accepting Officer. No appeal/representation shall be entertained in the duc date of receipt of — applications, 
extended date of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any com- 
pensation oeapOCN SY for rejection of his application. 


[No. 8041/GE/DW-95/1999-2000/03/E8, dated 11-8-99.] 
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GOVERNMENT OF INDIA 
MINISTRY OF COMMUNICATIONS 


DEPARTMENT OF TELECOMMUNICATIONS Sr aes 
(Civil Wing) erie viet 


Office of the Executive Engineer(C), Telecom Civil Division, 7 Mall Road, Ferozepur 


Construction of Staff Quarters 


The Executive Engineer (C), Telecom Civil Division, Ferozepur City invites on behalf of the President of India sealed item rate 
tender for the following works :— 


Serial Name of Works 


Estimated Earnest — Time for 
No. Cost Money = Completion 
Rs, Rs, 


1. Construction of 3 Nos. ‘T-II, 3 Nos, T-If and 2 Nos. T-IV staff quarters in T.E. © 38,59,965 


96,500 © 15 Months. 
compound at Mukatsar, 


2, Development of Children Park in P and T Colony at Ferozepur : ; : 3,65,414 1A ce 3 Months. 


From eligible contractors from the approved list. of Department of Telecommunication/Posts(Ciyil Wing), C.P.W.D., M.E.S., Rail- 


ways, ee state P.W.D. (B and R) and allied departments of local state P.W.D. eligible for tendering in respective state P.W.D.(B and R) 
for civil works. 


applicable to them from time to time. 


(i) Condition for Work at Scrial No. 1 


All the intending tenderers other than those contractor enlisted in the Department of Telecom/Department of Posts and C.P.W.D. 
should have completed satisfactorily at least three buildings works under Central Gevt./State Govt./Public Sector undertaking/Depart- 
ment cach costing Rs. [5(Fifteen)lacs or more during the past five years. 


(ji) Condjtion tor Work at Serial No. 2 


All the intending tenderers other than those contractor enlisted in the Department of Telecom/Department of Posts and C.P.W.D: 
should have completed setisfactorily at least three building works under Central Govt./State Govt./Public Sector under taking depart- 
ment cach costing Rs. 1.50(One lac and fifty thousand) lac or more during the past five years. 


The contractor(s) shal] while applying for issue of tender forms submit valid Income Tax Clearance Certificate and list of con: 

pleted work of the requisite magnitude alongwith the attested copies of the Certificate /testimonials of their satisfactory completion 

from the department concerned obtained from an Officer not below the rank of an Executive Engineer incharge of the work. He (they) 

shall also be required to submit the list of the works in hand alongwith details thereof. has 
Tenders will be reesived upto 3 p.m. on 17th September, 1999 and will be opened at 3.30 p.m. on the same day. 


The Earnest Money should be deposited in the form of Demand Draft/Call Deposit Receipt drawn on Scheduled/Natioaalised 
Bank(Guaranteed by R.B.J.Jin favour of Account Officer, Telecom Civil Division, Ferozepur alongwith the tender.document . 


_ Tender froms can be had on application from the Office of Executive Engineer, Telecom Civil Division, Ferozepur on payment 
of Rs. S00(Rupees five hundred only)per set(non-refimdableyupto 4 p.m. on all ' 


working day, Application for the tender form will 
be received upto 4 p.m. on 13th September, 1999 and tenders will be sold upto 4 p.m. on 15th September, 1999, The tender fee is ‘pay- 
able either In Cash or in the form of Indian Postal Orders/Demand Draft on Scheduled/Nationalised Bank in favour of Account Officer 
Telecom Civil Division, Ferozepur. : 


Tenders of the contractors who do net deposit the Earnest Money in the above manner are liable to be rejected. 


If there happens to be holiday on any dates mentioned above then the transaction will be made on next working days. 
The tender papers shall not be issued by post. : 


Sd]- 


Executive Engineer(C) 
[No. EE/TCD/FZR/3466-67, dated 18-8-99.] 
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The Central/State Govt. undertakings shall also be eligible te tender for the work under usual terms and conditions — 


“+ GOVERNMENT OF INDIA: 
DEPARTMENT OF TELECOMMUNICATIONS 


OFFICE OF THE’ EXECUTIVE ENGINEER (EB), 
TELECOM. ELECT. Divn., “RUCHI” BLDbG., 
9;, MANGLA ROAD, RAJKOT-360 002 


No. 54 (4)|99| BERT (R)/|834, dated 13-8-99,— 
SAE.C.. of. DiG. Sets 


‘The Executive Engineer (E), Telecom. Electrical 
Division, “RUCHI”, Bldg., »Mangla Road, Rajkot 
invites on behalf of the President of India sealed 
item rate tenders for the work of SITC of 50X15 KVA 
D.G. Sets ready to use for various T.E.. Bldg. in 
Gujarat Region. 


I. Financial Norms : 


The contractor should have satisfactorily completed 
Engine Alternator works in Central Government|PSU 
with; turnover not Jess than one crore in the past 
3.-years} 


II. Physical Norms : 


The firm, should have ‘sucoessfully completed atleast 
3. works. of. similar: nature with equipment modules 
of 1S. KVA and. with the Aggregate capacity of works 
not, less than, 45 -KVA during the last 3 years in 


wpaal Government|/PSU reckoned from the’ date of 


The firms: who, are» fulfilling: the eligibility criteria 
for the substation work of more then 200 KVA as 


per departmental norms are also to quote for this 
tender, 


The Contractor shall Submit and Confirm : 


1. Valid Income, Tax Clearance Certificate and 
Registration Certificate with attested copies as appli- 


cable alongwith application on _ their printed letter 
heads for purchase of tender. 
2; List of works completed of the requisite 


magnitude alongwith ‘attested ‘copies of) certificate, 
testimonials of their satisfactory completion from the 
department concerned: obtained from an Officer not 
below the rank of Executive Engineer, 


3. The tenderer ‘shall submit the tenders in 2 
sealed covers marked as cover Ist and 2nd. The 
first cover should contain the Earnest Money depo- 
sited in the shape of Demand Draft|/Pay Order of a 
scheduled Bank or ‘Nationalised Bank/State Bank 
guaranteed by Reserve Bank of India in favour of 
Accounts Officer Telecom. Electrical Division, Rajkot 
is acceptable: however, Bank guarantee as per per- 
forms available with this Office towards E.M.D. is 
also acceptable. ’The Bank guarantee is to be con- 
verted into approved mode as above before award 
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of “Work:'’The!second “cover should containing thé 
tender documents. » In case, lst cover, in not annexed 
or Earnest Money is not in proper form the 2nd 
cover Cotitaining tenders will not opened at all. 

The tenders will be received upto 3-00 p.m. on 
dated 16th September, 1999 and opened on 3-30 p.m. 
on the same day. In case Holiday is declared on the 
opening day the tenders will be opened on the next 
working day. 

1. » Estimated’ Cost: Rs. 78,72,500. 

2. Earnest Money: Rs. 1,00,000. 
afters R.G. : 


3. (a)>Time for Issue of . LOI 


6 Months. 


(b) Time for Complegion of Work for Each 
‘Job after: Issue of LOL: 3 Months, 


4. Validity of Tender : 90 days from the date of 
Opening. 

5. Security Deposit: 10%: of the tender value 
of the work subject to maximum of . Rs, 5 
lakhs for each work. 


6. Last Date of:Application : 14th September, 
1999, 


7. Last Date ofdssue of Tender : 14th September, 
1999, 


Conditions and tender forms can be had from this 
Office | upto, 14th September, 1999 on payment of Rs. 
1,000. (non-refundable). : 


Sd./- 
Executive Engineer (E) 


No. 54 (4) /99/EEET (R)/840, dated 16-8-99.] 


e 
—_—\ 


INDIAN RAILWAYS 
“SOUTH EASTERN RAILWAY 
DIVL.ORLY. MANAGER’ (ENGG.), CHAKRADHARPUR 
Execution of P, Way 
Sealed tenders (Open Tender Notice No, 5|99- 
2000) are invited by the Div. Rly. Manager. ( Engg. ), 
Chaktadharpur for the following works of Chakra- 
dharpur\ Division, scheduled to be opened on 23rd 
September; 1999. 
lL...) Execution — of P/Way zonal works. in «the 


jurisdiction of SSE/P.Way'BANO for the period 
ending 30th September; 2001. 
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ae Supply of 10,000 cum. of hard stone track 
ballast at DIH depot under PWI|JSG. 
“3. Balance work of water treatment plant at 
JSG under 1IOW (Risk & Cost). 


4. Balance work of replacement of RCC or OH. 
tank for ‘D’ sector with staging at JSG (Risk & 
Cost). 


5. Supply of 10,000 cum. of hard stone track 
ballast on cess at different lines of BNDM yard and 
spreading the same to standard profile under PWI1| 
BNDM. 


6. Painting of steel structures and other misc. 
repair works of steel structures, water tanks, gutter 
and valve, cic. under DEN (West)|CKP. 


7... Zonal works|supplies in the section of Sr. 
AEN(Sett.)|CKP for the period ending 30th June, 
2001. 


8. Resurfacing of level crossings with concerte 
blocks and other related’ misc. works under AEN|I| 
BNDM. © 


9. Balance work of repairs to service roads and 
colory roads at DPS (Risk & cost). 


10. Painting of steel structures and platform 
shelters, etc. and repairs to wooden tafters and 
purlins and A.C. sheet roof of residential and service 
buildings uder AEN|DPS. 


11... Supply and spreading of 10,000 cum. ballast 
of specified size between Pandrasali-Jhinkpani and 


12. Track zonal work under PWI|I|BNDM for 
period ending 30th September, 2000. 


Approx. valuc for Item No. (1) to (12) is 
Rs. 20,00,000, Rs. 33,20,000, Rs. 31,07,872, Rs. 
12,69,206, Rs. 42,10,000, Rs. 12,54,346, Rs. 
15,00,000, Rs. 13,50,000, Rs. 1,67,192, Rs. 
20,00,000, Rs. 26,30,000, and Rs. 10,50,000 respec- 
tively. Earnest. Money for Item No. (1) to (12) 
is Rs. 20,000, Rs. 34,000, ‘Rs. 31,100, Rs. 20,000, 
Rs. 35.000, Rs.20,000, Rs, 20,000, Rs. 20,000, 
Rs. 4,200, Rs. 20,000, Rs. 35,000 and Rs. 20,000 
respectively. Cost of Tender Form for Item No. 
(1) to (12) is Rs. 500, Rs. 600, Rs. 600, Rs. 500, 
Rs. 600, Rs. 500, Rs. 500, Rs. 500, Rs. 300, 
Rs. 500, Rs. 600 and Rs. 500 respectively. 


Separate sealed tenders are invited with Earnest 
Money _ tucationed against each item on prescribed 
form obtainable from the office. of the Divi. Rly. 
Manager Engg. }, Chakradharpur Asstt. Engineer(1), 
Tatanagar, Rourkela and Jharsuguda on any working 
day fram 9th September, 1999 to 22nd September, 
1999 on production of Money Receipt issued by Divl. 
Cashier, SE. Rly., Chakradharpur or any Station 
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Supdt.|Station’ Master of CKP’ Division of this Rail- 
way towards the cost of tender form (not refundable). 


i No tender form will . be issued on the date of 
opening of tender i.e. on 23rd September, 1999, 


Tender may be dropped in the special box avail- 
able in the office of the Divl. Rly. Manager(Engg.), 
Chakradharpur and Asstt. Engineer-I, S.E. Rly., 
Tatanagar, Raurkela and Jharsuguda during _ office 
hours from 20th September, 1999 to 22nd September, 
1999 and upto 15-00 hrs. of 23rd September, 1999 
at the above places simultaneously. : 


The box will be closed at 15-00 hrs. on 23rd 
September, 1999 at the above places and wili be 


opened at 15-30 hrs. on 23rd September, 1999 at: 


the above places simultaneously. 


Tender without Earnest Money will be summarily 
rejected, 


Tenderers may also be sent by Registered Post 
so as to reach the office of the Divl. Rly. Manager 


(Engg.), Chakradharpur within 15-00 hrs. on 23rd 


September, 1999, 


The tenderers are required to submit the follow- 
ing alongwith their offers for ballast tenders, Test 
report of impact value, Abrasion value in accordance 
with IS ; 2306 from any one of the following labora- 
tory, Institution (i) S.E. Rly! Geo laboratory, Visa- 
khapatnam (A.P.), (ii) Indian Institute of Techno- 
logy, Kharagpur (W.B.), (iii) Regional Engineering 
College, Rourkela (Orissa) and (iv) VRCE|Nagpur 
(Maharashtra). . 


Safer me 
Divl. Rly. Manager(Engg. )|Chakradharpur. 


[No. PR|Engg.-258|99, dated 19-8-99, Issued by 
CPRO, 11, Garden Reach Road, Calcutta-700 043.] 


“HON 


ote 


GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA 


OFFICE OF THE Dy. DIRECTOR GENERAL, 
CoaL Winc, M.M. Divn.,. DHARITRI BUILDING, 
40. G..N. BLock, SECTOR-V, SALT LAKE, 

CaLcuTtTa-700 091 


AMENDMENT 


Reference: This Office send the Test of Advertise- 
ment vide Office Letter No. 570|12/15'OF|PI\CW/99, 
dated .28-7-99, 568/8/41/FHC(cmp)/CW/99, dated 
26-7-99 and 584/06};CW/DDG (OP)!DD/MSC{97, 
dated. 2-8-99) respectively. ont 
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¥ 


The following amendment has been authorised :— 


The cost of tender schedule will be_ Rs, 25 for 
each case instead of Rs. 50 as published in the Indian 
Trade Journal. 


ie Price : Sd./- 
pe ye Aca Stores Officer 


[No, 641|12]15/OF|PI|CW|99, dated 16-8-99.] 


GOVERNMENT OF JAMMU & KASHMIR 
STORES PROCUREMENT DEPARTMENT, JAMMU 
M. S. Angles.—Extension of Due Date 


Reference : (i) NiT No. DSP|NIT|99-2000)02. 
dated 15-4-99 issued under Endorsement No. DSP| 
Tender-2/99-2000!162-200, dated 15-4-99 for Supply 
of M.S. Angles. (ii) Corrigendum No. DSP|Tender-02| 
Corri/99-2000/428-463, dated 12-5-99 (iii) Corri- 
gendum No. DSP Tender-2|Corri|99-2000|782-817, 
dated 10-6-99 and (iv) Corrigendum No. DSP| 
Tender-2/Corri/99-2000| 1283-1319, dated 20-7-99. 


CORRIGENDUM 


The date of receipt of tenders for M. §. Angles duly 
IS-Marked against this)©fficé’ NIT No. DSP/NIT/99- 
2000/02, dated 15-4-99 is hereby further extended 
upto 11 a.m. of 5th October, 1999. Accordingly the 
date of sale of*tender documents is also. ex- 
‘tended upto 27-9-99 during office working hours. 

Other terms and conditions of the NIT shall remain 
unchanged. 


The intending tenderers can have the detailed tender 
documents against payment of Rs. 100 only in shape 
of Indian Postal Order pledged to the Director, Stores 
Procurement Department, J&K, Jammu, alongwith 
copy of valid IS Licence No. 2062 of 1984 duly 
attested by authorised Notary|Gazetted Officer upto 
27-9-99 either by post or by hand from this Office. 


Sd./- 
Deputy Director (C) 


[No. DSP|Tender-2!Corri!99-2000!/1690- 1727, 
dated 20-8-99.] 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


BORDER ROADS ORGANISATION 


OFFICE OF THE COMMANDER, 
14, BorpER RoaAps TASK Force (GREF), 
Clo 99 APO 


er 


Supply and Stacking of Stone Metal 


The Commander, 14, BRTF(GREF), Cio 99 APO 
invites application from approved BRO|MES|PWD! 
CPWD contractors for issue of tender for the work 
“Supply and Stacking of Coarse aggregate, 90-45 MM 
size, Stone Metal for GSB Work between Km. 25.380 
and 28.480 on Balipara-Charduar-Tawang road under 
91 RCC sector in West Kameng District of Arunachal 
Pradesh. 


Last Date of Receipt of Application : 6th Septem- 
ber, 1999. 


Estimated Cost : Rs. 14.2 Lakhs (Based on Sch. 
‘A’ rates). 


Applicants must attach with their applications, a 
valid Income Tax Clearance Certificate, particulars of 
financial and technical resources, list of similar works 
executed by them during last three years, indicating 
the designation of Officer under whom such works 
were executed. Application not accompanied with 
the above documents will be rejected. 


7 f 


[No. 8001/574/O1/E8, dated 11-8-99.] 


. 
ome © es 
« 


4. GOV ERNMENT OF MADHYA PRADESH 
__MADHYA PRADESH ELECTRICITY BOARD 


OFFICE OF THE SUPERINTENDING ENGINEER (C&M), 
PH-I, ATPS, MPEB. CHACHAT, Dist.-SHAHDOL 
(M.P.), Pm : 484 220 


Overhauling of P.F. Mills : Extension of Due Date 


CORRIGENDUM 

The Due Date of Opening of this Office Tender 
Specification No. 001-05!11!T-19!99-2000 for Over- 
hauling of P. F. Mills of ATPS. PH. I, Chachai has 
been extended upto 18th September, 1999 instead of 
10th August, 1999. The tender documents can be 
purchased from Office of the undersigned till 17th 
September, 1999 during office working hours, 


Sd./- 
Superintending Engineer (C&M) 


‘SAVE ELECTRICITY’ 
[No. 001-05/11!Tender|2096, dated 17-8-99.] 
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«GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 
WEST BENGAL TELECOM. CIRCLE 


1, Councit. House; STREET, CALCUTTA-700 001 
Personal Computers 


-Tender, No, -BNG-II|W-7967,. dated... the. 20th 
August,, 1999 for and on behalf of the President .of 
India sealed tenders are invited. by the Chief General 
Manager, Telecom., West Bengal . Circle, Calcutta 
from.manufacturers reputed .dealers!authorised — sup- 
pliers'firms for supply and delivery of Personal. Com- 
puters (P-ITl), Duplex. Laser . Printer! Dotmatrix 
Printer, Modem, Inkjet Printer, Software, etc; includ- 
ing installation at various parts of West Benga! and 
Sikkim. The manufacturers'dealers| suppliers) firms 
Should have O.E.M. certification for the .tendered 
items. 


Date of Issue of Tender Documents : From 31st 
August, 1999 to 22nd September, 1999 (Time 11-00 
to 15-00 hrs. I.$.T..on working. days.) 


Cost. of Tender Documents: Non-refundable 
Crossed Demand Draft on any Nationalised Bank for 
Rs.“ 1,000 ‘payable to the A:O. (Cash), Olo. the 
Chief General Manager, West Bengal Telecom. 
Circle, Calcutta, payable at Calcutta. 


Available at: The ,S.D.E. (Computer), O!o the 
BEM (PPS? STO. Bldg., 4th Floor, 8 Red 
Cross Place, Calcutta-700 001. 


Date of ‘Submission’: 27th September, 1999, Time 
upto 14-00 hrs. I.S.T, 


Date of Tender Opening : 27th September, 1999, 
- Time, at, 15-00--hrs, 1.S.T. 

E.M.D. : Rs.°2,50,000° only in’ the form of D.D.! 
Bank guaraniee (on Dept. of Telecom. format) in 
favour,of A.O. (Cash), Olo ‘Chief General Manager, 
West Bangal Telecom. Circle, Calcutta from any 
Nationalised'/Schedule Bank. 

_. Venue. of, Tender Opening: Conference Hall of 
C.T.O. Calcutta, (mazenine floor), — 8 Red’ Cross 
Place, Calcutta-700 001. ( Entry through South Gate). 

The’ Depariment,.of Telecom. is not: bound to 
accept the lowest tender. The Dept... of Telecom. 
Teserves the right to cancel the ‘tender without assign- 
ing reason thercof. Tender. docuimeénts can ‘be 
obtained against requests of tenderer’s own letter 
head. No Tender\ Form will be sent by post 
Fender, documents’ are not. transferable. me 

In case of submission|openting “Date of Tender” 
falls on holiday ‘then ‘the tender submission |opening 
date will be next working day. | : 
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The Dept of Telecom. takes no responsibility for 
delay, loss or non-receipt of bid documents or any 
letter ‘Sent by. post. a 


Deputy General Manager (L.T. ) 
West Bengal Telecom. Circle 


[No. ENG-II|W-7967, dated 23-8-99.] 


GOVERNMENT OF INDIA 
DEPARTMENT OF POSTS 


OFTICE OF THE SUPERINTENDENT, 
PosTAL STORE DEPOT, 
LUDHIANA-141 004 


Supply of Self Adhesive Pre-Printed Barcode Stickers 


Sealed tenders are invited on behalf of the President 
of India, by the Supdt., Postal Store Depot, B.R.S. 
Nagar, Ludhbiana-141 004 from Regd.!Reputed firms 
for the Supply of Self Adhesive Pre-printed Barcode 
Stickers, approx. 3.60,000. Nos. ,. in duplicate and 
1,15,000 Nos. in triplicate to be used in Speed Post 
Service, The sealed tenders duly superscribed-on the 
top “Tender for Barcode Stickers” addressed to: the 
undersigned should reach this. office on or before 30th 
September, 1999 upto 15-00 hrs. and will be opened 
onthe same date at. 15-30 hrs. in this. Office in the 
presence of such tenderers who may wish to be present. 


The sample of: sticker is available with tender form 
which can be obtained from the Office of the under- 
signed on payment, of Rs. 50 .on any working ‘day 
between 10-00 hrs, and 15-00. hrs, he hi-e 

Sd./Xi 00 


Superintendent 
Postal Store Depot. 


[No. SD'1-6!1 Barcode Sticker!99, dated 19-8299") 


GOVERNMENT-OF INDIA, 


MINISTRY OF DEFENCE 


NAVAL: MATERIALS> RESEARCH 
LABORATORY © . 
RESEARCH AND DEVELOPMENT ORGANISATION, 
SAILL-BADLAPUR Roap, P.O. Appl. AMBERNATH 
INDUSTRIAL AREA, Dist.-THANE, PIN-421 506 
PHONE: + 0251-681950, Fax : 0251-680604 
-Fligh Pressure Liquid Chromatography 


Sealed, tenders are invited \ from reputed manu- 
facturers|suppliers for the following. 
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Quantity 
1 No. 


Description of Item 
High Pressure Liquid Chromatography 


(Detailed specification will be supplied 
alongwith Tender Documents). 


The tender documents will be made available only 
on issuing Demand Draft of Rs. 100!- for above item 
(non-refundable) +-Postage Rs. 30]- for outstations in 
favour of the Director, NMRL, Ambernath, from 16th 
to 27th September, 1999 (Cash will not be accepted). 

Last Date for Sebmission of Tender : 8th October, 
1999, 

: Sth 


Tenders will be Opened at 15-30 hrs, on 


October, 1999, 
Late tenders will not be accepted. 


[No. NMRL'MMG|0008|Advt.|Poly|74. A| 
99-2000, dated 23-8-99.] 


~ Sopa nase rT — 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
BORDER ROADS ORGANISATION 


OFFICE OF THE CHIEF ENGINEER, 
PROJECT SEWAK, Clo 99 APO 


Supply of RCC Hume Pipes 


The Chief Engineer, Project Sewak, Clo 99 APO 
invites applications on or before 9th September, 1999 
from approved _GREF/MES|/PWD|CPWD)Railway| 
Other experienced|Reputed contractors for issue of 
tender documents for the undermentioned work :— 


“Supply of RCC Hume Pipes (Class NP-III 
Type) Male and Female combination 900 mm 
inner dia 2,500 mm long at various locations 
between Km. 10.00 and Km. 30.00 on road 
Karsom-Chakyang under 84 RCC Sector”. 


Costing : Ks. 31.74 Lakhs approx. 


Applicants, those who are not enlisted with this 
project'department must attach with their applications, 
a valid Income Tax Clearance Certificate, particulars 
of assets|technical resources on possession of the con- 
tractor in the form of an affidevit duly attested by a 
Notory Public or Ist Class Magistrate, details of 
similar works executed by them with experience certi- 
ficale during the last three years duly mentioned with 
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the designation of Officer under whom the works 


were executed. 
[No, 82001/01/E8, dated 10-8-99.] 
TIN Sass eR 
GOVERNMENT OF INDIA : 
CENTRAL PUBLIC WORKS DEPARTMENT 
THE EXECUTIVE ENGINEER, 
RAJKOT CENTRAL DIVISION, 
C.P.W.D., RAJKOT-1 
“CORRIGENDUM” 
The dates published in this Office Press Notice No. 
!'RCD/99-2000 published vide D.A.V.P. No. 3480 
(725)|99 may be read as under :— 


Receipt of Application for: upto 4-00 p.m. on 


9th September, 1999. 


Issue of Tender Forms: upto 4-00 p.m. on 10th 
September, 1999, 


Receipt of Tender Forms: upto 3-00 p.m. on 


13th September, 1999, 


Opening of Tenders: At 3-30 p.m. on J3th Sep- 
tember, 1999, 


Other conditions shall remain unchanged. 
Sd./- 
Executive Engineer 


[No. 12(26)|RCD|99/102, dated 13-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
BORDER ROADS ORGANISATION 


OFFICE OF THE CHIEF ENGINEER, PROJECT 
SETUK, Clo 99 APO 


Supply and Stacking of Stone Metal 


The Chief Enginner, Project Setuk, Clo 99 APO 
invites applications by or before //th September, 
1999, from approved Border Roads|MES|\CPWD| 
PWD Rly. contractors for issue of tender documents 
for Supply and Stacking cf Stone metal 90-63 mm, 
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63-45 mm, 45-5.6 mm, 40 mm, Stone chips 20 mm, 
13.2 mm, Stone Chippings 5.60-0.90 mm, Stone 
boulder 15-20 cm and Coarse Sand at Km 175.899 
on Road Jowai-Badarpur-Churaibari of NH-44 under 
42 TF under Project Setuk in Assam State, which 
is Estimated to Cost Rs. 15.00 lacs only. 


Applicants must attach with their applications a 
valid Income Tax Clearance Certificate alongwith 
Parmanent Account Number, particulars of finan- 
cial and technical resources and list of similar works 
executed by them during last three years, indicating 
the designation of Officer under whom such works 
were executed. 


[No, 80301/01/E8, dated 10-8-99.] 
GOVERNMENT OF INDIA 
MINISTRY OF. DEFENCE .. .. : 
INDIAN ORDNANCE FACTORIES 
ORDNANCE FACTORY BHANDARA, 
JWAHARNAGAR (VIA NAGPUR), 
MAHARASHTRA-441 906 
Ref. : O.F. Ba. letter of even No. dated 12-8-99, 


The following amendments to Draft Advt. Text at 
Point No.1 under column TE may be noted :— 


FOR : EO|AC|61/03|ADVT|99-00'BF. 
READ; EO|AC|61;10;|ADVT|99-00|BF. 
All other points remain unaltered. 


Sd./- 
Dy. General Manager 


[No. EO|AC|61/10|Advt.|99-00/BP, dated 18-8-99.] 
‘GOVERNMENT OF INDIA 


MINISTRY OF DEFENCE 
BORDER ROADS ORGANISATION 


CHIEF ENGINEER, ProJEcT HirAK, BRO 
COMPLEX, DARSHAN. COLONY, NANDANVAN, 
P.O. : HANUMAN Naqar, NaAGcpur-440 009 


Supply and Stacking of Stone A geregate for 
Bituminous Macadam 


The Chief Engineer, Project Hirak, BRO complex, 
Darshan Colony, Nandanvan, P.O, : Hanuman Nagar, 
Nagpur-440 009 invites applications by or before //ith 
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“September, 1999 from approved MES|CPWD|PWD| 
Railway contractors for issue of tender documents 
for supply and stacking of stone aggregate for Bitu- 
minous macadam and semi dense bituminous carpet 
on Road Kadikasa-Istari-Misipiri-Mahaka-Kakodi as 
per specifications in Bhandara district of Maharashtra 
State. .which is Estimated to Cost Rs. 72.28 lacs 
only. The applicant must attach with their appli- 
cations a valid latest Income Tax Clearance Certificate 
alongwith Permanent Account No., particulars of 
financial and technical resources, list of similar works, 
executed by them during last three years indicating 
the designation of Officers under whom such works 
were executed. The applicants are also attach tender 
cost amounting to Rs. 200 in the form of Deposit-at- 
Call Receipt. in favour of CE(P) Hirak Payable at 
SBI, Medical College Area Branch, Nagpur Apart 
from above applicants must attach the details of 
work load such as value. of contract in hand. (In 
lacs) and value of balance work out of above (In 
lacs). 
Sd./- 
Chief Engineer 


[No. 80138|/HRK|MS|Vol.-T\04|E8, dated 21-8-99.] 


a 
. 


GOVERNMENT OF INDIA 


MINISTRY OF AGRICULTURE 


DEPARTMENT OF ANIMAL HUSBANDRY 
AND DAIRYING 

tt es ena 

CENTRAL INSTITUTE OF FISHERIES 


NAUTICAL & ENGINEERING TRAINING UNIT © 


BEACH RoaAD, Opp. FISHING HARBOUR, 
VISAKHAPATNAM-530 001 
EE | 
Tender Notice No. F4-31/95 ST Vole 1T:— — 
Disposal of Unserviceable/Condemned Stores/ 
Spares . 


It is proposed to dispose off the Unserviceable| 
Condemned Stores|Spares including 2 nos. of Yanmar 
make diesel engines 5 KDL 140 HP 1500 RPM and 
4 Nos. of Bukh diesel engines 4K-105, 56HP, RPM 
1500, etc. by sealed tenders on “As is where is” con- 
dition. : Cae aes eae 

_ Interested parties may please apply to the under- 
siened for the tender documents with the description 
of the items and terms and conditions of the tender 
on paymnt of Rs. 10 by Cash|Money Order. 


Last date for receipt and opening of the tender 
will be 14th October, 1999, | 


Sd./- 
Deputy Director 


[No. 4-31/95 ST Vol.-IT, dated 10-8-99.] 
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GOVERNMENT OF INDIA 
eet Tee 


DEPARTMENT OF TELECOM. (CIVIL WING) 


OFFICE OF THE EXECUTIVE ENGINEER (C), 
TELECOM. CiviL Diviston-LI, 
CHANDIGARH 


eiadsirueton: of 7 Nos. Type-Il, etc. Staff Quarters 


The Executive Engineer, Telecom. Civil Division-II, 
$.C.O. 359-60, Sec. 44-D, Chandigarh (UT) invites 
on behalf of the President of India, sealed item rate 
tenders for the Work of Construction of 7 Nos., 
Type-U, 7 Nos. Type-lil and 7 Nos. Type-IV Staft 
Quarters including development works at Sewa Singh 
Thikriwala Nagar, Patiala (Pb) from eligible con- 
tractors trom the approved list of P&T, CPWD, MES, 
Railways, local State PWD (B&R) and allied depart- 
ments of PWD eligible for tendering in respective 
State PWD (B&R) for building works. The Central| 
State Government Undertakings shall also be eligible 
to tender under usual terms and conditions applicable 
to them from time to time. 


Ail the intending tenderers other than those con- 
tractors enlisted with P&T|CPWD, should have com- 
picted satisfactorily atleast 3 Building works under 
Central Govt. State Govt./Public Sector Undertakings| 
Departments each costing Rs. 34.83 lakhs or more 
during the past five years. 


The contractors shall submit Income Tax Clearance 
Certificate and list of works completed and in progress 
of the 1equisite magnitude alongwith attested copies 
of certificates testimonials of their satisfactory comple- 
tion from the Department concerned obtained from 
an Officer not below the rank of an Executive Engineer, 
in-charge of the work, while applying for issue of 
tender forms, 


tee will be received upto 3 p.m. on Jst October, 
99, 


Estiniated Cost of Tender is Rs. 1,16,10,080. 
Earnest Money to be Deposited is Rs. 1 Lakh. 


Period of completion allowed is 18 Months. 

Tenders will be cpened at 3-30 p.m. on the same 
day. The Earnest Money should be deposited in the 
form of a Demand Draft in any Recognised Bank 
and the receipted Demand Draft|Deposit-at-Call 
Receipt in the name of the Accounts Officer, Telecom. 
Civil Division, Chandigarh be sent with the tender. 


_ Conditions and tender forms can be had on applica- 
tion from the Office of the Executive Engineer, 
Telecom. Civil Division-Il, Chandigarh on payment 
of Rs. 1,000 only per set (non-refundable) upto 4 p.m. 
on all working days. Applications for tender forms 
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will be reccived upto 4 p.m. on 24th September, 1999 
and tenders sold upto 4 p.m. on 29th September, 
1999. The tender fee is payable either by Cash or 
Crossed Indian Postal Orders|Money Order in favour 
of the Accounts Officer, Telecom. Civil Division, 
Chandigarh. 


wis. 


Tenders of contractors whe do not deposit Earnest 

Money in the above manner are liable to be rejected. 

bee 

If there bappens to be holiday on any dates men- 

tioned above, then the transactions will be made on 
next working day. 

Sd./- 
Executive Engineer (C) 


[No. 5 (476) EE|/TCD-II|CAD|4865-67, 
dated 16-8-99.] 


SANCHAR BHAVAN, 20, ASHOKA RoapD, 
New De.ui-110 001 


No. 11-19\99-MMT (SAT ).—Procurement of Dia 
Auto-Track Antenna: Extn. of Due Date 


The following amendment has been authorised :— 
The Tender No. MM|SA|061999,000179 issued on 
9-7-1999 for Procurement of 7M Dia & 11M Dia 
Auto-Track Antenna is hereby postponed. Following 
will be the revised schedule. 
Due Date of Receipt : 17-9-1999 at 10-30 hrs. 
Opening Date : 7-9-1999 at 11-00 hrs, 


Sale of Bid Documents : Upto 16-9-1999 between 
15-00 and 16-00 hrs. (on all working days), 


All other terms and coaditions of the Bid Documents 
remain unchanged. 


daft 
Assisiant Director General (MMX) 


[No. 7-1|99-PP (36), dated 12-8-99.] 


West BENGAL TELECOM. CIRCLE, 
1, CoUNCIL House STREET, CALCUTTA-700 O01 
Video Conferencing Kit, P.C. Monitor, etc. 


Tender No. Eng-II/|W-7880, dated the 20th August, 
1999, 


for and on behalf of the President of India sealed 


tenders are invited by the Chief General Manager, 
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Telecom, West Bengal Circle, Calcutia from manu- 
faciurers reputed dealers authorised suppliers|firms for 
supply and delivery of Video Conferencing Kit, P.C. 
Monitor, NT, TA .Card, ISDN handsets, etc. The 
manufacturer supplier|dealer firm should have O.E.M. 
certification fer the tendered items. 


Date of Issue of Tender Documents : From 31st 
August, 1999 te 22nd September, 1999 (Time 11-00 
to 15-00 hrs. 1.S.T. on working days). 


Cost of Tender Documents : Non-refundabie cros- 
sed Demand Draft on any Nationalised Bank fer Rs. 
500 payable to the AO (Cash), Ojo the Chief 
General Manager, West Bengal Telecom. Circle, 
Calcutta, payable at Calcutta. 


Scope cf Work : Supply of 3 Video Conferencing 
Kit, 3 ISDN Handsets, one TA, three NT, three P-III1 
P.C.s & monitors alongwith installation. 


Available At: The S.D.E. (Computer), Office of 
the D.G.M. (i1), CTO Bldg., (4th floor), 8, Red 
Cross Place, Calcutta-700 001. 


Date of Subniission : 27th September, 1999 Time 
upto 14-00 hrs. 1.S.T. 


Date of Tender Opening : 27th Sepiember, 1999 
Time at 15-00 hrs. LS.T, 


Earnest Money Deposit: Rs. 25,000 only in the 
form of D.D. in favour of A.O. (Cash), Olo Chief 
Gencral Manager, West Bengal Telecom. Circle, 
Calcutta frem any Nationalised|Scheduled Bank. 


__ Venue of Tender Opening: Conference Hall of 
C.T.O., Calcutta (mezzanine floor). 8, Red Cross 
Place, Caleutta-700 001 (Entry through South Gate). 


The Department of Telecom. is not bou 
_the lowest tender. 


the right io cancel 
therecf. Tender documents can be obtained 
requests of tender’s own 
will be sent by post. 
transferable, ~ 


ad to accept 
The Dept. of Telecom. reserves 


against 
letter head. No tender form 
Tender documents are not- 


_ In case of submission|opening “Date of Tender” 
falls on holiday then the tender submission/opening 
date will be next working day. 

_ The Dept. of Telecom. takes no responsibility for 


delay, loss or non-receipt of bid documents or any 
letter sent by post. 


NBS aaa: Sd./- 
pei Dy. General Manager (IT) 


[No. ENG-II|W-7917, dated 23-8-99,] 
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the tender without assigning reason ‘ 


OFFICE OF THE CHIEF GENERAL MANAGER, 
TELECOM. Factory, WRIGHT TOWN, 
JABALPUR-482 002 


Sale oj Surplus Unserviceable Stores, etc. 

For and on behaif of the President ot India, the 
Chief General Manager, Telecom. Factory, Wright 
Town, Jabalpur invites sealed tenders from approved 
Auctioneers tor Sale of Surplus Unserviceable Stores 
and Processed Scraps, ete. for the period of the year 
commencing from the date of commence of contract. 


ih 
Last Date of Issue of Tender Forms : 27th Septem- 
ber, 1999 at 12 Noon. 


Last Date for Receipt of Tenders : 28th September, 
1999 at 2 p.m. 


Daie of Opening of Tenders: 258th Sepiember, 
1999 at 2-30 p.m. 


Intending tenderers niay obtain the tender forms 
together with the terms of agreement to be executed 
from the Asstt, Engineer (Disposal), Telecom. Factory, 
Wright Town, Jabalpur-482 002 on application along 
with’ Crossed Indian Postal Order of the value of 
Rs. 20U'- towards tender fee (non-refundabie) drawn 
in the favour of the Accounts Officer, Telecom. 
Factory, Jabalpur-482 002 between 10 a.m. and 5 
p.mi. on all working days. 


The right to accept or reject any or all the tenders 
ii part or full without assigning any reason is 
reserved, 

Sd./- 


Asstt. Engineer (Disposal) 
[INo. Disp.-15,3B,99-2000, dated 13-8-991] 


. 2 


GOVERNMENT OF UTTAR PRADESH 
U. P. STATE ELECTRICITY BOARD 
OFFICE OF THE EXECUTIVE ENGINEER (CPD-I), 
PANKI THERMAL POWER STATION, PANKI, KANPUR 


Repairing of Exciter Armature 


The Due date of Opening of the following tender is 
hereby extended as noted below. Other terms and 
conditions will remain unchanged. 


Tender No.—EMD|CPD-I|68/99, 


“Repairing of Exciter Armature of 2 110 MW 
Plant Generator.” 
Date of Opening : 10th September, 1999. 
Sd./- 
Executive Engineer (CPD-1) 


[No. 1305!P.T.P.S.|GMIC.P.D.|Advt., 
dated 18-8-99.] 
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GOVERNMENT OF INDIA, MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer, 871, Engineer Works Section, C/o 56 APO 
Repair|Replacement to Internal Wiring, etc. 
The Garrison Engineer, 871, Engineer Works Section, C/o 56 APO invites separate applications by the date shown against the 


work from enlisted MES, C.P.W.D., P.W.D., Railway contractors of appropriate class for issue of tender for the undermentioned 
work :— 


Serial Name of Work Estimated Earnest Date of 

No. Cost Money Receipt of 

Application 
Rs. Rs. 


1. Repait/Replacement to internal wiring, fittings and fixtures in certain 6,25 Lakhs 12,500 9th September, 1999. 
- Building in Zone I, U, and JIL at Joshimath. 


Contractors not enlisted with the MES are required to submit with their application, copies of letter of enlistment in other Depart. 
ment, Income Tax Clearance Certificate and particulars of work carried out during last two years giving designation of the Officer 
under whom the work executed. Earnest Money is to be deposited alongwith the tender by contractors having no Standing Security 
with MES. 


[No. 8001-A/24/E8, dated 10-8-99.] 


Office of the Garrison Engineer (NW), Vasco-da-Gama, Goa 
_RePairs/Renewal to Perimeter|Street Lighting 


The Garrison Engineer (NW), Vasco-da-Gama, Goa invites applications upto 8th September, 1999 from enlisted MES, C.P.W.p 
and Railway conifasiors of the appropriate class for issue of tender for the following works :— 


Serial Name of Work Estimated Earnest Period of 

No, Cost Money Contract 
Rs, Rs. 

J. Renewal/Repairs to Perimeter/Street Lighting covered under AGE E/M-I Vasco. 3.75 Lakhs 7,500 4 Months, 


Contractors not enlisted with MES will have to submit their applications, copies of letters of enlistment in other Depattments, 
Income Tax Clearance Certificate, financial resources and list of works carried out by them during the last two years giving designa- 
tions of the Officers under whom works have been executed. Eatnest Money te be deposited alongwith the tender for those who 
have not got Standing Security Deposit with the MES is as indicated above. 


[No. 8035/408/E8, dated 8-9-99.] 


. 


Provision of Grass Cutting, Leveling, etc. 


The Garrison Engineer (NW), Vasco-da-Gama, Goa invites applications upto 15th September, 1999 from enlisted MES, C.P.W.D 
and Railway contractors of the appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest Period of 

No. Cost Money Contract 
Rs. Rs, 

1. Grass Cutting, Levelling the area around Runway at INS, Hansa. —. : oe 3.23 Lakhs 6,500 3 Months. 


Contractors not enlisted with MES, will have to submit their applications, copies of letter of enlistment in other Department, 
Income Tax Clearance Certificate, financial resources and list of works carried out by them during the last two years giving designation 
of the Officers under whom works have been executed. Earnest Money to be deposited alongwith the tender for those who have not 
got Standing Security Deposit with MES is as indicated above. 


[No. 8035/411/E8, dated 17-8-99.] 
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Office of the Garrison Engineer (1), R & D, Chandjpur, Post : Chandjpur, Dist. : Balasore, Orissa-756 025 
Provision of Furniture 
The GE), R&D, Chandipur, Post.-Chandipur, Dist. : Balasore, Orissa (Pin-756 025) invites applications by the date 


shown against the work from appropriate categoires of MES ,C.P.W.D., P.W.D. and Railway contractors for issue of tender forms for 
the undermentioned work :— 


Serial Name of Work Estimated Earnest ; Last date of J 
No. Value Money , Receipt of 
. Application 
Rs. Rs. 


1. Provision of furniture for Science Lab and Four class Rooms near j, 4.87 Lakhs 9,800 16th September, 1999, 
Range School Bldgs No. P/247 at Chandipur. 


Contractors not enlisted wtith MES are required to submit alongwith their applications, copies of letter of enlistment in other 
Department, latest Income Tax Clearance Certificate and particulars of works carried out by them during last two years giving the 
designation and address of Officer under whom executed. Earnest Money is required to be sent alongwith the tender by those con- 
tractors who have not executed Standing Security with any of the MES formation. 


[No. 8929/02/E8, dated 20-8-99.] _ 


Office of the Garrjson Engineer (NW), Vasco-da-Gama, Goa 
Periodical Services to Certain Bldgs. 


The Garrison Engineer (NW), Vasco-da-Gama, Goa invites applications upto 8th September, 1999 from enlisted MES, C.P.W.D. 
and Railway contractors of the appropriate class for issue ef tender for the following work :— 


Serial Name of Works Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Periodical services to certain bldgs, at Hansa Technical and Ward Room area 5.50 Lakhs {1,000 4 Months. 
covered under AGE B/R-I, Vasco. 
2. Periodical services to certain bldgs. at Hansa Vihar and TS area covered under 4.25 Lakhs 8,500 4 Months. 
AGE B/R-I, Vasco. 
3. Periodical services to certain bldgs. at BMF, BSF and Coast Guard area covered ° 4,25 Lakhs 48,500 4 Months. 


under AGE B/R-I, Vasco. ° 


Contractors not enlisted with MES, will have to submit their applications, copies of letter of enlistment in other Department, 
Income Tax Clearance Certificats, financial resources and list of works carried out by them during the last two years giving designation 
of the Officers under whom the works have been executed. Earnest Money to be deposited alongwith the tender for those who 
have not got Standing Security Deposit with MES is as indicated aobve. : 


[No. 8035/406/E8, dated 9-08-99.} 


Periodical Services to MD Sailors Accn. 


The Garrison Engineer (NW), Vasco-da-Gama, Goa invites applications upto 11th September, 1999 from enlisted MES, C.P.W.D. 
and Railway contractors of the appropriate class for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Periodical Services to Md Sailors accn. at Varunapuri, (East) . M s 3.30 Lakhs 6,600. 4 Months. 
2. Periodical Services to Md Sailors accen. at Varunapuri (West). . : , ; 2.50 Lakhs 5,000 4 Months. 
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Contractors not enlisted with MES, will have to submit their applications, copies of letters of enlistment in other department, 
Income Tax Clearance Certificate, financial resources and list of works carried out by them during the last two years giving designa- 
tion of the Officers under whom works have been executed. Earnest Money to be deposited alongwith the tender for those contractor 
who have not got Standing Security Deposit with MES is as indicated above, 

[No. 8035/407/E8, dated 9-8-99.] 


The Garrison Engineer (West), Delhi Cantt.- 10 


; Repair to Security Fencing, etc. 
The Garrison Engineer (West), Delhi Cantt.- 10 invites applications by 17th September, 1999 from enlisted MES, PWD 
» and Railway contractors of the appropriate class for issue of tender for the under mentioned work ‘— : 
} Serial CA No. and Name of Work Estimated Amount of Earnest 
No, Cost Money required to 
be deposited with 
the tender 
Rs. Rs, 
1, GE/DW-94/99.2000— 
4.20 lakhs 8,400 


Repair to security fencing and rain water pipe catle fencing in kabullines in 
the area of AGE B/R-IV under GE ( Wes)), Delhi Cantt.- 10. 


Contractors not enlisted with the MES Western Command Chandimandir are required to submit with their applica- 
Income Tax Clearance Certificates and particular of works carried 


tions, copies of letters of enlistment in other debartment, 
out by them during the last three years giving the designation and correspondence address of the Officers, under whem the works 


were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Notes.— 
Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicant even to 


enlisted contractor of appropriate class. 


Issue of tender will be decided by the Accepting Officer based on inféraia past track record, financial positicn and ex- 
he applicant/contractor. The Accepting Officer shall consider applications received upto 


perience of similar works executed by tl 
/extended date ofsreceipt of applications for issue of tender to the next higher Engineer Authority with 


date of rec3ipt of anovlications 
to the Accepting Officer. No appeal/representation shall be entertained in the due date of receipt of applicaticns/extcnded date 
of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any ccm- 


pensation whatsoever for rejection of his applications. 
[No. 8041/GE/DW-94/1999-2000/03/E8, dated 11-08-99. ] 


ee ee 
. 


Periodical Services to Crtain Buildings 


( West) Delhi Cantt:-10 invites applications by 16th September, 1999 from enlisted MES, PWD 


The Garrison Engineer 
appropriate class for issue of tender for the undermentioned work :— 


and Railway contractors of the 


Estimated A mount of Earnest 


L Serial CA No. and Name of Work 
No.4 Cost M oney required to 
. be deposited with 
the tender. 
' Rs- Rs. 
1 GE/DW-93/99-2000— 
3.17 lakhs 6,300 


Periodical services to certain buildings of TCO’s, ORs Md Acen at Chitral lines 
(SF Quarters) and OTM acen of unit areain the area of AGE B/R-III under 
GE (West), Delhi Cantt- 10. J 
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Contractors not enlisted with the MES Western Command, Chandimandir are required to ‘submit with their applica- 
tion:, copies of letter of enlistment in other department, Income Tax Clearance Certificate and particular of works carried . 
out by them during the last three years giving the designation and correspondence address of the Officers, under whom 


the works were executed. 
Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES, 


Note :— 
Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicants 


even to enlisted contractor of appropriate class. 


Issue of tender will be decided by the Accepting Officer bascd or interolic pest track records finncial position and 
experience of similar works executed by the applicant/ contractor. The Accepting Officer shall consider applicaticns re-~ 
ceived upto date of receipt of applications/extended date of receipt of applicaticns for issue tothe next higher Engineer 
Authority with copy tothe Acceptihg Officer. No appeal/ representation shall be entertaincd in the due date of receipt of © 
applications/eXtended date of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any 
com»ensation whatsoever for rejection of his application. 3 , 


[No. 8041/GE/DW-93/1999-2000/03/E8, dated 11-8-99. 


° 
—_—— i 


Repair to leakage/seepage of sunken floor 


The Garrison Engineer (West), Delhi Cantt-10 invited applications by 18th September, 1999 from enlisted M.E.S,, P.W.D. and 
Railway contractors of the appropriate class for issue of tender for the under Mentioned work :— 


Serial CA No, and Name of Work Estimated | Amount of Earnest 


No. ! Cost Money required to 
_be deposited with 
‘the tender 
Rs. Rs. 


1. GE/DW-88/99-2000— 
Repair to Leakage/Seepage of Sunken Floor and CI Pipes in BlockNo. 1 5.00 Lakhs 10,000 
to 16 Basantar Lines and Block No. 23 New Chitral Lines in the area 
of AGE B/R-II under GE (West), Delhi Cantt-10. 


Contractors not enlisted with the MES Western Comman¢é, Chandimandir are required to submit with their applicaticns, ccpies 
of letter of enlistment in other department, Income Tax Clearance Certificates and particulars of works carried out by them during the 
last three years giving the designation and correspondence address of the Officers, under whom the works were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors Who haVe not Standing Security with MES, 


Nore :—Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicants even 
to enlisted contractor of appropriate class. 


Issue of tender will be decided by the Accepting Officer based onlénterajia past track record, financial position & experience 
of similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received upto 
date of receipt of applications/extended date of receipt of applications for issue to the next higher Enginecr Authority with 
copy to the Accepting Officer. No appeal/representation shall be entertained in the due date of receipt of applications/ 
extended date of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any ccm- 
pensation whatsoever for rejection of his application. 


[No. 8041/GE/DW-88/1999-2000/03/E8, dated 6-8-99,] 
Repairs to Joinery, plumbing, Glass Panes 


The Garrison Engineer (West), Delhi Cantt-10 invited applications by 18th September, 1999 from enlisted M.E.S., P.W.D. and 4 
Railway contractors of the appropriate class for issue of tender for the under mentioned work :— y 


Serial CA No. and Name of Work Estimated Amount ofEarnest  . 
iy Cost Money required to 
be deposited with : 

the tender . 

A 

Rs. RS. 


1. GE/DW-87/99-2000— ; | 
Repairs to Joinery, Plumbing, Glass Panes Flooring, Plastering, 6.50 Lakhs 13,000 
etc. in Certain Buildings in CVD area Delhi Cantt-10. 
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2, Contractors not enlisted with the MES Western Command, Chandimandir are required to submit with their applications, copies 
of letter of enlistment in other department, Income Tax Clearance Certificate and particulars of works carried out by them during 
last three years giving the designation and correspondence address of the Officers, under whom the works were executed, 


3, Earnest Money shall be deposited alongwith the tenders by the contractors whe have no Standing Security with MES. 


Note : Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicants, even 
enlisted contractor of appropriate class. 


Issue of tender will-be decided by the Accepting Officer based on interelia past track record, financial position & experience 
of similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received upto 
date of receipt of applications/extended date of receipt of applications for issue to the next higher engineer authority with 
copy to the Accoepting Officer. No appeal/representation shall be entertained in the due date of receipt of applications/ 
extended date of receipt of applications, 


The decision of the next higher engineer authority shall be nal. No applicant/contractor shall be entitled for any Com- 
pensation whatsoever for rejection of his application. 


[No. 8041/GE/DW-87/1999-2000/03/E8, dated 6-8-99.] 


. 
car Us bas re 


Office of the Garrison Engineer (South), No. I, Ulsoor Road, Bangalore-560 042 


Maintenance and Repairs of Stores Type Electric Heater 


The Garrison Engineer (South), Bangelore-560 042, invites applications from enlisted MES, CPWD and Railway contractors for the 
following works :— 


Serial Name of Work Estimated Earnest Date of applications to 
NG Amount Money be submitted to GE(S), 
Bangalore on Or 
before, 
Rs Rs. 
J, Maintenance and Repairs of Stores Type Electric Heater (Geyser) under 3.10 Lakhs. 6,200 Sth September, 1999, 
GE (South), Bangalore. 


Contractors not enlisted with the MES are required to submit with their applications, copies of the letters of enlistments aye r 
depattments, Income Tax Clearance Certificate and Particulars of works carried out by them during the last two years giving des’é- 
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nation of Offices underr whom executed. Earnest Money as indicated is to be deposit alongwith the tender by contractors who 


have not deposited Standing Security deposit with the MES, 


[No. C-8173/02/E8., dated 2-8-99.] 


Office of the Garrison Engineer (South), No. 1, Ulsoor Road, Bangalore-560 042 


Term Contract for Artificers Work 


The Garrison Engineer (South), Bangalore-560 042, invites applications from enlisted MES, PWD, CPWD and Railway contractors 


fot the following works :— 


Serial 
No, 


Name of Work 


1. Term Contract for Artificers Work atASMT,Domlur Md. Accn. Station 5,00 Lakhs, 
Workshop, EME and Agram Driveing Track Bangalore. 


Estimated Earnest Date of applications 
Amount Money tob be submitted to 
GE(S) Bangalore on 
or before. 
Rs. Rs. 
10,000 8th September, 1999, 


Contractors not enlisted with MES are required to submit with their applications, copies of the letters of enlistment in other depart- 
ments, Income Tax Clearance Certificate and Particulars of work carried out by them during the last two years giving designation 
of Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith the tender by contractors who have not 


deposited Standing Security deposit with the MES, 


[No. C-8171/01/E8., dated 2-8-99.] 


oi, 


GLOBAL TENDER 


GOVERNMENT OF INDIA 
MINISTRY OF NON-CONVENTIONAL ENERGY 


ary 


SGURCES 


INVITES GLOBAL EXPRESSION OF INTEREST 


For PARTICIPATION IN OPERATION|UTILISATION OF 
- REFUSE INCINERATION-CUM-POWER GENERATION 
PLANT (IPGP) INstaLLep AT TimMaARPUR, DELHI. 


Proposal for Operation of Power Generation Plant 

1. A  Demonsiration Refuse Incineration-cum- 
Power Generation Plant was installed at Timarpur, 
Delhi in the year 1987 by Mis. Volund . Miljoteknik 
A|S, Denmark on « turn-key basis at a cost of nearly 
Rs. 25 crores (approx.) It was designed to incinerate 
300 tonnes of Garbage|Municipal Solid Waste (MSW) 
of Delhi city per day and generate 3.75 MW power. 
The plant had been put on trial run and operated but 
was subsequently closed down in the year 1990 due 


C600 


to mismatch of quality of incoming Refuse (Municipal 
Solid Waste) with the plant design. 


OT TT TY oe oe 


ee { 


2. Government is interested in the best possible 
utilisation of the plant assets already created, through 
any of the following options : 


(a) Leasing out the entire facility, on an ‘as is 
where is basis’ to entrepreneurs interested in taking 
over the plant and making their own investments to 
carry out any necessary modifications, additions to 
the plant and operating it on a commercial basis, for 
incineration of MSW of Delhi city, or 


(b) Any other alternative as may be suggested by 
any party for putting the plant assets to gainful utiliza- 
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tion, not involving any investment by the Government 
of India, or ‘ PAQ8E la 


(c) In the event of non-materialization of the above 
routes, outright sale of the plant assets (excluding 
land), on ‘as is where is basis’ either in full or in parts, 
to those interested. 


3. Framework for ception 2(a) : | 


3.1 The MSW available on ‘as is where is basis’ 
at the community waste disposal sites of Municipal 
Corporation of Deihi is generally of low calorific value 
of 600-700 k-Cal./kg. and accordingly not directly 
suited to the plant needs, unless extra efforts are put in 
for its selective collection andjor segregation. With 
a view to tacilitate supply of best possible MSW to 
the plant, following options can be considered by the 
entrepreneurs ; 


(i) MSW to be supplied by Municipal Corporation 
of Delhi (MCD) andjor New Delhi Municipal Corpo- 
ration (NDMC) from identified areas, free of charge 
at plant site, as per MSW Supply Agreement(s) to be 
mutually negotiated with MCD andjor NDMC, or 


(ii) MSW to be collected and transported by the 
entrepreneurs themselves from  indentified areas of 
MCD andjor NDMC to the plant site, on payment 
basis and agreed terms & conditions, as per detailed 


agreement(s) to be mutually worked out with MCD 
andjor NDMC. 


3.2 While the Plant’s operation entirely with MSW 
would be desirable, the entrepreneurs will be permitted 
to mix other waste materials of renewable nature 
(blomass-husks, straw bagasse, etc. ) up to a maximum 
of 30% alongwith MSW to improve its calorific value. 


i; 


te REPT SERS | 
3.3 The entrepreneurs may either sell tie power 
(biomass-husks, straw bagasse, etc. ) up to a maximum 
to be generated from the plant to Delhi Vidyut Board 
(DVB) as per MNES Guidelines, on a Power Pur- 
chase Agreement (PPA), to be entered with DVB; 
or to ‘third parties’ at mutually agreed terms, with 
necessary permission of DVB. 


3.4 The disposal of reject MSW|process waste will 
have to be done by the entrepreneur, at his cost, at 
designated disposal sites. The entrepreneurs would 
also have to ensure compliance of the plant operations 
with the National Standards set by the Central Pollu- 


tion Control Board (CPCB) and other authorities with . 


regard to air emissions and other discharges from the 
plant, etc, 


3.5. The eligibility conditions for submission of 
Expression of Interest for option (a) are : 

»» Private sector (Indian or Foreign) Companies| 
Entrepreneurs|NGOs. 

», sound financial track record. 

». Experience in the Power sector|MSW Incine- 
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ration|Waste Management will be given dué 
weightage. 
», Capable of making necessary investment. 
», Relevant Techno-managerial capability. Ping! 
3.6 The Expression of interest may be sent by the 
interested parties in the form of a non-binding Letter 
of Intent indicating their current activities, track record, 
financial status, the extent to which they will be in a 
position to raise resources for investment along with 
a preliminary proposal outline their approach for 
operating the plant. 


4. Parties interested in suggesting any alternative 
for gainful utilization of the plant assets [option 2(b)] 
or in purchasing the plant assets (excluding land) 
[option 2(c)], may submit their preliminary proposals 
outlining their specific suggestions|interest in the matter, 


5. After preparing a short-list of parties on the 
basis of information received in respect of the eligibility 
conditions mentioned abdoveloptions of interest, the 
Request for Preposai/Bid Document shall be issued 
to the short-listed parties for submitting their Detailed 
Proposals. The Ministry reserves the right to accept 
or reject any offer. 


6. The Expression of Interest|Preliminary Propo- 
sal must reach the Ministry of Non-Conventional 
Energy Sources at its address indicated below, within 
six weeks from the date of this advertisement. 


7. > For any clarifications and arrangements for 
visiting the site prior to submitting the Expression of 
Interest|Proposal, please contact : 


The Director (U&I Group), 

Ministry of Non-Conventional Energy Sources, 
Block No. 14, CGO Complex, Lodhi Road, 
New Delhi-110 003, Tel. No. 436 4362, 

436 3203, Fax No. 436 1738, 436 4362. 
E-mail : akdhussa@mnes.nic.in 


[No. 3 (3)|7|81-CASE|638|Vol.-80 (Part-IL), 
dated 24-8-99,] 
GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
: OFFICE OF THE GENERAL MANAGER, 


ORDNANCE FACTORY, AMBAJHARI, NAGPUR-440 02] 


Open Competitive Bidding 
Design, Manufacture, etc. of Machine 


The General Manager, Ordnance Factory Ambajhart, 
Nagpur on behalf of the President of India invites 
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applications for issue of tenders for following Mach- 
ine from Indian manufacturers. 


(Last Date of Receipt.of Application : 21st September, 
1999), 


. Scope. of Supply :— 


Design, manufacture, supply, erection, commissicn- 
ing and. proving of machine to its desired capacity, 
rated output and. dimensional accuracy. 


I. Tender Notice No. 3032|CAP/TE|99-2000| 
39|EO for One Vacuum Sand Blasting Machine as 
per brief technical specification given below : 


1. Description of Equipment : 


Portable close circuit single chamber type 
Vacuum Sand Blasting Machine with Air 
Ejector Recovery, Compressed Air delivery 
of GRIT. For Blasting Clean Al. Alloy as 
well as Steel surface. S 


Quantity : 1 No. 


to 


Leading Particulars : 
i, Blasting Capacity: 3. sqm (approx.). 
ii. Recovery System: Air ejector. 
ili, Grit Storage Capacity: 60 Itrs. storage 


hepper and pressure vessel. 


If. Tender Notice No.\ 3032/CAP|TE|99-2000} 
40/EO for one 5 ton capacity electric over head crane 
salts as per brief technical specification given 

elow : 


1. Description of Equipment : 
5. Ton, Capacity Electric Over Head Crane. 
2. Leading Particulars : 
i. Capacity: 5 Tonne. 
ii. Span: 26260 mm. 
ii. Vertical Lift: 8850 mm above FFL. 
HL. Application in triplicate to be furnished by 


bidders with following particulars to qualify for issua- 
nee of tender documents. 


Technical Capacity : Tenderer should sub- 
mit a detailed statement of similar machines 
built by him during the last ten years, Name 
& Full Addresses of the Customers with 
order No, &, Date of supply thereof. 


2 
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tn case the capacity of the Bidder has been: 


assessed by a National|International Agency; 
the same should be furnished. 


ii, Financial Capacity : Tenderer shall produce 
satisfactory proof that he is financially im 
a position to fulfill the contractual obliga- 
tions to be undertaken by him. 


2. (a) Basic Design|Basic Engg. with Technical 
Specn. of the Machine which he proposes to 
offer against this tender. (b) Necessary do- 
cuments in support of having proven process 
Technology & Equipment. design and experi- 


ence of turn key execution as required in 


tender. (c) Detailed of capacity & range of 


Manufacturer|Inspection — facilities alongwith: 


list of equipment, tools, tackles, Plant & 
Machinery available with Bidder & his 
associates. 


3. Any other information which Bidder feels 1e- 
levant for qualifying for issuance of tender. 


Note :—Purchaser reserves the right to reject’ any’ 


application for issue of tender papers in case the 
details given against para III above are not furnished 
to the satisfaction of purchaser. } 


IV. Details cf Bid Documents :— ; 
i. Tender Fee: Rs. 40 for each tender.” | 


ii. Requisite tender fee must be 
alongwith the application. 


ili. Tender fees paid is neither refundable nor 
transferable. 


iv. The offer has to be in two bid system. 


v. Tender document purchase fee is to be 
paid in the form of Crossed Demand Draft 
drawn in favour of General Manager, 
Ordnance Factory Ambajhari, 
440 G21 (India) on any schedule Bank. 
payable at Ambajhari, Nagpur-400 021 
(India }. 


vi. The Bids can be submitted only by the ori-. 


ginal manufacturers of machines and not 
through agents. 


Detailed terms & conditions are given in 


tender forms. 
V. (a) The Bidders should invariably apply se- 


parately in triplicate against each tender — 


notice. 
(b) The following should be superscribed on 
each erivelop : 


“Application for (Name of Machine with ten- 
der notice reference). 
(This is not a Quotation|Offer)”. 
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submitted © 


Nagpur-. 


Tix, Fax & Telephone Nos. of Ordnance Fac- Fax : 91-7104-37705, 


tory, Ambajhan, Nagpur (India) are as Telephone : 07104-37845-49. 
under :— Cable : Ambord Nagpur. 
Telex : 0715-7266. [No. 3032/CAP|TE|GENL|EO, dated 23-8-99.] 


GLOBAL TENDER 
GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
Ordnance Factory Ambajhari, Nagpur-440 021 
Global Tender Notice Inviting Tenders for Supply of Hydraulic Bend Press 


_ General Manager, Ordnance Factory, Ambajhari, Nagpur on behalf of the President of India invites applications for issuc of 
tond>rs for the following machines froin Foreign/indian manufacture is. 
Last Date for Receipt of Application : 21st September, 1999. 


Scope of Supply : 


Design, Manufacture, Supply, Erection, Commissioning and proving of machine toitsdcsircd capacity, rated output and accuracy 
Including proving of tooled up compon:nts for diniension and cycle time. Training and after Sales Services re euirc d, : 


J. Tender Notice No. 3032/CAP/TE/99-2000/34/EO for Hydraulic Bard Press as pet brief Technical Specification given below :-— 


Nomenclature Quantity 


1. Hydraulic Press having Jaws arranged to form circle with Hydraulic Operated Pistons of minimum 1000 1 No. 
ton capacity suitable for mounting copper Ring on groove of Hollow Bodies by Pressing. 


2. Leading Particulars : 


(i) Redial Force Adjustable : 250 tons to 1000 tons. 

(ii) Operating Pressure =). 2350 KG/G M2 

(iii) Radial Stroke 25mm 

(iv) Vertical Stroke : To be adjusted for easy loading/unloading of the Hollow body. 
(v) Number of Jaws Phualy GE, ke 


(vi) Maximum Weight. of Hollow body: 100 Kgs. 

(vii) Max. length Hollow body > 1000mm. 

(viii) Max. dia of Hollow body >:  205mini. 

(ix) Multiple Indexing upto 12 times (Selector’for number of Indexing should be provid«d), 


IL. Tender Notice No. 3032/CAP/TE/99-2000/35/EO for CNC Optical Profile Grinding Machine as per brief Technical Speci- 
fication given below :— 
Nomenclature Quantity 
i. CNC Optical Profile Grinding Machine for Grinding of Intricate Profile through CNC programming 1 No. 


and also with a facility of manual profile Grinding to Grind all types of Circular and Flat form tools of 
intricate Profile. 
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3. Leading Particulars :-~ 


Projection : 

i. Screen Size : 500 X 500mni 

ii. Magnification : 10x, 20x and 50x 
Work Table : 

i. Area : 200 X 500mm 

ii, X-Axis Travel > 250mm 

iii. Y-Axis Travel : 150mm 


Work Piece Size : 


1 Mcenstia : 350 mm max. 
ii. Width : 200 mm max. 
ili. Thickness : 150mm max. 


Grinding Wheel Spindle Unit : 


i. Grinding Stroke length : Oto 160mm 
ii. No. of Stroke : 30 to 100/minute 


iii. Speed of Grinding Wheel : 1000 to 7500 RPM 


IU. Tender Notice No. 3032/CAP/TE/99-2000/36/EO, for One CNC Single Spindle centre Drive machine for simultancous 
Machining at Both ends in one setup as per brief Technical Specification given below :— 


1. Nomenclature : Medium duty, CNC Single Spindle Centre drive Turning machine for simultaneously Machining 
of both ends in one setup on Hollow Cylinderical Deep drawn aluminium component with Flange on Head _ side, 
involving following machining operations : 

i. Head End :(a) External turning at the head including flange. 
(b) Facing of the flange. 
(c) Internal boring of the flange and the head. 
(d) Internal grooving. 


il. Mouth End : (a) Length cutting and internal/external chamfering. 


iil. Size of the Component :— 


Max. Length :. 242mm 
Max. dia (at head) > 98mm 
Max. dia at Mouth : .85mm 
Wall thickness at Head : OMI 
Wall thickness at Mouth Bal lssyoctoe! 
Wt. of the Job : 450gm 
Hardness (HV 10) : 100 VPN 


IV. Tender Notice No. 3032/CAP/TE/99-2000/37/EO, for One CNC 3 Dimensional co-ordinate Measuring Machine as per brief 
Technical Specification given below :— 


1. Nomenclature : CNC 3 Dimensional Co-ordinate Measuring Machine. 


2. Leading Particulars :— 


i. Measuring Range X axis : 1200mm 
Yi axis : 1800 mm 
; Z axis :  1000mm 
il. Job Weight : 2000 Kgs. 
iii. Clamping surface : Granite surface plate of size 1400 X 2400mm Approx. with suitable 


arrangements for clamping. 
iv. Motorized head for probe with 6 axis movement of probe. 


y. Resolution for x, y, z axis : 0.5 micron. 
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Vi. Measuring uncertainly independent of the position of the spindle as per VDI/VDE 1617. 
U1 : 2.4+-L/200 microns. 
U3 : 2.0-+-L/200 microns. - 
V2: 1.7 microns in all planes. viz. xt, xz, yz. 

vii. Continuous scanning system. 


V. Tender Notice No. 3032/CAP/TE/99-2000/38/EO, for One 420 T capacity Pressure Die Casting Machine as per brief technical 
Specification given below ;— 


1. Nomenclature : Horizontal, Cold Chamber 420 Ton capacity Pressure Die Casting Machine with Turbulance Free 
Injection System for Aluminium Alloy Castings.” 


2. Leading Particulars :— 
(i) Capacity : 420 Tons. 
Shot Unit : 


(i) Injection Force Dynamic : 19.5 Tons, 
(ii) Injection Force intensified : 49 Tons. 
(iii) Shot Weight PINGS We 
Closing Unit : 
(i) Platen size : 1000 X 1000 mm, 
(ii) Ejector Force 7 et Dow 
(iii) Ejector Stroke 3 145 mm. 


VI. Separate Application in triplicate to be furnished by Bidders with following particulars against each Tender Notice to qualify 
for issuance of Tender Document :— 


1. (i) Technical Capacity ; Tenderer should submit a detailed Statement of similar machines Built by him during the 
last ten years, Name and Full Addresses of the Customers with Order No. and Date of supply thereof. 


In case the capacity of the Bidder has been assessed by a National/International Agency, the same should be fur- 
nished, 


(ii) Financial Capacity + Tenderer shall produce satisfactory proof that he is financially in a position to fulfill the 
contractual obligations to be undertaken by him. 


2. (a) Basic Design/Basic Engg. with Technical Specification of the Machine which he proposes to offer against this tender. 


(6) Necessary documents in support of having proven process Technology and Equipment design and experience of 
turnkey execution as required in Tender. 


(c) Details of capacity and range of manufacture/Inspection facilities alongwith list of equipment, tools,tackles, plant 
and machinery available with bidder and his associates. 


3. Any other information which Bidder feels relevant for qualifying for issuance of Tender. 


Note: Purchaser reserves the right to reject any application for issue of tender papers in case the details given against 
Para-VI above are not furnished to the satisfaction of purchaser. 
VIL. Details of Bid Documents :-— 


(i) Tender Fee : US Dollars 50 for Foreign Bidders offering Equipment in FE and Rs. 1,500 for Indian Bidders offerin® 
Eqipt. in Indian Rupee against each Tender Notice. 


(ii) Requisite Tender Fee must be snbmitted’ alongwith the application. 
(iii) Tender Fees paid is neither refundable nor transferable, 
(iv) Tender documents will be issued directly in the Name of Foreign Principal for Offers in foreign currency. 


(v) Tender documents will be issued in the Name of Indian firms for offers of machines of indigenous/import origin in 
Indian Rupees only, 


(vi) Reps. of Foreign Bidders in India are also permitted to purchase tender documents on behalf of their Principal by 
paying Rs. 1,500 the same will be refunded on receipt of prescribed fee of US Dollars 50 from Foreign Principal. 
Indian Reps. of Foreign Bidders should clearly mention in their application whether tender documents are to be 
sent to them or their Foreign Principal. 


In case tender documents are to be sent directly to foreign principal complete postal address of foreign principal is 
to be indicated in the application. 
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(vil) The offer has to be in two Bid System. 


(viii) Itis to be understood by foreign principal that Export Licence if necessary will be arranged by them and no Agency 
Commission is payable in this tender. } 


(ix) Tender Document purchase fee is to be paid in the form of Crossed -Demand Draft drawn in fayour of General 
He ie Factory, AMbajhari. Nagpur-440 021 (India) on any Schedule Bank payable at Ambajhari, Nagpur- 
ndia). mae ee 


(x) The Bids can be submitted only by the original manufacturers of machines and not through Agents, 
Detailed Terms and Conditions are given in Tender. Forms. 3 
VIII. (@) The Bidders should invariably apply separately in triplicate against each Tender Notice, 

(b) The following should be superscribed on each Envelope. . ) 

“APPLICATION FOR (NAME OF MACHINE WITH TENDER NOTICE REFERENCE). 
(THIS IS NOT A QUOTATION/OFFER)”. 
Tlx. Fax & Telephone Nos. of Ordnance Factory, Ambajhari, Nagpur (India)areasunder : 
Tlx, ; 0715-7266, Fax : 91-7104-37705, Tefephone : 07104-37845-49, Cable : AMBORD NAGPUR. 
Sd./- 


‘General Manager 
Ordnange Factory, Ambajhari., 
Nagpur-21. 


[No. 3732/CAP/TE/GENL/EO, dated 23-08-99.] 
GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATION 


Office of the Divisional finzineer Telec om Optical Fibre Cable Project 57, Ashutosh Mukherjee Road, Subhash, Pally, 
Siliguri - 734 401 


HDPE Pipe Laying 


OFCP/SG/T-1-5/99-2000 Dated at Siliguri the 27th August, 1999. 

For and on behalf of the President of India, the Divisional Engineer, Telecom Optical: Fibre Cable Project, 57, Ashutosh 
Mukherjee Road, Subhaspally, Siliguri - 734401 hereby invites (A) sealed tenders for the work of HDPE pipe laying and OF Cable 
pulling between Raiganj (Siliguri More) and Hilli Telephone Exch Via - Kaliagnaj, Buniadpur and Balurghat,( Retender-2nd 
call) inthe sections given in the schedule (B) Pulling of Optical Fibie Cable from Hasimarsa to Jaigaon, Bhutan Gate and from 
Coohbehar Ghugumari in Dinhata Tel Exch. Tender Papers will be issued to eligible contractors either individually or through 
accreditee representative holding specific power of attorney. If requested by. post., it will be sent by registered post to the 
office address of.the contractor. This notice however does not constitute any guarantee for the issue of tender paper to the 


applicants. 


Tender Forms can be obtained in person from the Office of the undersigned from Ist September, 1999 to 1st October, 1999 
between 1200 noon and4p.m. on any working day on payment of Rs. 500.00 in Cash for each set of tender paper. Request 
for tender paper by post will be entertained only from Ist September, 1999 to 24th September, 1999 on working days only. 
Contractors desiring tender paper by post should send the cost of tender papers by means of Bank Draft only for Rs. 500.00 
drawn in favour of the Accounts Officer, Optical Fibre Cable Project, Calcutta - 13 payable at Calcutta. Tendcr Papers duly 
filled up sealed in envelopeand superscribed with name of the work and sent by Post/Registered courier service will be accepted 
in this office from 1st September, 1999 to 1st October, 1999. Contractors may also drop their tenders in the Tender Box in the 
Office of the D.E.T.. OFCP, Silliguri, 57, Ashutosh Mukherjee Road, Siliguri in person from 1st September, 1999 during office 
hours to 5 p.m. on. working days only. The tenders will be opened at 12.00 Noon on 4th October, 1999. in the Office 
of the Director OFCP, 120, Lenin Sarani, Sth floar, Calcutta -13 in the presence of the tenderers or their authorised repre- 


sentatives if any. 


Tender Paper is non-transferable and tender cost is non-refundable. The department. will not be responsible for any delay, 
loss or mutilation of tender envelopes/tender documents/bank drafts mailed by post/courier service. 


Length of each section, Estimated Cost, Earnest Money Deposit and period of execution is given in the schedule. 

While filling up the tender document, following points may be observed :— 

1. Earnest Money Deposit should be drawn after the date of tender notice in favour of Acccunts Officer, Optical Fibre Cutle 
Project Calcutta - 13 payable at Calcutta, 
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10. 


Request for purchase of tend2r documents in contractor’s own pad stating the name of the work and section shou/ 
accompany the following :— 


(a) Valid I/T and S/T Certificate. 

(b) Credontial Certificates e.g. work order, completion certilicate of works of similar nature. 
(c) Xerox copy of the partnership deed sxechited in a court of law. 

(d) Banker’s mame and Account No. 

Tender submitted on other than prescribed tender document will be rejected. 


In case of unscheduled holidays/Bundh on the date of opening of tenders the same will be opened on the next working 
day at the same time and at the same Venue. 


The tenderer must declare alongwith his applicat‘on for purchase of tender documents that they have not been debarred/ 
delistea by any Government/Quasi-Government/Public Sector Undertaking. 


The department reserves the right to accept/reject any/all tender/tenders and distribute the works to more than one 
successful terderets if the situation arises in the interest of service. 


The department. will not be responsible for any postal delay or misprinting by the news-paper concerned. The tenderers 
should consult the notice board of the office of Siliguri OFCP, Raiganj TDM Office., Malda OFCP office and Director 
OFCP, Calcutta — oitice: 


The D:partinent does not bind itself to accept the lowest tender and issuance of the tender papcr will be at the sole 
discreption of Divisonal Engineer, Telecom, OFCP Siliguri whose decision will be final and binding on the contractors. 


Illigible rate quoting in the tender document makes the tender liable to be rejected and tender received without Earnest 
Money Deposit will be rejected outright. 


If the application by post for purchase of tender paper, is rejzcted due to non-eligiblity of conditions as Set down, the 
Bank Draft (Rs. 500) will be returned by A.O., OFCP, Caclutta to the tenderer. 


Schedule (A) HDPE Pipe Laying and cable Pulling from Siliguri More Raiganj to Hilli via Kaliaganj, Buniadpur and Balur 


ghat. 
Sec No. From To Appx. Rt. Estimated Cost. Earnest Money 
Rs. Deposit. 
Rs. 

Sec-2. KMP 06 Kmp 10 4,000 mt 1,74,600.00 4,365.00 
Sec-3 Kmp 10 ’ Kmp 14 4,000 mt 1,66,750.00 © 4,169 .00 
Sec-6 Kmp 22 Kmp 26 ; 4,250 mt 1,98,750.00 4,969.00 
Sec-9 — Kmp 34 Kmp 38 4,000 mt 1,63,000.00 4,075.00 
Sec-14 Kmp 54 Kmp 52 4,000 mt 2,40,600.00 6,015.00 
Sec-15 Kmp 52 Kmp 48 4,000 mt 1,64,650.00 4,116.00 
Sec-19 Kmp 36 Kmp 32 4,000 mt 1,58,750.00 3,969.00 
Sec- 21 Kmp 28 Kmp 24 4,000 mt 1,81,000.00 4,525.00 
Sec-31 Kmp 10 Rmp 14 4,000 mt £,1,68,000.00 4,200.00 


Time allowed for completion of work is Fifty days in each Sec. 


Schedule (B) Pulling of OF Cable from HMA to Jaigaon, Bhutan Gate and from COB., Ghugumari to DNHT Tel. Exch : 


9 


1. Total length of section : 34 Km. approx. 
2. Estt. Cost of work : Rs. 107,000.00 
3. Earnest Money Deposit : Rs. 2,675.00 
4. Total time of whole work : 20 Days, j 
Divisional igreer Telecom. 
[No. OFC (P)S ks Ba spe ae: . eect 
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GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 


DIRECTORATE GENERAL,INDO-TIBETAN BORDER POLICE 
Procurement Cell, Tigri, P.O. Mandaazir . New Dalhi-110 052 


Men’s Wool Cotton Underpant—A mendment 


The following amendment has been authorised :— 


Serial 
No. 


—_— 
. 


Nn 


Ww 


IV-17013/99/PC/ITBP/Spec. For Men’s Wool Cotton Underpant Bleached . 
TV-1703/99/PC/ITBP/Spec/10. For Socks Men’s Wool Heavy Khaki Raised. 


IV-17013/99/PC/ITBP/Spec. For Synthetic Plastic Slide Fastnars Khaki in colour for 


1V-17013/99-11-99 /PC-2 For Capss Water Proof Snow Medium and Large 


Tender Notice No. Item Amendment to be inserted 
and Date ; 


‘| These ate Group-IV Items and 
are exclusively reserved for SSI 
Units only. Tenderers shouid 

| state clearly whether they stand 
| registered with State Director 
rf Industries as SSI Units on per- 
manent basis If so photocopy 
dated 22-7-99. Trousers22 and 24 Cms Light Special Duty close | of valid registration certificate 
End Auto Lock L-Type. | must be enclosed failing, which 

| offer shall beliableto be ignored 


dated 22-7-1999. ‘ 


dated 22-71-99. 


All other terms and conditions 
| of these Tender Notices shall 
J remain unchanged. 


dated 11-8-99. 


Sd./- 
Commandant Staff (PROV) 
[No. IV-17013/11/99/PC/{TBP|Spec/200, dated 20-8-99.1 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 
Chief Engineer, Garden Reach, Calcutta-43 
Epoxy Resin L-] 2 


Sealed Tenders on prescribed tender forms are invited for supply of the following stores :— 


Serial Tender No, and Description of Material Quantity Tender Closing Date 
No. Cost 
Rs. 
1. CTE/TP/99/013/1— 
(a) Epoxy Resin L-12 or equivafent as approved by RDSO . : 1,260 Kgs, )} 
150 20th September, 1999 
(6) Epoxy Hardner K-6 or equivalent as approved by RDSO : 126en0ay\ ad 
Notes.— 

1. Itemis reserved for RDSO approvVed firm for this item, 

p. Rs.30 shall be paid extra for each tender document required to be sent by post. 

3. The prescribed tender forms, Railway Specification and Sketches( but not IRS and RDSO‘s Drawings) are obtainable from 
the Chief Enginger’s Officc, South Eastern Railway, Gardcn Reach, Clacutta-700 043 onremi‘tvnce of Cost of Tender Forra 
(not-refundable) by Many Order direct to him in case of outside firms and on production of Cash Receipt obtainable from 
the Chief Cashier. South Eastern Railway, Garden Reach by local firms batween 10 and 16 Hours on working days. Money 
Orders should be addressed to the Chief Track Engineer. South Eastern Railway, Garden Reach, Calcutta-700 043, 

4. Selling of Tender Forms will commence before one Month of Date of Opening of Terders. 

Si Cost of Tender Forms should be deposited under Allocation No. Z-650. 

6. Postal Order/Demand Draft or Cheque towards Cost of Tender Forms will not be accepted. 
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7. Tender(s) will be opened on Closing Date at 14 Hours. 


8.  Tender(s) should be submitted in sealed covers superscribing the Tender Number, Description of Materials and Due Date 
on the cover without fail. Sealed tenders duly filled in should reach the Chief Track Engineer,TP S.E. Railway,Garden 
Reach, Calcutta-700 043 before 13 Hours on Closing Date. 


9. Railway will not be responsible for postal delay or for untimely receipt or submission of tender by the tenderers. 
10. If the date of opening happens to be a Bandh or Holiday, the tender(s) will be opened on the following working day. 


11. Railway reserves the right to accept or reject any tender in full or part or reject all the tenders without assigning any reason 
whatso2ver and Chief Engineer s decision in the matter will be final and binding. 


12 Tenders must be submitted in tha prescribed Tander Forms only purchased from this office. otherwise they are liable to be 
teected. 


13 No erasures. alterations or overwritings are permitted on the Tender Form. The tender with erasures, alterations or over 
writings is liable to be invalidated. 


Sd.- 
Chief Engineer/Garden Reach 


[No PR/Engg-257/99, dated 18-8-99 Issued by C.P.R.O. 11. Garden Reach Road, 
Calcutta-43 .] 


aa 


GOVERNMENT OF INDIA Sealed tenders are invited in duplicate from the Authorised 
Importers/Authorised Dealers for supply of the following itcms: 
DEPARTMENT OF ATOMIC ENERGY 
Serial Tender No. & Description of Item Quantity 
Directorate of Purchase. and Stores, Vikram Sarabhai Bhawan, No. 
Anushakti Nagar, Mumbai-400 094 
1. 03-M-01334-PT— 


Hydrochloric Acid : —amendment Supply of NTN (Japan) make new design 
triple sealed (LLJ type) pillow block 
Re ference :—This Office Letter No. DPS/Tender/DAVP/154 bearings. Bearing Numbers and 
appearing at Sr. No. 2 of 154 regardig tender notice against Pav.two Te as Pail si opolwae 
Tender No. DPS/10/CHEM/1802 for supply of 1500 M.T. of (a) UCPX 10 ‘ ; 4 Nos 
Hydrochloric Acid. 
(b) UCP XA? = : ; : ; 6» 
The following amendment has been authorised :—- 
(oc) UCR 18% 2 ‘ : : : pes 
Last Date for Receipt of Tenders : Ist October, 1999. 
(d) UCPX20 . ou, a: ee 4 395 
Date of Opening of Tenders at 11.30 Hrs. on 4th October, 1999. 
(ce) UCP-206 3 A : ; ‘ 1 arcane ss 
Last Date for Sale of Tender Set : 28.h Septemver, 1999. 
Gh DEP PEE 18 Cae Blags 
Interested suppliers may take note of the revised due date and 
obtain the tender document against payment of Rs. 300 and sub- (g) UCP 2083 . ; é ; SH a3 
mit the competitive offer accordingly. ‘ 
(i) ‘UCE 287 > 0 oy eee 75) 
Sd/- 
Asst. Purchase Officer UCPC Fy. : k : , TS G3 
[No. DPS/10/CHEM/ 1802, dated 18-8-99.] GOCE DOF 2? 10°: 7 on Gam 100° 3 
(ky UCP213 Je. : ‘ A : SU Os, 
(): UCP 2143 20>. a 9p. 
INDIAN RARE EARTHS LIMiTED Guy WWCRO 15 Jo 5 P : F 35 ues 
(A GOVT. OF INDIA UNDERTAKING) 
(n) UCP 218 6 . ° . ° 4 23 
Orissa Sands Complex ISO 9002 Matikhalo-761 045, 
Dist. Ganjam (Orissa) (of UGE 210 *: ‘ J A i 20s 
Fax : 06811-63988, Telex : 06703-207, Phone : 06811-63890 to Last date of receipt of tender: 10th September, 1999 


63895, Gram : RAREARTH, Chatrapur. upto 14.30 Hrs. 


No. OSCOM/ADVT-184, August, 16, 1999 : Supply of NTN 


(Japan) Make Pillow Block Bearings. Date of opening of tender—10th September, 1999 at 15-00 


Hrs. 
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Copy of valid authorised dealership Certificate from manu- 
facturer/Indian Agent (National Engineering Industries) 
is to be enclosed with your offer. 


E.M.D. at the rate of 2 per cent of the quoted value drawn 
in favour of Indian Rare Earths Ltd., payable at State 
Bank of India. IRE Ltd. Campus branch, Matikhalo- 
761 045 or Indian Bank, IRE Extn. Counter, Matikhalo- 
761 045 to be submitted alongwith your offer in shape 
of demand draft. Without E.M.D. offer shall not be 
considered, 


Your offer should be kept valid for a period of 120 days 
from the date of opening of tender. No post tender 
offer is acceptable to us. 


Please superscribe the tender number and E.M.D. parti- 
culars on the envelope, 


Please quote the earliest delivery date. 


In case of placement of order, you have to offer all the 
bearings in a single lotat Customs Bonded Warehouse 
with relevant import documents for our inspection. 


Our payment terms are 100 per cent within 30 days from 
the date and receipt of final acceptance of bearings at 
our site. 


Postal delays are not acceptable to us. Late-receipt 
offers shall not be considered in any case. 


IRE reserves the right to reject any or all the tenders wholly or in 
Part without assigning any reason thereof. 


Sd/- 
Dy. General Managir (Materials) 


[No. 03/M/01334/OT/Advt.-184/9563A, dateed 17-8-99.] 
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Directorate General of Supplies and Disposals 


Cotton Newer 
Office of Issue :—The Directorate General of Supplies and Disposals, Jeevan Tara Building, 5, Sansad Marg, New Delhi-110001. 
Tender No.—-WL-3/RC-03900200/021999/Cotton Tape Newer/2000-2001/63. 
Price per Tender Set : Rs. 500 only. 
Time and Date of Receipt of Tender : upto 11 a.m. on 24th November, 1999. 
Time and Date of Opening of Tender ; at 12,30’ p.re. en 24th Nevember, 1999. 
Tender shall remain open for acceptance upto 90 days from the date of opening of tender i.e. by 22nd February, 2000. 


_ Sealed Tenders on the prescribed tender form in duplicate are invited on behalf of the purchaser named in the schedule to the 
invitation ¢ftender for :— 


Item Description of Stores Terms of Delivery,Station of Desptach 
No. duly packed 


1. Cotton Newer Dyed Khaki65mm. Wide  . 3 ; ‘. “ A . OnRI/C basis from 19th February, 2000 
to 18th February, 2001. 


2. Cotton Newer, Grey (Undyed), 65 mm. wide to specification No. IS : 1895-1982 
(Second Revision) with amendment No. 1 of October, 1992 in rolls of 2.5 Kgs. 
(80.6 Mtr. nominal length) or in rolls of 1.1 Kg. (35.5 mtr. nominal length). 


Detailed Conditions are available in Tender Enquiry. 
Notes :— 


1. Specification and Drawing can be had from the Office of Bureau of Indian Standard, Manak Bhavan,9, Bahadur Shah 
Zafar Marg, New Delhi-110002 or its Regional Offices. 


2. Intending tend:rers may obtain a copy of the letter of invitation to tender and tender forms, complete with schedule from 
DGS&D, New Delhi and its Regional Offices at Mumbai, Calcutta, Chennai and Quality Assurance Offices on payment 


of Rs. 500 only or from NSIC, New Delhi against their registration with NSIC fron: 10.30 a.m. to 1.30 p.m. and from 2 p.m. 
to 3.30 p.m. on all working days. Tender submitted in the prescribed form will only be considered. 


3. Item tape newer is exclusively reserved for purchase from SSI Units only. 


[No. WL-3/RC-03900200/021999/Cotton Tape Newer/2000-2001/63, dated 20-8-99.} 


° 
° 


Defibrilator-cum- Monitor 


O ffice of the Issue :—The Directoiate General of Supplies and Item Description of Stores Quantity 
Disposals, Parliament Street, New Delhi-110 001. No. 

Tender No. EI-2/215/0402/09-08-99/82. 1. Defibrilator-cum-Monitor (Indian) + - 6Nos. 

Time and date of receipt of tender at 14.00 a.m. on 29th Intending tenderers may obtain copy of the letter of in- 
October, 1999. vitation of tender form complete “with schedule from the 


DGS andD., New Delhi and its regional offices at Mumbai 
Calcutta/Chennai and Inspection Offices at Bangalore/ 


Time and date of opening of tender at 1. 12.30a.m. on Hyderabad/Kanpur/Jamshedpur/Bhilai/Ahmedaba d/I ndore/Lu- 
29th += October, 1999, dhiana/Jaipur/Patna/Guwahati/Cuttaak/Ernakulam on payment 
j of of Rs. 100 ( Rupees One Hundred only) per set. Tenders 
Tender shall remain open for aoceptance till 90 days from submitted on the prescribed form will only be considered. 
the date of tender opening and excluding the date of tender 
opening. 
Sd./- 


: i Assttt. Director of Supplies 
Sealed tender on prescribed form are invited on behalf 
of the Lt. Governor of Delhi. [No. E-I-2/215/0402/9-08-1999/82, dated 25-8-99,] 
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Turbine Lubricating Cils 
Office of Issue :—The Directorate General of Supplies and 
Disposals, Parliament Street, New Delhi-110 001. 


Teider Enyuiry No.—9C-4/RC-10950602/032000/Lidl. Lubes 
2000-2001 /Civil/H4. 


Due for Opening at 3 p.m. on 22nd Ooctober, 1999. 


Sealed tenders on prescribed tender forms are invited for conclu- 
sion of Rate Contract fo the period from 6th March, 2600 to 
Sth Marea, 2001 or one yearfrom the datelofconclusion onbehalf 
of the purchasers throughout India for the folowing items/stores : 


Item Description of Stores 
No. and Specification 


1, Turbine Lubricating Oils toIS :1012/1987 (Second Revision) 
Reaftirmed 1993 comprising of the following 4.Grades. 


(a) VG-32. 
(b) VG-46, 
(c) VG-68. 
(d) VG-100. 

2. Oil, Hydraulic, Mineral Oil Type to IS :3098/1983 (Second 
Revision) Reaffirmed 1993, comprising of the following 
Grades, 

(a) VG-I5. 
(b) VG-22. 
(c) VG-32, 
(d) VG-46, 
(e) VG-68. 
(f) VG-100. 
(g) VG-150. 


3. Cutting Oil, Soluble to 1S:1115/1986 (Second Revision) 
Reaffirmed 1991, 


4. Cutting Oil, neat to IS : 3065/1985 (Second Revision) 
Reaffirmed 1990 comprising of the following Types/Gr. 


Type-1 Without added Sulphur(Gr. I, I, ID). 
Type-2 Non-staining Sulphurized (Gr. I, II, HI, IV). 
Type-3 Staining Sulphurred (Gr. I, II, TI). 


5. Cutting Oil, Soluble, Clear to IS : 9611/1980 with Amdt. 
No.1 (Reaffirmed 1993), : 


6. Quenching OiltoIS : 2664/1980 (Second Revision), Reafiir- 
med 1993 with Amdt. No.1 comprising of the following 
_Tvpes/Grades. 
Types/Grades :~ 


(a) Straight Mineral Type (Gr. Light, Medium and 
Heavy), 


(b) Compounded Type and 
(c)} Additive Type. 
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Item 
No. 4 


Description of Stores 
and Specification 


7. Anti-Wear Hydraulic Oil to IS : 10522/1983 Reaffirmed 


1993 comprising of the following Grades, 
(a) VG-32, 
(b) VG-46, 
(c) VG-68. 
(d) VG-100, 
(c)J VG-150. 


8. Fire Resistant, Hydraulic Fluids to IS : 10532/(Part-I)/1983 


Amendment No.1 Reaffirmed 1993 comprising of the 
following Grades : 
(a) HF-A Gr. 1, Ordinary Emulsfying Oil suitable for 
use with Water, varying between very soft and 
rather hard, 


(b) HF-A‘,Gr. 2, Superior Emulsifying Oil suitable for 
very hard water. 


9. Synthetic Grinding Fluid to IS : 11186/1985 Reaflirmed 


1990, 


10. Lubricating Oil for Refrigeration Machinery to IS : 4578/ 


11, 


1997 (Second Revision), 
The material shall be of the following Grades. 


Four Point Degree C Max 


(a) VG-15 (—) 39 
(b) VG-22 Cy 36 
(c) VG-32 6) 7030 
(d) VG-46 C.) “24 
(e) VG-68 Gaye24 
(f) VG-100 ara 4 


OilCylinder toIS : 1589/1994 withAmdt.No.1, comprisiny, 
of the following Types/Grades : 


(a) Grade VG-460 — Type 1 and Type 2. 


(b) Grade VG-680 — Type 1 and Type 2. 
(c) Grade VG-1000 — Type l and Type 2 
(d) Grade VG-1500 — Type i and Type 2 


12, General Purpose, Machinery Oi] sto IS : 493 (Part-I)/1 8} 


Reaffirmed 1993 shal] conorm to.one of the following 
Grades, 


(a) VG-32, 
(b) VG-46, 
(c) VG-68. 
(d) VG-100, 
(ce) VG-150, 


(f) VG-220. 
(g) VG-320. 


(h) VG-460. 
Cée15 


item 


Description of Stores 
No. 


and Specification 


13. General Purpose, Spindle Oil to IS : 493 (Part-II)/1981 


with Amdt, No.1, Reaeffirmed 1993 of the following 
Grades: 

(a) Bxtra Light VG-2. 
(b) Very Light 
(c) Light 


(d) Medium 


VG-5, 

VG-10. 

VG-22. 

14. Gear Lubricants for enclosed Industrial Gear Drivers to 
is 8406/1993 (Second . Revision) of the following 
Grades : 
(a) 
(b) 
(c) 


VG-46. 

VG-68. 

VG-100. 
VG-150. 
VG-220. 
VG-320. 
VG-460. 
(h) 
(i) 


Di Lubricants shall be of the following two performance 
ype : 


VG-680. 
VG-1000. 


(a) Rust and Oxidation Inhibited (R&O) and 
(b) Extreme Pressure (EP). 


15. Temporary Corrosion Preventive, Fluid, Soft Film, Solvent 


Deposited Water Displacing to IS : 1154/1957 with 
Amdt, No. 1 ,2 and 3 (Reaffiimed 1990). 


6. Axle Oil to IS : 1628/1986 (Reaffirmed 1991) of the follow- 


ing Grades : 
(a) Light. 
(b) Medium. 
(c) Heavy. 
Notes :— 
1, Intending Tenderers may obtain a copy of the Icttcer of 


Invitationto Tender Forms comple i : 
: plete with the Schedule 
from DGS&D, New Delhi, DGS&D, Mumbai/Calcutta/ 
Chennai or Quality Assurances Offices of DGS & D at 
Kanput/Bangalore/Hyderabad/Jamshedpur/Bhilai/Ahmeda- 


bad/Indore/Ludhiana/Jaipur/Patna/Guwahati/Cuttack/Erna- 
kulam on payment of Rs.500 only. 


Letterhead 


/Telex/Telegraphic Ouotati . i 
sidered, /Telegraphic Quotations will not be con 


Tenderers are requested to submit the ir quota- 
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tions in the prescribed Tender Forms complete in all 
respects, failing which their tender is liable to be ignored. 


Tender Fee Coupon must be pasted on the Tender Form, 


Sd/- 
Section Officer 


. [No. OC-4/RC-10050602/032000/Ind. Lubes/ 
2000-2001/Civil/H4, dated 20-8-99.] 


Ankle Boot, etc. 


Office af Issue :—The Directorate General of Supplies aod 
Disposals, 5, Sansad Marg, New Dcelhi-110 001. - 


Tender No.—WL-4/RC-04010120/031999/Boot Ankle Lether/ 
2000-2001/64. 


Price Per Set :Rs. 250 (Two Hundred Fifty only). 


Time and Date of Rece ipt of Tender by 11.00 a.m. 


on 21st 
October, 1999. ; 


Time and Date of Opeing of Tender at 12-30 hours on 21st 
October, 1999. 


Tender will remainopenfor Acceptance till 90 days from the 
date of ts1iis Dosarag (s<cudiuaz Cealer Opening date): 


Sealed Tenders are invited on the prescribed form on behalf 
of the Purchasers mentioned in the invitation to tender for the 
following :— 


Item 
No. 


Description of Stores 


1. Ankle Boot for heavy duty purposes, upper Made from 
full chreme black zuggrained leather. The boots shail be, 
ankle high with 6 eyelets matching to the colour of 
the leather used and with full vamp. The boots shall also 
be fitted with rusttess hob mails (flat round types) 16 Nos. 
per boot with nylon black laces. The vamp shall not be 
lined in sizes 5, 6, 7,8,9, 10,11 &12, 


Ankle boot for heavy duty purposes, Upper made from 
full chrome brown zuggrained leather. The doots shall 
be anklc high with 6 cyelets mactching to the colour oO! 
the leather used and with full vamp. The boots shall 
also be fitted with rustless hob nails (lat round type) 16 
Nos. per boot with nylon brown lace: The vamp shall 
not be lined in sizes 5, 6, 7, 8,9, 10, 11 & 12. 


Specification : As per Specn. No. 583/1994. 


Important Notes :— 


1. The item is exclusively reserved for SSI Units. 

2. Firms registered with NSIC/DGS&D for the item as per 
T/Enquiry Specn. on the date of tender opening snall 
quality for award of Rate Contract. However, firms who 
get themselves registered wiih NSIC/DGS&D for the 
items as per T/Enquiry Specn. withing 90 days of tender 
opening shall also qualify for award of Rate Contract if 
otherwise eligible. 


The Rate Contract to be concluded will also be gover- 
ned by the General Terms and Conditions gOverning the 
Rate Contract and instructions to the Direct Demanding 
Officers and consignees-—Form DGS&D-1001, 
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Intending tenderers may obtain a copy of the lette of invitation 
to tender and tender form complete with Schedule from DGS&D, 
New Delhi and its regional offices at Caicutta/Mumbai/Chenna, 
and Quality Assurance Offices at Bangalore, Hyderabad, Kanpu, 
Bhilai, Ahmedabad, Indore, Ludhiana, Jaipur, Maligaon, Cuttack, 
Ernakulam, Patna, Jamshedpur on payment of Rs. 250 (Rupees 
Two Hyndred Fifty only) onall woitking days from 10.00 a.m, 
to 1-30 p.m. and 2-00 p.m. to 3-00 p.m. Tender submitted in 
tie preseciosd form wih oaly b> considered. 


AM ck 
Asstt. Director (Supplies) 


[No. WL-4/RC--04010120/031999/Boot Ankle Leather/2000-01/64, 
dated 18-8-99.] 


Ultrasonic Harmonic Scalpel ; Extension of Due Date 


Office of Issue :—The Directorate General of Supplies and 
Disposals, Parliament Street, New Dolhi-i10 O01. 


Reference : Tnis Office Advt. T/E No. EI-3/215/01 191/23-4-99/ 
83/Cell-1036, due on 11-8-99 for Procurment of Ultransonic 
Harmonic Scaipsl (For open and Laproscopic Surgery), 
Qty.—1 No. , 

CORRIGENDUM 


Time and date of receipt of tender upto Il a.m. by 
lith August, 1999. 


Time and date of opening of tender at 12.30 p.m. by 
lith August, 1999. 


Read: Time and date of receipt of tender UDI 11 a.m. by 


28th September, 1999. 


Time and date of opening of tender at 12. Noon by 
28th September, 1999. 


All other entries of the T/E menmain unaltered. 


Sdj- 


Asstt. Director of Supplies 


[No. EI-3/215/0i19/23-4-99/83/Cell-1036., dated 19-8-99.] 


Straw Board 


Office of Issue :—Tie Directorate General of Supplies and 
Disposals, Parliament Street, New Delhi-110 OOL. 


Tender Enquiry No. PP-1/RC-06090100/032000/Straw Board/ 
2000-2001/P1. 


Due for opening at 3 p.m. on 19th October, 1999, 


R/C period from 1-3-2000 to 20-2-2001 or one year from the 
date of consclusion. 
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Sealed tender on prescribed tender forms are invited on behlaf 
of the President of India for :— 


Description of Stores : 
Store Code : 0609910004 


Item 


Description of Stores and Specn. 
giNo. , 
Haak 


1. Straw Board Grade ‘A’ consisting to IS : 
firmed 1901) with Amdt. No. I to 
following GSM Range : 

(a) 5450 to 800 GSM 
(b) 801 to 1400 GSM 
(c), 1401 to 2000 GSM 
(d) 2001 to 2600 GSM 


(e) Above 2600 GSM 


: 2617/67 (Rea- 
in sheets and in 


Notes :— 


1. GSM and Sizes shali b2 mentioned in supply orders by the 
Indentors/DDO’s as per thir requirement. 


ols he tolerance on sizes saall be +-0.5 per cent of the 
offered measurement. _Where 0.5 per cent value of 
oifsered dimensioa is less than 3 mm, the tolerance shall 
not exceed +-3mmn and where 0.5 per cent value of 
offered dimension exceeds 6 mm the tolerance shall be 
limited to +-6mn. 


N.B, :— 

1. Regular Rate Contracts may be awarded to the firm regd. 
with DGS&D/NSIC on the date of tender opening of the 
firms wh) get themselves regd. with DGS&D/NSIC with- 
in 9) days of T/Opening date. It is clarified that unregd./ 
untried firms snaill not oc awarded prics agreement as was 
the practice earlier and that the practice of award of thiral 
RC to Regd. untried firms is also given up. Regd./ 
untried firms will also be given regular RCs even if it is 
a new comer. All th> tenderers are, therefore, advised 
in their Owa interest to get themselves Reed. with DGS&D/ 
NSIC before the date of tender opening. 


2. Intending tenderers may obtain a copy of the letter of the 
invitation of tender and tender set full complete with 
schedule from DGS&D., New Delhi/Bombay/Madras / 
Calcutta and Quality Assurance Offices of DGS&D at 
pAnbia One y/Madras/Calcutta/Bangalore/Hyderabad/ 
Jamshedpur/Bhilai /Ahmedabad/Ind: ore/Ludhiana/Jaipur / 
Patna/Guwa ati/Cuttack/Eahranakulam on payment of 
Rs. 100 only . 


Letterhead/telegraphic quotation will not be considered. 
Tenderers are requested to submit their quotation in the 
proper tender forms complete in all respects failing which 
‘their tender is liable to be ignored. 


4. Tender fee coupen must be pasted on the tender forms. 


Sd/- 
Section Officer 


/RC-06090100/Straw board/2000-2001/P1., 


No. PP-1 
a dated 23-8-99.] 


C617 


Boot Ankle DMS 


Office of Issue :--The Directorate General of Supplies and 
Disposals, 5, Sansad Marg, New Delhi-110 001. 


Tender No. WL-4/RC-04010110/041999/Boot Ankle DMS/ 
Civil/2000-2601/64. 


Price per set : Rs. 500 only. 


Time and date of receipt of tender by 11 a.m. on 26th October, 
1999, 


Time and date of opening of tender at 12.30 hrs, on 26th 
October, 1999. 


Tender will remain open for acceptance till 90 days from the 
date of Tender Opening (excluding Tender Opening Date i.e 
26th October, 1999), 


Sealed tenders are invited on the prescribed form on behalf 
of the Purchasers named in the invitation to tender for the 
following :— 
Item Description of Stores 
No. 


1. Boot Ankle Leather DMS Black/Brown with laces nylon 
of matching shade in sizes. 5,6,7,8,9,10 11 & 12 and 
respective fittings Medium, Large and Extra Large. 


Specification : As per Specn. No. IND/TC/3838(h). 
Important Notes :— 
1. The item is exclusively reserved for SSI Units. 


2. Firms registered with NSIC/DGS&D for the item as per 
T/Enquiry Specn. on the date of tender opening shall 
qualify for award of Rate Contract. However, firms who 
get themselves registered with NSIC/DGS&D for the item 
as per T/Enquiry Specn. within 99 days of tender opening 
shall also qualify for award of Rate Contract if other- 
wise eligible. 


3. TheRate Contract to be concluded will also be governede 
by the General Terms and conditions governing the Rate 
Contract and Instructions to the Direct Demanding 
OjWicers and consignees-Form DGS&D-f001 . 


Intending tenderers may obtain a copy of the letter of invita- 
tion to tender and tender form complete with Schedule from 
DGSXD., New Delhi and its Regional Offices at Calcutta/ 
Mumbai/Chennai and Quality Assurance Offices at Bangalore, 
Hyderabad, Kanpur, Billai, Ahmedabad, Indore, Ludhiana 
Jaipur, Maligaon, Cuttack, Ernakulam, Patna, Jamshedpur on 
payment of Rs. 500 only on all working days bstween 10 a.m. to 
1.30 p.m. and 2,p.m. to 3 p.m. Tener submitted in theprescribed 
forms will only be considered, 


een 
Assistant Director (Supplies) 


[No. WL-4/RC-04010110/041999/Boot Ankle oMS / 
Civil/2000-01/64,; dated 18-8-99.] 


Heavy Duty Sjngle Smooth Drum Vibratory Roller 


Officé of Issue :—The Directorate General of Supplies and Dis- 
posals, Parliament Street, New Delhi-110 001. 


Tender No. ST-3/RC-13100300/VR/2000/23. 


Time and date of receipt of tender by 01.30 pum on 4th 
November, 1999. 


0618 


Time and date of opening of tender at 03.00 p.m. on 4t' 
November, 1999, ie es 


a 


The tenders/offers shall remain open for acceptance 90 days. 


Sealed tenders on the p‘escribled tender forms (in duplicate) 
are invited on behalf of the purchasers named in the schedule 
for award of R/Cs for the following items :— 


Item Description of Stores 
No. 

1.. (a) Self propelled Heavy duty single smooth drum vibra- 
tory roller with operating weight 8 to 10 T (approx) 
suitabley pwoered by Diesel Engine Water cooled 
as per IS : 5500 (Part Ll) 92 with open type canopy. 


(b) Same as | (a) above but with air cool Diesel Engine. 


2. (a) Solf propelled heavy duty single pad foot drum 
vibratory roller with operating weight of 8 to 10, 
Sultably powered Diesel Engine Water colled as 
per IS : 5500 (Part --Il) 92 with open type canopy. 

(i) Same as (2) a above but with Air cool Diesel Engine, 

3. (a) Self propelled heavy duty single smooth drum vibra- 

tory roller with operating weight 11 to 13 T suitably 

powered by Diesel Engine Water cooled as per IS : 

5500 (Part Il) 92 with open type canopy. 


(b) Same as 3(a) above but with air cool Diesel Engine. 
4. (a) Self propelled heavy duty single pad foot Drum 
vibratory roller with operating weight of 11 to 13 T 
Suitably powered by Diesel Engine, Water ecool as 
per IS : 5500 (Part 1) 92 with open type canopy. 


(b) Same as 4 (a) above but with air cool Diesel Engine. 


5. Extra-suitable starting device for starting the machine at 
temperature (—) 30°C. 

6. Extra— Do—for totally enclosed cab. 

7. Extra—Do—for flood lights for operating the machines 
during nights. 
R/C period 


One year from 1st January, 12000 or from the date of conclu- 
sion. 


Intending tenderers may obtain a coay of the letter of invita- 
tion to tender and tender form complete with schedule from the 
tender sale section of DGS&D, lind floor, Jeevan Tara Building, 
Parliament Street, New Dethi-110 001 and its Regional Office 
at Bombay, Calcutta, Madras-and Director of Quality Assurance 
DGS & D, Bangalore, Kanpur, Bhillai, Indore, Jaipur, Gua- 
hati, Ernakulam (Cochine), Hyderabad, Jamshedpur, Ahmeda- 
bad, Ludhiana, Patna and Cuttack on payment of Rs. 500 
(Rupees Five hundred only) on any working days. 


The firms regd. with NSIC, for the items in question may got 
the tender set free of cost from CLO\(NSIC), DGS & D, New 
Delhi on production of documentary evidence. 


Tenders submitted in prescribed forms duly filled and signed 
will only be considered. 


Sd/- 
Asstt. Director (Supplies) 
[No. ST-3/LC-13100300/VR/2000/23, dated 20-8-99.] 


INDIAN TRADE JOURNAL @® September 1, 1999 


REGIONAL DIRECTORATE, CALCUTTA 


Equipment Camouflage Scrim Garnishing, 


Office of Issue:- The Directorate of Supplies and 
Disposals., 6, Esplanade East., Calcutta :- 700069, 
Tender No. C-7/RC-ECSG/ 19992000 
Quotation ( Sealed bid) are invited for concluding Rate 
Contract forthe period one year from the date of conclusion 
for supply of following item (s). 
} 
Quotation should be givenin prescribed tender set/docu 
ments sealed bids should be received by 11 a.m. on 8th 
October, 1999, 


Date and Time of tender opening : 11.30a.m, on 8th 


October, 1999. 


. Validity of tender : 90 days from the date of tender open- 
ing. 


Description of items 
Equipment Camouflage Scrim Garnishing. 
Specification, 
IND/TC/2037 (i) 
IND/TC/2069 (a) 


Item 
50 mm and 75 mm undyed 
50 mm and 75 mm dyed 
Detailes availabfe with tender set. 
Note :— 
Tender set/documents are available for sale at DS and id 


Calcuttay)Mumbai/Chennai and DGS and D., New Delhi 
against payment of Rs. 500. 


: Sd./- 
Asstt. Director (Supplies) 


[No. C-7/RC-ECSG/1999-2000, dated 20-8-99] 


Country Jute Twine 


Office of Issue :— The Directorate of Supplies and Disposals, 
6, Esplanade East.. Calcutta - 700 069. 

Tender No, C-7/RC-03020550/mm 2000/Jute Twine/99-2000 

Quotation ( Sealed Bid) are invited for concluding Rate 
Coniractrs forthe period one year fromthe date of con- 
clusion for supply of following item (s). 


Quotation should be given im prescribed tender set/do- 
cuments sealed bids should be received by 11 a.m. on 6th 
October, 1999. 

Date and Time of tender opening :- 11.30a.m. on 6th 
October, 1999, 


Validity of tender : 90 days from the date of tender opening 


Description of Stores Spe cn. No. 


Country jute Twine Item No. 1 TS: 1912- 1984 (2nd 
to 8 with varicty Nos. 1 to 8, revision) withAmdt 
No. 1 ( re-affirmed 


1995) covering variety 
No. | to 8. 


Details available with tender set. 
Note : 

Tender set/documents are avaiable for sale at DS andD, 
Calcutta/Mumbai/Chennai and DGS and D, New Delhi 
against ypayment of Rs, 500 

PAS Sid. f= 
Asstt. Director of Supplies. 


[No, C-7/RC-03020500/mm 2000/Jute Twine/99-2000.. 
dated 20-8-99,] 


° 


———j—— 


REGIONAL DIRECTORATE, CHENNAI 


Cardioplegia Delivery System 


Office of Issue :—The Directorate of Supplies and Disposals, Shastri Bhawan, No. 26, Haddows Road, Chennai-600006. 


\ , Sealed Tenders on the prescribed Tender Forms in duplicate are invited on behalf of the Purchaser named in the schedule to the 
Invitation to Tender for the following items :— ws Baa 
Serial Indent No., Date and Quantity Earnest Due By Destination 
No. Description of Stores Money 
Deposit 
Rs, 
1, 218/3239/12.05,99/M3, 
dated 6-8-99— : 
Cardioplegia Delivery System with 550 Nos. 36,800 12th October, 1999, G, B, Pant Hospital, New Del, j 
Bridge, 
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Scrial Indent No. Date & Quantity Earnest Due by Destination 


No. Descrition of Stores Money: 
Depsit 
Rs 
2. MDS/M1/RC-03070302/012000/Mat- - 
ting/Coir, 
dated 10-8-99— 
Matting Coir 915 mm. width to _ Nil 27th October, 1999. Anywhere in India. - 


Specn. JSS-7220-1 of Feb. ’79 
DS Cant No. 7220-000010 with 
Amendment List No. | (issued in 
Dec., 1985). 


N.8.—(1) Intending Tenderers may obtain a copy of the Tender Form complete with Schedule from DGS&D, New Delhior |, 


its Regional Offices at Calcutta/Chennai/Mumbai. 
(2) Tenders submitted in the prescribed Tender Forms only will be considered. 
. Sdl- 3 
Asstt. Director of Supplies. | 
[No. MDS/PUR/STAT/ITJ, dated 24-8-99.] — 
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3. FOR STATE GOVTS., PAYING DEPART- 
MENTS AND LOCAL BODIES— 
Tender Notice Pages Rs. 65.00 per Single 
Column CM or 1 CM Single Column (With I5 per cent, discount.) 
4. FOR GOVT. SPONSORED FIRMS— 
Tender Notice Pages Rs. 65.00 per Single 
Column CM or 1 CM Single Column . (Without discount.) 


Note.—(i) For further particulars please write to— 
THE CONTROLLER OF PUBLICATIONS, CIVIL LINES, DELHI-110 054, 


(ii) Advertisements booked for 8 months or more at a stretch will be entitled to the 
benefit of contract rates. 
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7846/7823/3302, Fax: 011-396-7848) by sending Bank Draft of the requisite amount: 
drawn in his favour or from the Book Depots/ Agents authorised to sell Government of India 

ublications. 
4 Also available at Govi. of India Book Depot, 8, K. S. Roy Road, Caicutta-1 (Tel: 
248-3813)/Govt. of India Book Depot, New Marine Lines, C.G.0. Complex, Bombay-20/ : 
Govt. of India Kitab Mahal, Emporium Bldg. Baba Kharak Singh Marg, New Delhi (lel: 
336-3708) /Publications Branch, Udyog Bhavan, New Delhi (Tel : 301-2082). 
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Paradeep Z 


Dhoaptnlceuk ite: . 


(A Government: of india Enterprise) 5 


CORPORATE MATERIALS MANAGEMENT DEPARTMENT 
BAYAN BHAWAN, PT JL NEHRU MARG, BHUBANESWAR - 751 001, ORISSA, INDIA. TEL. (91-0674) 408392, 401262, 401263, FAX (91-0674) 401260, 408631 


, NOTICE INVITING TENDER (INTERNATIONAL COMPETITIVE BIDDING) 
REF : PP/CMM/OT-16 Nat~ ; 23.08.99 § 
1.0 Paradeep Phosphates Limited (PPL) is the largest producer of DAP fertilizer having a DAP ferunzer complex at 
Paradeep (near Paradip Port) on the East Coast of India, in the state of Orissa, with the annual installed capacity of 7.20 
Lac. MT of DAP, 6.60 Lac. MT of Sulphuric Acid and 2.25 Lac. MT of Phosphoric Acid, which are the largest in the , 
| country. 
2.0 For the purpose of revamping of above said Sulphuric Acid Plant (SAP) and procurement of the critical items for 
Phosphoric Acid Plant (PAP), we invite tenders from bonafide Indian and Foreign manufacturers or their accredited 
agents along with Earnest Money Deposit (E.M.D) for supply of the equipments as stated in Para 3.0 below. E.M.D. for 
Small Scale Units registered with N.S.I.C. is not applicable. (However, they are required to submit valid registration | 
certificate in lieu thereof). 


Concentrated Acid Pump for Phosphoric Acid Plant. @naNo. ine. 20. 000/- Or USD 460 |! 
Reactor Agitator for Phosphoric Acid Plant iRs.70,000/- Or USD 1600 
Vacuum Cooler Circulation Pump of Phosphoric Acid Plant IRs.86,006/- Or USD 2000 


Vanadium Pentoxide (V,0.}Catalyst for Sulphuric Acid Plant | 40,000 Ltrs. IRs.80,000/- Or USD 1850 


4.0 Tenders are to be submitted in two parts, i.e. Techno-Commercial Bid with E.M.D. (Part-!) and Price Bid (Part- it). 
The Techno-Cornmercial Bid is to contain the detailed Technical Specifications, Commercial Terms and E.M.D. Price } 
Bid is to mention only the price which shall be opened if the Techno-Commercial Bid is complete and acceptable to us. 5 
The detailed technical specifications and commercial terms are described in the TENDER DOCUMENT. The Tenders | 
are to be addressed to the undersigned at the above address in separate sealed covers (Part-wise) duly Superscribed 
with this NIT Ref. No. & Dt., Content (Item & SI.No) & Due Date of Opening and to be submitted as per the schedule | 
as in Para - 5.0. 
5.0 Schedule of Tender : 


ere eee oe ne 


Sale otTenderDocument. =~ ~Receipt § | Openingot 
¥ Te ie Close ci ae of Tender bed addde wos _Part+of Tender 
1100 Hrs. (IST) 1700 Hrs. (IST) 1200 Hrs. (IST) 1500 Hrs. (IST) 

' Dt.17.09.99 _Dt.07.10.99 | Dt.08.10.99 _ Dt.08.10.99 


6.0 Tender documents can be obtained from the Office of the undersigned onpayment of Indian Rs. 500/- or USD 12.00 
(Non-Refundable) PER ITEM by way of demand draft in favour of “Paradeep Phosphates Limited” payabie at | 
Bhubaneswar, along with a written request, received upto the Closing Date of Sale of Tender Document as mentioned 

inthe table in Para 5.0 above. Tender Document can be sent through any available Courier or Registered Post if applied | 


early and not collected by hand. The request for the Tender Document must mention the particulars of the bidder relating § 
"to its financial investment, sales turnover for last three years, manufacturing infrastructure and experiences of supply 
Jana erection of similar equipments with appropriate credentials. Tenderers may quote for any number of the items, but § 
{ in separate covers for each item. 
' (7.0 interested bidders may participate opening of the tenders in the office of the undersigned through one of their | 
authorised representatives. Whereas Part - | i.e. Techno-Commercial Bid shall be opened as per the schedule in the | 
Table in Para - 5.0 above, a suitable date shall be notified directly to the Qualifying Tenderers for opening of the | 
Part - ll i.e. Price Bid, after scrutiny of the Techno-Commercial Bids on a later date. a 
! 48.0 Bidders must furnish valid & authenticated documentation in proof of supplying goods by availing Deemed Exports ' 
enefit under Govt. of India, Import-Export Policy 1997-2002, Chapter -10, Paragraph 10.2 (@) along with Techno- 
ommercial Bid. 
9.0 All other details are available in the Tender Document. 
10. PPL reserves the right to split the order among more than one bidders at its discretion. PPL also reserves the right y 
to accept or reject any or all of the tenders or cancel/withdraw this N.1.T. without assigning any reason whatsoever and @ 
in such case no bidder/intending bidder shall have any claim arising out of such action. PPL also reserves the right to , 
increase or decrease the quantities or cancel any item at its discretion. 


, ET EE A 
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BARAUNI REFINERY . (Refineries Division) 
P.O. Barauni Oil Refiaery, Dist. Begusarai-851. 114, Bihar (India) 
Phone Nos. : (91) 6243-24046/22192, FAX : (91) 6243-24005/28258 
GLOBAL TENDER NOTICE 
Sealed’ tenders are invited under two bid system for supply of following matrials : 


TENDERS INVITED FROM MANUFACTURERS ONLY. 


Tender Notice No. 


22/9€0552/116/ 


Description of Material. 


Bid Security Rs. 12.25 Lacs/US$ 28,160.00 by Demand Draft or Bank 
BR /MT/922078 


Guarantee C.S. PLATES CONFG. TO BS : 1501-224, 490, LT 50 
Size 2:4 Mtr. « 6.6 Mtr. < 12 MM—S5S Plates, 2.4 Mtr. x 8.7. Mtr. 
<x 28 MM—30 Plates, 2.5 Mtr. x 4.3 Mtr. x 12 MM—7> Plates, 
2.525 Mtr. < 9.5 Mtr. x 28 MM—7 Plates, 2.525 Mtr. x 9.1 Mtr. 
x 20 MM—37 Plates, 3.2 Mtr. x 9.9 Mtr. » 18 MM—27 Plates, 
3.2 Mtr. x 6.2 Mtr. x 18 MM—29 Plates. 


BIDDER’S ELIGIBILITY : The Bidder should possess experience in the manufac- 
ture/supply of Plates specified above failing which documents may not be issued. 


The bid Docnments on sale : From 1-9-99 to 30-9-99. 


2.1 Bid Document Price (non-refundable) for each tender : US $ 30 for foreign bidders 
and Rs. 1,000 for Indian Bidder. 


2:2 Bid due date (both unpriced and priced) : 5-10-99 upto 14.00 hrs. (IST). 


2.3 ne Seon date (for unpriced bid with Bid security) : 5-10-99 upto 14.00 hrs. 
TST). 


Non-transferable Bid Documents can be had from the Office of the undersigned on any 
working day (Monday to Friday) against payment by Crossed Bank Draft in favour of 
Indian Oil Corporation. Ltd., Barauni Refinery payable at Barauni/Begusarai. No 
extension of Bid Due Date shall be considered on account of delay in receipt of the Bid 
Documents by mail and perrsonal purchase is therefore recommended. 


Representatives of Foreign bidders in India are also permitted to purchase the Bid Docu- 
ments on behalf of Foreign Bidders on payment of requisite cost of Bid Document in 
Indian currency and on producing request/aouthority letter from Foreign Vendor. 


IOCL reserves the right to accept or reject any or all bids at its discretin without assigning 


any reasons whatsoever and to allow purchase preference facility to Indian Public 
Undertakings as per Govt. Policy. 


PR/16/99-2000 CHIEF MATERIALS MANAGER 
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‘ a= =— POWER GRID CORPORATION OF INDIA LIMITED 


= a (A GOVERNMENT OF INDIA ENTERPRISE) r 


INVITATION FOR BID (IFB) 
INTERNATIONAL COMPETITIVE BIDDING 


con ee 


Date : 13-08-99. 
7 Loan No. > Syndicated Loan 
Specification Nos. >: Package A : C-11696-L165-4 


Package B : C-11607-L165-4 


Name of the Package : Sxtvey. optimisation and construction of 40) KY Double Cironit Meerut- 
Mandaula Transmiss’on Line and 400 KV Single Crcuit Me>rut-Muiafiar- 
nagar Transm’s ion Line acsociated with Tehri Hydro Electric Project. 


1.0 Pow or Grid Corporation of India Ltd, (Power Grid)shall finance the cost of 400 KV Doubl> Croat Mesru’- 
Mandaula Transmission Line and 400 KV Single Circuit Mecrut-Mujaflaranagar Transm ssion Linva3sla- 
ted with Tehri Hydro Electric Project from the proceeds of proposed Syndicated Loan from Commcrrcial 
Banks. 


2.0 Ths Power Grid Corporation of India(Pwoer Grid).row therefore, invites sealed bids for any ons ot both 
of the following transmission line packages associated with Tehri Hydro Electric Project. 


Aw 4 


Package-A : 400 KV Mocrut-Mandaula(Double Circuit) 
—61 Kms. route length(Approx.) 


Package-B : 400 KV Meerut-Mujafiarnagar(SIngle Circuit) 
—37 Kms. route length(Approx). 


3.0 SCOPE OF WORK 


* 3.1. The scape of work covers(ijdetailed survey, profiling, tower spotting/optimisatinn of tower locations, 
soil resistivily measurement and geotechnical investigation and check surevy; (ii) fabrication an d supply 
of all types of 400 KV single and double circuit transmission line towers based as per the Employer's 
drawings including bolts, nuts and spring washers, hanger D-Shackle and all type of tower acc rssories 
like phase plates. numbor platos, cirezit plafos, danger plates, anticlimbing devic> etc, (iil) sels>-ng 
type of foundation for different type of tower and casting of foundation for towor footings as per Em- 
4é ployer’s foundations design; (iv) erection of towers, tack welding of bolts and nuts including supply 
' and application of zinc rich primer and enamel paint, painting of toworsfor aviation, equirements, tower 
earthing, fixing of insulator strings, stringing of conductors and earthwires alongwith all n3csssary line 
| é accessories and (vy) testing and commissioning of the erected transmission lines (vi) other items not 
4 specified above but requited as pet Price Scheduls. Vol. I. 


3.2 The above said scope of the work is only indicative. Detailed scope has been describsd inthe Bid Docr- 


ments, which are available for exemination end sale as por the details given et pera S Ob han: 


4.0 This invitationfor Bidsis open to bidders from all countries and the bidd :rs can off 4 goods ands avic 5 
from any country(s). 
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5. 0 A tompicrs sat of pedis documents may bs purchased by any interested eligible Bidder or their author 

rised representative on submission of written application to the address given below and upon payment 
of non-refnndable fee of USS 200 or in Indian Rupees 8 ,600- on all working d yas upto 26-10-99 between 
1500 hrs. and 1700 hts. The payment towards cost of Bidding Documents may be made either in Cash 
or by a Demand Draft in favour of Power Grid C rporation of India Ltd. payable at New D ahi. 


6.0 Apre-bid conference will be held at the Office of Power Grid Corporation of India Ltd, New Delhi, 
India on 28-09-99 to clarif, to bidders the exact scope of work, the extent of Surve,s and investigations 
catried out b, POWER GRID and the basic data available and other issuestaised in accordance wih cause 
18 ITB. 


7.0 All bids must be accompahied by a security in the amount of US$ 51.500 for Package-A and US$ 
17.600 or Package-B for Foreign Bidders of IndMan Rupess(equivalent amunt in Indian Rupes based 
on the B.C. Selling Market Rate of Exchange prevalent one week prior to date setfor bid opening as 
estabilished by SBI) for Indian Bidders and must be delivered to the above office on or bsfore 1100 hrs. 
on 27-10-99. 


8.0 Bids shall be opened in the presence of bidder’s representatMve who choose to attend at 1100 hrs.on 
27-10-1999 at the Office of POWER - GRID. New Delhi. 


9.0 POWER GRID reserves the right to cancle/withdraw the invitation for bids without assigning any 
reason and shall bear no liability whatsoever consequent upon such a decision. 


{00 Qualifying Requirement : 


10.1 The qualifying requirements are described more elaborately in Annexure-ACTB), Scction-ITB of the 
Bidding documents. 


10.1.1 A minimum qualifying requirement for qualification will be to have successfully carried outas a prinie 


contractor or as a sub-contractor or as niember in a joint venture and in which cach one of them has 
been responsible for t00 per cent of the execution of atleast two projects of a nature and complexity 
couparable to the proposed contract(s) within last ten years. Sub-contractors experience and sresour es 
shall not be taken into account in determining the bidder’s compliance with the qualifying Criteria. 
This experience should include the following : 


Package-A 


Surveyed, Optimised tower locations and based theteon etected and strung with tension stringing ¢quip- 


ment not less than49 Kms(route tength) of transmission line involving bundle conductor of 345/400 KV 
class or higher. 


Package-B 


Surveyed, Optimised tower locations and based thereon erected and strung with tension stringing equip- 


ment not Iessthan 30 Kms.(routelength) of transmissionlines involving bundle conductor of 345/400KV 
class or higher. 


10.1.2 Bids may be submitted by individua firms or joint ventutes provided they can be classified as one of 
the following ; 


(a) A single firmthat onits own meets all the equalification requirement set forth in para 10.1.1 above 
(b) A joint venture of two or. morefirms as pariner provided they meet there quirments set forthin para 
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10.1.1 above and also the following : 


(i) The bid, and,invas> of suce >ssful bid, tle Form of Agreem=nt, shall bz signed as to belegaily bind- 
ing on all the par tners.* 


(ii) Ong of the partners shall be nominated as bzing lead partner, and this authorisation shall be eviden 
esd by submitting a power of attorney signed by legally authorised signatories of all the partners. 


(iii) The lead partner shall be authorised to incur liabilities and receive instructions for and on behalf 
of any and all partners of the joint venture, and the entire execution of the contradt, including payment, 
shall bs don2 exclusively with the lead partner. 


(iv) All partners of the joint venture shall be liable jointly and severally responsible for the — execution 
of contract itt accordance with the contract terms, and a statement to this effect shall be included 


in the authorisation mentioned under (ii) above as Well as in the Bid Form and the Form: of Agree- 
Ment (in case of a successful bid). 


(v) Acopy of the agreement entered into by the joint venture partners sFall Fe culn “4 © with the bid. 


10.2 Bidder shall furnish valid and authenticated documentation performance certification, agtocmcrts, p1C- 
nissory Statements)in support of meeting the general and specific requirements. 

10.3. Bidder meeting the specified requirements, at theiroption,maysubmit their bid (s) for anyor all packa 
ages. 

10.4 


Notwithstanding any thing stated above, Power Grid reserves the right to review the bidder’s capability 
and capacity to perform the works at the time of awa rd. 


11.0 Domestic preference : 


In the comparison and evaluation of bids the POWER GRID will grant a margin of preference tc goods 
manufactured in India in accordance with procedures outlined in these bidding documents. 


12.0 All correspondences with regard to the above shall be made to following address 


ADDRESS FOR COMMUNICATION 
Chief Manager(CS NR I) 
POWER GRID CORPORATION OF INDIA LTD., 
B,9, Qutah Institutional Area, Katwaria Sarai, New Delhi,110016 
Tel : 91,11,6564813 . Fax ; 91,11,6560046 


sd 
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gizaaq ¢e waa 
Tat Faay 


{. aenania: efsaa 2¢ sie arinisra araardr av aifers, 
aise eile, wana & eta auare «) garfina ca arenfes 
quia 2 


2 SFB: Ga sia sama fadan, fafaa arera, faecal 
“110 0544 sativa glare oraafan safe, oer Uem, 
fasney cam at waar am fafaar Ga a atafing we 
qa wast asalftra fear aay 


2. faaa gat: ga ste 8 fasiva aat fafaeral % aarar face 
% fata afaar a atafee srem aa aatma aa) qand 
aat wean aa ale sere men afaqaa, zien gaat, 
aamt wet a atiufiaa fed, aca am were HY Gas 
Gea SH ay ade aay ay afaa 2) 


4, Yee: qewl By ez far ware 2 ~~ 
aaqews 3 
args : Se 1250.00 
ue aft: bo 25.00 
fazan : 
atfas :£ 100 azar $ 159 te 
am Sfa:£ 2.0 agar $ 3.0 are 


qee fan fatta at (1 ata 2 31 ord am) F 
ayant, Arata F same 2g yew H sree ea wt fala 
e ralare fear sar 81 31 ae & are faeafea aafa aq 
qen ealare agt fear rar & 1 wat sts Yewaray Wem 
e ais & at net & ear ag wen de Hz 2a! 
a ag yen oF arya et wt gHare aeY Bh, sa us 
tfa SY et a aid Bar gs 


Yes BT TATA : 


(i) at ana a gz ara sara fdas, wera fase 
weit fasta sire fafa area, fertt-110 054 % cay 
Yo afaq sar st Tei) 

(ii) saan aa fectt F cary yewerat agt sae Nia 

await am fei, 8, furs wa Ne, saaT-70000) 

auat feara nga, arar eyt fag ani, a& feet a 

qa <i | 


FEODESOS OHO SSOHOSSOHI IS HPIHD HHH STIHHHHHHHIFDDH> BDPHFFHVT>VVH HHS OO DD » 


vi 


8. fama: famaa ena aan sar 2 gaat 3f az fen sa 


2 and fe ma aeart mo ag afar aa ae feat 
famca % faawa a acdtare wt 2 agar feat at anc 
wg Mt sre gam faa s7HT 
a) fatt fatza az at 


(%) 9: 


(i) agi get = fasrvazar ara aqates «624 aia arat 
el, erat fanaa 4 aftada agt faar ar ata af 
waraa a fafa 3 21 fea wax aqae aa gan 


wai oT a By 


(ii) 2 9% St atavaHal a A, gaan adie 
fala % 14 faa ga ura alan arfga 


\@) jas wart sr qaata 


fancy el saa Sah 8H F ara Hq a eq HT 
arargz 


faara dara, saga fanra, fafaa area, faecit- 
110 054 aaar waaay afaary, ara Aare ae 


fed, £8, Fonae UF Vz, FaABAN-700 001 RRA 


gra i 


6, fataem: 


fafaat atica, att arate at at fax) aqare 9% are 
BTA TW I AMowotionofte Ht Mat afar ate wa 


% oaraat at fofa 8 aya aca qa ogee ora ati farfrarait 
* stat F Artist JSD Afomottogofto 1, Sifaw 
aaa ez, HAAT-700 001 (BM: 248-3111/3112/ 


3113/3114) & 8 ar andl & 


fafacr fast ar ataa : 


gfeaa 33 aaa 4 oattna fatace atfza tq faa Jétaz sitet 
* am sara faqas, oar faa, fafea agra, facet 
110954 sta are ww are nfaatieal a Rar aaa ga 


gare fast a nia s ae qaite awe qr featarc 


fafaer faa} & arafaa at? aaiatz warna fadan % ara faa 
HITT | 


INDIAN TRADE JOURNAL @ September 8, 7999. 


sara sl 


gay at cama fades, wita atHI, mea 


faama aara wth dfae gp 


“yn 


4 ae Sle eR ahaa 1 Doe le 7 lead Bae BS SS 
Vol, 369, No. 10 @ CALCUTTA, WEDNESDAY, © SEPTEMBER 8, 1999 ‘@BHADRA bt, 1921 Saka, Rs. 25.0 00 
: rE T 
[Note.—Extract from the Journal may be published or quoted if the source is duly Acknowledged.] 
PAGES 
eredta fafa: qwary : é : ; Z : : # 75-92 
INDIAN TENDERS— 
Tender Notices . ° ° A 579-644 
Paces Paces 
PRICE QUOTATION : ‘ : ; : - B239 FOCUS ON INTERNATIONAL TRADE— 
sf Cameroon . B 248-56 
| TRADE OPPORTUNITIES— | 
FROM OUR EMBASSIES ABROAD. B 257-58 
Traps ENQUIRIES FOR Import FROM INDIA— 
A Benhark B 240-41 COMMODITY EXIM UPDATE— 
, Indonesia B 241-42 Imports and Exports B 259 
G ee 
Philippines B 242-44 FOREIGN TRADE STATISTICS- 
i Review of Foreign Trade of India during Aopri), 
Singapore , i ’ B 244-46 to May, 1999 of the Financial Year 1999-2000. B 260-79 
prea H24Onnae) Brick RAT + 
Syria : ; ; . : A B246-47 Procedure for Claiming Duty Drawback B 280-82 


INDIAN’ TRADE JOURNAL 


(ESTABLISHED 1306) 


ISSUED 


WEEKLY BY 


The Directorate General of Commercial Intelligence and Statistics, Caicutta, 
Ministry of Commerce, Government of India 


(Continued on next page) 


CONTENTS-- contd. 


PETAGT VAIGM 


vate Maqainies 


ugh Paexe 

INDIAN TENDER NOTICES - : C 621-58 
fale Notice : 2 : Se . : ; “ ‘ : ‘ 4 “1 3 5 C 659 
FURTHER LATH ENQUIRIES CFP TENDERS/SALB NOTICES (NOT 4RRANGED DEFS RT MEN OW ISR) C 660-93 
DIRECTORATE GENERAL OF SUPPLIES & DISPOSALS : C694-98 


Note,—Readets’ attention fs also drawn eg the gendex aabiiemed ia HINDI {a the Joemal sleet ore, 


A578 ) INDIAN TRADE JOURNAL @® September 8, 1999 


¥ 


ade 


€ 


areata fafrarng 
art ava ara sifgerfal # saree 


1, arfufenes sreerd? ge asdwaw aerfeterea, sae gro ard “ifeqe gu aie” wrea F GTS 
TATE HT UT BETH eH eer arfeg) ser sree feed} et ere F awe a afas geT 
aarere cel # et fear or amar gi (sara fedla fraal % fare 102 & ayes wy He 
vo'29) eae tela awern/usy awe Ff fowut/eve & ayde fea arn g fee ca ewe 
er aria Gq sure ww 


2, fefeer qeerg af afeal 3 aerfrters, offers seat cd cedwaw verfeteree, 1, wtfaa 
grow tele, Seear-1 wt da ifr wr ered afer | 


2. firfwer qaard afe feet areca, cer farce cw ee cert faewrea, af feet? aear erage 
wa—arae efarifa® serfs ere Sfwa st ord) atfera gy, at se cere wt fafaer &) ofa ce fawra 
@ ga: Sfea ad wi sual area: se sees F agora we) see Sra oe fafaard “efeaa ge wR” 
B et ere serfira ei amet € 1 fee SF ord eet oe swofeerh ae Gt afafafte ¥ qr 
& factere gi: | ; 


4. nfo quere #) ord GA ae “feta Ee ote” F cera qed enfafeaw oracre QW ae dare 
verfemedg FH Aa ace qaoge era erfeus : 


ec, fiefirgrercrart St srach e® army et 2q ote mrs et ffir & 15 fee oor ama Peay wear arta) 
e. oat fafa qanal * ara gah fered) soreae fafead ag & de wrt aifze 


9. “Sfeqa 2 wie” qaafea ateral & agar ara a fet ora Te attra feat ifermad ate B}, 
er er€ factera aftere apt wag | 


c,  “vtwaw ge oie” © oenrfen fafser qeevst @ fay faa de gama fades, sare fawra, fafae 
erert, feePt—110054 8) “sera fade” feet 6 oa Haaren, teifea feats gree aoa a NT 
SY srQat | 


9, sry eet ave mfwerfest @ pate feo aie g fe afeel fe were oer een-riren anafeats 
@ eee @ fag fae war fed wa ce Fiore quem eee | 
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faa : dosttoute US To 1.35. HTH, (Gerweatl a ferer wT BTA ) 
at qradi-na—aaH feres aT Heats | 


saan nfianth are ae facia vferat tar 3 fH Stosftotso Nts So 135 
‘(gfanat Sofa ar art) ca oradtanr aes or eT eT Pe <7 1985 
@ fart watt gn : 


(t) gtostowazo ue gto-135 wd (gfrnal & faa st Gt) aT -ata 
sf 82 cH erat, are sfaat a; wa 


(at) oradt—wa—Sa faze at era 25 Ta sf ore 1 


Grd eareay a steer att fred Soffoumo Tos Mo-135 HT Bt A: 
az vad qadi-awae fare wa st axe A shit t ostouso We s-135 
Bit at aX Bel. at aaae fas ger to 5 Us BTR Tadt—ma—ae free TTF 
Sit feedi a ast oat, at fawa aca to 5 ahiti & ord aria fat frarat 
a ora fet ot aaT | 


afe qrat at qsitea ste at dsited Weer sre oa BH aramreat at at 
afafaa aad aet azat afer aca wed at adersx F eT A att afer 
oodtecet erse/fenc ter orfe e Sq a Tar nat qew eerere zal FRAT STAT 


tere ge vit @ ferrewt a, 1999 


WR 


aredta fafaar qaart—- 


MINT ALHTE =: 
ATA AF a ae 
wriaa, 37 naftaes, wrdia qaaaa adaneatearh Aaya eal, waGr-302 004 
TUTTE HSAs 90 Zea z 


BT Halters, area aaah adem, ofeadt da, eee varenwanT,» 15-16, aTaTat Savy, WATZ—302 004 (cea), 
ufaettea mélat & aie 90 fea % tae Téa Ft agit aq feate 14 aegqaz, 1999 am data awe fafaer arafiad wa Zz 


waaay EI 71,600 1: 


fafaat ard wa angia stoma, fare od ana anfe,.% sat 10 off Az, aez aT -wAY Arex, ay Har fatwa, Aredia 
q-aaias aaa, ofeadt aa, ata. Sait, wagz-302 004 % va. aA Aaa Ffeae, area q—aaifes adam, fiat aa, 
Aaa SA, HAGT-302 004 B feat wt ari fara st feaiw 13 waqax, 1999 aH yIa feu ot ana ar 


[%o.10/2/fto Ao atto/gAe THo/99-2000, fati® 23-08-99] 


a ee 


Aree Waa atiaT ae eT, Sa AB, yy 
WA Wes TNT 
15-16, Aran Set, 
AATZ-302 004 
aifan tea /epaz 


St ne frewa, area qaarita aden cfeeieaayem ama Ail 516) ATATAT ST, TATT-302 004 (uHeTAT) 
sfaetiga welal & arfee ceaa/eeac a1 argta aq feats 29 faarax, 1999 ae ataare fafaer arafaa aed 21 


watts Aa VT 19 as 


fifa rire sngig trent aaeed arenas ert 10 sf Fe TeATeca aaTSyst AT ama. arf 
FAM TMT AMAA HSA) MIAG-BODi00d H Cele MOTRRE ATT jy MTR, aerate, gfe. ta,mreqra ez, 
MAG 3027004 B fetew) wry ferrenl fatten 23 faaraty 1999 aH sre fen a aR s bh 


[ao 11/7/gz/tao UAef/99-2000, fate 18+s—99] 


gfeqa 2< wig @ fareat s, 1999 7” 
eet Perry : a 


area a—aaiftn caer 
mata, st aatfatan, Taal aa, Wars Te ATZ-302 004 
eat Wea GI afewea 


sq nat fatua, area a-aerfrs adem, ofeadl ea, Wra—sard TAT, 15-16, AAA emt, FAGT-302 004 (user) 
ufaediga weal a alee fea 180 % tat Wea FT angia 8g feria 12 wagaz, 1999 aH ata ara fafaar avafad acd g I 


waaita aa : BIE 56,200 | 


fafaer er aa argia at wd, faa oF aay aif % way 10 sft ae st ane at Aitarex, st ager frews, 
ada yaar aaa, ofeatt aa, 15-16, ATATAT Eq, TIFT——-302 004 F Ta A AT He Ffaaz, aria q-daras sae, 
afeadt aa, 15-16, Ararat ST, TAGT-302 004 & fat ot ara feaa st faerie 11 AIGA, 1999 TH sed faa at ant 21 


[wo 10/1/dto Yo aTxo/TAo THo/99-2000, feats 23-8-99] 


ATA ALHTT 
anda sta frat 
sala, adele STH atG ASX, AAAH-226001 
16361 Blal a argia 


ara % usecfa at ate a acters. Ste Te WSC AGAS FIT 16,361 midi # argo vas : 2920/1979 aetaa do 1% 
same argia wet 2g yeaa fafaard arafaa FT att Z1 Tato WHo ago / TAo THo Ago Alo/So Flo Tho WE eto F itHa 
 gai/afadl a avhaer 2 avait aerate fafaard areters, Grea ti fedt, wane at aatfaa st oat at feaie 22 faarax, 1999 HF 
. 15-00 aH AH ITH, TH TY WS, ARTS BIT carart Hl Ta aat gal fea 15-30aa, 08 Tat % ofafafaat, a safeaa zear 
arg, ® aaa adtecarael ret Stet TAA | gfe fafaat @tat mma aret fafa at agate aifea fear sraté at fafaer ates ay ara- 

at waa: ana aa feae ot etait! 


E205 fafsararat! «TF 100.00 aa a aaerfa ofa fafaar ar ax & feet sy sree A Go eo Silo-67 Wie FE AAT Hes 
aa wie st ea arataa a frat a ari faaz F 10-00 aa & 16-00 AH aH Aart faaiw 22 faarax, 1999 Ft ae aT as WaT 
RS TANS, SH aeT ASI, AGAR A SSC Wa IA HC apd £1 faaifea ana aaa Fo ato Ho-67 a Ha Ole Ge we ee 
gra wy dex wa seca fear oT apa &1 WaT a STA aay AeA HAY BIT 2,000.00 Ata etait! 


Btaeo 
aalae 
[io te Gao Bo/tlo so ito Hto—wrat-29/99-2000, feats 16-8-99) 


° 
ee eee 


\ profes, aeilere STH ae AST, AAAG—226 001: 
Hed Eat ae 


are creates ay ae B aeflerw STH TZ STE ETS SIT got stor dearna ca fate ae sree fear arr dota 
‘Gal & 5,025 Bo Sto sem ave aA Uo oes do 2413-19787 angfa ag aad fafaea arafad et stat Ft THo Tao 
“ atfo, Ua uae aTfo alo wa So! Fo To: TE Slo |} Gsiaa mat /afaet al agar a) sats Here fafaara adlern/drea wiz 
_ fedt, wars Ft aatfar Fr raat SY feats 21 faarax, 1999 FI 15.00 aa aH TAH STH ACY AST, AMAR yrar ealare Hy Haat 

-aar-gat fet 15.30 am, G& wat % sfafafaal ot safeaa wear ag, F Tat aefrecarerdt amet Gilet oraatt 1 afe fafaer eter ote 
qrat fat St aaare sites fear ovat & at fafaer ater at wriargl aa: ame aT fare 1% ary t . 


3 ‘tee Bete © fret ah 


5 befret “Ft =a 100. 00 ata # arate fa fazer a a ® fret ‘att ‘seat q Ge ‘ato Sto 67 tale a a ae 
ya wie et za eater a feat eit ari fara 10.00 a% M 16.00 ataw aat fatin 21 faaraz, 1999 #1 12.00 at a 
aa He wana se seg Wert, TaAS A ex eva sea He aeT GI fatter anarafa Foo ao sto-67 Hl Ha Nia Aa az 
ere grat Wt Zeta srca feat aT ana 1 


amr a1 amt aval azatee AAT ETT 2,000.00 ata sta fafaar grit! 


aralo 
Aaa 


[Ho do Uae Sto /stH Met ZaTsa/29/99-2000, feats 16-s—99] 


eralaa, aaerH STH AG WS, TATH-226 001° 
qe cared 


area & ugafa Fy ate & airs sre Fey VST, ASAS aT 31800 Fo Mo Ge caTET argo WAo Ae 1912-1984, 3 "ATE 
Gust ao 2% aaarx aryfa Fea 2g Tews fafaea arafaa SY wdt €1 WHo UWHo Al¥o/TAo Wao Algo Flo/to Flo Wao 
wuz fo % iste Fai/afrel BT aTeaar Zt sat ot featw 23 fara, 1999 FI 15.0044 TH aah STH RY WEL, TAT 
gre edtare @V orasit car sat fer 15.30 at OH oat Ls sfafafaal ot sofas ce ae, F THe aaleecee ara altel way, 
afz fafaat etal ma aret fafa at aaare aifea far ore & at fafacr Glat sf arial tad: art a fara ot emt 


zoom fafaararat ETT 100.00 Aa a aac ofa fafaar ay ax & feet de sere erpat A To Alo Hho-67 le Tt MAT 
wih qa tile HT sa TTT A feet at art fara q 10.00 aH & 16.00 at aH aat farin 23 faarac,-1999 FT ae aT TF 
am eth wdaH StH seg AST, AaAH A Feta Aa HT TAG @\ faathea ana safe 4 Qo alo Hho-67 FT Ha Sha WaT 
ere arr wt zex Bra sree fear ot ana Zz! 


sar al att atal weaee HAY &TF 2,000.00 Ala shit 


®tATo 
> Belay 


[Ho Foto Fo/Fflo Ao Wo Ato——HE Zarea/ 29/99-2000, farts 16-8-99] 


ewes! 
Cee 
. Laie * 


arate, mite are ey ware AAAS-226 001 
qufezz BIZa afeat 


era & crea St ote & aches, sre arg were, aaas ara qi Sam deat ci fare oT aaa faa art aig 
aut ® 362 ofaeex seq arfeal (arat) at angi @g qacde fafaard anifad a oidt F1 THo THe ATgo, Tio THe atéo ato, 
Blo Wo Tao as Bo ¥ WHT wut /ataet wT aaa a oat | aecde fafaara ates, ware fedt aaas al aatfaa FY orait at 
feats 24 faaraz, 1999 FT 15-00 AH aH Maas, STH aeg SIX, aaa are edtare FT HAA am eT fet 15-30 at, Ua wat 
& ofatafaal sit safera teat ate, F AAA aeecaaray area ate way ate fafaar tet sat areil ots al waar atfaa fear 
erat. 2 ay fafaar aaa at arate! tac: ae ara fara a anit 


zeon fafaararar S77 100. 00 ara av eaefe sofa fafaer a) ax & fat at ere At q To Alo Ho-67 We TK FAT 
mck ge wate ST ne rater feet oy mod fore 10-00 a & 16-00 aw ae aan feria 24 faarax, oe ne er Se a 


afeae as aia @ faaraz 8, 1999 79 


aay 


Rie Lid SAH THK AY. HUT, FAAS S Tee sTaes Ht. THs 1 fraifer_ana.saf, F To Flo Ho— -67. 9 FH TATE WH BT é 
“Te ‘ert y Fete HA req fT AHS LWA HT ATA ATA RARE AY aa 2,000.00 ata Sia. fafar ary | 


iF 


eeare 
RAF 
[Ho Fo TA oo [Pea Verm al o /afrerz wea MSs} 29/ 99-2000, frat. .16-8-99] 


MIC GATT 
Te Walay 
NEAAAA, AAA AAA Gay AH Fo~ 2 SS PMAAAAL, Ae Ue, 
5 avé feedil—s210:009: 
AWB ST Hl AT THs BAS s+: 


rer S ergafa seats, erates. ares foera atar gfe, fer aeqal 3% ara sift var war ¥ ae 2000-2001 #F 
safes ater angia’s fat -afaga argde ary ate fatat/acarac/aaeret afafaat od cotta’ aeaisit ® atecare Pafaate festa” 
sore & ara areata SF (fe-aet somal F aad qT fade fafaa ga s ara daw zg) | faatfer fafaar err ser200 FH” 
arara ‘serefemae deg aret wear feats sie a wear afaare “area fosaa Arar afea HF ara gz otal Us, Vice arse ar area 
SE AKy Ai Ho FH MSAS EBS Wea. TM Aa BeoF GU. TTA Ie. Aasewa..are-fosaa. ar gaa, «as—2, _ Fee 

grains. Caz, ae.ds, ae feet 110.008,% aaqrt fead came oe A arctan weae21 a¢.2fe, anfaeq Zhil.—— 
= arg wr arr wa fare arar: ( fateeet gy) * 
gay ge = fede cat Ha aT 


ara “ex” sare :-- 


1. ?)) ay@ AREZ f : : : : ‘ : : : 267 200 467 
2.5° CTP st ; q : , 4 ! ‘ ; 462 400 862 
3%. ere sé Grad E : F ‘ ; " : : fi 185 100 285 
4 wesifersr. . ; ‘ : : , eu % 150 172 322 
5. wastamt ; , : : : : elnae a Pika i: 112 212 
6. are fm Tae : : : : ° ‘ . . . 100 96 196 


7. ROBT sine Gretel ouraw 6 How ofis:. (Geel a. ee 70h» Lh Otay 


8.39 waqraar i ‘ ss ¢ : ‘ 4 4 80 70 °°? 45 oe 
9. STREET <4 TRE. Pe ore dis. 1 (heres diote wie (bamesiees cone < 20.043 22 Sty Huen eee 
10. aaaqramaa ; y : k : : ; 100. 146 © 246" 
iL Sra war e : eM etigint’ : ; ; ss 125 125° 250 

+: — eee F : : : ; n 100 115 245 | 


®a0 tfera au wi @ faaeax 8, 1999 


vormraretten 7) 


aA eee WM AIA 


aaa Wea) Asc poaiain, 
13. USAT TAT } : : . : : ; : ‘ 100 130 “230 
im go Rea | “6Q ~ 80 ‘4110 
15. gare , ; ; - : : : , i : 70 54 124 
wrt “a”: ag Uedieas aaa :-— , 
t | 1 aEHTATT) , ; ! : ; : p S , 20 35 55 
9. frufiner (afta-<fea) ; : 4 ; . 5 ; 20 35 55 
ek ae ae | 
1. - WaT aaa . ; : : —— ; : - J2000 $1,772 43,77 
2° Ml : ; : ’ ; : : : ; . | 2,500 | 2,595 | 5,095 
3. aT ‘ eeeP ' ® , (wip ofb wis ote wR IR + 9nh00 6421 221 
4 wnt, ; : : : : : : ; ; 100 91 191 
5. aarana . ; ; , ; Ce : i : 35 37 72 
aleq :—— 
(2) wera fafaerd 2 at aque anata’ a ‘a’ % far feain..26 qaqax, 1999 vay wra-—a % fac. feats 27° 
FTA, . 1999 a mvifad é@ ot set fer 2.30a% ave A ela wat afe setter a 8 feet. fea ‘favtfegad ose’ H. aea_eet 
elmat g at zvet ane ard—fera al wal aaa & ea Tat aaa 
(3) (Ssaa’ qeqal ar ara raf (aredl Gifeas) erga at fafa & esa Qo aetrereianten Pree 3 Te 
farafafad axaaa daa at ara 8:— : 
“a(a) ') faeifer arn afer 
*(a) © adtaaa erat serail sata | 
(a) Fa waa Ft staa aa wT ahaa sata wet eq dex & ca Ht facta enfa aaa 
(3) fafaer ‘a we ara aeaal % sede % 3 (3) wteeare vat (Aera) fired frrafafar Saeemmeger gt + erat 
afar % ava @ faem fafaar aera * ara dav) :— fi 
(i) ese ay aeae aa fafa 1 | 
(ii) ala ae aT AIR aa FH eT 
(iii) 2vez aad st fafa | 


(iv) arcr act ay fafa 1 


\ (4) awa fafaareat at amar uf sae aatta oz fafaer ettafe ca & faatfer waroiie Soe HF oaiins He eT 
area | want fafacreratal at aarar aie arta ee at aret) aarar uafa oe ate earm aeat feat arg | 


(5) horde fafary soa at aged FA ait wat F aTET ‘THe wo ATeo’ , THo THe afer, wre » fre dite. stir, 
er wale FEI, Tarra——AeITT faron——atttaa (eferen) = fa- at ot diti aaaa % aq faacn, fran a wa fafee 
aaa A sie ZI 


tfear ge "otet @frarax 8,“ 1999 bo 


(6) Aa, fret sata at fear arg aren gare sea: eaters HRA oT edteTe HLA BT aTAT afeaTe gefaa cea BI FAT 
freran at fd}. dose at edtare wea % fw mem adt 2 ate seafaa arar ® aie or dese F feet a at and Bl lat HSA; 
at ataare eam auld tam Sate cost TAT Va Gao aT TX aca HM! Sree aa FH aaea at fatwa wl evex Hea gy cose" 
Hag aaa a, fe set ee adl ay abl wa arqa Arar gaa at are, et ae ail 


(7) Far FE F aaa H ahaa a aga F carga F aaa gga zl ge sah gra seafaa ara Bt 25 sfawa aH 
afafcat ar ma at % faa aa est arat sl area ea at afaare qefarat aa 2 


(8) fafaer aaa H are, ga atara A Tarare ealere at et eal aeg fafa aad F ae eqrqH-at Freer > 
afafeea fedt aq & amfacaa at feat sear 


Beato 
nalfaeas area facaa at gfe 


[¥o iv—18011/26/99/Ma° (atto)-894, feats 16-8-99] 


watfataraa, area faeqa drat ae ata, (atgo eto Fo faa), Ge-2, Hala Halas ofeax Ae Ue, 
7g feeciJ—110 003 


fafaat yaar 
aaraa, atte 


wea % useafa oft at aie a narfaen area foera dr gfera, fara aequi * arma afsa aaa Aral ae 2000-2001 
% fa fantarsi, ara mat faain A aaa ‘at faaiaral gra sifssa Slav/ose/atta seed & Mera fafaer anifaa aa 2 | 
fauifca fafaar Gr 1a sifea atwa efeaa dreeajréx aaat fenis ere ot Aer afaard, wreajfaeaa den gira arr ot ate 
as, dee afea at aria ez aH, ato Fo Gen (feats give F arava q)ea gt, F Aaa I aetfsemrea, area fasta FAT 
oe :: aA. Qvs~2, AT satay aft wel ves, ae feeiI--110003 % aaa ox feaa cama sa Bara fear wT aaa Fi we 
“ata anfaza etaiy | 


arat (fara a)’ 


7H Meg eT ATA Pe RN I Avn------- 
gent “gaat qa. fad; sa att 
M1. wa :-- 
~ (i) i aATATA : ‘ ty ‘ : ; # ; ge bn 8a 34 68 
(ii) am. : , ‘ : Lame ‘ : ee ai 64 
(iii) frees (fafera) : t : : : : Ren 24 30 54 
(iv) ear : ; ‘ : : ee 8 oe cae : 23 -- 23 


(Go wao Alo efafhtera avqx—og4) 


24X 450 am Al aaa al ZF ots aS aT ae suet sted sare ares eT 
fssq Fare FF | 


2. Ga feet ae fara A: 
(i) ATA é ie) fy J age 4 ‘ : 34 34 68 
Gh. am © é ; : A ; : : — 67. BI 


82 - efeqa ae wig farraz @ 8, 1999 _ 


Sap” aey eT art 

Ver 
GNREeenR eT Dp 
(iv) az : : : ‘ is ‘ : , ‘ 
(v)  siHea ‘ , : E F 3 , é 


(vi) wea Warearet S , f t T ¢ A i 
(to Wao ato eifafaaa Atat—-¢¢) 


Za conso, sre Sh fet mL AC MS se TONY ager Steet Stare ar ed 
feet GF Te HTH 


3 HHT at H Ia A 
(i) — fawere (fafa) . ‘ ; : ; ; : ; 
(ii) oam . ; : ; - : : ; 
(iii) re. oA 4 aot Si, . 
(iv) ear fas . : ‘ ; 5 { 3 ; 
(to Cato alo eafafmart arat--149 Fat 149-Uo are # faz) 
500 WIA sare HT MAH ata (AIS aig areit <r cea AA A slat). aT (ez) 


(vo mo alo cifafmaat arAt 201 % aqme) A ae want (ATAU 
qi ;) ara aul 


“4 mea feet wea :—- 


(i) @aieran . eesti. fini, es. #2, PEW. Wei 
(ii) - geratit wts ; 3 ; ; Q : . 

(iii) az arar wtts 4 4 : ; ; } ; 
(iv) amen . ; : ; ; : : : 3 
(v) sarexaw : : : : : 

(vi). Bea ated : 5 ‘ ; ; ; - 


(vii) dae alee ta caret ata 


ara (ailzat #)' 
pee ee 


sang 86 fg a Be OTT 


(go uso ato eifafintaa arat 197 (i) & (iv), (v) * faq iss, (vi) * fae 


196 aat 195-(vli) * fac) | 


294X800 ata ® fea ata car tt ay Saal stadt drare ary wa F feet F ae TT 


\ 


“8. Rest Gat. (fesréess) :-— . 
(i) — favst (rarer) 4 F ‘ ‘ ‘ + fo mee , 
(11) cappep TRIP H , : ; 3 , , 
gfeaq 2 aia @ faatac 8, 1999 
ehae oF al ee ean 


—— 28 28 
40 -_- 40 
26 26 52 
23 a 23 
25 25 50 
oe 50 50 
20- 36) nig 250 
06 06 13 
46 - 46 
57 —— 57 
29 -- 29 
43 ~~ 43 
20 40 60 
_— 57 57 
20 34 54 
12 _ 12 
— 15 15 

FS3 


ATaT (ediza ; :J in# 


eT ata BT ATA ----—--——_— aaa es 
dear SIH Tat fags Tet i ayt 
(ili) arg fata (waréa) ° ‘ 3 ‘ 2 es a ‘so ae 80 ? 


(to Udo ao eafafaema aax 198-eto favdt % faz, 142 cart ® faw ae 153 
ava face a fac) y ty) 


1s Wet # Ae He ata aniere fea F1 fark ca ara 3 feat art gar Ts 
3.25 feat wa & aa ad, Ge pet 


aTI—q : 
fi. fssqr are arBee ea (after) . ; : y : : 712,481 -}2,500 {$4981 
(Go Uo ato eifathtma arate 122) ws 
48X 400 am at ae & ota care #t Bet eadt Ded Aare we aac wa Na 
fseq A FFE HTH | 
ata : ; 
[2 dim fren oreex ( (atgrés) - Mi . £3 a és a es ialoualhy 4) 201 giny | SOE 
(Wo Uto Alo etfathswa aArat 121) 
dfaa fafaar aeaaa a fag ag faaet 3% aaare ary eit 
(3. maaa fesar ara x : a d ‘ : te A a 75 100 175 
(Go Uto ao etfafawt arat 22 aie wT) ‘ 
36 fet xX 400 atm Fl at a ia care tl gat Gach arett sare at aewaIe Ta 
@ fseq F are HH on 130 fore. > 
[4. ara ate ato ato arnee % Di pce es TE 3 2) 18 Oe i BDO ieee 
(atc Tro/ato ato dio) fats 60 sft & 70 Tae aat alo elo Ato aT AIK seg Hb) 
30 Sfara & 40 fama Me sara ara aT afam 2t oi ane at F 6000 4 
15,000 ¥z at wart aa eal A wait fqu waar sqaad ati eafatmaera araz : 
ago Ue 3663-1972 (sam ofzatad) gafacz—1990° Cae ago UHo 4541 i 
——1986 (3 a qfeitat) & afia fart andy cafeficama FIX 96X 250 ‘ 
WI Ae 12X2 feat ara H Tet Get A HAM: 20 aH so y aad a wt > 
tate seat ta ata at saat % mezare ad H feed F are wee (qe faacot d 
fafaet aearaa # fear wat 2) 1 . 
8. dedzeqrat (qatar ridt reez) BNR aCe tea igs 10007 7 yg eee 
(Yo Uao ao etfatetat arqe 35-00) 3 | apy: 
qiaar ams fra wa ater fer & aeere faa alae ate ¥ ata sraara aa zt, 
a Gp at ae 211 200 WH fea Go dto etfatemra atat 201 aar ofefarce 
Sto BF Haq alo Uho Ho Fda fat aa) 
ant =: 
1. fears aac at aa : ; ; j yea E ‘ » 41002 eG) 88S yoy 8 SRS 


(Zo Tro alo etfafahea Arqe 139-T 0) 


i Pek if} 
/ °/} 


80 sfamd mat 15 fat art % wpe Sto to Zo Eta A GH BA A 20 afama arat 5 fiho. aH ® Gao tao 
lo Glo go at ata at atett aa (feet A ara wee) Shen caer | fafaar Ka aa sa Ji 


34 tsaa fe wet e fais’ 8, 1999 


arat (eitcw ; )f 


A 


ATR ate FT ATA . 
aeaT ange, fasta rat eq am 
wT: 
1. (i) wWefsear ae (fees), ‘ : : ° . . . 
25 60 85 
Wea ah HME (THU/ WE ) : . ; . ; . 
(Go UAo Ato zafafeama arat 115-ato) 
24X 800 OH TT a AF aie cars at gat eqet stadt grave ava aaeare aa F 
feet Fo ara arh 1 wea ae aire Ft arqfs F fac wd F ara cae UG Po, 
Ato FETT To arssa gat arfeu 
ii) faatatisfacara ; $ : : 3 25 63 90 
(To Ome Ato etfafema araz 109) 
24X 450 FIA BY at a ae cars Hy Bat eadt ciett craze ara agearze aa 
a feet q ae HTH 
(iii) ast aay Hes za atte ‘ 4 . : - * b 25 50 75 
(To OF Ato eafafeart araz 210) 
24% 450 at at at F aa care Ht gat saer aiad dare ala aaearz aa 
feza WF are FH | 
“2. Hsp asst (e9 grés) ; : ‘ 14 15 29 


wey —— 


(2) 


(3) 


(4) 


(Go Ho ato eafafeeaa araz 57) 


1.3 feat am % fer Ga Wo ara caré #1 dat eadt alert fare are aera 4A 


~ 


* feee F arq athe gee Alo TKO Alo W 6 fzq AIT I 


wit ace fafaera 2 a aTe ae wA—-(H) # fan 12 waqaZ, 1999, arat—(") aat (a) 14 H4qaz, 19 99 TAA 
arr (2) @ (4) * fan 21 aaqaz, 1999 aH anafaa & ot sat fea 2.30 a atera A ata maT af car Fi 
a re fea anifacaa cv % aaa waern aifga feo ar 2 at sae ater arifewa F sa aaa od ane at Alar 
ATAAT | 

fafrar ert wrt (a) van (=) F afer acgatl % fau art 400 oft srt aa (a), (@) va (47) % fax eI 200 


a. 


aft we Fe ana oe ora fan ot aaa 21 


fesat aq aeq CA THo Ato F ayacs % aaa aaeq gra wae. Aa fe fafaar soa H oqqat W Ffsor (asa 
a ofamt % waar) (art) (ana awa, ae awa’ Gesawa) (aetae afer at) an (amaze, Thea, mer om 
Go Hto/aFo Uke To wo) (Hat Te atfea at) F Wt aaeg ars fest are aeg a wat safe (at dhe) 
urgta #t fafs & 12 ata & wa adel art arfacs fafaar sca % ary fava acaray ata arfers 


1) faatfea zorat urfar 


3 


( 

(2) qataan saat yarady sara | 

(3) ¥4 waaea aT Hina aH HT aa sarfnd HTT eu wee F ga Ft fara flaca aa) 
( 


4) aaaaa arfo mo Apso /OF Ffo sto/aMo OFo To Hlol/anmH Asan st Ait at Aegina oft. 


efsaq 23 Hit @ fawAr s, 1999 


3b 


(5) 0 a alge ana (aga) frag farafafiad Gat a at — 
(a) ausz” at “ara gar fafa 
(4) al ag FT ATH aul FA aEq | 
(a) éex aaa a fafri - . . . . . eae 
(2) aa aca ay fafri ‘ . 


(a) atqa ay dem arse at aerfta ay fafa 


fax at ag a fd doa dia ara # Phra area ead dhe ‘ght al antares argia qaal at aT wo Flo Ale 
Hara zust at we aeg fad F fan wees 2 ae ceean ar oninsa 88 Gaaeq & acca aya fafeat aeAaAT 
q wfet aal we we ant 


(5) ame fafaersat at aorat- cfs gat aatia ox fafaer eaeafa ca % faaifea ama ufs 3 = F aniaifra’ae a 
sama | vata fataarpais at aarar wif arma az dy oat) aarat ofa oe até sare adt fear orear 


~ 


(6) a aaar fafaer sua 4P aayel FH el ne aal F aaeq oGo aed Blo, Cao vao atfedt area facta drat gfaa 
waegt sara) Fo, qaraa aeqgu, fear aldiga (afar) > faa zt oat ehit1 waaay % fav aq faaxn fran 
ama fafaat cea AF suey 21 


iti 
. * « * 


(7) %at feet azarae ay faat te are gare asia: erate Hea ot aeatere aca ar agar afar aghra waar 21 Fat 
faraaa ar feet 2vst at edtere aza & fad ana agi z ae seatfaa arars sia ardsse H feat ara sl aed 
al ealart Fd al afaare eq Aria waar @ wie Evert qar sa Sea a aw Hare ‘Hear | cost sat He AAA 
at feet sm pl dot Heat at dose H gata aT, fe sea at ast ant ail wa aeyo arat sae a areal, #1 oe 
211 | ; : 

(S) ar reat F aay F erst wy sirdqe HF eqiy *F way ysa adl Ge sah |rct yeatiaa arar.at 25 sfawa aw 
afafeat aT FH at & far Gna evSst Sa BT alem ea aT oPaaTe aad waat 1 


(9) fafaer Gat & are za arara Ho oararm eda aa zai zat, azg fatazt Gad % ae AGH az cistern a afateaa 


feat ae a aalfaraar ag) fear oar) 


ei eed wie . on + @eaTo 


DN Ee OI ie te oa BPS Sai Reha ge a Be ete atta feta arat gia aa 


[ao tv/18011/26/99/3a@0/atto/ 893, fartH 16-S-99] 


aaiG : frat eae} 5331 Taner anf 


TAA ATs Area, Tae H uaeafaar faust A ara ar ary sow TA scaex, waaafaar wela, waq—z asia, od 
matt fare H aT att aver ara afe & fat aamfra uf ei 25 ara ae at ata # adie 3g wecdz fafaart Foe aa 
wa faataral, afesa fata arte a arated at arty 21 fafaart ao wat anfa & fafeerras % Sfeaz a1 ect 100.00 ma are 
wa FUaat frig 25, 9I 1999 % 23 fats, toog am oraatstaad 21 fafaad a ae—aar qarare faarat A eit 
faa a ua faa F THAT fete Fear anfe va gat fasre a aoa fear sifea wear grt) feral te otahrar ama ea 
eeifafrar fern arfaart dr fafaarst feaia 24 fraeat) 1999 avin’ 4.00 aa ae araiaa @ Gea stat arfet 1 farfaer & 


a 


asa dferq 72 afta @ faatax a, 1999 


: 


avez wf ® eT HFT 50,000.00 Ma a fente ar afaerr, Tara aedata WITT HT HR IT Ay Aaa Hear afzary star | 
TATE HC AHA VA HAH AHA TAM—Ta wl Aaaa Arar ety aera fafaar ae faare wat fear waar area aaetlay farfaari 
fatima 25 faaraz, 1999 at WTa: 11.30 a9 amattt afafa err yofesa fafaerararai % ane tat aaat ve at aa tafaarit 
el faar are aaa farea azt at go afaare aalararercmat at Zr fafaarnii a safe 6 ata 2 waar fae, fafaeat oq eqreeq 
qa UAEATA, HAT ze HaNtfea Aal ova za ay waa St at Tet at text | 


BtATo 
weer 
fast aTaTA :——aretlers, —s ; . 
SATA AETATA, HATE | j j > 4 jo 
qa vA AA ArH fatoray, AATe ZTzi AAT bin 
5 A Palatal iene iy tna [Ho eto asodte atxsfits 2604/99, fate ‘V6-899] 
arataa afar afsarar, fears aa AS ALANS AIS, Fo Mo Fo To, TLATE——335 804 
fafaar Yaar THIF : 249 1999-2000 
fata at a fauna ara & aaa areal wr faa ariz Tt 
ams 


UAT UST FH USAMA FY BIT A Heleraraceat zr sfeeu ait aze afeatwar, faaré fear, fafaa aa faata, a eatext 
afaaifar faa ca arasnfaa fanin fama % faaarmar amfaa aa at fe feate o1 Wate, 1999 F ame % aga dsitea 
aaa a faraifea sat eq ataaea fafaera arafaa ay orel & faaat fara feaia 20 faaraz, 1999 & BIS *e feate 05 wAGAZ 
1999 a% feat sim aat fatie o6 aaqat, 1999 A AIM 12.00 at aH ora et oat fea api2.30 a7 ae vafeaaq 
fafacrararat a anet atet say aa aa, aadtar, cearfe adiacaizpal # arataa afadt a arifeaa ¥ aR sat wl aad 
21 aatacaacHal faar aren aara fafaar fata Hx aHAT F1 ATeo Flo UD a 7 AMT AAT ara ~- 


art at faara 
aH BV TT ATA HAA AT aamtra aware faferar CO 
AAT | mat aft zrf er Ney HUT at 
(ara #) : | wala 
, Y eq ey eA ' 
(4) fara wat a faanite daz a cat ara ar fanio amt fears 
qa etfatetar F Haare (aq AHA aratt ZHale FT 
tay ay ary) ' 
(1) FH 430 UAo so ‘ I . ee oe $.52 17,040 100 7A 
(2) aH 340 HtoUMo iL # ma — 7.95. 15, 90QH/P TRIO Or 7 WIZ 
(3) AB 30H UHo eo ‘Ato | sf * ee — 8.00 . 16,000 100° PANS 
(4) FH 2-3 GHe Sito ETo re) 4 Sig ar ane ae by 42,840 4» WOO » 7Hz 
(5) AR 7 UA Alo i q : 3 s-, 8.00 | 16,000 © ™ sb0s)* 7ATZ 
(6) AH 1TH WAo Fea UH) 1 y < ——— : §. 00 16,000 106.5" 7 WI 
(4)| fara wgt qe (fasta aia a) art a3 Ao lo 11% : 
WtoX7 Ho Alo at Taal sei wT fania od argha 
(1) wetalartz—saH 4 5 25 ara} 20,00 40,000 100 11 Ale 
: hele 
(2) werdeae—fedirD Rj Es B 25ar@ J = 20.00 40,000 100 11712 


> ‘ 


fact aanart :—afaardt afaaar, 
Hlgo Blo Udo Flo Alo Vo zo, 
aang fetawa, yxaq, aia 


Qa 04 Tat egy fetes, | ATT Aer TTT | ' sin . Midag 
E(Ho Zto aTzo fro attof Hof 2543499, faat® 16-08-99) 


fean 2= aia. @efaarax g, 1999 FOG 


aratay, alan asta ara, Het 


ania: ca/eetz/eat ae 2000/2265 


fafaar faafa 


aia ara a aryfa 


aa aan at faa fear arar 2 fe tedia areme ster F afert F faa ai 2000 aAaafy 1 waa, 2000 & 31 faaraz 
2000 a& % fat famifea aaare ara area, et asst, ig sare H adad areeaa fafaart fauifea sta sz fats 6 aaqaz, 1999 
az fet ® 12.00 at am az 4 mast, TT sat fer 3-00 aH ara @) fratfea wee) aro sofeaa fafaareram } ana aie 


Aral -—— 


Ho 
Sear 


ara aTaay 


am :——(1) (ata ann) 


are an fearat 
aa ATH ATT 
ala 3Sq 
alt Wal 
AA ALT 
qaraal da On ast 
(at aaa FT) 
aq 
TAH AAS ATT 
TFHT 
fad ara qal 
aa (TH ales) 
afrar ‘ 
ara} ‘ 
Hw ‘ 
aaa 
aaa , 
at areata 


aaa AM, Alaa AIS, ATi, 


re 


avare. 


50 faarcta 
50 ferrea 
50 fearea 
50 fear 
50 feareat 


63 fearea 


(15 feat Ifa) 


63 feareq 
63 free, 
126 fearea, 
18 frareat 
18 fearze 
9. 5 frarca 
9. 5 fearza 
5,000 at 
36 fearer 
8 5 fearea| 
2 feaeza 


180 fearza 


arta afT atet — fafaar wea 
aft 
eqy ayy 
25 Ae 50,000 200 


afeqa 2s waa @ faatax 8, 1999 


—S os ae > no 


AH o ary aradt 
FeqT 
wa——2 att asi, Ga, za afati, Waar arfe —- 
ji. tt aesit (haa H amarz) ‘ 
J2. att afaat, adtar : 
3 FA (Aa wat A staat), 


WMI-—3 zarg :—— 


fi. a2 at earé ard aia, fara frag ca Aza az 
SM, HAT A Ga Alaa aH | 


ae mat arataa HF ex zdt at aay Z1 


fat anata -—-afaes, f 
FralT BTA AS, BET | 


GAT Ca wa arrest fata, AagGe set ATT 


aera waar TFs 
612 faaza] 4,000,000 ara 
8 faarzay 
20 faareet, 


2,000 fearza] | 20,000 ara 


[ao eto atfo flo HI%o/Hto/ 2599/99, feate 


Sat IFN ATHTE 


faaré faa 


araiaa, allan afaaea, Heals asa va wert argfa qeea—2, vat fears waa, acttara, qaas: 


arena erates Weel FY gia, atta 


avez fafaar 
zfs WeH 
qq eqy 
8,000 100 
400 50 
aT o 
adage 
12-8-99] 


UIT, SAT VM a awh a fara zraereeat aia za malaga a fate 2s faaeaz, 1999 4 14.00 aa ae a ofaal 
H agua fafacrd arafar at ort é at fer fafadi at ag 15-00 aad fara zearerenat at sah afieea ofafatr arr ae 


way : 
aa fafaat gaat dear 
azar araat at faazoy 


1. 20 $o-392/99-2000-- 
UMH TART 2 12. 5, 
15, 17.5, 20, 22.5 
04 25 aa Wat aA 
& afena areata 
meu Ft aTgta t. 


Atal 


200 47 


Sfeqq fs aia @ faa s, 1999 


fafaet 99a 
TT eT 


ho 


300 


avlaz 
aaa 


Ro 


fafaat aaa at faatfca fafa 
TPE, PRNARR TR Sete TET 
qe “To” qe “alo 
Hatz HAT awarayl Te 


28 fadtaz, 1999 29 faataz, 1999 


14 H#4qa%, 1999 


F89 


vq :—~ 


fafaer araedt soa za araiaa a& feet at wer fear F 11-00 at F 13.00 ath ara sylad Hea MT aH grye aT ated 
gheaa Geeq ax % eo a afar afage, eardt areca avs, faarg fawn, gar sem, wate H AM 7 Bl, See ota faa aT 


apa 21 farageqraceat at ae afaare grat fe ag faar aren gard feat at fafaar ar auea fafaaral FT te FL aha I 


sean zee fafaarara alaline zarg cara gam ca F ara—ara aage % foenfsaret 4 gfaa adiaa & afta sam va ud 
erat % aqaa Bra Bq save amar ysis AA wT IAM sa aga wea afeza sary sa, HY fafaatr aa ah HiT H ATT Aaa Aet 
feat arat & at fafaet saa sah agree va feew oe ary agl faa aia | 


fafaararat Sit sat fataraa, aa salt ae azar argia ud face faamrag a asitea ai, See Taq FATT Ta SMT HUT A 
me a matt ama fafacr soa atian ag fet ai oda oa % ata saa TAT Te BT aera Het sey a Aad Het SI aat oH ai 
Wfsay ud ant tha geen 2 aat faa at gaa areal at amgfa wet at w Z, Se A saad SAM Ga AMI BMA eI wee 
and fafacr sca @q faa at grata Ta F ara afaera at TAT Ga (sTHART TH) A Aa FTI 


af saa ¢faa fafoot at fadt a are a usala aaa aifea ata 2 at fafaera ama ar feaa aura tt/atal waa) 
eralo 
reer a faaeat 
[qo 448/€0 Fo-11 (Also) Fo Fo AYo-Il Wo UH Fo 22/eto Fo-392/99-2000, fart 17-899] 


Glo do Alo ale 2124 aieg 


mas, AL an Ft amen a farqgeararwal are dio dio ato fefer F earfa sta aa faniaml a@ aenfafea araat 
at amgfa 2g sa aataa a faeafafaa fafaat #t 14-00 aH am at osfaal F aerara fafaara arated at oat @ at gat fea 
fetta 15-00 ad farazearaemal at sah afana sfafafa grr a@tel areqt 


aT fafaat dear ate aaattad arat = fafaarsra fafaar ataa at fafa 15-00 as aa ater fafaat 
ae areal ar faaet allo ---------------- aac Ta FT 
fafa ate ae qe (arat #) ae 
14-00 qa To alo ; ato 
Th Go Go 


Ii. do Zo-391/1999-2000--4 


Ho ato alo art aet ated 20,0008 27 faaraz, 27faaray, 2efaaraz, 114%qaz, 2.00A1E 300.00 
MTSeAz 1999 1999 1999 1999 | 


facquiy :—— 


(1)  -safefafaasifea arat aqaifia 8, fard ses at arecfae ait & adare fafaer sca aw fafea wd H aeita ser / aer7y ' 
aT aHat 21 

(2) fafaar sca aadtar faazn afga, ca artes & feel at em feat a 11-00 at & 15-00 at H HEM BqRAT Hea : 
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at tH sige ot taifsa wredia deea oet H eq GF afsord afaaea, eeaedl acta aus, fears fawn, gat yea, 
aaas H ara 24 Bi, fara Sar gal a aara Heh grea foo aT ag Zi 


(3) esen fafaarerar aaa ar waa % ofea adie azar faarfsart a afta samt ca wa aati al arated Het eg 
qqre wnat soaed gt ar gar oa fafear soa sa Hwa ZI aala Ta HF aa aa Fe sat THT Ta a few at 
#1 feafa a fafaer sua aa aafsatia ca at fazer ae fear aa! 


. #90 alsa ¢s saa @ faates, 1999 


(4) fafacrerar ot usat & vei fateraa/aa sat Fez /eety aq sam fama/ara azarjagfa wa fare 
faemaa Aq osilea Zi, tl saad TAT oe 2a at we at amit amq fafaat sca etlea @g fac au star ca F 
- ATF sed aca a a feat ca seat a ated @ aearfad data gut aa aaa fear atar a1 a awl Fa aT 
Weay Ua aes Sa Avil a ait @ ar faa st gat araral a argfa wedt ar zr 2, za di swaa sat sa 

Wea FLA Ft we 2, ama fafaer sca ga fax ae aaeq wa *% art gaa at afaada sam qa aa seat a 


(5) squad afed feet fafa at aaa afar et oa a feafa a fafaat ane art feae Foret ateia amavry 
(6)  aatetararcnat, fart are aaa fat at fafaer ar ames fafaeit ay faeca eet ar afte cad oU 


(7) -serR fafaaarat at sana fafaar aaat % fafaer aaa A fafea anatat fatmftedt > HaAMe To alo Alo ara zeq 
area “at faatoy aza cH arge feate 27 faaraz, 1999 4 ald 2-00 ad an aaa afaaear, Fee asa od 
wveTt argia gs diets calam, qaes F araias Fo ae Heat afsart grr faaifea fafr az, aI FA 7 Fa Iz 
fafaet faaresiry adt 2nit 


ZtATo 
wean afaqeat 


[Ho 449/80 ,to-Mt/ (argo) /Fo Fo-y!!/Fto Fto Ato alo eo To /EtoFo—-391/99-2000, feat 17-S-99] 


MIRA ALHIZ 
qft war fagera aatfateas, awe ani, af feedt—110 001 


efafrex gaz, arfz 


fafaat ear : Flo Po—4/atXo Fto—-06100200/121999/ét0 To azo Ho QAo Who wao/1999-2000/dto—4 
fafaar aifta sr atta aur aaa : 20 faataz, 1999 aT ame 1-30 aa 

fifaar qad at ara aat ana: 20 faarac, 1999 at wT 3.00 aa 

at afaat aafa : aa ett at arta a om aq ami 

fafaar aqgal # arfaa tar at ate & fauifea Grd q aecae fafaa anifaa at otto 


uz ster Hr faacor aar faferfts wear 


Wo Alc 9031/92 * HAST 1 we, 2 cas, 3 ws amt 4 cars G eelfvex Gee aw cee gar fnafafad HATS 
AIT Awe :—— 


fi). farnfafaa ara ar aqz via 
ave ATT 5 3 r ° 80 + 1 fao Fo 
alete , : : . 208 % 210 fito.ato 
2. fatafafae arg ar az zit 
ae ATT 3 5 ; ; 115° +. fas ‘to 


atslg : ; 3 ; 208 & 210 fao Ato 


tfeaa z= aaa -@ faaraz 8, 1999 #91 


fecqfhat :— 


92 


(1) 


gona fafacrare fafaer ania ca at ca ufs ate aaget afed ge fafaat ert Sto sto Gao UNE sto, 7g face] 
qag/aad/eapat gat go sito wae BE glo F amare /eattate/Aaa age / fears /wenarare /HTage/sate/afaarar/ Hage) 
qeat/aatatet/aea/atgae fest at saat aTaiaal F 500 RIT Ala FT NMA FH TIT HL BHA FI 


qa ati/ae ara asit wf arena ot faare adt fear, orem ) fafaarertt @ aqtia fear sma @ fe @ ofa fafa 
ae Fat Heaa AT, aT aMt are a qo al aaa sas ater ae faare agt fear area 


Hatt a swrea fafaar wrt oe faare aat fear aivar 


faufaa ax afaar sa Gat at dt areal of fafaar aaat Ft atte Ft Sto Sfokwao we gto/tAo Wao HTgo Alo F 
asitea alar at fafacraaa stata a 90 feat Fae ota THtHCT HT at) ageqe: feat orate fH aasitEa/ 
arafara gat F ara cea ay axe aea—wue adi fear sem aan isilsa/saadfea Gat st craa at afar sa FT TAT 
aft wie at ae & 1 asitga/aatfera oe afe att at gia at Mt ga faafaa ax afaar a oor aad et aa: AMT 
fafaarartt 4 aah aaa fea a ae at oat 2 fH F Sto Slo THo WE Ho/tqo VAo Aso Alo F AqAay GHP 
HUT a | 

fafaer gia at fafaar ara aoa aaer gf fara arat arfer| 

ZtATo 
HIATT AHAB 


(Ho Fo Ho—4/aTZe ATo-06100200/121999/ete Tro HIXo Blo Uo Uo THo/1999- 
2000/Tio—4, faate 28-7-99) 


ee ee = 


dfeqa t= qa @ faarat 8, 1999 
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PART A 


NOTICE 
INDIAN TENDERS 
ATTENTION FOR ISSUING AUTHORITIES 


The Indian Trade Journal Issued by the Director General of Commercial Intelligence & 
Statistics, Calcutta should be regarded as the standard medium for public advertisements in India. 
Where necessary, advertisements may also be inserted in one or more principal newspapers in 
India (item 29 of the Annexure to Rule 102 of the General Financial Rules). All Central/State 
Govt. Departments/Undertaking are requested to take note of this prevision for guidance. 


(1) 


(2) ‘Tender notices should be sent in duplicate direct to the Director General of Commercial Intelli- 
gence and Statistics, 1, Council House Street, Calcutta-700 001 preferably by Telex No. 21-7902 


DGCS IN/FAX No. 033-2486528 or by SPEED POST. 


If it is desired to send the tender notices through some media or relevant Public Relations 
Officers, etc., no copy of such tender notice should be sent to this Department again. Non- 
compliance of this instruction may lead to double insertion in the Indian Trade Journal for 
which issuing authorities would be liable for payment for both the insertions. 


The notices alongwith Hindi versions, ff required should be sent to the DGCI&S so as to 


reach him at least three weeks before the date of publication of the Journal which is issued on 
every Wednesday. 


(3) 


(4) 


(5) 


The tenderers should be allowed at least 15 days margin of time from the date of issue of the 
Journal to enable them to submit their quotations. 
Hindi version 


(6) 
(7) 


of tender 


notices should invariably be sent with the English version. 


The Indian Trade Journal accepts no responsi bility for 
adherence of the aforesaid requirements. 


The payment of bills and correspondences, ff any, for tender notices published in the Indian 
Trade Journal will be made direct to the Controller of Publications, Department of Publica- 


tions, Civil Lines, Delhi-110 054 by Crossed Demand Draft or Cheque drawn in favour of the 
“Controller of Publications, Delhi”. 


complaints. if any, arising from  non- 


(8) 


(9) The issuing authorities are requested to make payment immediately on presentation of bills te 


avoid accumulation of bills and audit objections. 
DIRECTORATE GENERAL OF SUPPLIES AND DISPOSALS, NEW DELHI 
NOTICE 


All Communications intended for the Directorate General of Supplies and Disposals, New Delhi or 
its Regional Offices at Bombay, Calcutta, Madras and Kanpur should be addressed by titles, e.g., the 
Director General of Supplies and Disposals, New Delhi or the Director of Supplies and Disposals, 
Bombay, Calcutta, Madras and Kanpur as the case may be and NOT by name fo any of the Officers. 


General Conditions of Yender 
The following information is published for the guidance 


of parties intending to quote in respect of tenders issued by 
the Director General of Supplies and Disposals, New Delhi 


and its Regional Offices at Calcutta, Bombay, Madras and 
Kanpur :— 
1. Tenders should reach the Office issuing the tender 


notice by the time and date specified therein. In the event 


INDIAN TRADE JOURNAL @ September 8, 1999 
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of the date being declared a closed holiday for Government 
Offices the due date wiil be the following working day. 


2. Tender forms will be issued on pre-payment from the 
Director General of Supplies and Disposals, National Insur- 
ance Building, Parljament Street, New Delhi-1 or from the 
Regional Offices at Calcutta, Bombay, Madras and Kanpur. 
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3. Tender forms will be issued on pre-payment of the 
fees prescribed which may be paid in Cash or by Money 
Urder or Indian Postal Order quoting tender number, name 
and full address of the remitter. 


4. Tender fees paid are not refundable nor are the 
tenders transferable. 


5. Tenderers not in the approved list of Contractors 
maintained by the Director General of Supplies and Dis- 
posals must give the name of their Bankers and submit 
alongwith tenders an Income Tax Clearance Certificate duly 
countersigned by the Income Tax Officer of the. Circle 
concerned under seal of his office. 


6. It is notified for information of all suppliers that ordi- 
narily tenders offering firm prices are preferred where a price 
variation clause is insisted upon the tenderers’ quotations 
providing for a reasonable ceiling have better chances 
being considered. Tenders for imported stores which are 
subject to variations of F.O.B. rate must stipulate jn the 
tender itself both the F.O.R. and F.O.B. rates. Where the 
F.0.B. rates are not furnished originally alongwith the tender 
itself such tenders may be considered “Late” and are liabl. 
to be ignored. 


SPECIFICATIONS AND DRAWINGS 


A 


DIRECTOR GENERAL OF SUPPLIES AND DISPOSALS 


(1) Specifications :— 


(a) LS.L and Directorate General of Supplies and Dispo- 
sails’ Standard Specifications which are priced publications 
can be had on prepayment in Cash or by Money Order 
from-—— 


1. The Director of Inspection, Calcutta Inspectjon Circle 
a34/4A, Acharya Jagadish Chandra Bose Road, 
Calcutta-700 020. 


2. The Director of Inspection, Bombay Inspection Circle 
Block No. 1, 4th Floor, “Shastri Bhawan”, New 
Marine Lines, Bombay-1. 


3. The Director of inspection, Madras Inspection Circle, 
Block No. 1, 4th Floor, “Shastri Bhawan”, 95, Had- 
dows Road, Madras-6. 


4. The Controller of Publication, Civil Lines, Delhi-6. 


N.B.—See Important Notes to Tenderers at the end _ of 
Section D. noma eat 


(b) The Director General ‘of Supplies and Disposals’ 
rpecifications which are not priced (non-saleable) can be 
sbtained free from the Office of the Deputy Director General 
(Inspection), National Insurance Buildjng, Parliament Street, 
New Delhi-1. 


(c) I.T.O. Specification are priced publications and can 
be obtained from the Controller of Telegraph Stores, Jabal- 
pur On pre-payment in Cash or by Money Order or Indian 
Postal Order to the Accounts Officer, Stores and Workshops, 
Jabalpur. The price of Specification is Re. 0.75 per copy. 
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(2) Drawings :-— 


(a) The Directorate General of Supplies and Disposals’ 
Standard (Saleable) Drawings can be obtained on pre-pay- 
ment in Cash or by Money Order from the Office and at 
the price mentioned in the relevant tender schedule. 


N.B.—(a) (1) 1.S8.D. and Directorate General of Supplies 
and Disposals’ Standard Drawines are available  onlv 
for certain P&T Departments, Hardware Articles and 
Textiles Stores. Copies of Drawings for P&T, Depart- 
ment and Hardware Articles are available from. the 
Office. of the Deputy Director General (Inspection), 
Supplies and Disposals, National Insurance Buildings, 
Parliament Street, New Delhi and copies of drawings 
for. Textiles Stores from the Director of Inspection, Ist 
floor, Aayakar Bhavan Annexe, New Marjne Lines, 
Bombay-l. 


(2) See Vmportant Notice to Tendeters at the end of- 
Section D. Walid 


(b) I.S.D. and Directorate General of Supplies and Dis- 
posals Drawings which are not priced (non-refundable) are 
supplied free by the Deputy Director General of 
New Delhi. Copies are normally issued free with tender. 


Rg 


BUREAU OF INDIAN STANDARDS 
(a) Indiam Standards published by the Bureau of Indian 


Standards are priced publications and can he obtained on 
payment in Cash or by Money Order from Sale and Services 
at the following, addresses :—- 


Headquarters : 


Manak Bhavan 9, 
Delhi-110 002. 


sahadur Shah Zafar Marg, New 


Regional Offices : 


Fastern : 5. Chowringhee Approach, P.O. Princep Street, 
Calcutta+-700 012. 


Southern : C.1.T. Campus, Adyar, Madras-600 029. 


Branch Offices : ’ r we 
‘Pushpak’ (3rd Floor), Nurmohamed Sheik Marg, 
Khanpur. Ahmedabad-380 001. 
‘F’ Block, Unity Building, Narasjmheraja Square, Banga- 
lore-660 002. ; 


Ahimsa Building, SCO 82-83. Chandisarh-160 017, 5-8-55] 
67, Namapallly Station Road, Hyderabad-500 001, 17°5-18 B. 
Sarvodava Nagar, Kanpur-208 005. 


VWidvoa gv: ; . . 
aH ae Bhavan (3rd Floor), Gandhi Maidan. Rast Patna. 


Hantex Building (2nd Floor), 


. Rai € 3 i 
Trivandrum-695 001. ubwayvicStation 


Road, 


tl . . ° 

eae Copies of ‘TS Snecifications are also available in the 

Meat brs us Sales Managetr, British Standard Institution, 
1 Standard House, 1, Park Street, Londca, W-1. 
(c) In other countries, copies of Indian Standards are 

avatloble from their National Standard Oreanisations. 
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Cc 
INDIAN RAILWAYS 


Specifications ;— 


ifications are also priced publications and can be 

ppreraah ees the Manager (Business), Government of 

India, Publication Branch, Delhi-6 on pre-payment in 
Cash or by Money Order. 


Drawings :— 


; ' é ~ ng } a 

LR.S. Drawings are also priced publications and can 
obtained from the Director General, Research, Design and 
Stendard Organisatjon, Alembagh, Lucknow-6. 


D 
DEFENCE SPECIFICATIONS AND DRAWINGS 


Detence Specifications and Drawings can be obtained on 
Pre-payment @ Rupees Fifty Five and Rupees Forty One 
respectively per copy by Money Order/Postal Order/Bank 
Draft/Cash quoting the number and date of the tender en- 
qguiry from the undermentioned authorities :— 


1. The Controller, 
Controllerate of Quality Assurance (G.S.), 
P.B. No, 127, Kanpur-208 U4. 


(Items :—All General Stores items including Metal and Non- 
metal items, Hand Toois, Brushwares, Hardness and 
Saddlery, Surgical Instruments.) (IND|GS-Series of 
Specifications|Drawings. ) 


2. The Controller, 
Controllerate ot Quality Assurance (Textiles and 
Clothing), P.B. No. 294, Kanpur. 


(diemy :—-All Textiles and Clothing items including Tentage 


> 


Rubber items, Footwear, Parachute Cordage.) (IND} 
IC Series of Specifications|Drawings. ) 
3. The Controller, ; 

Controllerate of Quality Assurance (Materials), 


P.B. No. 229, Kanpur-208 004. 


(tems :—AI] Chemicals and Laboratory Store including Oils, 
paints, lubricants, fuels, drugs.} (IND|SL-Series of 
Specifications|Drawings. ) 


(N.B.—Cost of each drawing is Rupees Fifty Five.) 


4. (i) The Controller, 
Controllerate of 
Aurangabad Road, Ahmednagar, 
414 001. 

(Telex No. 0143219.) 


Quality Assurance 
Maharashtra- 


CUtems :—All Vehicles, Stores components pertaining to 
Enfield Motor Cycle, Ambassador, M&M _ Jeep, Maruti, 
TATA, Leyland Cabs & Bodies, Trailers, Crawler, Trac- 
tors, Motor Grader, Scraper and Wheeled Tracked and 
Armed Vehs.) 


il Co troller, 
Sy, Blots cltesint of Quality Assurance (Spl. Vehs.). 


Dehu Road-412 113. 
(Telex No. 146294.) 


(Items :—All Vehicles Stores pertaining to T-54, T-55, APG 


Track, Topaz) (ICV, BMPI, APC Wheet Skot, Kraz Maz 
Ural, Zil, Tatra, East European Trailers.) 
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(Vehs.), 


. classified specifications|drawings. 


(iii) The Controller, ' 
Controllerate of Quality Assurarice (Heavy Vehé.} 
Avadi, Madras-600 054, 

(Teiex No. 4122003.) 


uems :—AI\l Vehs. Stores and Components Spares|Assys of 
Armoured Vehs, Vijayanta, T-72.) 
(iv) The Controller, ; 
Centrollerate of Quality 
Secunderabad-500 003, 
(Telex No. 04252012.) 

(items;;—All Vehs, Stores pertaining to ICV, BMP-II.) 

5. The Chief Inspector of Electronics, 
Chief Inspectorate of Electronics, 
Bangalore-6. 

(liems :—All Electronic and Electrical Stores. e.g., wireless 
sets telegraph and telepijnter equipments, sound repro- 
duction equipmenis, charging ana peneraung equipments 
battery charger, measuring and iest instruments and 
associated stores and components, primary and secondary 
batteries, cables, switches, insulating materials, etc.) 

6. The Controller, “i 
Controllerate of Quality Assurance (Military Explo- 
sives), Aundh Road, Kirkee, Pune-411 003. 
Telegram : ASSURMIL, KIRKER. 


(/iems ;—Explosives and connected items.) 


7. The Controller, 
Controllerate of Quality Assurance (Metals), 
P.O. Ichapur-Nawabganj, Pin: 743 144, 
West Bengal. 
(Telex No. 21-5012.) 
(diems :—Metal and Steel items.) 


8. The Controller, 
Controllerate of Quality Assurance (Ammunitjon), 
Kirkee, Pune-411 033. 
(/tems :—Ammunition Packages, etc.) 


9. The Controller, 
Controllerate of Quality Assurance (Instruments), 
Raipur, Dehra Dun-248 008, 
Gram : ASSURINSTRS 
Telex-0585319 CQA(I) IN, 
(tems ;—All_ drawings and Survey Equipments, all optical 
instruments, microscopes, cameras, binoculars, watches, 
clocks, compass and other fire control instruments, ) 


Assurance (ICV), 


P.O. Hebbal, 


10. The Controller, 
Controllerate of Quality Assurance, 
(Engineering Equipment), 
Aundh Camp, Pune-411 027. 


(tems :—AIl drawings and Survey Equipments, all optical 
equipment, water supply equipment, compressors and pneu- 
matic tools, machine tools and workshop equipment, refri- 
geration and air-conditioning equipment, field work and 
mine cleaning equipment, industrial gas producing equip-~ 
ment, prefabricated structures, construction plants, fire 
lighting equipments, earth moving plants. Cl|SI|Steam 
engines, electrical equipment, petroleum distribution equip- 
ment, transportation equipment, basic building material 
stores, bomb disposal equipment, cooking apparatus and 
stores, sanitary fittings, laundry equipments, textile and 
boat repair machinery, mobile bakery equipment.) 
Notes.—“In respect of Defence Armament and other 

tiassified stores the tenderers will not be supplied with the 
For quoting they may 
inspect the relevant ‘paper, particulars in the Office of the 
DGS&D, New Delhi or _ its Regional Offices at Calcutta 
Bombay|Madras|Kanpur. These Classified documents will 
however, be supplied, if requjred and considered necessary 
by Defence—A.H.S.P. only to the successful tenderers on 
hire charges of Rs. 55 for specifications & Rs. 41 for draw- 
ings per copy. Postal Charges extra to be pre-paid in Cash 
or by Money Order to the concerned AERF”. 
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COVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 


DIRECTORATE GENERAL ASSAM RIFLES 
SHILLONG-11 
Supply of Under Pant Woollen 


1. Applications are hereby invited from Regis- 
tered. dealer for issue of tender papers for supply of 
Under Pant Woollen Qiy. 3,549 Nos. to be deliver- 
ed, by. Road Transport only to No. 1 Maintenance 
Group Assam Rifles, Dimapur (Nagaland) and No, 
3 Maintenance Group Assam Rifles, Jorhat (Assam). 
Tender fee is fixed at Rs. 100. Tender fee as fixed 
to be deposited by intending tenderers in the State 
Bank of India under head “2055” Police (Central) 
Assam Rifles, tender fee Miscellaneous to be attested 
by this Directorate on the body of Chaillan and two 
copies of challans should accompany the letter asking 
for tender form. Payment in the form of Demand 
Draft!Postal Order in the name of Establishment 
Officer. Directorate General Assam Fiues, shal] be 
accepted. The application, should be addressed to 
Ordnance Branch, Directorate General Assam Rifles, 
Shillong-793 O11. Details of terms and conditions 
will be issued alongwith tender paper. 


2. The tender papers will be accepted till i4-00 
hrs. on 24th September, 1999 and opened on the 
same day at 14-30 hrs. If the date of opening of 
tender happens to be a holiday, the tender will be 
opened on the next working day. 

3. ‘The tender should be accompanied by Earnest 
“Money Rs. 9,300 only to be submitted duly pledged 


in favour of Director General Assam Rifles, Shillong- 
793 011. 


4. Director General Assam, Rifles, reserves the 
Ay . is Walaln to Le 12 © . q ~ $ 
fight to acceptreject all or any tender without 
assigning any reason. 


[No. 1V-12047|99-ORD'UWIIL, dated 10-8-99.] 


GOVERNMENT OF INDIA 
BORDER ROADS ORGANISATION 


OFFICE OF THE CHIEF ENGINEER, PROJECT 
SWASTIK, C/o 99. APO 


Supply and Stacking of Stone 


_ The Chief Engineer, Project Swastik, Clo 99 APO, 
invites application on or before /6¢h September 
1999 from contractors|suppliers enlisted with BRO! 
CPWD MES Railways, etc. for issue of tender docu- 
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ments for the work Supply and Stacking: of Stone 
aggregates of size 20 mm, 12.5 mm and Stone Boul- 
ders for permanent works on road Balinga-Fiomgir- 
Kanika-Bolpahar between Km. 10.279 and Km. 
43.324 in Orissa State under Project Swastik. Total 
Estimated Cost of work is Rs. 26 lacs and Earnest 
Moncey is Rs, 39,000. 


The contractors who are not enlisted with BRO 
are requested to submit alongwith their application, 
copics of letter of enlistment in any other depart- 
ments, fresh Income Tax Clearance Certificate 10 
now proforma, particulars of work execuied by them 
in the last three years giving designation of the 
Officers under whom executed. Earnest Money is 
to be deposited alongwith the tender as noted against 
work payable by the contractors who have no Stand- 
ing Security Deposit with BRO. 


Invitation of application for issue of tender docu- 
ments does not guarantee issue of tender to the 
applicants even enlisted contractors of appropriate 
class. Issue of tender will be decided based on the 
past track of similar works. Decision of issue of 
tender or otherwise by the Accepting Officer — shall 
be final and contractor will not be entitled for 
any compensation for rejection of his. application. 


[No. 80000-A 582/E8, dated 20-8-99.] 


a 
Supply and Stacking of Stone 
The Commandez 14, BRTF (GREF) Cla 99 


APO invites application from. approved. BRO|MES| 
PWD|CPWD ccniractors for. issue of tender for the 
work “Supply and Stacking of coarse aggregate 63-45 
MM. size stone metal for WBM work between km 
25.380 and 28.490 on Balipara-Charduar-Tawang 
road under 91 RCC Sector in West Kameng district 
of Arunachal Pradesh. 


Last Date of Receipt of Application: 17th Sep- 
tember, 1999, 


Estimated Cost: Rs. 17.90 Lacs (Based on Sch. 
A’ rates). 


Applicants must attach with their applications, a 
valid Income Tax Clearance Certificate, particulars 
of financial and technical resources, list of similar 
works executed by them during last three years, 
indicating the designation of Officer under whom 
such works were executed. Application not accom- 
panied with the above documents will be rejected. 


[No. 8001/575/01/E8, dated 14-8-99,] 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


DIRECTORATE GENERAL, CRPF, (PROVISIONING 


BRANCH), 1, CGO COMPLEX, LODHI ROAD, 


New De ui-110 003 


(Telephone No. 4360155) 


Cotton Huckback Towels 


Tenders ate invited on behalf of the President of 
India, for the supply of following items :— 


Tender No. U.II-13,99-2000-Prov. 


Last Date Time for Receipt of Tenders : 11-00 hrs. 
on 2st October, 1999. 


Tender wiil be Opened on 2/st October, 1999 at 
12-00 hrs. 


Earnest Money required from firms not registered 
with DGS&D or NSIC for subject stores : Rs. 26,986. 


Item Description of Stores Quantity 
No. 
1. Cotton Huckback Towels 


1,40,300 Nos. 
Bleached 15260 cms. ; ; 


As per IS : 7056-1989 with amdt. No.1. 


Packing & marking as per relevant 
clause of specification. 


Tenders are available for sale at this Office against 
paynient of Rs. 100 only from 10-30 a.m. to 1-00 
p.m, and 2-GO p.m. to 4-00 p.m. on all working 
days against Cash\Money Orders. Payment can 
also be made by Demand Draft drawn in favour of 
Deputy Director (Adm), payable at New Delhi. No 
other mode of payment will be accepted. Tenderers 
desirous to have tender documents by post shall add 
Rs. 15 towards postage. 


Sd./- 
Addl. DIGP (Prov) 


[No. U.II-13|99-2000-Prov, dated 4-8-99.] 


GOVERNMENT OF INDIA 


MINISTRY OF HOME AFFAIRS 


INDO TIBETEAN BORDER POLICE 


Directorate General ITB Police, Block No.2, CGO Complex, Lodhi Road, New Delthi-110 003 


Supply of Dal Arhar, ete. 


On behalf of the President, Director General ITBP, New Delhi, invites sealed tenders under Two-Bid System from the Authorised 
Wholesale Delears/Suppliers, Co-op. Stores and State Level Federations for the supply of following items to be supplied in two halves 
during the contract period 2000-2001 on the prescribed tender form which can, be had from Reception, Directorate General, ITBP 
Block No.2, CGO: Complex, Lodhi Road, New Delhi-03 on payment of Rs.200 by IPO or D.D. prepared in the name of Accounts 
Officer, Dte. Gen. ITBP payable at Lodhi Road Post Office, New Delhi or §.B.I. R.K. Puram, New Delhi (in case of D.D.) non- 
refundable. The instructions of Two-Bid System are available with the tender form :— 


Serial Description of Stores 


No. 
A. Pulses :— 
1. ‘Dal: Arhar 
2. Dal Chana ; . 
3. Dal Urd: Whole ! ‘ 


INDIAN TRADE JOURNAL ®* September 8, 1999 


Quantity (in Qtls.) 
RASS 


ral : eee ee tee 
Ist Half 2nd Half Total +" 
267 200 467 
462 400 862 
185 109 285 


Serial Description of Stores Quantity (in Qtls) 
ee A 


——$— — ee 


Sa aa EAE | 
Ist Half 2nd Walf Total 


4. Dal Urd Chilka : ; 4 : : 3 P : , : - : : 150 172 322 
5. Dal Urd Wash 5 ; ; : : : ; A : ¢ c . : 100 LE BRN, 212 
6. Dal Moong Whole . : : 3 : ; 4 i é i h } 100 96 196 
7. Dal Moong Chilka . : : - ; : . ; A ‘ : : ; 70 70 140 
8. Dal Moong Wash . : : , ‘ ; : ; ; ’ : : : 80 70 150 
9. Dal Malka ; : : : : ; : : : . : : : : 200 225 425 
10. Dal Masoor Whole . : ; : ; : ; ; : ; : i f 100 146 _ 246 
11.) Kala Chana. . : : i ; : : ‘ ‘ ; Zs ; s : 125 125 250 
12. Kabli Chana —. “ ; ; ; : ; 5 : : : . : é 100 115 215 
ise Raiman Chitra i . : ‘ j : 3 s : } ‘ i 100 130 230. 
14. Lobia ; ' : : : ; : : : A : : s 7 : 60 50 — 110 
15.34 .Green Peas : ; : ; ; : , : : : : : ; : 70 54 124 
B. High Altitude Ration :— 
1. Cashewnut (Kernals) ‘ ; ra : : ; : : : ; : : 20 35 55 
2. Raisin Green (Scedless) , ‘ : 4 ; , 4 , ; : : ? 20 35 55 
C. Animal Ration :-— 

1. Gram Whole . : 3 : : : 5 - A A : : F 4 2,000 ie Sie 
2.) Barley” 4, : : : 4 A ; 3 ; : . : : ; sy ges OUD 2,595 5,098 
3. Bran ‘ , } 1 : : : - - é rs : : ; A 100 121 pet, 221 
4. Linseed . : : ’ : : é , F ; 3 ; , ; 100 51 191 
5. Rock Salt. . : ; ‘4 - : . : . : . ‘ : ‘ AL) 37 72 
Notes.— 


Sealed tenders are invited upto 2 p.m. on 26th October, 1999 for items under *‘A’ and “B” and 27th October, 1999 for “C”’, 
The tenders will be opened at 2-30 p.m. on the same date. In case any of the days declared holiday under Negotiable Act : 
tenders will be opened on next working day at same time and venue. 


The items should carry a warranty period of not less than 06 months from the date of supply. The following documents 
should invariably be enclosed with the tender documents :— , 


(a) Prescribed Earnest Money. 
(b) Current ITCC. 
(c) Proof of firm’s financial stability from bankers certifying credit worthiness upto the value of total contract. 


(d) Three sealed samples in polythene heavy duty cover of 500 Gms. each duly labelled as (instructions for packing of samples 
are available in tender documents) :— 


(i) Tender No. and Date. 
(ii) Sl. No. and Name of Item. 
(iii) Date of Opening of Tender. 
(iv) Date of Packing of Samples. 
The Earnest Money of successful tenderers will be adjusted towards the Security Deposit as prescribed in A.T. t etiee on the 
Vie tenderers. The Earnest Money will be refunded to unsuccessful tenderers. No interest will be paidon Earnest 


_Rates will be quoted F.O.R. SSBn ITBP Saboli Camp, P.O. Nathupura, Distt. Sonepat (Haryana) strictly as per conditions 
given in the schedule to the tender. Other details/terms and conditions of the contract are available in the tender documents, 
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The Purchaser reserves his right to accept partly or reject any offer without assigning any reason thereof. The Purchaser 
does not pledge itself to accept the lowest or any tender and reserves itself the right of acceptance the whole or any part of 
the tender or portion of the quantity offered and the tenderer shall supply the same at the rates quoted. Tenderer is at liberty 


to tender for the whole or any portion or to state in the tender that the rates quoted shall apply only if the entire quantity is 
taken from him. 


The Purchaser reserves the right to place order on the successful tenderer for the additional quantity upto 25 per cent or to 


reduce by 25 per cent of the quantity offered by them at the rates quoted at the time of placement of contract or during the 
currency of the contract. 


Post tender correspondence will not be entertained. Similarly post tend 


er negotiation shall not be made except in the case 
of negotiation with the lowest tenderer, 


Sd/- 
Director General ITBP 
[No. IV-18011/26/99/Prov(R)-894, dated 16-8-99.] 


Supply of Jani, etc. 


On behalf of the President, Director General, ITBP, New Delhi invites sealed tenders from the actual manufacturers, Licenced 
for and engaged in the production of or authorised dealers/agents of the manufacturers or Lease holders of the manufacturing unit 
for supply of following items to be supplied in two halves during the contract period 2000-2001 on the prescribed tender forni which 
can be had from Reception, Directerate General, ITBP, Block No.2, CGO Complex, Lodhi Road, New Delhi-110 003 on payment 
as mentioned below by IPO or DD prepared in the name of Accounts Officer, Directorate Gencral, 1TBP payable at Lodhi Road 
Post Olfice, New Delhi or S.B.I., R.K. Puram, New Delhi (in case of D.D.) non-refundable :-— 


Serial 
_No. 


}. 


2. 


: 


J 


Quantity (in Qtls.) 
= = eee Se 


Description of Stores A elles ae BE 


Ist Half 2nd Half Tota] 
Section A ; 


Jan — 

(i) Pinneapple . ° ° ° ° ° | ‘ | e . . : : : 34 34 68 
(ii) Mango , : 4 ‘ f , ; r : : é - ‘ ~~ 64 64 
(ii) Mixed . . j y : ; 24 30 54 
(iv) Apple. ; : : : F ; : , d i : : : 23 — 23 


ASC Specification No.94 except that 5 ply heavy duty double walled corrugated 
cartons shall be used for packing 24 < 450 Gms. (Nett) Bottles. 


Fruit Tinned in Syrup—- 


(i) Pineapple ‘ 5 : A 


: : 34 34 68 
(ii) Mango! , i 5 ; ‘ : ‘ é , : . ‘ - — 67 67 
(iii) Cherry. . 2 : . : ’ é A : : : ; ; F — 28 28 
(iv) Grapes § ; , : . — — 40 
(v) Cocktail . ‘ d P ; ¢ , 5 ; - 5 ; : ; 26 26 52 
(vi) Guava (Allahabad Type) . , , : : ; ; : ; : ’ 23 — 23 


ASC Specification No.66 except that 5 ply heavy duty double walled corrugated 
cartons shall be used for packing 24 X 850 Gms. Tins. 


Pickles in Mustard Oil— 
(i) Mixed é 25 25 50 
(ii) Mango : : ‘ : -- 50 50 


( 
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Serial 
No. 


4, 


.. 
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Description of Stores 


(iii) Lemon . x : : oMier ao ° ‘ F 

(iv) Green Chilly . : ; ‘ 5 c 5 : 
ASC Specification No.149 and 149-A in case of Mango, shall be packed in wide 
mouthed colourless glass bottles enclosed in straw envelope containing 500 Gms. 


nett of pickle ineach bottle. 24 bottles shall be packed in upright position of CFCs 
conforming to ASC Specification No.20], 


t 


Vegetahle Tinned— 

(ij) Sarson ka Saag b 
(ii) Cauliflower Curtied 
(iii) Cabbage Curried 
(iv) Carrot Curried 

(v) Tomato Canned 
(vi) Karela in Brine ‘ 


(vii) Baked Bean in Tomato Sauce . 


ASC Specification No.197 for (i) to (iv), 188 for (v), 196 for (vi) and 195 for (vii), 
24 X 809 Gms. Tins shall be packed in 5 ply heavy duty double walled corrugated 
cartons. 
Vegetable Dehydrated— 
Gj) Okra (Bhindi) | 5 ° 
(ii) Onion 
(ti)... Potato, Chins (Slices) i wc ON ne gi ana ae ae Nh Aare 
ASC Specification No.198-C for Vareity No.(i), 142 for (ii) and 153 for (iii) shall be 
packed in wide mouth 18 Ltrs. Square Tins containing not less than 3.0 Kegs. of 
Vareity (i), 3.25 Kgs. of (ii) and 3.0 Kgs. for Chips (Slices) for Vaefity (ill), 


Section B : 


Milk Tinned Condensed (Sweetened) 


ASC Specification No.122 except that 5 ply heavy duty double wallcd corrugated 
cartons shall be used for packing 48 Tins X 400 Gms. 


Section-C : 
Whole Milk Powder (Spray Dricd) 


ASC Specification No.121. 50 per cent will be required in 10 Kgs. nett packcd in 
18 Ltrs. Square Tins conforming to BIS Specification No. IS : 916-1975 carrying 

ISI Certificate Mark with a press inlid which shall be spot soldered at 4 equidistant 

places and a tagger plate over it soldered all around. Two Tins shall be packcd in 
CFCs conforming tc ASC Specification No.201 and Appendix ‘L* thercto. And 
50 per cent quantity in 1 Kg. Tins. 12 Tins x 1 Kg. shall be packed in 5 ply heavy 
duty double walled corrugated cartons. 


Rutter Tinned 


ASC Specification No.22 and Agmark except that 5 ply heavy duty double walled 
corrugated cartons shall be used for packing 36 Tins x 400 Gms. 
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Quantity (in Qtls.) 
See 


2 —————Se - 
Ist Half 2nd Half 


20 
06 


12 


40 


2,481 


200 


hie) 


30 i 


06 


57 
34 


2,500 


221 


100 


Bo ae a oo 


Total 


46 
7. 
29 
43 
60 
aid 
54 


12 


89 


4,981 


175 4 


@ September §, 1999 


Quantity (in Qtls.) 


gn i i ig st a qt se a 


lst Half 2nd Half Total 


: : . : : 180 200 380 


(BP/BOP, having blends of 60 to 70 percent pure Assam Tea CTC and 30 to40per 
centpure Dooars Tea best suited for usage inareas 6000 ft. to 15000 ft. above MSL. 
Specification No. 1S : 3633-1972 (Ist Revision) Reaffirmed 1990 and following 
technical specifications as defined in 1S : 4541 of 1986 (Ist Revision) to be packed in 
96 x 250 Gms. and 12 x 2 Kgs. poly packed in the ratio of 20 and 80 in 5 ply 
heavy duty walled corrugated cartons. 


Serial Description of Stores 
No. 


Bs Tea CriCce 


(a) Dry Leaf Appearance : Attractive, Black even Granular, Heavy. 
(b) Liquor Bright, Flavoury. 
(c) Infusion : Coppery even, Bright. 


7. Instant Coffee (Soluble Coffee Powder) ’ ‘ : ? ; b 10 14 24 


ASC Specification No.35-A shall be packed in throughly cleaned round tin contain- 
ers aN under diaphragm and leverlid. 200.Gms. Tins shall be packed in CFCs 
conforming to ASC Specification. No.201 and Appendix ‘G’ thereto, 


Section-D : 


1. Refined Groundnut Oi] _ .. Z s 4 : - g . ; ; ; A 1,700 1,835 w 05 


ASC Specification No. 139-A. 80percent Quantity in New 15. Kgs. HDPE Drums 
and 20 per cent Quantity in 5 Kgs. LLDPE poly bag of 2 layers (in Box Packing). 
The Specification of above packing willbe provided with the Tender Form. 


Section-E : 
1. Meat Tinned I 
(a) Mutton Chunk Curried (Goat/Sheep) : ; ; ‘ : A 25 60 85 


e . <= 


ASC Specification No. 115-B except that 5 ply heavy duty double walled corrugatcd 
carton for packing 24 X 800 Gms. Cans shall be used. For Supply of Mutton 
Chunk Curried the firm must possess MFPO Category-A Licence. 


(b)) Chicken Curried with Bone : 5 , ; , é : ' ; 3 25 65 90 


ASC Specification No.209 except that 5 ply heavy duty double walled corrugated 
cartons for packing 24 X 450:Gms. Cans shall be used, 


(c) FishTuna Gannedin Curry . : : , E ; 5 ; 2 : 25 50 75 


ASC Specification No.210 except that 5 ply heavy duty double walled corrugated 
cartons for packing 24 X 450 Gms. Cans. 


2. Egg Powder (Spray Dried) . < 14 15 29 


ASC Specification No. 57. 1.3 Kgs. Tins to be packed in 5 ply heavy duty double 
walled corrugated sheets. Each CFC shall contain Tins. 


3. Sealed tenders are invited upto 2 p.m. on 12th October, 1999 for Item under Section ‘A’, 14th October, 1999 for Item under 
Section ‘B’ & °C’, 21st.October, 1999 for Item under Section *D’ and ‘BE’. The tenders will be opened at 2-30 p.m.on the 


same date. In case any of the days declared holiday under negotiable act, the tenders will be opened on next working day 
at same time and venue. 


4. Tender Forms can be obtained on paym:nt of Rs.400 each for Section ‘B’ & ‘D’ and Rs.200 each for under Section ‘A’, *C’ 
and ‘EB’. 


§, Fhe items should strictly conforrn to ASC Specification as mentioned in the Schedule to the Tender Form for ingridients 
(Ratio and, Percentagewise), contents (Gross Weight/Nett Weight/Drained Weight where applicable), quantity, Paking and 
Marking. The item: should carry warranty period for not less than 12 Months (or as mentioned in the tender form itemwise) 
from the date of supply. Tender should accompany the following :— 

(a) Prescribed Earnest Money, 
(b) Current ITCC. 
(c) Proof of firm’s financial stability from Bankers Certifying credit worthiness upto the value of total contract. 


(d) Latest BIS/FPO/MFPO/Agmark (whichever is applicable) Licence and Category of Certificate held (attested copy to 
be attached). r 
J ' 
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(e) Three (3) sealed Sinbiet of each item tendered for duly labelled as :-— 
(i) Tender No. and Date. 
Gi) Serial Number and Name of Commodity. 
(iii) Date of Opening of Tender. 
(iv) Date of Packing of Samples. 
(v) Date of Expiry of Estimated Shelf Life (ESL) of Samples. 
However the flim who have successfully comple sp ts a cara in TE The APO: siplters ke Pato exons 


attested copy of their registration with APO. 


j ecurity | ibed in A.T. letter on the request 
» Farnest Money of successful tenderers will be adjusted towards the security as prescribed 
: bee wThe SARS Money will De refunded to the unsuccessful tenderers. No interest will be paid on Earnest Money. 


= 


Rates will be quoted for SS BN, ITBP Saboli Camp, P.O. Nathpura, Distt. Sonepat (Haryana) strictly as per conditions 
available in the Tender Docuiments. 


Hts ae or Wi ssignins any reason thereof. The purchaser 
8. The ‘chaser reserves his right to accept partly or reject any offer without assigning any ‘ 
rae not pl aE itself to accept the lowest or any tender and reserves to itself to accept the lowest or any tender re a ais 
to itself the right of acceptance the whole or any part of the tender or portion of the quantity offered and vies ters wae en _ 
supply the same at the rates quoted. Tenderer is at liberty to tender for the whole or any portion or to state in the tende 
that the rates quoted shal! apply only, if the entire quantity 1s taken from him. 


; e » additional quantity upte 25 per cent of 
. The purchaser reserves the right to place order on the successful tenderer for the a } 
4 iG Reine Offered by am or iB ee the quantity by 25 per cent at the rates quoted at the tinte of placement of 
contract or during the currency of the contract. 


i i i imi st tender negotiati é > made2 except in the case 
10. Post tender correspondence will not be entertained. Similarly post teuder negotiation shall not b> mad? excep e 


of negotiation with th lowest tenderer. 


Sd. | 
Director General 


[No. [V-18011/26/99/Prov(R) 893, dated 16-8-99.] 


- TI 


“OVE [ENT OF INDIA 302 004 on or before 3 p.m. of all working days upto 
PEN re ~ “ayer «= 11th October, 1999. 
GEOLOGICAL SURVEY OF INDIA 


[No. 10)1;PUR|MM|99-2000, dated 23-8-99.] 
OFFICE OF THE Dy. DIRECTOR GENERAL, 


GEOLOGICAL SURVEY OF INDIA, WESTERN REGION, — i 
JHALANA DOONGRI, JAIPUR-302 004 Spare Parts for Vol. 90 Drill 


‘ The Dy. Director General, Geological Survey of 
Spare Parts for Vol. Drill India, Western Region, Jhalana Doongri, Jaipur- 
. : ; 302 004 (Rajasthan) invites on behalf of the 
The Dy. Director General, Geological Survey of president of India sealed tender from the recognised 
India, Western Region, Jhalana Doongri, Jaipur- parties upto 14th October, 1999 for the Supply of 
302 004 (Rajasthan) invites on behalf of the Spare parts for Vol. 90 Drill. 
President of India sealed tender from the recognised 


parties upto 12th. October, 1999 for the supply of Estimated Cost : Rs. 71,600. 
Spare Parts for Vol. Drill—180. 


A Tender Forms with terms, conditions, description 
a ik specification, etc. can be had from the Cashier, 
Estimated Cost : Rs. 56,200. Geological Survey of India, Western Region, Jhalana 
7 ig | Doongri, Jaipur-302 004 on payment of Rs. 10 per 
Tender Forms with terms, conditions, description set in the form of Cash or Money Order in favour 
& specification, etc. can be had from the Cashier, of the Dy. Director General, Geological Survey of 
Geological Survey of India, Western Region, Jhalana India, Western Region, Jhalana Doongri, Jaipur- 
Doongri, Jaipur-302 004 on payment of Rs. 10 per 302.004 on or before 3 p.m. of all working days upto 
set in the form of Cash or Money Order in favour 13th October. 1999. 
of the Dy. Director General, Geological Survey of 
India, Western Region, Jhalana Doongri, Jaipur- [No. 10!2/PUR|MM|/99-2000, dated 23-8 -99.] 
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Procurement of Graphic Station/Scanner 


The Dy. Director General, Geological Survey of 


India, Western Region, Jhalana Doongri, Jaipur- 
302 004 (Rajasthan) invites on behalf of the 


President of India sealed tender from the recognised 
parties upto 29h September, 1999 for the Supply of 
Graphic Station|Scanner. 

Estimated Cost : Rs. 19 Lakhs. 

Tender Forms with terms, conditions, description 
& specification, etc. can be had from the Cashier, 
Geological Survey of India, Western Region, Jhalana 
Doongri, Jaipur-302 004 on payment of Rs. 10 per 
set in the form of Cash or Money Order in favour 
of the Dy. Director General, Geological Survey of 
India, Western Region, Jhalana Doongri, Jaipur- 
302.004 on or before 3 p.m. of all working days upto 
28th September, 1999. While sending M.O. for pur- 
chase of tender schedule kindly indicate D.A.V.P. No. 
also. 

LNo. 11)7|/PUR;|MM/)99-2000, dated 18-8-99.] 


=F 6 


OFFICE OF THE CONTROLLER OF STORES, 
G.S.I., CHQ, 40 G.N. BLock, SEcToR-V, 
SALT Laks City, CALCUTTA-700 091 


Supply of Washable Sticky Mat 
Sealed tenders are invited from reputed firms for 
Supply of Washable Sticky Mat for Clean Lab. and 
Cleaning Roller to Clean Washable Sticky Mat. 
Estimated Cost : Rs. 75,000. 


The tenders will be opened at 2-30 p.m. on 23rd 
September, 1999. 


Tendets schedule containing the specification of 
Stores with detailed conditions may be had from the 
Director of Administration (Cash Section), G.S.L.. 4, 
Chowringhee Lane, Calcutta-700 010 at the cost of 
Rs. 10 each on any working day between 2 p.m. and 
3 p.m. except Saturday. Earnest Money Deposit for 


Rs. Nil will be required. 
[No. 170Rj112|16|10|99-26B, dated 24-8-99.] 
CoaL WING 


‘DuHARITRI BuiLDinG’ 40, G. N. BLock, SECTOR-V, 
SALT LAKE City, CALCUTTA-700 091 


Open Tender No. 06/99 : Supply of Office Furniture 


Sealed tenders are invited from the reputed firms 
for Supply of Office Furniture. 
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Estimated Cost : Rs. 99,600 (approx. ). 


& t ' 
Tender will be opened at 3 p.m. on 23rd September, 
1999, 


Tender schedule containing specifications detailed 
conditions, etc. may be had from the Cash Section, 
GyS, Lod, “* Chewnnshee .. Lane. yGthi... floor, 
Calcutta-700 016 at a cost of Rs. 25 each on any 
working day between 2 p.m. and 3 p.m. excepting 
Wednesday, First, Second and Last working day of 
the month. 


iNo. 650'12|16|OF|CW|99, dated 18-8-99.] 


Open Tender No. 05/99 : Steel Wire Rope 


Sealed tenders are invited from the reputed firms 
for Supply of 15 Roils Wire Rope. 


Estimated Cost : Rs. 2.12 Lakhs (approx.). i 
bel» a pee ; Fy fie PR ie Paar te Ok tors og" 

Tender will be opened at 3 p.m. on 23rd September, 
1999. 

Tender schedule containing specifications detailed 
conditions, etc. may be had from the Cash Section, 
G.S.L, 4, Chowringhee Lane, 6th floor, Calcuita- 
700 016 at a cost of Rs. 25 each on any working 


day between 2 p.m. and 3 p.m. excepting Wednesday, 
First, Second and Last working day of the month. 


[No. 647/i1;20 WRiCW|99, dated 18-8-99.] 


GOVT. OF INDIA PRESS 
OFFICE OF THE MANAGER, GANDHINAGAR, 
NASIK-422 006 
Machine Harrild Stop Cylinder, etc. 


The General Manager, Govt. of India Press, Gan- 
dhinagar, Nasik-422 006 (Maharashtra) on behalf 
of the President of India, invites sealed tenders in 
prescribed form for the disposal of “Used Goods” 
geste: of the following items on “As is where is 

asis”’. 


litem Description of Item Quantity 
No. 
1. Machine No. 6307 (Press Shop 1 No. 


M|c No. 7) Harrild Stop Cylin- 
der, Handfeed ptg. Machine in 
size: 26”X40”, U.K. Make, 
with Electric Motor. 
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Item 


Déscription of Ttem 
No. 


Quanitity 


iS) 


Machine No. 6297 (Press Shop 
Mic No. 18) Harrild Stop Cylin- 
der, Handfeed ptg. Machine in 
Size 3. 222 <q oO Wee, 
with Electtic Motor. 


1 No. 


3. Machine No. 111444 (Press Shop 
Mie No. 27) Heidelberg, Platen, 
Autofeed, ptg. Machine in size : 
LOG <lo German: .,.Make 
without Electric Motor. 


1 No. 


4. Machine No. 113240 (Press Shop 
Mic No. 28) Heidelberg Platen, 
Autofeed, ptg. Machine in size : 
15”, German Make, 


1 No. 


PO oS 
Without Electric Motor. 


5. Machine No. 19437 (Press Shop 
Mic No. 19) Swift ptg. Handfeed 
Machine, Stop Cylinder, in side : 
15” ~ 20”, U.K. Make, without 
Pijectric Motor. 


1 No. 


Tender Form alongwith the Specifications of 
the above items to be disposed off can be obtained 
from this Office on payment of Rs. 30 per sét, in 


Cash. The terider fee “ will be non-refundable and 
tenders. 


The ‘tenderers date advised to inspect the items 
under disposal in the Press premises during the nor- 
mal working hours before submitting tenders and 
Staisfy themeselves regarding their quality and condi- 
tions, etc. of the machines. No dispute shali be en- 
tertained after submitting tender, 


The sale of Tetider Fotm — will 
12-30 p.m. on 12th October, 1999 an 
will be accepted upto 3-00 p.m. on 
of the undersigned on th 
will be opened at 4- 
by the undersigned 


be stopped at 
d sealed tenders 
ly in the Office 
€ Same day. The tenders 
00 p.m. on 12th October, 1999 
or his authorised representative 


in the presetice of the tenderers who may wish to be 
present. Late tenders, delayed tenders and post ten- 
der revisions will not be admitted at all. 


The tender should be accompanied ‘by  seper- 
ate Deposit-at¢Call Receipt from the State Bank of 
India or any Nationalised Bank for the amount 
shown below :— 


(a} 5% of the tendered value in Indian Rupees, 
Pound Sterling or U.S. Dollers by way of the 
Security Deposit for performance of the stip- 
ulation to keep the offer open. nce ae 

(b) 5% of the tendered value in Indian Rupees, 
Pound Sterlmg or U.S. Dollers as Earnest 
Money. Earnest Money will be forfeited, if 
the tenderer resilés from the offer  earliést 
than the stipulated period or validity offered. 


No tender in any case will be considered with- 
out Earnest Money Deposit and Security Deposit. 
5% of the Earnest Money Deposit will be adjusted 
towards the sale value of the successful purchaser. 


No interest is payable on Earnest Money Deposit| 
Security Deposit. 


The tenderer must 


quote 
lot of the used goods. 


the rate for whole 


The tenders so received will remain valid for 
180 days from the date of the same. 


The successful tendetéer will take ‘the delivery 
of the used goods from. the Press premises ‘by ‘the 
period prescribed in the conditions of the contract, 
after paying the full amount of ‘the sale value, 


_ Tenders .received without Earnest Money Depo- 
sit and Security Deposit will be rejected summarily. — 


sty 
General Manager 
No. D-27013|P-II/Used ‘ Goods|2/1998-99/6262, 
dated 19-8-99.} 


GOVERNMENT OF INDIA 
DEPARTMENT OF SPACE 
ISRO SATELLITE CENTRE 


Airpert Road Vimanapura Post., 


Tender Notice No. 2] DTD., 20th 
The Head, Purchase and Stores, 


Serial Tender Ref. 


Augitst, 1999 : Cast Alum 
ISRO Satellite Certre, Bangalore- 


Bangalore - 560 O17. 
inium Tooling Plate etes, 
17 invites sealed tenders for supply of the following items:— 


ee Brief Description. Quantity Tender § 
Oo. FEE 
Rs. 
PIV/SGS0316F Cast aluminium tooling plate size - 40 mm X 3000 mm x 4000 mm 02 Nos. 200 
PDV/9GS0310F Electrostatic discharge simulator. 01 No. 200 
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Important— 


lie 


nA  & 


Non transferable tender forms with our terms and conditions can be had from the following office in person between 
14,00 and 16.00 hours on working days. 


Separate Bank dratts in favour of “ Accounts Officer ISAC” shall be sent towards tender fee along withthe request for 
tender to Purchase Divn. Tenderer’s name/Tender ref. should be mentioned omthe reverse sidéof DD. No other 
mode of payment towards tender fee is acceptable. 

The DD should not be dated prior to date of this advt. 

The offer should be valid for a period of 90 days from the date of opening. 


Indian Agents quoting on behalf of their principals are requested to provide necessary authorisation letter from their 
principals along with quotation. 


Tender No. or due date should not be superscribed on the envelope while requesting for tender documents, 
Specification details/quantity are furnished in the Tender Documents. 

ISAC will not be responsible for postal delays/loss of documents in transit. 

Quotations received without sending Tender Fee will be treated as unsolicited. 

The tender requests received on or after (11th October, 1999) will not be entertained. 

We are eligible for importing iiems with our own import licence. 

In case of public holiday declared on the opening date of tender the same will be opened on the next working day. 


No request for the extension of the due date will be entertained. Head Purchase and Stores reserves the right to accept 
or Teject any tender in part or full without assigning any reasons thercof. 


Issue of tender forms upto > 11th October, 1999 at 16.00 hours. (IST). 


Submission of tender : 20th October, 1999 at 16.00 hours. (IST) 


Tender opening : Next working day, I.E. 21st October, 1999 at 10.00 hours, 


Correspondence should be addressed to 4 


Purchase Division, 

ISRO Satellite Centre. 

Airport Road, Vimanapura. 
Barigalote:- 560017. 

Fhon  :- 080-5266251 Extn. 4027. 
Fax :- + 91-80-5263622 


Sd./- 
Head, Purchase and Stores, 


[No. PUR/pT/21/99-2000. dated 20-08-99. ] 


Tender Notice No- 22 Dtd., 20.08-1999 . Supply of House keeping Materials etc., 


The Head, Purchase and Stores, ISAC, Bangalore-17 invites sealed tenders for supply of the following items : 


Serial Tender Ref. Briel Description Quantity Tender 
No. 1 Fee 
Rs, 
1, PAG/9YA/0100L4 House Keeping Materials concentrated deodorant ord-soap liquid, glass As per Doc, 100 
cleaning liquid, etc. 
2. PDS/9XA/0606L Water chilling unit for CNC witecut machine ‘ 5 . . . 01,No. 100 
3. PDS/9XA/0277L 7 1/2 Digit Digital Multimeter. ° ® ° ° ° , « (02.Nos. 100 
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Important t— 


1. Non-transferable tender forms with our ierms and conditions can be had from the fallowirg cffice in rerscn between 
-2. 14,00 and 16.00 hours On working days. 


2. Separate Bank drafts infavour of “ Accounts Officer ISAC” shall be sent towatds tender fee alongwith the request 
for tender to Purchase Divn. Tenderer’s name/Tender ref. should be mentioned on the reverse side of DD. No 
other mode of payment towards tender fee is acceptable. 

The DD should not be dated prior to date of this advt. 

The offer should be valid for a period of 90 days from the date of openiny. 

Tender No.or due dateshould not be superscribed on the envelope while requesting for tender documents, 
Specification details/quaniity are furnished in the Tender Documents. 


‘ ISAC will not be responsible for postal delays/loss of documents in transit. 


Quotations received without sending Tender Fee will be treated as unsolicited. 


See ely POA ts G2 


The tender requests received on or after ( 4th October, 1999) will not be entertained. +4 
10. In case of public Holiday declared on the opening date of tender the same will be opened on the next working day. 


11. No request for the extension of the due date will beentertaineu. Head Purchase and Stores reserves the right to accept 
or reject any tender in part or full without assigning any rez sons thereof. 


Issue of tender forms upto : 4th October, 1999 at 16.00 hours. (IST) 
Submission of tender : 13th October, 1999 at 16.00 hours. (IST) 
Tender opening : Next working day I.E. 14th October, 1999 at 10.00 hours. 


Correspondence should be addressed to : 


Purchase Division 

ISRO Satellite Centre, 

Airport Road, Vimanapura, 
Bangalore- 560 017 

Phone:- 080-5266251 Extn. 4027 
Fax :-+ 91-80-5263622 


Sd. |- 
Head Purchase and Stores. 
[No. PUR/PT/22/99-2000, dated 20-08-99.] 


Rew 


GOVERNMENT OF INDIA, 
DEPARTMENT OF ATOMIC ENERGY 
\ DIRECTORATE OF PURCHASE AND STORES 


Central Purchase Unit, Vikram Sarabhai Bhavan, Anushakti Nagar, Mumbai-400 094. 


Tel : 5563210 (18 Lines) 
Telegram : PURATOM. 
Telefax : 91-022-5561686 
E-mail ; dpsdaegi. aapsbbna @gems.vsml.net.in. 


Complete Skid mounted membrane 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase ard Stores, Department 
of Atomic Energy, Mumbai, invites sealed tenders as detailed below :— 


Serial Tender No. and Description of Stores Quantity 
No, 
“1. DPS/04/CPM/1093.— 
Design, Febrication, Predespatch Testing, Supply, Installation and commissioning of complete Skid mounted 1 Set 


membrane based system for pretreatment of sea water in sea water reverse Osmosis details as per Purchaser’s 
Tender Document. 


Last Date for Receipt of Tenders : 16.30 Hrs. IST on 1ith October, 1999. 
Date of Opening of ‘Tenders : 14-30 a.m. on 12th October, 1999. 
Last Date for Sale of Tender Set : 6th October, 1999, 
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Tender documents priced at Rs. 100/- can be obtained from Accounts Officer, 


Department of Atomic Energy, Directorate of 


Purchase and Stores, at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushakti Nagar, 


Mumbai-94 between 10.30 a,m. and 3.00 p.m. on all working days. 
towards the prescribed cost of tender documents and Addressed to 


Accounts Officer at the Public Relations Cell. The right 


Postal reauests should'be accompanied by a Money Order 
to accept 


or reject the lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd,./- 
Asstt. Purchase Officer 


[No. DPS/04/CPM/1093, dated Nil and No. DPS/Tender/DAVP/159, dated 12-8-99.] 


GOVERNMENT OF INDIA 
DEPARTMENT OF POSTS 


Executive Engineer Postal Civil Division-I, Calcutta 


Renovation : Post 


Office Buildings. 


The Executive Engineer, Postal Civil Division, No.-l, 8, Bentick Street, (6th Floor), Caleutta-700001 invites on application on 
behalf of the President of India sealed i tem rate tender from the eligible contractor’s approved in P & T, C.P.W.D. M.E.S., Railway, 
Local P.W.D., (B&R), to tender under usual terms and conditions applicable to them for the following work :— 


Serial Name of Work 


No. 


1. Renovation of P. O. Bldg. i/c SPM’s Qrts. at Tangra, Calcutta 


Estimated Earnest Cost of Time 
Cost Money Tender 
Paper 
Rs. Rs. Rs. 
33.525 5,833 500 3 Months 


Last date of application is on 14th September, 1999 upto 15 hrs. and Sale of Tender is on 14th September, 1999 upto 17 hrs. 


Last date of submission of tender paper is on 16th September, 1999 upto 15 


at 15.30 hrs. 


hrs. and the opening of tender is on 16th September, 1999 


Terms and conditions and Tender Forms can be had on application from the Office of the undersigned on 14th September, 1999 


upto 15 hrs. ae 


et 


Sd./- 
Executive Engineer. 


[No. A-5/AC/PCD-I/Cal/483, dated 11-8-99.] 


. 
— 
. 


OFFICE OF THE SUPERINTENDENT, POSTAL STORES 
Depot., LuCcKNow-226 001 


Supply of Jute Twine 


On behalf of the President of India, Superintendent, 


Postal Stores Depot., Lucknow invites sealed tenders* 
for Supply of 31,800 Kg. Jute Twine IS No. 1912| 


1984, 3 ply variety No. 2 with Amendment Ne. 1. 
The firmjunits registered with SSI|NSIC and DGS&D 
will be preferred. 


The tender will be addressed to the Superintendent, 
Postal Stores Depot., Lucknow and will be accepted 
by the Manager, Postal Stores Depot., Lucknow upto 
15-00 hrs. on 23rd September, 1999 and will be 
opened by the Superintendent at 15-30 hrs. on the 
same day in the presence of such tenderers who may 
wish to be present at that time. If tender opening 
date is declared holiday then tender will be opened 
on next day on due time. 


Tender documents alongwith terms and conditions 
may be obtained from 10-00 hrs. to 16-00 hrs. on 
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»working days and upto 12-00 hrs. on 23rd Septem- 
ber, 1999 from the Manager, Postal Stores Depot., 
Lucknow on preduction of original receipt of Rs. 100 
only cn ACG-67 form to be deposited by the firm 
in any Post Office in UCR Head. The tender 
documents can be obtained by Post also on sending 
application alongwith original receipt of ACG-67 
well in advance. 


nae Earnest Money to be deposited is Rs. 2,000 
only. 


Sd./- 
Superintendent 


.No. PSD!Proc.-Cotton Twine|29|99-2000, dated 
16-8-99.] 
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Supply of Cotton Twine Balls 


On behalf of the President of India, Superintendent, 
Postal Stores Depot., Lucknow-226 001 invites sealed 
tenders from the reputed dealers|firms registered with 
Sales Tax and Income Tax Department for supply of 
5925 Kg. Cotton Twine Balls IS: 2413-1978. 
Firms|Units. registered with SSI|NSIC and DGS&D 
will be preferred. 


The tender will be addressed to the Superintendent; 
Postal Stores Depot., Lucknow and will be accepted 


by the Manager, Postal Stores Depot., Lucknow upto | 


15-00 hrs. on 2/st September, 1999 and will be 
opened by the Superintendent at 15-30 hrs. on the 
same day in the presence of such tenderers who may 
wish to be present at that time. If tender opening 
date is declared holiday then tender will be opened 
on next day on due time. 


Tender documents alongwith terms and conditions 
may be obtained from 10-00 hrs. to 16-00 hrs. on 
working days and upto 12-00 hrs. on 21st Septem- 
ber, 1999 from the Manager, Postal Stores Depot., 
Lucknow on production of original receipt of Rs. 100 
only on ACG-67 form to be deposited by the firm 
in any Post Office in UCR Head. The tender 
documents can be obtained by Post also on sending 
application alongwith original receipt of ACG-67 
well in advance. 


The Earnest Money to be deopsited is Rs. 2,000 
only per tender. 


Sd./- 
Superintendent 


[No. PSD!Proc.-Cotton Twine|29|99-2000, dated 
16-8-99,] 


e 
_~.oOo 


Supply of Umbrella’s 


‘On behalf of the President of India, Superintendent, 
Postal Stores Depot., Lucknow invites Sealed tenders 
for supply of 16361 Umbrella’s as Don aS 270. 
1979 with ammendment No. 1. The firm|units re- 
gistered with SSI'NSIC and D.G. S&D will be prefered. 


The tender will be addressed to the Superintendent, 
Postal Stores Depot., Lucknow and will be accepted 
by the Manager, Postal Stores Depot., Lucknow upto 
15-00 hrs. on 22nd September, 1999 and will be 
opened by the Superintendent at 15-30 hrs. on the 
Same day in the presence of such tenderers who may 
wish to be present at that time. 


Tender documents alongwith terms and conditions 
may be obtained from 10-00 hrs. to 16-00 hrs. on 
working days and upto 12-00 hrs. on 22nd Septem- 
ber, 1999 from the Manager, Postal Stores Depot., 


- 4594 


Lucknow on production of original receipt of Rs. 100 
only on ACG-67 form to be deposited by the firm 
in any Post Office in UCR Head. The tender 
documents can be obtained by Post also on sending 
application alongwith original receipt of ACG-67 
well in advance. 


The Earnest Money to be deopsited is Rs. 2,000 


only. If tender opening date is declared holiday 
then tender will be opened on next day on due time. 
Sd./- 
Superintendent 


{No. PSD!Proc.-Cotton Twine!29|99-2000, dated 
16-8-99.] 


Supply of Polyster Cotton 


On behalf of the President of India, Superintendent, 
Postal Stores Depot., Lucknow-226 001 invites sealed 
tenders from the reputed dealers|firms ‘registered with 
Sales Tax and Income Tax Department for supply of 
362 Polyster Cotton Sarees Khaki. Firms|Units 
registered with SSI|NSIC and D.G. S&D_ will. be 
prefered. 


The tender will be addressed to the Superintendent, 
Postal Stores Depot., Lucknow and will be accepted 
by the Manager, Postal Stores Depot., Lucknow upto 
15-00 hrs. on 24th September, 1999 and will be 
opened by the Superintendent at 15-30 hrs. on the 
same day in the presence of such tenderers who may 
wish to be present at that time. If tender opening 


‘date is declared holiday then tender will be opened 


on next working day on due time. 


Tender documents alongwith terms and conditions 
may be obtained from 10-00 hrs. to 16-00 hrs. on 
working days and upto 12-00. hrs. on 24th Septem- 
ber, 1999 ficm the Manager, Postal Stores Depot., 
Lucknow on. production of original receipt of Rs. 100 
only on ACG-67 form to be deposited by the firm 
In any Post Office in UCR Head. The tender 
decuments can be obtained by Post also on sending 
application alongwith original receipt of ACG-67 
well in advance. 


The Earnest Money to be deopsited is Rs. 2,000 
only per tender, : 


ee 
Superintendent — 
[No. PSD'Proc.-Cotton Twine|29|99-2000. dated 
16-8-99.] 
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;O0VERNMENT OF INDIA 
MINISTRY OF COMMUNICATION 
TELECOM. COMMISSION 
DEPARTMENT OF TELECOMMUNICATION MMT 
SECTION, SANCHAR BHAWAN, NEW DE tHtI-1{10 001 
Supply of STM-1/4/16 SDH Analysers 
GLOBAL TENDER ON RUPEE PAYMENT 
Office of Issue ;:—-The Department of Telecommu- 
nications MMT Section, Sanchar Bhawan, New Delhi- 
110 001. 
Date of Issue: 16th August, 1999, 
Tender No. MM|OF/051999|000180. 
Tender Available From: Section Officer (MMT) 
Ro Pe 1222, Sanchar Bhawan, New Delhi- 


Due Date of Receipt : 12th October, 199¢, Time 
10-30 hrs. 


Opening Date : 12th October, 1999, Time 11 hrs. 
On behalf of the President of India Sealed Globle 


Tenders On Rupee Payment Basis are invited for 
supply of following items. 


Serial Item Quantity 
No. 
1. STM-1/4/16 SDH Analysers 350 Nos. 


The equipment will have to be supplied as per 
technical specification given in the bid documents, 


Bid security in the form of Bank guarantee will 
be Rs. 45,00,000 only. 


Intending bidders may obtain a copy of the commer- 
cial conditions alongwith relevant specifications from 
the section Officer (MMT), Room No. 1222. San- 
char Bhavan, New Dethi-110001 on payment of Rs. 
4,000 only non-refundable with EFFECT from 30th 
August, 1999 upto 11th October, 1999 between 
15-00 hrs. and 16-00 hrs. on working days. The pay- 
ment will be accepted in the form of Crossed Account 
Payee Demand Draft, drawn on any scheduled Bank 
in Delhi in favour of the Pay and Accounts Officer, 


ee meat of Telecommnications, (HORS), New 
ethi. 


[No. 7-1/99-PP (37), dated 20-8-99.] 
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GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 
(PROCUREMENT WING) 
JAISALMER House Man SINGH Roap, 
New DEtuHI-110 011 
Coat Mufti Blue Serge 


Tenders are invited on behalf of the President of 
india for the supply of following item :— 


Tender No.-D|22012!2305|2|July, 99|P-4. 


Closing Date and Time : 12th October, 1999 at 


11-00 hrs. 

Opening Date and Time : 12th October, 1999 at 
12 Noon. 
Ttem Description of Stores Quantity 
No. 

1. Coat Mufti Blue Serge 24,950 Nos. 


in sizes 1 to 6 as under 


Size 1 : 2,200 Nos. 
yr 2295, FRO wif 
batt eo a 4 00h ares 
+ cap He pniis OO) ys; 
Doteo, 2508 7%: 
Ce bt 5 Oe 


Total=24,950 Nos. 


Specification : As per schedule and drawing attach- 
ed. 


Marking, Packing & Preservation : As per Appen- 
dix attached. 


Tenders are available for sale at this office against 
payment of Rs. 400 (from 10-30 a.m. to 1 p.m. and 
from 2-30 p.m. to 4 p.m on all working days) by 
Cash|Money Order. Payment can also be made by 
Demand Draft drawn in favour of Under Secretary 
(Cash), Ministry of Home Affairs payable at New 
Delhi. No other mode of payment will be accepted. 
Tenderers desirous of having tender documents by 
post shall add Rs. 10 towards postage. 


All firms who are not registered with DGS&D|NSIC 
for the subject stores as per‘ specifications shall be 
required to deposit Earnest Money of Rs. 3.30.440 
maximum alongwith their offer. The firm’s registered 
with DGS&DINSIC with some monetary limits for the 
stores of required specification shall have to deposit 
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Earnest Money equivalent to 2% of their tender value 
over and above their monetary limit. 


Sd./- 
Section Officer (Proc.) 


[No. D)22012!2305{2'July-99|P-4, dated 10-8-99.] 
Net Camouflage, etc. 


Tenders are invited on behalf of the President of 
India for the supply of folowing item ~ :— 


Tender No.-—D/|22012|2328|2|July-99|P-4. 


Closing Date and Time : 
at 11-00-hrs. 


28th September, 1999. 


Opening Date and Time : 28th September, 1999 
at 12. Noon. 


Iter Description of Stores Quantity 

No. 
1, Net Camouflage for Vehicles 4,395 Nos. 
24’ 24’ 24’ ie., 7.27.2 4,395 Nos. 


Mirs. having each Square of 
50 mm. 


2. Net Camonflage for Weapons 8.305 Nos. 
14’ 14’°K2"/ ie. 4.24.2 Mtrs. 
having each Square of 50 mm. he}. 
ECS Ag eee ag Oe 


~~" Specification: DBD|TC|2065 (BE). 


Tenders are available for sale at this office against 
payment of Rs. 200 (from 10-30 a.m. to 1 p.m. and 
from 2-30 p.m. to 4 p.m. on all working days) by~ 
CashiMoney Order. Payment can also be made by 
Demand Draft drawn in favour of Under Secretary 
(Cash), Ministry of Home Affairs payable at New 
Delhi. No other mode of payment will be accepted. 
Tenderers desirous of having tender documents by 
post shail-add Ks. 10 towards postage. 


« 
we 


All firms who are not registered with DGS&D|NSIC 
for the subject stores as per specifications shall be 
required to deposit Earnest Money of Rs. 77,300 
maximum alongwith their offer. The firm’s registered 
with DGS&D|NSIC with some monetary limits for the 
stores of required specification shall also be depositing ~ 
Earnest Money equivalent to 2% of their tender value 
over and above their monetary limit. 


Sd./- 
Section Officer (Proc. ) 


[No, D/22012/2328|2/July ’99|P-4, dated 9-8-99.] 


GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT 


The Executive Engineer, Hyderabad Central Division-I., C.P.W.D., Hyderabad 


Construction of 400M Track, etc. 


The Executive Engineer, Hyderabad Central Division No. I. CPWD., Hyderabad invites an behalf of the President of India sealed 


percentage rate tenders from approved and cligible contractors of the CPWD 
W.D.\upto 3 p.m. on 27th September, 1999, 


Andhra Pradesh Stete P. 


Serial 


Na f W 
na me oO ork 


1. Construction of 400m Track with pavillion for NIBA. CISF at Hakimpet, 


Hyderabad. 


and those of appropriate list af MES. P&T(Civil) and 


Estimated Earnest Time 
Cost Money Limit . 
Rs. Rs. 
59,88,177 1,00,000: 170 Days,: 


Tenders will be opened at 3.30 p.m. on tha same day. The tender without BHarnast Money in the prasctibed manner will be sum- 


marily rejected. 
on all working days upto 23rd September.-1999.. 
Last Dete of Salo of tenders is upto 4 p.m. on 25th 


Applications far the issue of terders alongwith Income Tax Clearance Certificate will be received upto 4 p.m. 
Cost of tender forms will ba Rs. 1,100 only including Sales Tax (Non-refunzable). | 
September, 1999. 


Tender Forms will be issued to Non-CPWD Contractars pravided they produce definite proof from the appropriate authority 


of having completed atleast three similar works i.e. of { 


Special Conditions : 


he value of Rs. 18 Lakhs only each satisfactorily during th> last-five years. 


(1) . The proof. of execution Certificate should be signed by an Officer not below the rank. of SE and copy of Certificate shall ‘be 


duly. attested by the Gazetted Officer. 


(2) The tenderer should be able to arrange.steel centring and shuttering with steel propping for an area of atleast 1.000 Sq m 


at a time for concrete work. 
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(3) The contractor has to submit bar chart and PERT for the execution of work and submit programme for procurement of 
material and deployment of men duly signed by the graduate site Engineer and contractor so as to complete the work 
in stipulated time period of 170 days. 


(4) Intending tenderers are adviced to visit the site and get acquainted with site conditions before tendering. 


(5) Any delay/failure on the part of tenderer to arrange for men and materials at required time shall not be considered 
as valid hinderance. 


Sd.l- | 
Executive Engineer. 


[No. 54 (220) 99/HCDIJ/AB/1546. dated 16-8-99.] 


GOVT. OF INDIA 
MINISTRY OF ‘‘DEEENCE 


RESEARCH & DEVELOPMENT ORGANISATION 


7? Proof & Experjmental Establishment, P. O. Chandipur, Balasore-756 025, Orissa 


Differential GPS System, etc. 


Sealed tenders are invited for and on behalf of the President of India from reputed manufacturers and dealers for supply of the 
following items :— 


Serial Items Quantity Earnest 
No. Money 
Deposit 


Rs. 


1. Differential GPS System having accuracy better than 100 cm. to be used for land survey and 1 Set 1,00,000 
mapping with accessories. 


, 2. Wet Canteen items like refrigerator, deep freezer, Room cooler, Container Gl Sheet, Fly 5,400 
. Catcher, etc. 


Tender documents with full list and detailed specifications, terms and conditions may be had on written request and paymest 
of a non-refundable deposit of Rs. 100 by A/C Payee Demand Draft, in favour of Director & | Commandant, Proof & Experimenta, 
Establishment, Chandipur drawn on SBI, Chandipur by post or in person on any working day upto 30th September, 1999 The 
tenders will be received upto 7th October, 1999 and opened on the same day et 14 _ hrs. in the presence of authorised representatives 
of- bidders; if-any. Tenders received without Earnest Money deposit will be rejected. Tenderers to specify the items for which they 


want to bid. 
Director & Commandant reserves the right to reject any or all quotations without assigning any reason thereot. 
[No. PXE/S/ADVERTISEMENT, dated 6-8-99.] 


: GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
The General Manager, Ordnance Factory, Katni (M.P.)-483 503 

Forming Punch for CUP 
The General Manger, Ordnance Factory, Kaini for and on behalf of the President of India invites Tenders for the supply of 
the following Stores. Tender Forms can be obtained on application with a Crossed Postal Order indicated below payable in favour 
the each Tender Forin to, The General Manager, Ordnance Factory, Katni, Pin-483 503. Tender No, 990251/2/ADVT will be opened : 
* On 26th October, 1999 at 2-30 p.m. 


- The Last Date of Receipt of Application alongwith Postal Order is Ist October, 1999. 


Serial T.E. No. Description of Stores Price of Quantity 
No. Document Tender 

Rs. 
1. 990251/2/ADVT Forming Punch for Cup GM 5.56 mmto Drg. No. »SK=400 with 100 Nos. 20 


Revision No.2752, dated 11-02-99. 
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ae ; j ion! 
Request for Tender Document should be made with the requisite amount of Postal Order. Details of Specification/Dre. ete. 


. DI ea Wien ge” re oiet-Ted | 
will bs given in th, Schodule of Tendzrs.Pendetets Registered with 


stat Copiss.of their Registration alongwita latest LTCC. 


1 DGS&D/NSIC/SSI/Ordnance Factories should cnelose Photo- 


Fi i ‘ves the right to acce r rejcct any/all Tenders without assigning any 
Ths General Manager, Ordnance Factory, Katni, reserves the right to accept or rej.cta y/ 


reasons. 


GLOBAL TENDER :— 


Tue GENERAL MANAGER, ORDNANCE CLOTHING 


FACTORY, SHAHJAHANPUR-242 001 (INDIA) (U.P.) 
Pile Fabric Acrylic & Polyester, etc. 


The General Manager, Ordnance Clothing Factory, 
Shahjahanpur, U.P. (india) invites sealed tender for 
the purchase of following item on behalf of President 
of India from established and reliable manufacturers 
or their authorised agent, for supply of the following 
item :— 


Tender Enquiry No. « 4108|PV|5604. 


Date : 12th August, 1999, 


Tender Opening Date & Time: At 14-30 hrs. on 
ilth November, £999, 


Inspection Authority : The Controller, COA 
(P&C) P.B. No. 294. Kanpur (U.P.) India. 
Inspecting Officer: Authorised Representative of 
Inspection Authority. 
Item : Pile Fabric: Acrylic 


& Polyester Blended 


Sliver Knitted with Polyester Backing off White 145 _ 


CMS in Tumbied Finish. 

Quantity : MTRS, 75000.00. 

Specification : PROV|S|5387|Silver GAR|TC-19. 

Further details available in tender form. Tender 
documents can be obtained from the Office of the 
General Manager, Ordnance Clothing Faciory, Shah- 
jahanpur on any working day by paying Rs. 1,000 
as per schedule given below :— 


Tender documents 


( can also be obtained from the 
following Office :— 


1... The Director (Purchase) 
High Commission of India, 


India House, Aldwych, London, WC 2B 4 NA. 
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Sd.-/ . 
Works Man@ger 


[No. 990251/2/ADVT, dated 18-8-99.] 


On Cash Payment upto: 8th November, 1999. 
AND 


On Payment Through Money Order upto: 22nd 
Octcber, 1999, 


Note :—-Cheque & Postal Order as a Cost of Tender 
Documents will not be Accepted. 


Tender sets duly completed should reach the 
General Manager OCFS before opening time. 


Tender documents are not transferable. 
Sd./- 

Dy. General Manager 

[No. 4108|PV|5604, dated 12-8-99.] 


. 
—io 


ORD. CLOTHING Factory, SHAHJAHANPUR-242 001 


Oy JHB 


Trailor Fire Pump 


sue General Manager on behalf of the President 
of India invites tender in sealed cover in the pres- 
cribed form as per following :— 


ean 


Name of the Plant!Machine : Trailor Fire Pump. 
Quantity : 01 No. au 


Last Date of Purchase of Tenders : 15th September, 
1999 by Post, 28th September, 1999 upto 12-00 hrs. 
in Person from OCES. 


Date of Opening of Tender : 28th September, 1999 
at 2-30 p.m. 


Earnest Money Deposit: Minimum 2% of the 
Quoted Amount. 


Cost of the Tender Documents : Rs. 50 by D.D.|Cash| 
M.O. in favour of G.M., ORD. Clothing Factory, 


Shahjahanpur payable on Bank Code No. 3085, 
S.B.I., Shahjahanpur (U.P). 
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System of Tendering : Two Bid System (Technical 
& Commercial Bids to be given in separate sealed 
covers ). 


Tender form will be issued to the manufacturer or 
their sole selling agent (Necessary Authorisation for 
the same to be enclosed). 


Accepting authority reserves the right to accept or 
reject and tender without assigning any reason. 


Quotation to be submitted only on the prescribed 
tender form. 


Sd./- 
Works Manager 


[No. EO|1705/TE|11. dated 6-8-99.] 


Air Circuit Breaker 
The General Manager on behalf of the President 
of India invites tender in sealed cover in the pres- 
cribed form as per following :— 


Name of the PlantiMachine : Air Circuit Breaker 
2000 AMPS. 


Quantity : O1 No. 


Last Date of Purchase of Tenders : 15th September, 
1999 by Post, 28th September, 1999 upto 12-00 hrs. 
in Person from OCFS. 


Date of Opening of Tender : 28th September, 1999 


at 2-30 p.m. 


Earnest Money Deposit: Minimum 2% of the 
Quoted Amount. 


Cost of the Tender Documents : Rs. 50 by D.D.|Cash|} 
M.O. in favour of G.M., ORD. Clothing Factory, 
Shahjahanpur payable on Bank Code No. 3085, 
S.B..., Shabjahanpur (U.P). 


System of Tendering : Two Bid System (Technical 


& Commercial Bids to be given in separate sealed 
covers ). 


Tender form will be issued to the manufacturer or 


their sole selling agent (Necessary Authorisation for 
the same to be enclosed). 


Accepting authority reserves the right to accept or 
reject and tender without assigning reason, 
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Quotation to be submitted only on the prescribed 
tender forn.. 


Sd.fe 
Works Manager 


[No. EO}1705|TE|10, dated 3-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 


OFFICE OF THE GARRISON ENGINEER 
(NAVAL Works), Dr. Homi BHABHA ROAD, 
Navy NAGAR, COLABA, 
MumsBat-400 005 


Repairs to Roads 


The Garrison Engineer (Naval Works), Dr. Homi 
Bhabha Road, Navy Nagar, Colaba, Mumbai-400 005 
invites applications for the issue of tender for the 
following work :— 


Name of Work : Repairs to Roads from Shivaji 
Statue to Gol Canteen and other Adjoining Areas at 
NOFRA, Colaba, Mumbai. 


Last Date of Receipt of Application for Issue of 
Tender : 18th September, 1999, 


Date of Issue of Tender : 20th September, 1999. 


Due Date of Receipt of Tender : 11th October, 
1999. 

lime and Date of Opening of Tender : 15-00 hrs. 
on J1th October, 1999. 


Hsumated Cost of Work : Rs. 6 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of 
works carried out by them during last two years 
giving designation of the Officer under whom 
executed. Earnest Money to be deposited by the 


contractor who have not got Standing Security 
Deposit with MES is Rs. 12,000. 


Sd./- 
Major 
Garrison Engineer (NW) 
[No. 8875|—|E8, dated 2-8-99,] 
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“GARRISON ENGINEER, 863 ENGINEER WORKS 
SECTION C/o 56 APO 


Periodical Services to Certain Buildings 


GE, 863 EWS, Clo 56 APO invites applications 
upto 17th. September, 1999 from enlisted MES)Rail- 
ways|CPWD|PWD contractors of all appropriate Classes 
for “Periodical Services to Certain Buildings at Jutogh”’. 


Estimated Cost/Rs. 3 lakhs. 
1's 
“ Contractors not enlisted with MES are requested 
to submit their application with copies of letter of 
enlistment in: other department. Income Tax Clear- 
ance Certificate and particulars of work cartied out 
by them .during the last two years. Earnest Money 
is Rs. 6,000. is to be deposited alongwith the tender 
payable by the contractor, who have not Standing 
Security with the department. 


Sd./- 
Major 


“INo. 8299/30|03|E8, dated 12-8-99.] 


OFFICE OF THE GARRISON ENGINEER (1), R&D, 
GIRINAGAR, PUNE-25 


Maintenance of National Proving Ground 


“The Garrison Engineer (1), R&D, Girinagar, Pune- 

25,, invites application upto 16th September, 1999 
from approved contractors for issue of tender for 
“Maintenance of National Proving Ground at VRDE, 
Ahmednagar”’. 


Estimated Cost for the Work is Rs. 4.60 lakhs. 


Contractor not borne on the approved list of the 
Chief Engineer, Southern Command|CWE, Pune, 
Kirkee, Lohogaon shall furnish with their applica- 
tion, copies of enlistment letters, valid Income Tax 
Clearance Certificate and particulars of works carried 
out by them during the last three years stating their 
cost,.designation: of Officer and address under whom 
earried out. Contractors not borne on approved 
list of ‘Chief Engineer, Southern Command|CWE 
Shall-be required to. deposit Earnest Money Rs. 9,200 
alongwith their tenders. 


Invitation for applications for issue of tender does 
not constitute any guarantee for issue of tender to 
the applicant even to enlisted contractor of appro- 
priate class. Issue of tender will be decided by 
the Accepting Officer based on) interalia, past track 
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record, ' financial position and experience of similar 
works executed by the applicant|contractor. The 
Accepting Officer shall consider application received 
upto the date of receipt of applications|extended 
date of receipt of applications for issue of tender. 
The  applicant,contractor- will be informed regarding 
non-issue of tender without. assigning reasons. The 
applicant|contractor, if he so desires, may appeal to 
the next: higher Engineer Authority with -copy-to -the 
Accepting ‘Officer, to .appeal|representation ‘‘shall~ be 
entertained in respect of applications. The decision 
ofthe next higher’ Engineer Authority shall be final. 
No applicant|contractor shall be entitled for — any 
compensation wathsoever for rejection of his applica- 
tion. 


[No. 8889|01/E8, dated i7-8-99.] 


OFFICE OF THE GARRISON ENGINEER (AF), SULUR, 
KANGAYAMPALAYAM, COIMBATORE-641 401 


Provision of Parking Area for Air Craft 


The Garrison Engineer (AF) Sulur, Kangayam- 
palayam, Coimbatore-641 401 invites application’ by 
24th September, 1999 from enlisted in MES, CPWD, 
PWD and Railways contractors forthe appropriate 
class for issue of tender for “Provn. of Parking Area 
forAir Craft at ‘Air Force Station, Sulur”. 


Which is Estimated to Cost of Rs, 11 
par market rate. 


lakhs . at 


The Period. of completion 6 months. 


Contractors not enlisted with MES are required 
to submit with their application, copies of letters of 
enlistment with other department, Income Tax Clear- 
ance Certificate and particulars of works carried out 
by them during last two years giving designation. of 
the Officer under whom executed. Earnest .Money 
is Rs. 22,000 to be deposited alongwith the tender 
payable by the contractors who have no. Standing 
Security: Deposit with MES. 


[No. 3678|01|E8, dated 7-8-99.] 


‘Provn. of Watch Tower, etc. 
The Garrison Engineer (AF), Sulur, Kangayam- 


palayam PO, Coimbatore Pin-641 401 invites appli- 
cation on .24th September, 1999 from enlisted in MES, 
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CPWD.' PWD and Railways contractors for the appro- 
priate class for issue of tender for :— 


pe aa (as 3 : : 
(1) Provision of watch tower and allied services 


at per Market rate. 
at Air Force Station, Sulur. 


Which is Estimated to Cost of Rs. 14 Lakhs 
The Period of Completion: 6 Months. 


(ii) Provision of 75 KVA Generator 
housing’ at Air Force Station, Sulur. 


alongwith 


Which is Estimated to Cost of Rs. 11 lakhs. 
at par market rate. 


The Period of Completion : 5 months. 


Contractors not enlisted with MES are requested 
to submit.with their. applications, copies of letters of 
enlistment with other department, Income Tax Clear- 
ance Certificate and particulars of works carried out 
by them during the last. two years giving designation 
of the Officer under whom executed. Earnest Money 
is (i), Rs. 26,000 and. (ii) Rs. 22,000 to be 
deposited alongwith the tender payable by the con- 
tractors who have no Standing _ Security Deposit 
with MES. 


[No. 8680|01|E8, dated 9-8-99.] 


Term Contract for Artificers Works 


The Garrison Engineer (AF), Sulur, Kangayam- 
palayam PO, Coinbatore Pin-641 401 invites appli- 
cation on 23rd September, 1999 from enlisted in MES, 
CPWD. PWD and Railways contractors for the appro- 
priate class for issue of tender for :— 
me 

Term Contract for Artificers Works at Domes- 
tic Area Air Force Station Sulur. 


Which is Estimated to Cost of Rs. 8 Lakhs 
at par market rate. 


The Period of Completion : 
Months. 


12 (Twelve) 


Contractors not enlisted with MES are requested 
to swomit with their applications, copies of letters of 
enlistment with other department, Income Tax Clear- 
ance Certificate and particulars of works carried out 
by them during the last two years giving designation 
of the Officer.under whom executed. Earnest Money 
is Rs. 16,000 to be deposited alongwith the tender 
payable by the contractors who have no Standino 
Security Deposit with MES. - 


[No. 8679/01|E8, dated 9-8-99.] 
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THE GARRISON ENGINEER (ARMY), JAISALMER 


Special Repair to Certain Building 


The Garrison Engineer (Army), Jaisalmer invites 
application upto 20th September, 1999 from MES| 
CPWD)|Railway!PWD contractors Special Repair to 
Certain Building in Army area at Jaisalmer. Esti- 
mated CostRs. 2.80,000 ,Earnest Money. Rs. 5,800 
to be deposited by contractors who have not lodged 
Standing Security with MES. 


[No. 8114)/E8, Telegram, dated 19-8-99.] 


OFFICE OF THE COMMANDER WORKS ENGINEERS 


(NAVAL WorkKS}, Dr. HOMI- BHABHA Roap, 
Navy. NAGAR, COoLABA, MUMBAI-400 005 


Replacement of Landing Doors 


The Commander Works Engineer (Naval Works), 
Dr.. Homi Bhabha Road,. Navy Nagar, Colaba, 
Mumbai-400 005 invites application for: the issue) of 
tender for the following work :— 

Name of Work : Replacement of Landing Doors 
for Lifts in Bldgs Archana, Alkahanda, Sravana and 
Bharani at Colaba. 


Last Date of Receipt of Application for Issue of 
Tender : 18th September, 1999. 


Date of Issue of fender : 20th September, 1999. 


Due Date of Receipt of Tender : 12th October, 
1999, 


Time and Date of Opening of Tender : 
on 12th October, 1999. 


Estimated Cost.of. Work.: Rs. 27 Lakhs: 


Contractors not enlisted with MES should submit 
alengwith their applications, copies of letters of enlist- 
ment in’ other departments, Income Tax Clearance 
Certificate, financial resources and particulars of 
works: carried out by them during last two years 
whom 


15-00 -hrs. 


giving designation of the Officer under 
executed. Earnest Money to be deposited by the 
contractor whe have not got Standing Security 


Deposit with MES is Rs. 44,375. 
[No. 8928/01|E8, dated 12-8-99.] 


OFFICE OF THE GARRISON ENGINEER (NW), 
MANKHURD, MUMBAI-88 


Provision of Infrastructure for Installation 


The Garrison Engineer (NW), Mankhurd; Mumbai- 
88 invites application for the following work :— 


: Provision of Infrastructure. for 
at CGAS; 


Name of Work 
Installation of DVOR!IDME Equipment 
Daman. 
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Estimated Cost : Rs. 10 Lakhs. 


‘i Last Date of Receipt of Application for Issue of 
Tender : 22nd September, 1999. 


~ Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and _ particulars of 
works carried out by them during last two years 
giving designation of the Officer under whom 
executed and Solvency Certificate. 


[No. 8850|1|E8, dated 9-8-99.] 


e 


OFFICE OF THE GARRISON ENGINEER (I), R&D, 
P.O.-THRIKKAKARA, COCHIN-682 021 


Provision of Controlled Environment 


The Garrison Engineer (1), R&D, Thrikkakara 
P.O., Cochin-682 021 invites applications for the 
following item :— 


Name of Work : Prevision of Controlled Environ- 
ment for Second Floor of Technical Information and 
Resources Centre at NPOL, Cochin. 


Estimated Cost : Rs. 7 Lakhs. 


Last: Date of Receipt of Application for Issue of 
Tender : /3th September, 1999. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of 
works carried out by them during last two years 
giving designation of the Officer under whom 
executed. Earnest Money to be deposited by the 
contractor who have not got Standing Security 
Deposit with MES is Rs. 14,000. 


[No. 8745|2|E8, dated 12-8-99,] 


e 
—_—_~,oo 


OFFICE OF THE COMMANDER WorKS ENGINEERS 
(Suss.), PANK1, BHANDUP P3O;; 
MuMBalr-400 078 


Provision of Infrastructure for Installation of Certain 
“£/M Equipments 
The Commander Works Engineers (Subs.), Pawai, 


Bhandup_ P.O.,. Mumbai-400 078 invites applicati 
for the following work :— pplication 


Name of Work : Provision of Infrastructure for 


Installation of Certain E|M Equipments at CGAS 
Daman. af 
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Last Date of Receipt of Application for Issue of 
Tender : 25th September, 1999. 


Estimated Cost of Work : Rs. 10 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and _ particulars of 
works carried out by them during last two years 
giving designation of the Officer under whom 
executed. Earnest Mcney to be deposited by the 
contractor who have not got Standing Security 
Deposit with MES is Rs. 20,000. 
eae hr! oven: 


[No. 8000/1458]E8, dated 11-8-99.] 


OFFICE OF THE GARRISON ENGINEER (NW), 
BrranbuP, MumBatl-400 078 


BEES 3 


Provision of Glazed Tiles 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites applications for issue of tenders for 
the following work :—— 


” Name of Work : Provision of Glazed Tiles in 
Dado of Catering School Varandah at INS Hamla. 


Last Date of Receipt of Application for Issue of 
Tender : 20th September, 1999, 


a Estimated Cost of Work : Rs. 6 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of 
works carried out by them during last two years 
giving designation of the Officer under whom 
executed. Earnest Money to be deposited by the 
contractor who have not got Standing Security 
Deposit with MES is Rs. 12,000. 


[No. 8806-A|O1|E8, dated 5-8-99.] 


Special Repairs to Well Water Line 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites applications for issue of tenders for 
the following work :-— 


Name of Work: Special Repairs to Well Water 
Line at NSB, Hamla! ' 
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Last Date of Receipt of Application for Issue of 
Tender : 21st September, 1999. 


Estimated Cost of Work : Rs. 4.63 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of Jetters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two years _ giving 
designation of Officer under whom executed. Earnest 
Money to be deposited by the contractor who have 
not got Standing Security with MES is Rs. 10,000. 


[No. 8899|02|E8, dated 5-8-99.] 


Repairs to Existing Roads 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites applications for issue of tenders for 
the following work :— 


Name of Work : Repairs to Existing Roads at Ins 
Hamla. 


Last Date of Receipt of Application for Issue of 
Tender : 21st September, 1999, 


Estimated Cost of Work: Rs. 2.85 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of Jetters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two years giving 
designation of Officer under whom executed. Farnest 
Money to be deposited by the contractor who have 
not got Standing Security with MES is Rs. 6,000. 


[No. 8804|A|01|E8, dated 5-8-99.] 


Periodical Services to Certain Buildings 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites applications for issue of tenders for 
the following works :— 


Name of Work : Periodical Services to Certain 
Buildings at Nausena Baug, Hamla. 


Last Date of Receipt of Application for Issue of 
Tender : 22nd September, 1999. i 


Estimated Cost of Work : Rs. 4.65 Lakhs, 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
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ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them during last two years giving 
carried out by them during last two years giving 
Money to be deposited by the contractor who have 
not got Standing Security with MES is Rs. 10,000. 


[No. 8803|A|01|E8, dated 6-8-99.] 


Repairs to Leakage|Seepage of Sunken Portion of 
Toilets|Bath Rooms 
The Garrison Engineer (NW), Bhandup, Mumbai- 


400 078 invites applications for issue of tenders for 
the following work : 


Name of Work: Repairs to Leakage|Seepage of 
Sunken Portion of Toilets|Barth rooms, etc. of Cer- 
tain Buildings at Ins Hamla. 


Last Date cf Receipt of Application for Issue of 
Tender : 23rd September, 1999. 


Estimated Cost of Work : Rs. 5.60 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two years giving 
designation of Officer under whom executed. Earnest 
Money to be deposited by the contractor who have 
Not got Standing Security with MES is Rs, 12.000. 


[No. 8801|A|O1|E8, dated 6-8-99.] 


Periodical Services to Certain Buildings 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites applications for issue of tenders for 
the following works :— 


Name of Work : Periodical Services to Certain 
Buildings at Ins Hamla. 

Last Date of Receipt of Application for Issue of 
Tender : 23rd September, 1999, 


Estimated Cost of Work : Rs. 4.10 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two years giving 
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designation | of ;Officer ;under whom executed, Earnest 
Money. to be deposited by the contractor who have 
not got Standing Security with MES is Rs,. 10,000. 


[No. 8802/A|O1/E8, dated 6-8-99.] 


Special Repairs to Main Pump House, etc. 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites applications for issue of tenders for 
the following works :— 


Name of Work: Special ‘Repairs to Main Pump 
House and KY Pump House at Ins Hamia. 


——* 
. 


Office of the Chief Eng 


aes Date of Receipt of Application for Issue jof 
Tender - 22nd September, 1999. 


Estimated Cast of Work : Rs. 3.30 Lakhs. 


Contractors notenlisted with MES should submit 
alongwith .their, applications, copies of letters of enlist- 
ment in, other departments, Income ‘Tax Clearance 
Certificate, financial resources and. particulars of work 
carried. out by them during last two. years giving 
designation of Officer under, whom executed. Earnest 
Money to be deposited by the contractor who have 
not .got Standing Security with MES is Rs. 6,600. 


so aaa soe ie 
a: 


[No. .8898|02|E8, dated 6-8-99.] 


ineer, Pune Zone, Manekji Mehta Road, Pune-411 001 


Provision of OTM Accn. 


The Chief Engineer, Pune Zone, Manekji Mehta Road, Pune-411 001 


M.E.S., C.P.W.D., P.W.D. and Railway contractors 


Serial 
No. 


1. Provision of OTM Accn. for AC Depot (ACC&S) (Phase-II) 


Contracto,s who.are not borne.on,the approved list M:E.S. of Chief Engineer, 


ed copies of letters of enlistment. with 
s.carri¢d. Out. by-them during 


‘to furnish alongwith the applications, attest 
‘Clearance Certificate and particulars of work 
-under whom the same were executed. 


Contractors who have, not lodged Standing Security with the M.EijS.-will 


while submitting the tender in case their names are selected for issue of tender. 


invites applications upto 14th October, 1999 from 


of appropirate class for issue of tender for the following work, :— 


Name-of ;Work 


Estimated Earnest 
Cost Money 
Rs. Rs, 
at Ahmednagar 180.00 Lakhs 3,05,000 
(Approx.) 
(At par SSR 91) 


Southern Command, Pnue-411 001 are required 
other Departments/Commands, latest Income Tax 
the last three years stating the designation(s) of ‘the Officer(s) 


be-required to _pay Earnest Money as mentioned above 


[No., 83570/02/B8,,dated 5-8-99.]: 


Office of the Commander Works EngIneers, Wellington, Nilgirjs-643 231 


Special Repairs for Replacement of old external Water Supply Pipelines, etc. 


The Commander Works Engineers, Wellington, 


Nilgiris, invites applications by 18th September, 1999 from enlisted. M.E.S. 
C.P.W.D., P.W.D. and Railway contractors of the appropriate class for issue of tender forthe underrmentioned works) :— 


“Serial. Nam2 of Works Estimated Earnest 
No. Cost Money toybe 
Deposited. 
Rs: Rs. 
1. Special Repairs for Replacement of old external Water Supply Pipe line i e Salas 
me é y Pipe lines leading for buildin 5.00 Lakhs I 
No. P-506, 507, 508, 469, 470 & 471 and EME Complex atangode, drivandmime mo 
2. Special Repairs to Wiring in Blocks of 2/3:GR-bk ; P 
ee ( / No. P/7, P/10, & P/155 at Pangode S00 s,. 10,000 
3. Special Repairs.to Wiring-of bks.of 17’Madras bk Nos. P/331 to P/334 at Pangode, Trivandrum 5.00 34 10,099 


Contractors not enlisted with M.E.S. are, re 
departments, Income Tax-Clearance Certificate 
of the Officers under whom exec.ited, 
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quired to submit with their applications, 
and particulars.of wotks carried out by them 


copies of iletters_of enlistment in other 
during the last two years giving designation 


[ No. 84804/03/E8, dated 14-8-99.] 
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Office of the Garrison Engineer, Binnaguri, Post : Binnaguri, Distt..: Jalpaiguri’ (W.B.); Pin-735203 
Repairs to Certain Buildings. etc. 


‘ The Garrison Engineer, Binnaguri. Post. ; Binnaguri. Distt. : Jalpaiguri (W: B.). Pin-735:203 invites icati 
, g Distt. 24 . B.): 2 applications by 27th Sep- 
eieca from enlisted M.E.S. P.W.D. C.P.W.D. and Railway coxtractors of appropriate class for issue’of tendar for the oe 
g works :— 


Serial Name of Works Estimated Eatnest 
No. Cost Money 
Rs. Rs. 
1. Repairs to Certain Buildings for improvement of Leakage and Seepage from Roof of certain 4.67 lakhs 9,340 


Officers Md. Accn. and Div. CSD Canteen Min Central Zone. at Binnaguri. 


2. Repairsto certain Roads and approach Roads of Arty BDE. Station HQ. and Arty BDE Me 4.60 9,200 
connected with lehal Marg in South Zone at Ona Q y ess eh js : 


3. Repaits to Steel Window. Ventilatars. Replacement of Glass Pane. Lingres. Handless, etc. and Aas. 8,720 
egaitanee to joinery, Steel. Wooden and plastered surfacasioficertain Md: Accn. in South Zone 
at Binnaguri. 


4, Repairs/Replacement [Improvement of Internal Electrification and Security Light Works in 4.74 9,480 
Certain Pump House in South Zone at Binnaguri. 

5. Repair/Rectification/Improvement of HT Distribution System in Sub-Station No. 4, 16,20, 4.55... 9,100 
19 and CPH at Binnaguri. 

6. Repair/paintingto Certain Furnitureof OTM Buildings at Binnaguri : : : i 4.64 9,280 


Contractors not enlisted with M.E.S. formation ate required to submit with theit applications, copiess of letters of enlistment in 
other departments. Income Tax Cleatance Certificate and particulars of work carried out by them during last two yeats giving the 
designation of Officer under whom the works were executed. 


[No. 8109/195/B8. dated 5-8-99.] 


Office of the Garrison’ Engineer, Wellington-643 231 (Nilgiris) 
Provision of 7 Nos. Solar Water Heater 


The Gatrison Engineer, Wellington (Nilgitis) invites applications by 20th September, 1999 from enlisted M.E.S.. C.P.W.D. P.W.D 
and Railway contractors of appropriate class fort issue of tender for the undermentioned work :— 


Serial Name of Work Estimated Earnest 
No. Cast Money to be 
Deposited 
Rs. Rs. 
2.75 lakhs 5.500 


1. Provision of 7 Nos..Solar Water Heater at NRC Wellington 


of letter of enlistment in other depart- 


Contractors not enlisted with M.E.S. are required to submit with their applications, copies, I ‘ 
designation of the 


ments. IncomeTax Clearance Certificate and particulars of works carried out by them during the last two years giving 
Offices under whom executed. 


Sd.!- 
Major 


[No. 8993/05/E8. dated 2-8-99.] 
Office of the Garrison Engineer (Air Force), AF Station, Hakimpet, Secunderabad-i4 
Special Repairs to Swinming Pool 


_The Garrison Engineer (Air Force), AF Station, Hakimpet, Secunderabad-14 invites applications for the following work frem 
enlisted M.E.S., P.W.D. and Railway contractors of appropriate class for issue of tender for :-— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Deposit 
Rs. Rs. 
- 1. Special Repairs Swimming Pool at AIR Force Station, Begumpet 4.72 Lakhs 19,500 15th September , 1999. 
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Conttactot not enlisted with M.E.S. are required to submit their applications, copies of leticy of enlistment m other departments, 
Income Tax Clearance Certificate, Financial resources and particulars of works carried out by them during the last two years giving 
the designation of the Officer under whom executed. 


Earnest Money to be deposited alongwith the tender as shown against the work is payable by the contractor who have no Standing 
Security deposit with M.E.S. 


[No. 8033/839/E-8, dated 14-8-99.] 


Onn 
—— | a 


Office of the Garrison Engineer, Pulgaon Camp, Pulgion-449 393, Dooli, Dist. : Watdha, Maharashtra 
Provision of Furniture, etc. 


The Gatrison Bngineer, Pulgaon Camp. Pulgaon-442 303. Teh, Daoli. Distt, : Wardha (Maharashtra) invites applications from 
M.E.S., P.W.D. C.P.W.D., and Railway contractors upto 18th September, 1999 for the follawing wark :— 


Serial Name of Works Estimated Earnest* 

No. Cost Money 
Rs. Rs. 

(a) Provision of Furniture Items at CAD, Pulggon. ‘ Die ses : ie: : 2.10 lakhs 4,500 

(b) Repaits/Replacement of Existing Wiring with Electrica Fixtures of certain Buildingsin RA AT 2.50 f, 8,000. 


at CAD, Pulgaon. 


(c) Repairsto Drain, SewageLina, Cleaning of SepticTank & Repaits to Culverts, etc.insideCAD, 3.00 
Pu gson. 


vs 9,900 
*Earnast Money is to ba depasited glongwith the tender forms by the contractors who have na Standing Security Deposit. 
Contractors not enlisted with M.E.S. are requested to submit with their tender applications, copies of the letters of enlistment in 

other departments, valid Income Tax Clearance Cattificate and patticulats of work carried out during past two yeats supported with 

cartificates from the departments under whom executed. 


Eatnest Money as indicated above is to ba deposited alongwith tender documents in the form af Call Deposit from any Schedule 
Bank. 


Sd.]- 
Major 


[No. 8847/02/E8, dated 11-8-99,] 


° 
—ornr— 


Office of the Garrison Engineer (North), Santracruz (East), Mumbai-29 
Provision of Furniture 
The Garrison Engineer (North), Santracruz (East), Mumbai-400 029 invitcs application upto 28th September, 1999 from M.E.S 


C.P.W.D.,P.W.D’, Railway and Mumbai Mnunicipal Corporation contractors of appropriate class and unenlisted withlatest Income 
Tax Clearance Certificate and list of works for three years for issue of Tender for the following works :— , 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
(A) Provision of Furniture against initial defficiency under GE (North), Mumbai . : 2 9.90 Lakhs 19,800 
Sd./- 
Major 


[No. 2033/694/E8, dated 6-8-99,) 
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Office of the Garrison Engineer, St. Thomas Mount, Barrack No. 2, Military Camp, Pallayaram, Chennai-43 
Term Contract for Artificers Works, etc. 
The Garrison Engineer, St. Thomas Mount, Barrack No. 2, Military Camp, Pallavaram, Chennai-600 043 invitcs application 


by 15th Septembes, 1999 from the enlisted M.E.S., C.P.W.D. Railway and P.W.D. contractors for the appropriate class for issue of 
tender for the following works :— 


Serial Name of Works Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Term contract for Artificers Works outside OTA at St. Thomas Mount, Chennai 10 lakhs 20,000 12 Months. 


2. Repairs to certain Roads at St. Thomas Mount area, Chennai ; 3.00 Lakhs 6,000 3 


” 


Contractors not enlisted with M.E.S. are required to submit alongwith their applicaticn, copics of letta of cnilisime nt in other 
departments, Income Tax Clearance Certificate, particulars of works carried out by them during the last three ycars giving the d¢scri- 
ption of work and designation of the Officer under whom executed. 


Earnest Money to be deposited alongwith tender by the contractor who are not having Standing Security Deposit with M.E.S. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicant, even to enlisted 
contractors of appropriate class. Issue of tender will be decided by the Accepting Officer, based on interalia, past track, records- 
financial position and experience of similar works executed by the applicant/contractor. The Accepting Offices shell ccnsi€er applic: - 
tioNs received upto the date of receipt of applicant/extended date of receipt of applications fer issue of tenders. The Applicartjces ¢ 
tractor will be informed regarding the non issue of tender without assigning any reasons. The applicant contactor, if he so desircs 
may appeal to the rext higher Engineer Authority witha copy to the Accepting Officer. No appeal/icpicsentat’cn shell be cntertaine€ 
in respect of applications or issue oi tenders received after due Gate ofreceiptof application. The decisicn of the ncxt higher Enginecr 
Authority shall be final. No applieant/contractor shall be entitled for any compensation whatsoever for rejection o1 his application. 


[No. 8425/308/E8, dated 4-8-99.} 


——\—— 


Office of the Garrison Engineer, Panaji, Goa 
Provision of Addl. Items in Single or Living Accn. 


_ The Garrison Engineer Panej, (Goa) invites applicaticns uptc 26th September, 1999 from enlistcd M.E.S., C.P.W.D., P.W.D. and 
Railway contractors of the appropriate classcs foi issuc of tender for the following work :—- 


Serial Name of Work Estimated Earnest Peiord of 
No, Cost Money Completion 
Rs. Rs, 
1, Provision of Add,. items in Single or living Accn, for JCO’sjor Mess Cook 7.96 Lakhs 15,920 4 Months. 


house, and dining hallat Bambolim (Goa). 


Contractors not enlisted with M.E.S. will have to submit with their applications copics of Ictters of enlistment in other de partments. 


Income Tax Clearance Certificate, financial resources and jurisdiction of work carricd out by them during the last two years giving the 
designation of the Officer under whom works have been executed. 


Earnest Mone 


i dk y to be deposited alongwith the tender for those who have not got Standing Security Deposit with M.E.S. is as 
indicated above. 


_ Invitation for application for issue of tender does not constitute any guaranttee for issue of tender tothe applicants, even to 
enlisted contractor of appropriate class. Issue of tender will be decided by the Accepting Officer based on interalia, past track record 
financial position and expercnce of similar works executed by the applicant/contractor. The Accepting Officer shal] consider applictions, 
received upto the date of receipt of applications/cxtendcd date of receipt of applications for issue of tendcr. The applicant/contractor 
will be informed regarding non isSue of tender without assigning reasons. The applicant/contractcr if he so desites, may appeal to the 
next higher Engineer Authority with copy of the Accepting Officer. No appeal representation shall be cnteitained in respect of appli- 
cation for issue of tenders as received after the due date of receipt of applications/extended date of receipt of applications. 

The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
wharsoever for rejection of his application. 


[No, 8607/329/E8, dated 2-8-99.} 
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Office of the: Garrison Engineer’ (1), (Dock yard’ Maintenance), Naval Dockyard, Visakhapatnam-14 


Repairs and Maintenance of Ceiling Fans 
The Garrison Engineer (1) (Dockyard Maintenan 
C.P.W.D. P.W:D. 


ce), Naval Dockyard, Visakhapatnam-14 invites applications from enlisted M.E,S 
and Railway contractors of the approriate class for issue of tenders for the following works :-— 
Serial : Name of Work Estimated Earnest Date upto which! 
No. Cost Money Applications with 
Deposit be Received 
Rs, Rs. 
1, Repairsand maintenance of ceiling fans at new Do ckyard area, Naval £2.50 Lakhs 5,000 17th September, 1999, 
Dockyard; Visakhapatnam, 
The contractors:not enlisted 


ments, financial resources 


with MiE.S. are requested.to submit their 
whom executed. 


ar plications élongwith copiesof enlistment in) other-depart- 
and particulars of works carried out by them during the last two years giving designation of Officers under 


Earnest Money to be deposited alongwith the tender is payable by the contractors who have no Standing Security with M.E.S. 


Sd/- 
Major 


[No. YSGE/8150/89/E8, dated 2-8-99.} 


Office of the Commander Works Engineers (Project) Factory, Post Box No: 89, Jabalpu:-482 001 


Provision of Earth Filling, etc. 
The Commander Works Engineers (Proj 


ae ; ect) Factory, Post Box No. 89, Jabalpur-482 001 invites applications from the approved 
and eligible contractors for issue of tender for the following works :— 
Serial Name of Works Estimated Earnest Last Date of 
No. Cost Money application 
(Approx.) 
Rs. 
1. Provision of Earth filling on the tray 


Rs. 
on efses of Technicallarea buildings 36.62 lakhs 54,950 21st September, 1999. 
and Magazine area%buildings at O.F. Itarsi, ; 
2. Special Repairs/Replacement of broken door of type-I quarters at 

O. F., Itarsi. 


14:96". 27,500 22nd September, 1999, 


[No. 80683/02/E8, dated \10:8:99,} 
pay 20) os ae 


Office of the Comuiander Works Engineers (Air Force), Mudford, Secunderabad-3 


Special Repairs|Addition/and Alteration to Building 
The Commander Works Engineers (Air Force), Mudfort, Secundcrabad-3 invites applications for the following work from.enlisted 

M:E.S., P.W.D., C.P.W.D. and Railway contractors of appropriate class for issue of tenders for :— : e 
Serial Name of Work Estimated Ea rnest Date of 

No. Cost Money Receipt: 

Deposit 
Rs. Rs. 
(1. Special‘Repairs/Addition‘and Altercation to B 


uilding No. T/14, T/15 12.00 lakhs 23,000 15th September; 1999, . 
& T/16 at\Air Force 'Station, Begumpet: BEM Psot tail 3 
Contractor’s not enlisted with M.ES. ater 
Income Tax: Clearance Certificate, financia! 


equited to submit their applications, copies of letters of enlistment in other departnipnts 
-designation of the Officer under whom'execut 


ques and particulars of works carried out during the past two years, giving, 
€ 
Earnest Money to be de 


the 
Security Deposit with M ES. 


posited alongwith tender as shown against: the workiis. payable by the. contractor who haveino Standing 


[No. 84236/02/R8, dated 6-8-99,] 
A608 


INDIAN. TRADE JOURNAL: \@\. September) 8, 1999 


: 
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The .Garriscn Frgirccr Naval (Dez ct), £ri Vijaanagar, 104 Area Industrial Estate (PO), Visakhapatnam-530 007 
Repairs to Joinery vally gutters and roof treatment 


The Garrison Engineer (Naval Depot), Sriv jjaanagar. 104, Area Industrial Estate (PO), Visakhapatnam-530 007 invites application 
by 14th September, 1999 from enlisted contractors for the undermentioned works :—- 


Serial Name of Works Estimated Earnest 
No, Cost Money 
Deposit 
Rs. Rs, 
1.. Repairsto joincry, vally gutters and roof trcatmentat NAD, Visakhapatnam . : ; . 4.78 Lakhs 9,600 
2. ProVision of polisihing of wooden furniture at BSC (ND) of GE(ND) Visakhapatnem . rm OTT Eakhs 5,450 


Contractors who have executed similar works only should apply. They should furnish the details of such similar ‘works. executed 
by them during the last three ycars supported by certificate from authroties under whom the works were eXecuted. Contractors not 
enlisted with MES are required to submit with their applications, copies of theletters of cnlistmentin other departmentand Income Tax 
Clearance Certificate. Earnest Money is tc be Deposited alongwith the tender by contractors who havc no Standing Security Deposit 
wtith MES. 


[No. 8999/675/01/E8, dated’ 16-8- 1999] 


———, *—__.—. 


The Garrison Engineer, Kangra Hills, YOL 
Provision of Special Repairs to Furniture 


The GE, Kangra Hills, Yol invites applications by 18th September, 1999 from enlisted MES, CPWD and Railways contractors 
of the appropriate class for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs, Rs. 
1. Provision od Special Repairs to Furniture at Yol 5 A : 2 ; ¢ : . 11.39 Lakhs 22100 
2. Provision of deficient furniture at Yol ‘ : , : ‘ ; ; , : . 4.50 Lakhs 9,000 


Contractors not enlisted with MES are rcquested to submit with their applicaticn, copies of letters of cnlistment in other depart, 
Income Tax Clearance Certificate and particulars of works carried out by them during last three years giving designation of Offieer 
under whom — executed. 


[No..8305/GEY-32/4/E8, dated 12-8-1999,] 


Special Repairs to Furniture, etc. 


The Garrison Engineer, Kangra Hills Yol invites application upto th October., 1999 from approved an eligible contractors for 
issue of tenders for the Work mentioned below :— 


Serial Name of Works Cost of Earnest 
No.4 Work Money 
Rs. Rs, 
1. Provision of Special Repairsto Furnitueat Yol . 3 ; ; : ‘ . ‘ . 11.39. Lakhs 22,100 
2. Provisions deficient Furniture at Yol : : 4 , P : J : : 4.50 Lakhs 9,000 


Time of completion of 6 months/41 months’ 
Sd/- 
Major 
[No. 8305/GHL-29/3/E8, dated :12-8-1999.] 
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Office of the Garrison Eagineer (North), T/54, Meanee Lines MEG and Centre Area Bangalore-42 
Special Repairs to Buildings etc. 


The Garriosn Engineer (North), T/64. Meance Lines, MEG and Centre Area, Bangalore-42 invites applications for the fallowing 
works from MES, CPWD and Railway conractors :— 


Sorial Name of Works Value Earnest 
No. of Work Money 
Deposit 

Rs. Rs. 

1. Special repairs to Building Nos.91 to 97 and 9-J old MH lines, (7 Md. accn. for JCO’s } of 56 12.80 Lakhs 15.500 


Coy ASC supply under GE (N), Bangalore. 
>. Painting to OR /JCO’s qrs and JCO’s Mess at RC lines, TB-II area under GE (North), Bangalore, 2.80 Lakhs 5.600 


Datails of Applications, etc. 
(i) Last Date of Submition of Applications : 11th September, 1999. 


(ii) Date of Issue of Tender : 13th September, 1999. 


(iii) Data of Receipt of Tender : 6th October, 1999. 


Contractors not enlisted with MES are required to submit with their applictians, copies of the letters of enlistment in other depart- 
ment, Income Tax Clearance Certificate and Particulars of work carried out by them during the last two years giving designation 
of Officer ynder whom executed. Earnest Mchey asindicated above is to be depasited alcngwith tender by contractots who have not 


deposited Standing Security with the MES 
[No. 8008/894/B8. dated 13-8-99] 


Office of the Garrison Engineer, New Cantt, Gangtok Sikim-737 102 
Term Contract of Artificer Works 


The GE, Gangtok invites specific applications by 18th September, 1999 from enlisted MES, CPWD. PWD, and Railway con- 
tractors of the appropriate class for issue af tender farms for the work mentioned below :— 


Serial Name of Work Approximate Earnest 
No. Value Money 
Rs. Rs. 
1. Term contract for Artificers Works at New Cantt, Gangtok . Aa 10.00 Lakhs 20.000 — 


Contractors not enlisted with the MES are required to submit with their applications, copies of lettars of enlistment in other deptt., 
latest ITCC and particulars of work cairicd out by them during the last two years giving designation and address of the Officers undesr 
wham executed. Earnest Money infavour of GE, Gangtokalongwith the tender is required to be forwarded by the contractors who 
have no Standing Security Deposit with any office of MES formatons. 


Sd.|- 
Major 


[No. 8208/01/E8, dated 6 8-99.] 
Office of the GE (South), Military Engineer Services, Ballygunge Maidan Camp, Calcutta-700 019 
Term Contract for Artificer Works 


The Garrison Engineer (South) Ballygunge Maidan Camp ‘Calcutta-700 019 invites application by 22nd September, 1999 from 
ad CIITIWS Say y of srAtFastors for issue af tander forms for the work mentoned below :— 


Serial Name of Work Approximate Earnest 
No. Value of Money 
Work 
Rs. Rs. 


1. Term Contract for Artificer works at II lines and Belvedore Easte (Alipore) under GE (South), 8.00 Lakhs 16,000 


Calcutta. 
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Contractors not enlisted with MES are required to submit with their appleations, copy of letters of enlistments in other department, 
latest Income Tax Clearance Certificate and Particulars of workscarried out by them during the last3 years givingdesgination and address 
of the Officer under whom executed. Earnest Money as shown is required to be forwarded alongwith the tender by those contractors 
who have no Standing Security Deposit with any of the MES formation. 


Sd./- 
Major 


[No. 8385/1/3/E8, dated 16-8-99.] 


_ . 


Office of {the Commander Works Engineer (AF), Maharajpur, PO : Air field, Gwalior-474 020 


Provision of Community Hall etc. 


_ The Commander Works Engineer (AF), Maharajpur, PO : Air Feled, Gwalior invites application by 20th September, 1999 from 
enlisted contractor with Government department for issue of tender for the under mentioned work :— 


\ 


Serial Name of Work Approx. Earnest | 
No. Estimated Money 
Cost 
Rs. Rs. 
1. Provision of Community Hall and Storage accommodation including Services atAF Stn., 15.00 Lakhs 27,500 
Maharajpur. 


Contractors not enlisted with MES shall attach with their applications, copies of letters of enlisimentin other cepaiiment, ccp) 
of valid ITCC and Particulars of works executed during the last two years. 


[No. 81036/01/E8, dated 7-8-99 .| 


. — 


Office of the Garrison Engineer, Belgaum-590 009 


Special Repairs to Charpoy 


The Garrison Engineer, Belgaum-530 009 invites application by 15th September, 1999 from enlisted MES, PWD, CPWD and 


Railway Contractors for the following :— 


Serial Name of Work Estimated Earnest 

No, ; Cost Money 
Rs, Rs. 

4.00 Lakhs 8 ,000 


1. Special Repairs to Charpoy by Replacing Coir String with Nylone newar at Belgaum 


Contractors not enlisted withthe MES are required to submit with their application, copies of letters of enlistment in other de- 
partments, ITCC and particulars of work carried out bythem duringthelast two years giving the designation of the Officers under 
whom executed. Earnest Money asindicated above isto be deposited alongwith the tender by the contractor who have no Sta nding 


Security with the MES. 


\ 


[No: 8692/03/E8, dated 11-8-99.] 
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The Garrison Engineer (AF) Ojhar, Distt ; Nasik-422 221 
Provision of Additional Buildings, etc. 
The Garrison Engineer (AF) Ojhar, Distt ; Nasik-422 221 invites separate applications for each work upto 21st September, 1999 


for serial No. 1 and 2 and 22nd September, 1999 form serial No. 3 and 4 from enlisted MES, PWD, CPWD and Railway 
contractors of appropriate class for issue of tenders for the following works :— 


Serial Name of Works Estimated Earnest © 
No. Cost Money 
Rs. Rs. 
1. Provision of Additional Buildings for cleaning painting and dismantling of agregatesfor RSD 14.98 Lakhs 27,500 
(M) at AF Stn,. Ojhar. 
2. Special repairs to Waterproofing Treatment of RCC roof slabs to certain dlgsat AF Stn,. 8.02 Lakhs 16.100 
Deolali. 
3. Provision of Fly/Mosquito proofing in living in Airman Billets bldg No. P/89 (GF and FF) 5.89 Lakhs 11,800 


and P/90 (GF) at 25 ED, AF Stn., Deollali. 
4. Special repairs in Water proofing Treatment to Certain RCC bldgs at AF Stn, Ojhar : 4.93 Lakhs 9,900 
Contractors not enlisted with MES are required to submit alongwith their applications, copics of letters of enlistmet in other 


department, valid Income Tax Clearance Certificate in the new proforma and particulars of works carried out by them during the last 
two years giving designation of the Officers under whom the works executed. 


[No. 8890/04/E8, dated 18-8-99.] 


Commander Works Engineer, Sri Ganganagar. 
Provision of Standby Diesel Generating Set 


The Commander Works Engineer,Sri Ganganagar invites applications from enlisted MES/CPWD/Railway and DGBR contractors 
of the appropriate class for issue of tender for the following :— 


Serial Name of Work Estimated Parnest Date of Receipt of 
No. Cost Money Applications Upto 
Rs. Rs. 
1. Provision of Standby Diesel Generating Set and connected works at 16 Lakhs 29,000 18th September, 1999, 


Sri Ganganagar 


Contractors not enlisted with MES are requested to submit applications with copies of letters of enlistment in other departments, 


Income Tax Clearance Certificate and particulars of work carried out by them during last two vears with Value, Performance Report 


or Fehr of satisfactory completion of works executed. The Contractor with experience in this type of work will be given 
preference. 


. Earnest Money to be deposited alongwith the tender as shown is payable by the contractors who have not deposited Standing 
ecurity. 


[No. 8292-2/02/E8, dated 17-8-99,] 


. 
—_—— 


Office of the Chief Engineer, R & D Picket, Secunderabad-500 003. 


Special Repairs to Roof, ete. 


The Chief Eagineer, R&D Picket, Sectinderabad-500 003 invites applications from elisted MES, CPWD, Railway contractors 
of the appropriate class to issue Of tender documents for the following work. Last Date of receipt of application, Estimated Cost and 
Earnest Moncy to be deposited for the work alongwith tender by the contractors who have no Standing Security Deposit with MES 
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are shown below:—Contractors not enlisted with the MES are required to submit copies of letters of enlistment in other departmecnis, 
fresh Income Tax Clearance Certificate in the new profornia and particulars of work carried out during the last three yvars giving 
the designation of the Officer under whom works Were executed alongwith the application. 


Serial Narme of Works Estimated Earnest Last Date of 
No. ; Cost Money Application 
Rs. Rs. 
1. Special Repairs to Roof of TED (QRAD) Building and portion of 29 Lakhs 44,000 15th September, 1999. 


MED Building at LRDE, Bangalore. 
2. Provision of Security Office at Main Gate at ADE, Bangalore 16 Lakhs 19,600 15th September, 1999. 
Invitation for application for issue of tender dovs not constitute any guarantec for issue of tender io arplicant even to enlisted 
contractors of appropriate class. Issue of tender will be decided based on past track records, financial position, expericnce of similar 
works. Decision for issue of tender or otherwise of the Accepting Officer would be final and contractor will net be entitl d for any 
compensation for rejection of application. 


[No. 82319/3/ES, dated 17-8-99.] 


Garrison Engineer’s Office, Khatipura Road, Jaipur-30 212 


Provision: of Door Shutters , 


The Garrison Engineer, Jaipur invites applications from MES/CPWD/PWD and Railway approved contractors of appropriate class 
for issue Of tenders for the following work :— 


Serial Name of Work. Estimated Earnest , Last Date of Receipt 
No. Cost , Money of Application 
Rs. Rs, 
1. Provision of Door Shutters for open garages of Officer’s Md. Accn. }3.50 Lakhs ,7,000 20th September, 1999. 


in Pratap Line at Jaipur. 
Contractors who are not borne on the approved list of Chief Engineer, Southern Command, Pune and Commander Works Enginects 
Jaipur are required to furnish alongwith the applications,attested copy Of letters of enlistment with other Departinent/Ccmniand, latest 
Income Tax Clearance Certificate aiid Particulars of works carzied out by thein during the last three veais stating tis Gesienetnon of 


Officers under whoin the same were executed. Contractors who have not ‘odged Standing Security with MES will be required to 
furnish Earnest Money maiitiored above while submitting the tender if their, names are selected for issue of tender, 


[No. 8357/02/E8, dated 3-8-99.] 
Provision of Furniture, 


Th, Garrison Engineer, Jaipur invites applicat'cn from MES/CEWD/EWD ard Raiiway epprovwd ccntiacicrs cf epyrcpr ate 
cliss for issue of tenders for the follow ig work :-~-. 


Serial Name of Work Estimated Eaincst Last Date of Receipt 
No, Cost Money of Applicauicn 
Rs. Rs. 
1. Provision of Furniture against Surveyed office items of furniture at 10 Lakhs 16,000 20th September, 1999. 
Jaipur 


Contractors who are not borne on the approved lst of Chief Engineer, Southern Command, Pune and Commander Works Engiticeis, 
Jaipur are required to furnish alongwith their applications,attested copy of letters of enlistment with other Department/Command, latest 
Income Tax Clearance Certificate and particulars of works carried out by them during the last three years stating the designation o’ 
Officers under whom the same were executed. Contractors who have not lodged Standing Security with MES will be required tc 

furnish Earnest Money menticned above while submitting the tender, if their names are selected for issue of tender. 


[No. 8352/02/E8, dated 2-8-99.] 
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Oifice of the Commander Works Engineers, Station Road, Bareilly Cantt. 
Replacement of Sewage Pumps, etc. 


The Commander Works Engineers, Station Road, Bareilly Cantt. invites applications from enlisted MES, PWD and Railway 
contractors of the appropriate class for the works mentioned below and by dates shown against each :— 


Serial Name of Works Estimated Earnest Last Date of Receipt 
No. Cost Money of Application | 
Rs. Rs. 
1. Replacement of three Sewage Pumps at Shahjahanpur : : 3.40 Lakhs 6,800 27th September, 1999. 
2. Special repairs to Bldg. No. T-6, T-7, T-7A, 18, 22 & 23 at Shah- 4.70%. 9,400 27th September, 1999. 
jahanpur. 
3. Special repairs for leakage/seepage to Married Accn. of JCOs & OR S50 10,600 27th September, 1999. 


at Shahjahanpur. 


Contractors not enlisted with the MES are required to submit with their applications, copies of the letters of enlistment in other 
departments, ITCC and the Particulars of similar works carried out by them during last two years giving the designation(s) of the 
Officer(s) under whom the work have been/are being executed. Earnest Money is payable by the contractor who have no Standing 
Security with any formation of the MES. ; 


Invitation of applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even to 
enlisted contractors of appropriate class. Issue of tender will be decided based_on interajia past track records, financial position, 
experience of similar works executed by the Applicant/Contractor. The Accepting Officer shall consider applications received upto 
the date of receipt of Applications/Extended date of receipt of application for issue of tender. The Applicant/Contractor will be 
informed regarding non-issue of tender without assigning reasons. The Applicant/Contractor, if he so desires may appeal to the next 
higher Engineer Authority with copy to the Accepting Officer. No appeal/representation shall be entertained in respect of applications 
for issue of tenders as received after the due date of receipt of application/extended dated of receipt of applications. The decision 
of the next higher Engineer Authority shall be final. No Applicant/Contractor shall be entitled for any compensation what so ever 
for rejection of his application. 


The Accepting Officer reserves the right to accept a tender submitted by a public undertaking, giving a price perference Over 
other tenders which may be lower as are admissible under the Govt. policy. _No claim for any compensation or otherwise shall be 
admissible for such tenderers whose tenders may be rejected on account of the said policy. 


[No. 8300/B/48/01/E8, dated 16-8-99.] 


Provision of Deficient | Charpoys 


The Commander Works Engineers, Station Road, Barielly Cantt. invites applications from enlisted MES, PWD and Railway 
contractors of the appropriate class for the work mentioned below and by dates shown against each :— 


Serial Name of Work Estimated Earnest Last Date of Receipt 
No. Cost Money , of Application 
Rs. Rs. 
_1. Provision of Deficient Charpoys at Bareilly under GE No. 1 and GE 9.45 Lakhs 19,000 (27th September, 1999. 


No. 2, Bareilly Cantt. 


Contractors not enlisted with the MES are required to submit with their applications, copies of the letters of enlistment in 
other department, ITCC and the particulars of similar works carried out by them during last two years giving the designation(s) 
of the Officer(s) under whom the work have been/are being executed, Earnest Money is payable by the contractor who have no Standing 
Security with any formation of the MES. 


Invitation of applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even to 
enlisted contractors of appropriate class. Issue of tender will be decided based on interalia past track records, financial postion, 
experience of similar works executed by the Applicant/Contractor. The Accepting Officer shall consider applications received upto 
the date of receipt of Applications/Extended date of receipt of application for issue of tender. The Applicant/Contractor will be 
informed regarding non-issue of tender without assigning reasons. The Applicant/Contractor, if he so desires may appeal to the next 
higher Engineer authority with copy to the Accepting Officer. No appeal/representation shall be entertained in respect of applications 
for issue of tenders as received after the due date of receipt of Applications/Extended dated of receipt of applications. The decision 
of the next higher Engineer Authority shall be final. No Applicant/Contractor shall be entitled for any compensation what so ever 
for rejection of his application. 


The Accpeting Officer reserves the right to accept a tender submitted by a public undertaking, giving a price preference over 
other tenders which may be lower as are admissible under the Govt. policy. No claim for any compensation or otherwise shall be 
admissible for such tenderers whose tenders may be rejected on account of the said policy. 


[No. 8100/B/81/02/E8, dated 16-8-99.] 
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Maintenance and Special Repairs to Internal Roads 


The Commander Works Engineers, Station Road, Bareilly Cantt. invites application from enlisted MES, PWD and Railw ay 
Contractors of the appropriate class for the work mentioned below and by dates shown against each :— 


Serial Name of Work Estimated Earnest Last Date of Receip 
No. Cost Money of Application 
Rs. Rs. 
1. Maintenance and Special Repairs to Internal Roads in Bareilly Cantt. 13 Lakhs 24,500 20th September, 1999 


Contractors not enlisted with the MES are required to submit with their applications, copies. of 4 letters of enlistment in 
other departments, ITCC and _ particulars of similar works earried out by them during last two years giving the designation(s) of the 
Officer(s) under whom the work fave been/are beg executed. Earnest Money is payable by the contractor who have no Standing 

4 Security with any formation of the MES. 


Invitation of applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even to 
enlisted contractors of appropriate class. Issue of tender will be decided based on interalia past track records, financial position, 
experience of similar works executed by the Applicant/Contractor. The Accepting Officer shall consider applications received upto 
the date of receipt of Applications/Extended date of Receipt of application for issue of tender. The Applicant/Contractor will be 

.» informed regarding non issue of tender without assigning reasons. The Applicant/Contractor, if he so desires may appeal to the next 
higher Engineer Authority with copy to the Accepting Officer. No appeal/representation shall be entertained in respect of applications 
for issue of tenders as received after the due date of receipt of applications/extended date of receipt of applications. The decision 
of the next higher Engineer Authority shall be final. No Applicant/Contractor shall be entitled for any compensation what so ever 
for rejection of his application. 


The Accepting Officer reserves the right to accept a tender submitted by a public undertaking, giving a price preference over 
other tenders which may be lower as are admissible under the Govt. policy. No claim for any compensation or otherwise shall be 
admissible for such tenderers whose tenders may be rejected on account of the said policy. 


[No. 8100/B/82/03/E8, dated 16-8-99,] 


Garrison Engineer’s Office, Khatipura Road, Jajpur-302 012 
Special Repairs to Roof Treatment 


The Garrison Engineer, Jaipur invites application from MES/CPWD/PWD and Railway approved contractors of appropriate 


class for issue of tenders for the following work :— 
Serial Name of Work Estimated Earnest Last Date of Receipt 
No. Cost Money of Application 
Rs. Rs. 
1. Special Repairs to Roof Treatment of OTM Accn. in Queens Road Area 4.20 Lakhs 8,400 22nd Septembr, 1999 


in Zone-I at Jaipur. 


Contractors, who are not borne on the approved list of Chief Engineer, Southern Command, Pune, Commander Works Engineer 
Jaipur are required to furnish alongwith their application, attested copy of letters of enlistment with other department/Command. 
latest Income Tax Clearance Certificate, Particulars of works carried out by them during the last three years stating the designation 
of Officers under whom the same were executed. Contractors who have not lodged Standing Security with MES will be required 
to furnish Earnest Money mentioned above while submitting the tender, if their names are selected for issue of tender. 


[No. 8358/02/E8, dated 10-8-99.] 


Garrison Engineer, 859 Engr. Wks. Sec., C/o 99 APO 
» 


Term Contract for Artificers Work 


The Garrison Engineer, 859 Engr. Wks. Sec.,C/o 99 APO invites applications by 20th September, 1999 from enlisted MES, CPWD 
and Railway contractors of the appropriate class for issue of tenders for the following Works :— 


. Serial Name of Work Estimated Earnest Period of 
ae No. Cost Money Completion 
\ RS 3 "hat Rs. 
: \ 
1. Term Contract for Artificers Work at Zone ‘D’ in AGE B/R-II under GE, 5 Lakhs 10,000 12 Months 
| 859 EWS. 
: 2. Term Contract for Artificers Work atZone ‘NOB’ Areain AGE B/R-I] under esp we 10,000 12 Months. 
GE, 859 EWS. 
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Contractors not enlisted with MES forntation are required to submit with their applications, copies Of letters of enlicimci.t sn 
other departments, Income Tax Clearance Certificate and Particulats Of work catried cut by them Curing the last two years givirg 
the designation of the Officer under whom the works were executed. 


[No. 8000/AD/105/E8, dated 5-8-99.] 


Office of the Garrison Engineer (NW), Vasco-Da-Gama, Goa 
Repairs to Refrigerators, etc. 
The Garrison Engineer (NW), Vasco-Da-Gama, Goa invites applications upto 15th September, 1999 frcm enlisted MES, CPWD 
and Railway contractors of the appropriate class tor issue of tender for the following work ;— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money Contract 


Rs. Rs. 


1. Repairsto Refrigerators, Water Coolers & Deep Freezers covercd under AGE 2.87 Lakhs 5,750 6 Months. 
E/M-I, Vasco. 


Contractors not enlisted with MES, will have 10 submit their application, copies of letters of enlistment in other departments, Income 
Tax Clearance Certificate, fiinancial resources and list of wo1ks cajried out by them during the last two years giving designation 
of the Officers under whom works have been executed. Earnest Money to be depositcd alongwith the tender for those who have not 
got Standing Security Deposit with MES is as indicated above. 


[No. 8035/409/E8, dated 9-8-99.] 


Office of the Garrison Engineer (West), Delhi Cantt.-10 


Repair/Replacement of wiring, etc. 


The Garrison Engineer (West), Delhi Cantt. 10 invites applicatiotis by 27th September, 1999 from enlisted MES, PWD and Railway 
contractors of the Appropriate class for issue of tender for the under mentioned work :— 


Serial CA No. and Name of Work Estimated Aniount of Earnest 
No. Cost Money required to be 
deposited with the 
Tender 


Rs. Rs. 
1, GE/DW-111/99-200.— 


Repair/Replacement of Wiring Fitting/Fixtures in SF/MD Accn of JCOS or/ and 4.80 Lakhs 9,600 
CIV MD Accn in Kabul Lines, Delhi Cantt. 


Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications, copies 
of letter of enlistment in other department. Income Tax Clearance Certificate and giving the designation and correspondence address 
of the Officer under whom the works were executed. 


Earnest Moiiey shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note :— 


Invitation for applications for issue tenders dogs not constitute any guarantee for issue »f tender to the applicant evento enlisted: 
contractor of appropriate class. 


_Assue of tender will be decided by the Accepting Officer based on inferalia past track record, financial position and expcricnce Of ~ * 
similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received upto date of receipt 
of applications/extended date of receipt of applications for issue of t(nder tothe next higher Engineer Authority with copy of the 
Accepting Officer. No. appeal/representation shall be entertaincd in the due date of receipt of applications/extended date of 
receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his applications. 


[No. 8041/GE/DW-111/1999-2000/03/E8, dated 18-8-99.] 
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Repairing/Replacement of E/M Fittings 


The Garrison Engineer (West), Delhi Cantt.10 invites applications by 27th September, 1999 from enlisted MES, PWD and Railway 
contractors of the appropriate class for issue of tender for the under mentioned work :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No, Cost Money required to be 
deposited with the 
Tender 
Rs. Rs, 


1. GE/DW-110/99-2000— 
Repairing/Replacement of E/M Fittings and Fixtures in JCO/or MD Accn. SF Accn. 7.94 lakhs 15,800 
in CVD Area under GE (W), Delhi Cantt. 
Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications, copies 
of letter Of enlistment in other departinent, Income Tax Clearance Certificate and giving the designation and correspondence address 
of the Officers under whom the works were executed. 


Barnest Money shallbe deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note : 


Invitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even to enlisted 
contractor of appropriate class. 


Issu2 of tehder will b> decided by the Accepting Officer based on interalia past track record, financial position and expericnce of 
similar works executed by th: applicant/contractor. The Accepting Officer shall considsr applications received upto date of 
receipt of applications/extended date of receipt of applications for issue of the next higher Engineer Authority with the Accepting 
Offizer. No appzal/represzutation shall b>: entertained in the due date of receipt of applications/extended date of receipt of applications. 


The decision of the next higher Engineer Authority shal! be final. No applicant/contractor shall be entitled for any compensation 
whatsOever for rejection of his applications. 


[No. 8041/GE/DW-110/1999-2000/03/E8, dated 18-8-99.] 


Maintenance/Repair of Sewage Installation 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES, PWD ard Railway 
contractors of appropriate Class for issue of tender forthe under mentioned. work :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No. 4 Cost Money required to be 
deposited with the 
Tender 
Rs. Rs. 
1. GE/DW-97/99-2000— 4.50 lakhs. 9,000 


Maintenance/Repair of Sewage Installation under GE (West), Delhi Cantt.-10 
Contractors not enlisted with the MES, Western Command, Cnandimandir are required to submit with their applications, copies 
of letter of enlistment in other department, Income Tax Clearance Certificate and giving the designation and correspondence 
address of the Officers under whom the works were executed. * 


Earnest Money shall be deposited ‘alongwith the tenders by the contractors who have no Standing Security with MES. 


Note: 


Invitation for applications for issue of tenders docs rot constitute any guarantee for issue of tender to the applicant even to enlis- 
ted contractor of appropriate class. 


Issue of tender will be decided by the Accepting Officer based on intéralia past track record, financial position and exnerience 
of similar works executed by the applicant/contractor. The Accepting Officer shall corsider application received upto dateof receipt 
of applications/exterded date of receipt of applications for issue of the next higher Engineer Authority with the Accepting Officer. No 
appeal/represertation shall be entertained in the due date ot receipt of applications/exterded date of receipt of applications . 
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of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any comvensation 


The decision of ; ang1 
ww atsoever for rejection of his applications. 


[No, 8041/GE/DW-97/1999-2000/03/E8, dated 17-8-99 .| 


— as 


¢ 


Provision of Repair/Replacement of Certain E/M Items 


rison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES, PWD and Railway 


. 
snoenaeeet the appropriate class for issue of tender for the under mentioned work :— 
“Nor CANS ANTES ih Estimated Amount of Earnest 
a Cost Money requited to 

deposited with the 

Tender 

Rs. Rs. 

wn 
ie GE/DW-110/99-200 0— 
8,700- 


Provision of Repait/Replacement of Certain E/M Items in CVD Lines under GE 440 taka 
(West), Delhi Cantt-10. 


Contractars not enlisted with the MES, Western Command, Chandimandir are required to sugmit with their applications. ‘ copies 
of letter of enlistement In other department, Inzon? Tax Clzarana: Crrtiizats ai giving the designation and cotrespondence address 


of the Officers under whom the works were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note :— : 
ento enlisted 


Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicant ev 
contractor of appropriate class. 


at will be decided by the Accepting Officer based on interajia vast track record, financial positon and experience, 


cuted by the applicart/contractor. The Accepting Officer shall consider applications received upto date Of ae 
oO 


Iscue of tend 
similar works exe ; year 5 
applications/extended date of receipt of applications for issue of the next higher Engineer Authority with the Accepting Officer. 


i 


appeal/represe ntation shall be entertained in the due date of receipt of applications/extended date of receipt of applications. 
The decison of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his applications . 


[No. 8041/GE/DW-112/1999-2000/03/E8M, dated 18-8-99.] 
Term Contract for Artificer Works 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES. PWD and Railway 
contractors of the appropriate class for issue of tender for the under mentioned work :— 


Serial CA No. and Name of Work ces ted ee 
x Cost - Money required to be 
deposited with the 
Tender 
Rs. Rs.- : 
1. GE/DW-108/99-2000— ; 
Provision of Term Contract for Artificer Works for No 1 & 2 SIG GP. 629 TPT 5.00 lakhs 10,000 
Coy ASC and 16 Guards/386 Engts FD Coy in the Area of AGE B/R-IIl undet 9 


GE (West), Delhi Cantt-10. ‘ 


Contractors not enlisted with the MES, Western Command, Chandimandir ate required to submit with their applications, copies 
of letter of enlistment in other department. Incom Tax Clearance Certificate and giving the designation and correspondence address 
of rhe Officers under whom the works were executed. ; 


Earnest Maney shall be deposited alongwith tha tenders by the contractors who have no Standing Security with MES. 
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Note sat 


Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicantseven to enlisted 
contractor of appropriate class. 

_ Issue of tender will be decided by the Accepting Officer based on interalia past track record. financial position and experience of 

similar works executed by the applicant/contractor The Accepting Officer shall consider applications received upto date of receipt of 


applications/extended date of receipt of applications for issuesof the next higher Engineer Authority with of the Accepting Officer. No. 
appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his applications. 


[No 8041/GE/DW/108/99-2000/03/E8, dated 18-8-99.] 


Term Contract for Artificer Works 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES. PWD and Railway 
contractors of the appropriate class for issue of tender for the under mentioned work :— 


Serial CA No. and Name of Work ruta Kiet ob Wamnest 
a Cost Money required to be 
deposited with the 
Tender 
Rs. Rs. 


1. GE/DW-107/99-2000— 
Proviston of Term Contract for Artificer works at DAD Complex (Panchwati) in 5.00 lakhs 


the area of AGE B/R-IIl (Zone-IlI) under GE (West) Delhi Cantt-10. 


10,000 


Contractors not enlisted with the MES; Western Command, Chandimandir are required to submit with their application. Acaee 
of thelerter of enlistment in othar d3aartment, Incom3Tax Clzacanz3Crrtifisats aad zivingthidssigaatioa and correspondence ME 
of the Officers under the works wete executed. 


Earnest Money shall be deposited alongwith the tender by the contractors who have no Standing Security with MES. 


Note :— 


a Bae 3 : n- 
Invition for applications for issue of tenders does not constitute any guaranteefor issue of tendars to the applicant even to ¢ 
listed contractor of apppropriate class. 


Issue of tender will ba dacided by the Accepting Officer based on interalia past track record. financial position and oi Siege fe 
similar works executed by the applicant /contractor. The Accepting Officer shall consider applications received upto date of i p No 
applications/cxtended date of receipr of applications for issues of the next higher Engineer Authority with the Accepting Omivet 
appeal/repreSentation shall be entertained in the due date of receipts of applications/extended date of receipt of applications. 

The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his applications. 


[No. 8041/GE/DW-107/99-2000/03/E8, dated 18-8-99-] 


. 
- . x! 


Repairs to Roof Ceiling Plastering, etc. 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES, PWD and Railway 
contractors of the appropriate class for issue of tender for the under mentioned work :— 


Serial CA No and Name of Work Estimated | Amount of Earnest 
No, Cost Money required to be 
; deposited with the 
Tender 
Rs. Rs, 
1. GE/DW-101/99-2000— 
Repairs to Roof, Ceiling, Plastering and Flooring and Plinth protection at 5.00 lakhs 10,000 
Furniture Yard and CDS (1) in The Area of AGE B/R-1V under GE (West), Delhi 
Cantt-10.) 
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Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications, copies 


of letters of enlistment in other department, Income Tax Clearance Certificate and giving the designation and correspondence addresss 
of the Cfficers, under whom the works were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note :— 


Invitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even to enlis- 
ted contractor of appropriate class. 


Issue of tender will be decided by the Accepting Officer based on iateralia past track record, financial position and experience of 
similar works executed by the applicant contractor. The Accepting Officer shall consider applicaticns received upto date of receipt of 
applications/extended date of receipt of applicaticns for issue of the Next higher Engineer Authority with the Accepting Officer. No 
appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applicaticns. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his applications. 


[No. 8041/GE/DW-101/1999-2000/03/E8, dated 18-8-99.] 


— = * ~~ 


Repair ta Stair Case Landing 


\ 


The Garrison Engineer (Westt), Delhi Cant-10 invites applications by 27th September, 1999 from enlisted MES, PWD and Railway 
Conractor of the appropriate class for issue of tender for the under Mentioned work :— 


Serial CA No and Name of Work Estimated Amount of Earnest 
No. Cost Money required to. be 
deposited with the 
Tender 
Rs. Rs. 


1, GE/DW-102/99-2000— 


Repair to Stair Case Landing and Garrage Plastering, Flooring and Roof in Kabul 4,50 Lakhs 


Lines JCOS/OR, CIV MD Qtrs. in the Area of AGE B/R-IV under GE (West), 
Delhi Cantt-10. 


9,000 


Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications, copies 


of letters of enlistment in other department, Income Tax Clearance Certificate and giving the designation and correspondence addres 
of the Officers, under whom the works were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note :—- 


Invitati on for applications for issue of tenders does not constitute any guarantee for issue of tender to tke applicant even to enlisted 
contractor of appropriate class. 


___Issue of tender will be decided by the Accepting Officer based on interalia past track record, financial positionand experience of 

similar works executed by the applicant/contractor The Accepting Officer shall consider applications received upto Cate of receipt of 
applications/extended date of receipt of applications for issue of the next higher Engineer Authority with the Accepting Officer. No 
appeal/representation shall be entertained in the dve date of receipt of applications/extended date cf receipt cf applicaticns 


The decision of the next higher Engineer Authority shall be final, No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his applications. 


[No. 8041/GE/DW-102/1999-2000/03/E8, dated 18-8-99.] 
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Repairs to Joinery, Sanitary Fittings, Plastering, etc. 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 fr iste 
contractors of the appropriate class for issue of tender for the under GeriOnecrwaNs aed om enlisted MES, PWD and Railway 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No. Cost Money required to be 
deposited with the 
tender 
1. GE/DW-104/99-2000— Ae ae 
10.00 lakhs 20,000 


ines to ela eee Spee Plastering and Flooring and Sterengtly of RCC 
olumns. Beams an gs in Block No. 13,14,15 inthe Area of AGE B/R-IV 
under GE (West), Delhi Cantt-10. Sone 


Contractors nat enlisted with the MES, Western Command, Chandimandir are required to submit witthheir applications. copies 
of letter of enlistment in other department, Income Tax Clearance Certificate and giving the dasignation and correspondence address of 
the Officers under whom the works were executed. 


Batnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


_ Note :— Invitation for applications for issue of tenders dogs not constitute any guaantee for issue of tender to the applicant evan to 
enlisted contractor of appropriate class. 
_ _Issue af tender will be decided by the Accepting Officer based on interalia past track record, financial position and experience of 
similar works executed by the applicant/contractor. The Accepting Officer shalk consider applications received upto date of receipt of 
No 


applications/extended date of receipt of applications forissue of the next higher Engineer Authority with the Accepting Officer. 
appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled forany compensation 


whatsaever for rejection of his applications. 
[No. 8041/GE/DW-104/1999-2000/03/E8.. dated 1g-8-99.| 


—— $ 


Repairs to Roofing Ceiling. Plastering. etc. 


The Garrison Enginoer (West) Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES. PWD and Railway 
contractors of the apropriata class for issue of tender for tha under mentioned work :— 
Estimated Amount of Earnest 


Serial CA No. and Name of Work 
Ng Cost Money required to 
be deposited with the 
tender 
Rs. Rs. 
1. GE/DW-16¢3/99-2000— 
8.500 


Repaits to Roofing, Ceiling, Plastering. Flooring in Certain Bldgs. at Offica(CEDZ) 4.25 lakhs 
Complex in the Area of AGE B/R-IV under GE (West), Delhi Cantt-10. 


Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications, copies 
of letter of enlistment in other department, Income Tax Clearance Certificate and giving the designation and correspondence address of 
the Officers under whom the works were executed. 

Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note :—Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicant even 
toenlisted contractor of approprirate class. 
ill be decided by the Accepting Officer based on interalia past track record. financial position and experience of 
similar works executed by the applicant/contractcr tne Accepting Officer shall consider application received upto date of receipt of 
applications/extended date of receipt of applicaations for issue of next higher Engineer Authority with the Accepting Officer. No 
appeal/representation shall be entertained in the due date of receipt of applications/ext ended date of receipt of applications. 

The decision of the next higher Engineer Authority shall be final. No, applicant/contractar shall be entitled for any compensation 
whatsoever for rejection of his applications. 


Issue. of tender w 


[No. 8041/GE/DW-103/1999-2000/03/E8, dated 18-8-99.] 
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The Garrison Engineer: (I), AF Pathankot-145 001 
Repairs to Roof Leakage 


The Garrison E gineetr (1), Air Force, Pathankot (Punjab) -145001 invites applications by immediate 99, form the enlisted 
MES, CPWD and Railway Contractors of the appropriate class for the following :— 


Serial Naine of Work Estimated Earnest 

No. Cost Money 
Rs. Rs. 

1. Repair to Roof Leakage/Seepage Block No.-26, 28, 29 and 70 to 73 and P-84 Married Sgt and 7.20 lakhs 14,400 


Warrant Officers Quarters at Air Force Station, Pathankot. 

Contractors not enlisted with MES are required to submit with applications, copies of letters of enlistment in other formations 
and latest Income Tax Clearance Certificate, particulars cf work catricd cut by thcm during last two years giving designation of the 
Officer under whom executed, Earnest Money as indicated above is to be deposited alongwith tender by Contractors who have not 
Deposited Standing, Security with the MES. 


- Sdl- + 
Major 


[No. 8733/3/E8, dated 16-8-99.] 


ee 
° 


Office of the Garrison Engineer, Silchar Divn. Arunachal PO : Dist : Cachar, Assam-788 025 
Periodical Services to Certain Building 
The Garrison Engineer, Silchar Divn. Arunachal, P.O. : Dist : Cachar, Assam-788 025 invites application by 18th September, 


eae from enlisted MES, PWD, CPWD and Railway Contractors of the appropriate class for issue of tender for the following 
work :— ‘ ; 


Serial Name of Work Estimated Earnest j 
No. Cost Money 
Rs. Rs. 
1, Periodical Services to Certain Bldgs. in Zone ‘B’ at Masimpur under GE, Silchar . ; . 2,70 lakhs 5,400 


_ Contractors who are notenlisted with MES are required to submit their applications alongwith copies of letter of enlistment 
in other deparment, Income Tax Clearance Certificate and particulars of works carried out by them during last two years giving 
the designation of the Officer under whom the works were executed. They arealso required to deposit Earnest Money as above in the 
form of Deposit CallReccipt with teheir tender. MES Contractor will indicate their Index No. in their application. It may be 
noted that Bank Guarantee is not acceptable towards Earnest Money. ; 


Invitation forapPlication for issue or tender doesnot constitute any guranrateeforissue of tender to applicant eveM to enlisted 
contractors of approPriaty class. Issue of tender will be decided based on past record, financial position experinece of similar works 


and decision for issue of tender or otheriwise of the Accepting Officer shall be final and contractor will not be entitled for any com- 
pensation claim for rejection of his application’. 


[No, 8268/B/01/E8, dated 10-8-99.] 


Office of the Garrison Engineer (West), Delhi Cantt-10 
. Repair te Plumbing Work 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES, PWD and Railway 
contractors of the appropriate class for issue of tender for the under thentioned work :—- 


Serial CA No and Name of Work Estimated Amount of Earnest 
ay Cost Money required to be 
deposited with the 
Tender 
Rs. Rs. 


.1 ¢e/DW-106/99-2000 — 
G ERpair to Plumbing work-and Sewage Lines at.COD Lines in the Area of AGE 3.06 lakhs 6,100 
B/R-I under GE (West), Delhi Cantt-10. 
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*-Contractors not efiilisted with the MES, Westetn Command, Chandimandir are required to submit with their applications, copies 
of letter of enlistment in other department, Income Tax Clearance Certificate and givirg the designation and correspondence adarcs 
of the Officers under whom the works were exccuted. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note :— 


invitation for applications for issue of tenders does not constitute any guarantee for issue of tende! to the applicant eveN 10 ¢ nist d 
contractors of appropriate class. 


_ _Issue of tender will be decided by the Accepting Officer based on interalia past track record, financial position and experience of 
similar works executed by the applicant/contractor. Tbe Accepting Officer shail consider applications recciivcd ULIO Gaic of rece ft 
of applications/extended date of receipt of applications for issue of the next higher Engineer Authority with the Accepting Officer. No 
appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applications. 


_ The decision of the next higher Engineer Authoriity shall be final. No applicant/contractor shail be eititied for any ccmpcnsa- 
tion whatsoever for rejection of his applications. 


[Ne. 8041/GE/DW-1C6/99-2000/03/E8, dated 18-8-99.] 


E Provision of G. I. Charpoy 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted MES, FWD and Railway 
contractors of the appropriate class for issue of tender for the under mentioned work :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No. t Cost Money required to be 
deposited with the 
Tender 
Rs. Rs. 


1. GE/DW-105/99-20090-— ie 
Provision of Gl Charpoy under GE (West), Delhi Cantt-10 . F ; F . 2.85 lakhs 5,600 


Contractors not enlisted with the MES, Western Command, Chandimandir are requir. d to sukmit with thei appl cations, copies 
of letter of enlistment in other department, Income Tax Clearance Certificate and giving the designation and correspondcrce acdrcs 
of the Officers under whorn the works were-executcd. 


©) Earnest Money sha! be deposited alongwith the tenders by the contractors who have no Standing Security with. MES. 


Note :— 


Invitation for applications for issue of tendcr does not constitute any guarantee for issue of tender to the applicant cvcn to enlisted 
contractor of appropriate class. 


_ _Issue of tender will be decided by the Accepting Officcr based on interalia past track record, financial position and experience of 
similar works executed by the applicant/contractor The Accepting Officer shali consider applications received upto dat. of receipt 
ofapplications/extended date of receipt of applicatio.s for issue of the next higher Engineer Authority with the Accepting Officer. No 
appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applicaticns. 


The decision of the next higher Enginecr Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his applications. 


[No. 8041/GE/DW-105/99-2000/03/E8, dated 18-8-99.] 
Office of the Garrison Engineer, Binnaguri, P.O. : Binnaguri, Dt- Jalpaiguri. W.B, -735203 . 
Repairs to Certain Buildings, etc: . 
‘The Gatrison Engineer, Binnagrir, Post : Binnaguri, Dist : Jalpaiguri( W.B.) Pin-735203 invites applications by 27th September, 


Selotec enlisted MES, PWD, CPWD and Railway Contractors of the appropriate class for issue of tender for the following 
works : 


Serial Name of Work _ Estimated Earnest 
No. } i ( eee ; Cost ©». ) “Money 
OIOKTINE Rs. Rs, 
on over ofl 
1,: hens to Certain Buildings for Improvement of Leakage and Seepage from Roof of Certain™ 4.67 lakhs 9,340 
a ficers Md. Accn. Div. CS D Canteen in Central Zone at Binnaguri. 
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Estimated: Bernest 


ial Nome of Works 
5a i Cost Money 
Rs. Rs. 
2. Repairs to Certain Roads and Approch Roads of Arty BDE, Stn HQ and Arty BDE MESS 4.60 Lakhs 9,200 


comnected with lehal Marg in South Zone at Binnaguri. 


3. Repairs to Steel Window, Ventilators, Replacement cf Glass Panc, Hinges, Handles, ete. and 4.36 Lakhs 
Painting to Joniery Steel Wooden and Plastered surfaces of Certain MD Accn in South 
Zone at Binnaguri. 


4. Repair/Replacement/Improvement of Internal Electrification and Security lingtworksinCertain 4.74 Lakhs 9,480 
pump House in South Zone at Binnaguri. 


8,720 


5. Repair/Rectification/Improviement offHT Distur bution system insub. Stn. No. 4,16,20,19 and 4.55 Lakhs 9,100 
CPH at Binnaguri. 
6. Repairs/Painting to Certain Furniture of OTM Bldgs at Binnaguri ; ; : : . 4.64 Lakhs 9,280 


Contractors not enlisted with MES formation are required to submit with their applications, copies of letters of enlistment in other 
departments, Income Tax Celearance Certificate and particulars of work carried out by them during last two years giving the deignation 


of Officer under whom the works were executed. 
[No. 8109/195/E8, dated 5-8-1999.] 


eee fe 
. 


Garrison Engineer (1) (P), Fy., Bhusawal-425 203 
Constn. of One Change Room 


_The Garrison Engineer (1) (P), Fy, Bhuswal, RPD Complex, Bhuswal-425203 invites applications from enlisted MBES/CPWD/ 
Railway contractors of appropriate class for the following work :— 


Serial Name of Work Estimated Earnest Last Date of Receipt 
No. Cost Money of Applications 
Rs. Rs. 
1. Constn. of One Change Room in PT Section at Ord. Fy. Varangaon. 4.70 Lakhs 9,400 24th September, 1999. 
at par mar- 
ket rate 


Contractors not ealisted with MES are requested to submit with their applications,copies of the letters of enlistment in other depart- 
ments, valid ITCC and particulars of works carried out during past two years supported with certificates from the authorities under 
whom they were executed. Earnest Money as indicated above in the form of Call Deposit Receipt from any Scheduled Bank isto be 


Deposited. 
[No. 8922/02/E8, dated 18-8-1999.] 


se fee 
. 


Garrison Engineer, E&M, Mamun (Pathankot) 
Rewiring to Certain MD JCO’s/OR’s  Accn. 


The Garrison Engineer (E&M),Mamun (Pathankot) invites applications by 15th September, 1999 from enlisted MES, CPWD 
and Railways contractors of the approrpaite class for the following :— 


Serial Name of Work Estimated Earnest 
No: Cost Money: 


Rs. Rs. 


1. Rewiring to Certain Md JCO’s/OR’s accn in Bhattachargee enclave at DIB Zone : . 7.20 Lakhs 14,500 Nai 
y the 
contractors 
who have na 
g 
Security 
with MES 
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Contractors not enlisted with MES are required to submit with their applications, letters of enlistment in other department, Income 
Tax Clearance Certificate and Particulars of work carried out b 


y them during the last three years giving designation of the Officer under 
whom executed. 


[No. 8002/EM/M-46/3/E8, dated 10-8-99. j 


Repair/Replacement of Security Light 


The Garrison Engineer (E&M), Mamun (Pathankot) invites applications by 15th September, 1999 from enlisted MES, CPWD 
and Railways contractors of the appropriate class for the following :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
2 Rs. Rs, 
1. Repair/Replacement of Security lights of DTA and D-II Zone Area 2.49 Lakhs Po eek 
e by the 
contract ors 
who have no 
Standing 
Security with 
MES. 
2. Provision of replacement of U/S MCBS and U/G cables of md offers accn at Mamun . . 2.21 Lakhs 4,420 Ditto, 
Contractors not enlisted with MES are required to submit with their applications, letters of enlistment in other department,Income 
Tax Clearance Certificate and Particulars of work carried out by them during last three years giving designation of the Officer under 
whom executed. 
[No. 8002/EM/M-20/35/E8, dated 7-8-99. ] 
Office of the Garrjson Engineer, Khaprail, Post : Matigara, Dist. Darjeeling (W.B.) 
Renewal of Wooden Furniture 
The Garrison Engineer, Khaprail, Post. Matigara, Dist. Darjeeling (W.B.) invites separate application by the date shown against 
the work from appropriate categories of M.E.S., C.P.W.D., P.W.D. and Railway contractor for issue of Tender form for the ‘follow- 
ing work :— 
Serial Name of Work Estimated Earnest Last Date of Receipt of 
No. Cost Money Application 
Rs. Rs. 
® 1. Renewal of Wooden Furniture under GE, Khaprail . , : 4 Lakhs 8,000 20th September, 1999, 


Contractors not enlisted with M.E.S. are required to submit alongwith their applications copies of letters of enlistment in other 
department, latest Income Tax Clearance Certificates and particulars of work carried out by them during last two years giving 
the designation and address of Officer under whom executed, Earnest Money is required to be forwarded alongwith. the tender by 

® those contractors who have not lodged Standing Security Deposit with any of the M.E.S. formation. Invitation for application 
for issue of tender does not constitute any guarantee for issue of tender to applicant, even to enlisted contractor for appropriate 
class. Issue of tender will be dicided based on past track records, financial position, experience of similar works. and decision for 


issue of tender or otherwise of the Accepting Officer shall be final and contractor willnot be entitled for any compensation for rejection 
of the application. 


Sd/- 
Major 
[No. 8971/C/14/E8, dated 21-8-99.} 
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Office of the Garrison Engineer, E/M, Chakerj, Kanpur-08 
Provision of EOT Crane 


The Garrison Engineer, E/M, Chakeri, Kanpur-08 invites applications from enlisted M.E.S., P.W.D., C.P.W.D. and Railway 
contractors. of the appropriate class for the following work :— 


Serial Name of Work Estimated Earnest Applications invited by 
No. é % Cost Money 
| Rs. Rs. 


1. Provision of EOT Crane at Bldg. No. ARD-17 of 4BRD at AF * 9,30 Lakhs 18,600 24th September, 1999. 
Station, Chakeri. 


Contractor not enlisted with M.E.S. are required to submit with their application, copies of letters of - enlistment in other 
department, Income Tax Clearance Certificate and other particulars of the similar works carried out by them during the last two * 


years giving the designation of Officer under whom the works have been executed. Earnest Money shall be deposited by the con- 
tractors “who have no Standing Security with M.ES. oh 5 


[No. 8459/02/E8, dated 17-8-99.] 


Ge siakody Replacement of Cooling Coil and Cooling Tower 


> The Garrison Engineer, E/M, Chakeri, Kanpur-08 invites applications from enlisted MES, PWD, CPWD and Railway con- 
tractors of the approrpaite class for the following works:— 


Serial Name ae Works ; Estimated Earnest Applications 
Oo. Cost Money invited by 
Rs. Rs. 
1. Replacement of Cooling Coil and Cooling Tower of New OT Ait Con- 4.50 Lakhs 9,000 18th September, 1999. 


ditioning plant at No. 7 AF Hospital, Kanpur. 


2.: Repair/Maint/ImproVvement of Standby Power Supply at No. 7 AF 3.20 Lakhs 6,400 18th September, 1999. 
Hospital, Kanpur. 


Contractor not enlisted with MES are required to submit with their appiication, copies of letters of enlistmentin other department, 
Income Tax Clearance Certificate and particular of the similar works carried out by them during the last two years giving the designarion 
of Officer under whom the works have been executed. Earnest Monzy shall b2 deposited by the contractors who haveno Stan- 
ding Security with MES. 

[No. 8457/02/E8, dated 16-8-1999.] 


— ee 
. 


a 


‘Office of the Garrison Engineer, (Madhya) Garrison Engineer, (Central) Kirkee, Pune-411 003 _ 
Provision and Installation of Syntex Water Tank alias tink he 


-. “The Garrison Engineer (Central), Kirekee, Pune-411003 invites the applications upto 25th September, 1999 from MES, CPWD, 
PWD and Railway contractor of appropriate class for issue of tender for the works mentionted below :— ov 


Serial Name of Work Estimated Earnest Last Date of Receipt 
_ No. | Cost Money Of Application 4 
Rs. Rs. | 


VY. Provision and Installation of 29 Nos.Syntex water Tanks (1090 Ltrs. capacity) 3.00 Lakhs 6,000 25th Setpember,, 1999. 
for 5 single inviting Blocks at ground floor lovel at ME Lines 
of CAFVD, Kirkee. } s 


Contractors who are not borne on the Approval MES list of Chief Engineer, Southrn Command are required to furnish alongwith 
~‘the applicantion, attested copies of leeters enlistment with other Department/Command, latest Income Tax Clearance Certificate and 
particulars of works carried out by them during the last three years stating the designation(s) of the Officers under whom the same 
Were executed, Contractors who have not lodged Standing Security Deposit with the MES. will be required topay Earnest Money 
asmentioned above while submitting the tender in case their names are selected for issue of tender. 


[No. 8006/882/E8, dated 13-8-1999.] 
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The Garrison Engineer, 859 Engineer Works Sec,, C/o 99 APO 
Term Contract for Artificer Work 


The Garrison Engineer, 859 Engineer Works Sec., C/0 99 APO invites applications b i 
, ’ ‘a ‘ y 18th September, 1999 from enlisted 
MES, CPWD and Railway contractors of the appropriate class for issue of tenders for the Policwing work :— ‘ 


Serial Name of Work Estimated Earnest Period of 
No Cost Money Completion 
Rs. Rs. 
# bs eontiact for artificer work at Zone ‘A° in AGE B/RI under GE, 10 lakhs 20,000 12 Months. 


_ Contractors not enlisted with MES formation are required to submit with their applications, copies of letters of enlistment 
in other departments, Income Tax Clearance Certificate and particulars of works carried out by them during the last two year's 
giving the designation of the Officer under whom the works were executed. 


(No. 8000/AB/III/E8, dated 7-8-1999. 
Garrison Engineer, Fort Saint George, Chennai-600 009 
Water Proofing Treatment 


The Garrison Engineer, Fort Saint George, Chennai-600 009 invites applications by 25th September, 1999 from enlisted 
MES, CPWD and Railway contractors of the appropriate class for issue of tender for the following work :— 


eile Name of Work Estimated Earnest Period of 

pe: Cost Morey Contract 
Rs. Rs. 

3.50 lakhs 7,€00 3 Months. 


1. Water proofing treatment to building No. V (Single Men living accn of 
ASC ,Sup) and portionof building No. IV (Single men living accn of 
Statio Workshop), inside Fort Area, Chennai. 


Contractors not enlisted with MES ate fequired to submit alongwith their applications, copies of letter of enlistment in ae 
departments, fresh Income Tax Clearance Certificate in the new proforma, particulars of works carried out by them duting the tas 
two yeats giving designation of the Officers under whom executed. Earnest Money to be deposited alongwith the tender as 
noted above shall be payable by the contractors who have no Standing Security Deposit with MES. 


Invitation for issue of tenders does not constitute any guarantee for issue of tender to applicant, even to enlisted gener ee 
of approprate class. Issue of tenders will ba decided based onthe past track records, financial position, experience sie ape he 
works and decision of the Accepting Officer for issue of tender or otherwise shall be final and binding. Cortractor wi 


entitled for any Compensation for rejection of his application. 
[No, 8712/04/E8, dated 17-8-1999.} 


Garrison Engineer (Air Force), Vayusena Nagar, Nagpur-440 007 


Provision of Cement Based Paint 
or the following work from 


The Garrison Engineer ( Air Force, Vayusena Nagat, Nagpur:-440007 invites applications f 
enlisted MES, PWD, CPWD and Railway contractors of appropriate class for issue of tender :— 


Opening Date 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Deposit 
Rs. Rs. 


i 
{. ‘Provision of cement based paint to external walls of officers 2.36 lakhs 10,000 18th September, 1999, 
quatters at WVayusena Nagar, Nagput A. 
ies of letters of enlistment inother departme nt. 
d out during the last two years giving the 


Contractors not enlisted with MES are required to submit their applications, cop 
der as shown against the work 


Income Tax Clearance Certificate, financial resources and particulars of works carried | 
designation of the Officer under whom executed. Earnest Money to be deposited alongwith the ten 


is payable by the contractors who have no Standing Security with MES. 
{No, 8652/03/E8, dated 12-8-1999.]} 
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Office of the Garrison Engineer (I) (P) Fy., Bhusawal, RPD Complex, Bhusawal-425 203 


Provn. of Deficient Furniture. 


The Garrison Enginecr (1) (P) Fy., Bhusawal RPD Complex., Bhusawal- 425 203 invites applications from enlisted MES/ 
CPWD/Railway contractors of appropriate class fcr the following work :— 


Serial Name of Work Estimated Earnest Last Date of Receipt 
No, Cost Money of Applications 
Rs. Rs. 
1. Provn. of Deficent furniture at Bhusawal. . : ; : - 10.47 lakhs 20,800 24th September, 1999, 
at par market 
rate 


Contractors not enlisted with MES are requested to submit with their applications, copies of the letters of enlistment in other 
departments, valid ITCC and particulars of works carried out during past two years supported with certificates from the autho- 
rities under whom they wece executed. Earnest Money as indicated above in thy form of Call Deposit Receipt from any 
Scheduled Bank is to be deposited. 


[No. 8921/02/E8., dated 18-8--99.] 


Provn of M.S. Grills to Windows and Ventilators, ete. 


The Garrison Engineer (1) (P) Fy., Bhusawal., RPD., Complex., Bhusawal- 425203 invites applications from enlisted MES/ 
CPWD/Railway contractors of appropriate class for the following work :— 


Serial Name of Work Estimated Earnest — Last Date of Receipt 
No. Cost Money of Applications 
Rs, Rs. 
li -Provn. of M.S. Grills to windows and Ventilators of Admin. block 4.21 lakhs 8,500 24th September, 1999, 
at Ord. Fy.. Varangaon. at par 


market rate 


Contractors not. enlisted with MES are requested to submit with their applications, copies of the letters of enlistment in 
other departments, valid ITCC and particulars of works catried out during past two years supported with certificates from the 
authorities under whom they were exccuted. Earnest Money asindicated above in the form of Call Deposit Receipt frem any 
Scheduled Bank is to be deposited. ‘ 

Sd./- 
EE 
Gatrison Engineer — 


[INc. 8923/02/E8, dated 18-8-1999.] 


Garrison Engineer (E/M), Firozpur Cantt.- 152 001 
Repair|/ Replacement of Overhead lines 


The Garrison Engineer (E/M), Firozpur Cantt- 152001 invites applications by 20th September, 1999 from contractors of 
the appropriate classesfor issue of tenders for the following works :— 


Serial Name of the Works Estimate Earnest Period of 
No. i Cost Money Completion 
Rs. Rs. 
1. Repair/Replacement of Overhead lincs and HT/LT Poles damaged Cuc to 5 lakhs 10,000 2 Months 


Storm at FZR Cantt. 


NO 


Repair/Replacement of Security and Street lights damaged cue to term 4 lakhs 8,000 2 Months 
at.F ZR Cantt. 


[No. 8026/A/744/E8., dated 14-8-1999.] 
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The Garrison Engineer, Istagur, P. O. Newabgani, Dist. 24 Parganas(N). (W,B.)+743 144 


Repairing of Electrical Wiring of Lights & Fans, etc. 


Engineer, Ishapore invites applications by the dates given against each from appropriate categories of MES, 


The Garrison 
CPWD., PWD and Railway contractors for issue of tender forms for the following works :— 


Serial Name of Work Estimated Earnest Last Date of Receipt 
No. Value Money of Application 
Rs. Rs. 
25 5.23 lakhs 10,500 21st September, 1999. 


1. Repairing of electrical wiring of lights and Fans in FVR., 
Vds. Range and OH distribution of Range Area at RFI under 
GE, Ishapore. 
Contractors not enlisted with MES are required to submit alongwith their applications, copies of letters of enlisted in other 
department, Latest Income Tax Clearance Certificate and Particulars of work carried out by them during last two years giving 
the designation and address of Officers under whom executed. Earnest Money is required to be forwarded alongwith the tenders 


by those contractors who have not Standing Security with any of the MES formation. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant, even to enlisted 
contractors of appropriate class. Issue of tender will be decided based on past track record, financial position, experience of 


similar works and compensation for rejection of the application. 


. 


t 


Sd./- 
Major. 


[No. C/8107/99-2000/2/E8, dated 13-8-1999.] 
The Garrison Engineer (AF), Vayusena Nagar, Nagpur-440 007 
Repairs to Roads 


The Garrison Engineer ( Air Force), Vayusena Nagar, Nagpur-440 007 invites applications for the following works from en- 
listed MES, PWD, CPWD and Railway contractors of appropriate class for issue of tender for :— 


Serial Name of Work Estimated Earnest Opening Date 
No. Cost Money 
Deposit 


(At Par SSR 91) 


Rs. Rs) 


1. Repairs to roads at Vayusena Nagar, Nagpur. 2.07 lakhs 9,000 18th September, 1999, 


Contractors not enlisted with MES are required to submit their applications, copies of letters of enlistment in other department 
Income Tax Clearance Certificate, financial resources and particulars of works carried Out during the last two ears 
giving the designation of the Officer under whom executed. Earnest Money to be deposited alongwith the tender as cae 
against the work is payable by the contractors who haye no Standing Security with MES. 


[No, 8646/06/E8, dated 12-8-1999.] 
Garrison Engjneer’s Office Khatjpura Road, Jajpur-302 012 
TC for Artificer Works, etc. 


The Garrison Engineer, Jaipur invites applications from MES/CPWD/PWD and Railway approved contractors of appro- 
priate class for issue of tenders for the following works :— 


Serial Name of Works Estimated Earnest Last Date of Receipt 
No. Cost Money of Application 
Rs. Rs. 

1. TC for Artificer works for shopping complex side in Zone -I 10 lakhs - 16,000 20th September, 1999, 
(A) at Jaipur. - 

2. TCfor Artificer works for in Md Officers Accn complex side in Zone- 10 lakhs 16,000 20th September, 1999, 
I (B) at Jaipur. 

3. TC for. Artificer works for Haldi Ghati Lines, Def Civ Quarters 10 lakhs 16,000 20th September, 1995. 
and Bhankrota in Zone - [ (A) at Jaipur. i 
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Contractor, who are not borne on the approved list of Chief Engineer, Southern Command, Pune, Commander Works 
required to furnish alongwith their application, attested copies of letters of enlistment with other department, 

Command, latest Income Tax Clearance Certificate and particulars of works carried out by them during the last three years stating 
the designation of Officers under whom the same were executed. Contractors who have not lodged Standing Security with MES 
will be required to furnish Earnest Money mentioned above while submitting the tender if their names are selected for issue of tender. 


[No. 8353/02/E8., dated 2-08-1999.] 


Engineer, Jaipur are 


Office of the Garrison Engineer, Gwalior-06 
Improvement to Drainage in Md. Accn. 


The Garrison Engineer, Morar, Gwaliorinvitesapplicationsfrom contractors enlisted with Govt. Department to apply for 


issue of tender for the following work :— . 


Serial Name of Work Estimated Earnest Period of ApPlication by 
No. Cost Money Completion 
Rs. Rs. ‘ 


1. Improvement to Drainage in Md. Accn. area of Field 4.50 Lakhs 9,000 04 Months 18th September, 1999. 


Battery lined at Gwalior. 
Contractors not enlisted in MES shall attach with their applications copies of valid 1.T.C.C. and Particulars of works executed 


during last 3 years and financial reasources. 
Sd.|- 
. EE . 
Garrison Engineer 


[No. 8000/IT/3055/E8, dated 12-8-99.] 


Office of the Garrison Engineer (AF), Tambaram, Chennai-46 
Addition/Alterations to DSC Mess 


The Garrison Engineer (AF), Tambaram, Chennai-46 invites application by 18th September, 1999 from enlisted MES, CPWD, PWD 
and Railway contractors of the appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Rs. RS: 


1. Addition/Alteration to DSC Mess and Toilets at AF Stn., Tambaram : 11.80 Lakhs _ 22,700 06 Months. 


Contractors not enlisted with MES are required to submit alongwith their applicaticns. copics of letters of enlistment in other depart- 
Ment, fresh Income Tax Clearance Certificate, Particulars of wotk carried out by them during the last two years giving desaiit cn cf 
works, designation of the Officers under whom executed, Rarnest Money to be deposited alongwith the tender is noted against wo1k 
payable by the contractors who are not having Standing Security Deposit with the MES. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
contractor of appropriate class. Issue of tender will be decided by the Accepting Officer based on the past track records, financial 
position and experience of similar worksof the applicant/contractor. The decision of the Accepting Officer for issue of tender or other- 
wise to the applicant/contractor shall be finaland the applicant/contractor will not beentitled for any compensat ionfor rejection of his 


application, 
[No. 8410/17/1046/E8, dated 6-8-99.] 
Commander W orks Engineers, Jaipur-6 
Manufacture and Supply of Furniture ’ 


Pes The Commander Works Engineers, Jaipur-302 006 invites application upto 17th September, 1999 from MES/CPWD/PWD and 
Railway contractors of appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest _— Last Date of Receipt 
No. Cost Money of Application 
Rs. Rs. 
1. Manufacture and Supply of Furniture for 80 ORs at Jaipur . . 7,50 Lakhs 15,000 17th September, 1999, 
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Contractors who are not borne on the approved list of Chief Engineer Southe1n Command/Commander Works Engineers Jaipur 
are required to furnish alongwith their applications, attcstca ccpics of letter of enlistment with other departments/Commands, latest 
Income Tax Clearance Certificate and Paiticulars of works carried cut by them Curing the lastthice years, stating the designation of 
officer under whom the same were executed. Contractors who have not lodges Standing Security with MES will be required to pay 
Earnest Money as above, while submitting the tender incase theirnames are selected for issue of tender. 


[No. 89255/2/E8, dated 20-7-99.] 


Office of the Chief Engineer (Fy), Hyderabad Opp. Parade Grounds, Sarder Patel Road, 
Secunderabad-500 003 


Provision of Office, etc. Accommodation 


_ The Chief Engineer (Fy), Hyderabad, Opp. Parade Grounds, Sardar Patel Road, Secunderabad-500 003 invite applications from 
enlisted MES/CPWD/Railway contractors of approprirate class for the following work :— 


Serial Name of Work Estimated Earnest Last Date of Receipt 
No. Cost Money of Applications. 
Rs. Rs. 


1. Provision of Office/Acministrative/Technical Accommoéaticn for 400 Lakhs 3,50,000 23rd September, 1999. 


DGQA ESTT at Secunderabad. 
Contractors not enlisted with MES are required to sutmit with their applications, ccpiesof letters of enlisiment in other 


department, valid I.T.C.C., and particulars of works carricd out during past two years, supported with certificates from the 
authorities under whom they were executed. Earnest Money asindicated above in the form of Cell Deposit Receipt from any Scheduled 


Bank is to be deposited. 
[No. 830185/SEC/7/E8., dated 21-8-99.] 


Office of the Garrison Engineer (1) R/D, M-884, Sector 29-A, Chandigarh 
Provision of RCC Overhead Reservoir 


The Garrison Engineer (1) R&D, M.884, Sector 29-A, Chandigarh invites applications for under Mentioned works from enlisted 
contractors of MES of appropriate class :— 


Serial Name of Work Estimated Earnest Last Date of Receipt Concerned GE 
No. Cost at Money of Application 
par SSR. : 
Rs. Rs. 
1, Provision of RCC over head reservoir in residential 13.50 Lakhs. 27,000 18th September, 1999. GE(1) R&D, 
area at TBRL Ramgarh (Haryana) Near Chd. (At par 
market). Chandigarh. 


Contractor not enlisted with the MES are required to sutmit their applications with ccpies of letter of enlistment in other 
department, Income Tax Clearance Certificate and Particulars of works/carried out by them curing the last two years giving the desig- 
natjon of Officers under whom executed. Earnest Money tobe deposited along with tender will beas givenin Col.4 above for 
contractor who have not got Standing Security Deposit with the MES. 


Alongwith the application for issue of tender,. The contractor is required to furnish a proof of having executed similar works 
within last 3 years, failing which his application for issue of tender shall not be considered. 


[No. 8139/R&D/59/2/E8, dated 9-8-99.] 


INDIAN TRADE JOURNAL @ September 8, 1999 A631 


Garrlson Engineer (AF) Borjar, Guwahatl-15 (Assam) 
Certain repairs to Cattle Fencing Gate, etc. 


The Garrison Engineer (AF) Borjar, Guwahati-15 (Assam) invites applications by 20th September, 1999 from enlisted M.E.S., C.P.W.D.., 
P.W.D. and Railway contractors on the appropriate class for issue of tender for the following :— 


Serial Name of Work Estimated Earnest Period of Appropriate 
No. Cost Money Completion. Category 
Rs. Rs. 
1. Certain repairs to cattle fencing gate, toilet, cycle shed for E/M 3.10 Lakhs 6,200 4 Months. *F°(R) 


installation of RAME ‘G’ at Mtn. Shadow and Site ‘C’ and 
repairs to walls, Joineries, ceiling roof of 3 AFSR under GE(AF) 
Borjar. 


2. Repairs to Sewege system Septic tank, Soakage pit, manholes at 3.70 Lakhs 7,400 4 Months. *F’(R) 
Mountain Shadow area under GE (AF), Barjar. 


Contractor not enlisted with M.E.S. are requested to submit their applications, alongwith copies of letters of enlistment in other 


department, Income Tax Clearance Certificate and particulars of works carried Out by them during the last two years giving the designa- 
tion of the Officers under whom the works were executed. Earnest Money 1s required to be deposited by Contractor who have no 


Standing Security with M.E.S. 
[No. 8687/2/E8, dated 14-8-991.] 


—— | —_——— 


Commander Works Engineers/ P.O. Dlikusha/ 229, M G Road, Lucknow-226 002 
Provision of Security Wall, etc. 


The Headquarters, Commander Works Engineers, P.O. Dilkusha, 229 MG Road, Lucknow-226002 invites applications from enlisted 
M.E.S., C.P.W.D. P.W.D. and Rzailways Contractor’s of the appropriate class for issue of tender as appended below :— 


Serial Name of Works Estimated Earnest Date of Applications Concerned 
No. Cost Money GE. 
Rs. Rs. 
1. Provision of Security Wall at Dlkusha Officers accn. at 9.50 Lakhs 19,000 20th September, 1999. GE(East) 
Lucknow. Lucknow. 
2. Special repairs to Bldg. No. 33 havelock lines at Lucknow 7.00 Lakhs 14,000 22nd September, 1999. GE(West) 
Lucknow. 


Contractor(s) not enlisted with M.E.S., Central Command, Lucknow are required to submit their applications, alongwith copies of 
letters of enlistment in other departments, Income Tax Clearance Certificate and particulars of works carried out by them during the 
last two years giving the designation of Officers under whom the works were executed. 

Earnest Money shall be deposited alongwith tender by the contractors who have not deposited Standing Security with M.E.S. 
[No. C-81500/E/242/01/B8, dated 15-8-99.j 


Garrison Engjneer’s Office, Ahmednagar-414 001 
Provision of Mosquito Proofings 


The Garrison Engineer, Ahmednagar will issue the following tenders :— 


Serial Name of Work Estimated Earnest Date of Receipt of Date of Issue of 
No. Cost Money Application Tender 
Rs. Rs. 


1. Provision of Mosquito proofing to Bldg. No. 8.50 Lakhs 17,000 25th September, 1999 27th September, 1999. 
P/10 to P/15 at MIRC, Ahmednagar. 


The contractor shall furnish list of similar work done in last 3 years with valid Income Tax Clearance Certificate. 
[No. 8001/1488/DE8, dated 6-8-99.] 
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Garrison Engineer’s Office, Nasijrabad (Rajasthan) 


Manufacture and Supply of Steel Furniture 


The Garrison Engineer, Nasirabad invites applications upto the date indicated against the works from M.E.S., C.P.W.D. and Rail- 
ways contractors of appropriate class for issue of tender for the following works :— 


Serial Name of Work Estimated Earnest Period of | Last Date of Receipt 
No. Cost Money Completion of Application 
Rs. Rs. 
1. Manufacture ard supply of Steel furniture for AMS at Ajmer 3.80 Lakhs 7,600 5 Months 22nd September, 1999. 


Contractors who are not borne on the approved list of SC, M.E.S. are to furnish alongwith tender applications, attested copies of 
letter of enlistment with other Department/Commands, latest Income Tax Clearance Certificate, Particulars(Including credentials) of 
work carried out by them during the last three years stating the designations of the Officer, under whom executed. Earnest Money to be 
furnihed alongwith tender by the cont.aciors who have not Standing Security with the M.ES. as mentioned against works. 


[No. 8001/1058/E8, dated 11-8-99.] 
Garrison Engineer(1) R and D, M-884, Sector-29A, Chandigarh 
Provision of Storage Accn. 


The Garrison Engineer (1), R and D, M-884, Sector-29A, Chandigarh invites applications for undermentioned works from enlisted 
contractors of M.E.S.,C.P.W.D. and Railways of appropriate class :— 


Serial Name of Work Estimated Earnest Last Date of Recaipt of Concerned GE 
No. Cost Morey Application 
At par SSR 
Rs. Rs. 
1. Provision of storage. accn. for M.E.S. at FRL Leh. 9 Lakhs 18,000 23rd September, 1999 GE(I) R and D, 


Chendigarh. 
Contractors not enlisted with the M.E.S. arerequired to submit their applications with copies of letters of enlistment in otherdepart- 
ment. Income Tax Clearance Certificate and particulars of work, carried out by them during the last two years giving the designation 
of Officers under whom executed. Earnast Money to be deposited alongwith tender will ba as given in Col. 4 above cortractor who 
have rot got Standing Security Deposit with the M.E.S. 


[No. 9001/R and D/CHD-53/(LEH)/2/E8. dated 30-7-99.| 


Office of the Commander Works Engineers, Leh, C/O 56 APO 
Provision of Bore Well 


The Commander Works Engineers Leh C/o 56 APO invites aplication by 15th September, 1999 from enlisted M.E:S.. C.P.W.D 
P.W.D. ard Railwey cortractors of all appropriate class for the following work :— 


Serial Name of Work Estimated Earnest Period of Last Date of Receipt of 
No. Cost Money  Compietion Application, 
Rs. Rs. 
1. Provision of Bore Well at MAC Hunder . : : . 9.50 Lakhs 20,060 6 Months 15th September, 1999, 


Cortractor rot enlisted with M.E.S. are required to submit applications alongwith :— 
(a) Copies of letter of enlistment in other department and latest Income Tax Clearance Certificate. 
(b) Particulars of works carried out by them during the last two years, designation of Officer under whom executed. 


Ear nest Money to be provided alongwith the terder as mertioned above. payable by the contractors who have not deposited Standing 
Security with the M.E.S. 


[No. 8000/Adv/397/E8. dated 25-8-99 received through Fax on 
26-8-99.] 
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Office of the Garrison Engineer (1) R&D, Chandrayangutta, Hyderabad-500 005 
Manning, Operation of Higher Capacity AC Plants, etc. 


The Garrison Engineer (1) R&D, Chandrayangutta, Hyderabad-500 005 invites applications by 24th September, 1999 for the 
following works :— 


Serial Name of Works Value of | Earnest 
No. Work Money 
Rs. Rs. 
1, Manning, Operation of Higher Capacity AC Piants at RCI, Hyderabad ; : : 5.00 lalhs. 10,000 
2. Additions/Alterations to Building No. 0204 at RCI, Hyderabad ; ; : ; : 3.80 a 7,600 
3. Special Repairsto Existing WBM Perimeter RoadatDLRL, Hyderabad : t i : Tie 15,600 
4. Provision of completion of Certain Works in proposed Substation Building at DRDL 3:10 4 5 6,200 


underprovision of Augmentation of Electrical Supply at DR DL, Hyderabad. 


5. Provision of HT Capacitor Bank, HT 11 KV 300 KVAR, 2 Nos. including 3.255. 8 6,500 
connecting Cables at DRDL, Hyderabad. 


Contractors not enlisted with M.E.S. are required to submit with the applications, copies of of enlistment in other department, 
Income Tax Clearance Certificate, Financial Resources and particulars of works catricd out by them during the last two years giving 
the designation of Officers under whom works executed. 


Earnest Money to be deposited alongwith the tender for the works indicated above by the contractor who have no Standing Security 
Deposit with the Military Engineer Services. 
Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant, even to the enlisted 


contractors of appropriate class, Issue of tender will be decided based on past track records, financial position, experience with similar 
works. Decision for issue of tender or otherwise of the Accepting Officer, should be final and contractor will not be entitled for any 


compensation for rejection of his application. 


Sd. !- 
JSW 


[No. 8003/01/E8, dated 11-8-99.] 


—; a 


Office of the Garrison Engineer (Madhya and Central), Kirkee, Pune-411 003 
Cleaning, and Repairs, Replacement of Over Head Tanks, etc. 


The Garrison Engineer (Central), Kirkee, Pune-411 003 invites the applications upto 25th September, 1999 from M.E.S., C.P.WD 
P.W.D. and Railway contractors of the appropriate class for isue of tender for the following work :— 


Serial Name of Work Estimated Earnest Last Date of 
No. Cost Money R¢ceipt of 
Application 
Rs. Rs. 
1. Cleaning and Repairs, Replacement of Over Head Tanks in Sarvatra 4.00 lakhs 8,009 25th September, 1999. 


Vihar, Burr Road, Church Road, RA line, Duncan Road‘ Arjun 
Marg, Nehru Road, Rec. Club Road, WAC Hostel, MW Lines at 
Kiikee. 


Contractors who are not borne on the approved MES list of Chief Engineer, Southern Command are required to furnish alongwith 
the applications, attested copies of letters of enlistmentin other Department/Command, Latest licpme Tax Clearance Certificate and 
particulars of works carried out by them during the last three years stating the designation(s) of the Officers under whom the same Were 
executed. Contraetors who have not lodges Stending Security Deposit with the M.E.S. will be required to pay Earnest Money as 
Mentioned above while submitting the tender in case their names are selected for issue of tender. 


[No. 8006/$83/E8, dated 14-8-99.] 
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Office of the Garrison Engineer (I (P) Fy., Kirkee, Pune-411 003 
Repairs to Building 


The Garrison Engineer (1) (P) Fy., Kirkee, Pune-411 003 invites applications from M.E.S,, C.P.W.D. and Railway contractor ® 
of appropriate class for issue of tender for the work :— 


Serial Name of Work Estimated Earnest Last Date of 
No, Cost Money Application 
Rs. Rs. 
1. Repairs to Building WPT over RCC roof of certain Buildings at HEF 4.75 lakhs 9,500 20th September, 1999 
Kirkee. 
- Book Debit for Advertisement.Charges to be sent. 


Contractors who are not borne on approved M.E.S. list of Chief Engineer, Southern Command, Pune are required to furnish 
alongwith the application attested copies of letters ot enlstment with other department/Command, latest Income Tax Clearance 
Certificate and particulars of work carried out ty them during the last three years statitig the designation of Officers unddr whom the 
same Were executed. Contractors who -have noi, odged Standing Securty with the M.E.S. will bz required to pay Earnest Money as 
. mentioned in above while submitting the tender in case their names are selected for issue of tender. 


[No. 8107/109/E8, dated 10-8-99.] 


Office of the Garrrison Engineer, E/M, Mudfort, Secunderabad-500 003 
Maintenance] Rewiring of Certain Buildings 


The Garrison Engineer E/M, Mudfort, Secundzrabad-500 003 invites applications by 20th September, 1999 from enlisted M.E.S, 
C.P.W.D., P.W.D. and Railway contractors of appropriate class for issue of following tenders :— 


Serial Name of Works Estimated Earnest 

No. Cost Money 

Deposit 

Rs. Rs. 

(i) Mairitenance/Rewiring of Certain Buildings of JCO’s/OR’s married Accn. in Lake Line Allenby 10.00 lakhs 20,000 
Lines, BHS Line area under AGE E&M No. I (North) of GE E&M, Secunderabad. 

(ii). Repairs to Main Switch Board, Central Wiring Works in Officers Married Accn. in Allenby 6:00 ¥ 5; 12,090 
Line/HAIG Line area under AGE E&M No. I (North) of GE E&M, Secunderabad. 

(iii) Maintenance/Rewiring of Certain Buildings of SF Accn. in Trishul Line under AGE E&M 5.0 One, 10,000 

No. (I) (North) of GE E&M, Secunderabad. 


Contractors not enlisted with M.E.S. are required to submit with their applications copies of letters of enlistrient in other depart- 
ment , Income Tax Clearance Certificate, Financial resources and particuars of works carried out by them during the last two years 
giving the desisnation of the Officer under whom executed. 


Earnest Money to be deposited alongwith the tender as shown against the work which is payable by the contractor who have no 
Standing Security with M.E.S. 


[No. 8001/125/E8, dated 12-8-99.) 


Office of the Garrlson Englneer (NW), Vasco-Da-Gama, 603-403 802 
Periodical Services to Certain Buildings 
The Garrison Engineer (NW), Vasco-Da-Gama, Goa invitzs applications upto 15th Seoptember, 1999 from enlisted M.E.S., 


C.P.W.D. and Railway contractors of the appropriate class for issue of tender for the following work :— 
Serial 


Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Periodical Services to Certain Buildings at Navy (G), Vasco-, Goa and Coast 43.30 lakhs} ' 6,600 3 months 
Guard Residential Enclave, Vasco. 
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Contractors not enlisted with M.E.S., will have to submit their applications, copies of letter of enlistment in other department 


Income Tax Clearance Certificate, financial resonyces and list of works carried out by them during the last two years giving desig 
nation of the Officers under whom works have bien executed. 


" anes Monsey to be deposited alongwith the tender for those who have not got Standing Security Deposit with M.E.S. is as. 
ndicated adove. 


(No. 8035/416/E8, dated 19-8-99.) 


Office of the Garrison Engineer (North), Ambala Cantt. 
Special Repairs to Buildings 


The Garrison Engineer (North), Ambala Cantt. invites applications upto the date shown against each work from the enlisted 
M.ES., Railway and C.P.W.D. contractors of appropriate class for the following works :— 


Serial Name of Werks 


Estimated Earnest Date by which | 
No. Cost Money application invited 
Rs. Rs. 
1. Special Repairs to Building No. 169 to 191 ; : ; 5 4.5 Lakhs 9,000 20th September, 1999. 
2. Special Repairs to Building No. 165 HT, 147, B7, 124 & 229 of 6.00 ,, 12,000 20th September, 1999. 
2 Corps SIG Regt. : 
3. Speciel Repairs to Building HT-29, TO 27 & P-103 of HW PH & G5) 2+ 6 15,000 20th September, 1999. 
HP. (1) SA. : 
4. Special Repairs to retaining Wall Stop But, Target Galley of Baby PL eG Sahay, 9,600 20th September, 1999, 
Range. pee 
5. Special Repairs to Building No. HT-11 of 253 MED Rasgt. : . BIOs bs 7,000 20th September, 1999, 


Contractors not enlisted with M.E.S. are required to submit with their applications, copies of letter of enlistment in other departments 
Income Tax Clearance Certificate and particulars of works carried out by them during the last two years, giving the designation of 
Officers under whom executed. 


Earnest Money to be deposited alongwith the tenders by the contractors who haye not executed Security Bond with the M.E.S, as 
shown against each work. : 


[No. 8104/Advt./2704/E8, dated 14-8-99.] 


= 
ies ero 


INDIAN RAILWAYS “© 
NORTHERN RAILWAY 
Office of tke Centreiler of Steres, Northern Railway, Head Quarters Office, Baroda House, New Delhi 


Tender Notice No, 23/99-2000. —-Supply oPGum Sprit of Turpentine, etc. 
Fax No. 011-3384008 


E—Mail Address-nr.cos.@.ads.vsal.wet.in 


On the behalf of the President of India through Controller of Siege 


Stag , Northern Railway, : hi invi 
tender for the supply of the following items :— y, Baroda House, New Delhi invites sealed 
Serial Tender No. and Description of Stores Quantity Tender Due on 
No. Cost 
Rs. 


1... 320/99/P-32— 


Gum Sprit for Turpentine (Oil of Turpentine) to IS : 533/1973 (First ; : . 
Revision) (Reaffirmed-1990) or Latest. ae pipet i 9 ke 1 MEE £999 
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Serial 


10. 


iat 


13. 


14. 


15. 


Tender No. and Description of Stores 


544/99/P-24— 


(i) 4 Inch Contro! Air Gauge Self Illuminated with Led Drg. No. 
DLW-SK No.2111, Alt.-(Nil). 


(i) 4 Inch Vacuum Brake Pipe Controi Gauge Self Uluminated 
ve = to Part No. 11445531 Drg. No. DLW-SK No,2064, 
Alt.-CNil). 


(ili) 4 Inch Single Air Pressure Gauge Self Illuminated with Led to 
Part No. 11445490 Drg. No. DLW-SK No. 2060, Alt.-(Nil). 


137/99/P-14— 
Detergent Powd:-r Surf 


1658/98/P-30— 
Louvre Shutter Arraiiyement in FRP Material as per RDSO Sketch 
No. 90136, 


1057/99/P-30— 
Solid Gear Wheel 91 Tech. Spur 114.3 for 460.1A2 TM of AC/EMC 
as per DEE/BMU/GZB/472/90, Item No.1 Alt. (B) with latest 
Modification of RDSO. 


224/99/P-2— 
Cylinder Linner with Suction Valve Part No, F-I of M/s. ACCEL 
for SMA 4 X 65 Compressor. 


225/99/P-2— 
Railway Carriage Fan Carbon Brushes confirm to CEP 
Drg. No. 3006/TC, Grade of Metal L-16(1). 


217/89/P-2—- 
Benen Art for TM TAO 659 to RDSO Drs. No. EL-BS-002 
(Mod). 


1461/99/P-19— ¥ 
Armature Head Forged and Machined for TAO 659 (Biggar Dia) 
to Drg. Ne. CEF/NR/TRS/674. 


N.Rly. 


446/99/P-7— 
Coupler Spring M.G. to IRS Drg. No. W/BD-667, Alt. (1). 
and Specn. as per Drg. 


443/99/P-7— _ 
Door Chainless Cotter (Long) to IRS Drg. No. 
Alt.-@). Mat. and Specn. as per Drg. 


Mat. 


W/DW-2517, 


847/99/P-7— 

Integral Follower for Draft Gear to RDSO Drg. No. WD-81043- 
S-07 RC, Alt.-(5) and N.R. Alt.-(A), Item-3. Mat. and Specn. 
as per Drg. confirming to IR-STR(latest) No. 51-BD-88 issued 
by RDSO/LKO. 


Note.— Material will be procured from RDSO approved sources 
only. 


1460/99/P-19— 
Axle Bearing Assly. (CE) to Drg. No. GZB/627/Mech/Pt, 92 


947/99/P-7— ; 
Compreg Slats size 2400 < 25 X 12 mm to latest RDSO /STR-C- 
9407, Type-Il. 


Note.—Material will be procured made from RDSO approved 
sources only. 


62/99/P-27— wee 
Assly. Fuel Injection Tube 3/8” OD 0.107” ID.DLW Dre. 
No. SKE-0863, Alt. (A). 
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Quantity 


6497 Keys, 


138 Nos. 


2,06 797 ,, 


38,483 Pairs 


225 Nos. 


649 Nos. 


200 Sats. 


51,600 Nos. 


Tender 
Cost 


Rs. 


—_J 


150 


eee Ve 


500 


2,000 


1,000 


150 


150 


1,000 


1,000 


500 


4th October, 1999, 


6th October, 1999, 


6th October, 1999. 


6th Ovtober, 1999. 


7th October, 1999, 
7th October, 1999, 


7th October, 1999 , 


7th October, 1999. 


8th October, 1999, 
8th October, 1999, 


8th October, 1999, 


8th October, 1999, 


1lth October 1999, 


Lith October, 1999, 


A637 


Seriat 
No. 


16. 


De 


19.5 


29. 


PAN 


Zee 


24. 


28. 


20% 
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Tender No. and Deserption of Stores 


1459/99/P-19_— 
Rotex Valve NW-105 R-331 Working Pressure 10 Kgs./CM Square. 
Design at 110V. DC with Base 3/8” Femelethol BSP. 
420/89/P-6— 
Billets Carbon Steel Size 100 mm<100 mm to IS 


: ; 1875/92 Class-2 
in Length of 5.4m to 9.0m. 


Note Bes ae: is to be procured from RDSO approved sources 
only. 
44/99/2-27— 
Water Pump Seal DLW Part No. 10170844 Drg. No. 25C72110-1, 
Alt. (A) and NLR. Alt. (2). 
123/99/P-30-— . 
9 Tonne Insulator (RI 6020) (CD 850 mm) confirming ta RDSO 
Specr. ETI/OHE/15(9/91). 
126/99/P-30— 
Contact Wire Dropper Clip as per RDSO Drg. No. RE/33/P/1180 
Mod ‘E; with Copper U/Pin Material Aluminium Bronze. 
124/99/P-30— 
Bearing Bracket (Sub. Assly) as per Escort Part No. 40586.07-01(2) 


6025/99/P-19— 


Condenser Bushing complete to Part No. S-1601 Drg. No. AG- 
207811/RI of M/s. ABB for GR-N-32. 


1840/99/P-19— 
Braking Reverscr CTF-3 as Der CLW Drzg. No. 1TWD 103.028 


958 /99/P-27-- 


Solenoid Bar Governor Cat. No. ALCO 8852!03G1 


DRP No. 
3375-B/200. 


451/99/P-6-— 
Hot Rolled Steel Bar 45 min dia to IS-7283-1992 to designation 45C 
8 to1$:5517/1993 in hot rolled condition with condition of delivery 
of Type ‘J’ of Clause 3.2 of 18:5517/1993 (Quenched and Temper- 
ed) in length of 3 Metersto 5 Meters with Max. 10 per cent 
shorts down upto 1 Meter, 


Note :— Purchas= will be made from RDSO approved firms only. 


127/99/P-30-— 


Catenary Wire dropper clip (other details as per Tender Documents) 


28 /§9/P-7— j 
Rubberise Coir Cushion for Transverse Middle and Upper Berth 


Size 25 X 545 X 181§ to Item-3 of ICF/Drg. No. TCN-6-1301, 
Alt. (F) and (9). Mat. and Snecn. as per Drg. 


Notc.—— Bulk purchase will be made from G.M. approved 
Sources only. 


821/99/P-19—. su i 
Tap Changer Transition Divertor Resistance(RGR) Punched 
Stainless Steel Grid Resistance Valve 1.612 +10 per cent ohm 


(RDSO WAM 4/161) Drg. LE-6A RGR (42 Grid) of Laxman 
Electronics. 


716/99/P-12-— 

2/3. Overlap Kapton covered copper conductor of Rectangular 
Section for Power Coils of 4601 AZ EMU. TM Armature as 
per CLW Specn. No. 4 TMS/092.063, Alt. (7) bare size 6.35X 
3.05 mm X 0.8 mm. (Details as per Tender Documcnts). 


21,340 


Quantity 


271 Nos 


135 M.T. 


3° 


45 M.T. 


21,840 Nas, 


2,975 


23 


22 


99 


1,200 Kgs. 


Tender 
Cost 


Rs. 
500 


1,090 


500 


150 


509 


1,000 


500 


500 


500 


500 


500 


500 


Due on 


11th October, 1999, 


12th October, 1999, 


13th October, 1999, 
13th October, 1999, 
13th October, 1999. 


14th October, 1999. 


14th October, 1999, 


14th October, 1999. 


14th October, 1999. 


14th October, 1999, 


15th October, 1999. 


Sth October, 1999. 


12th October, 1999, 


12th Octoher, 1999. 
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Serial Tender No. and Description of Stores} Quantity Tender Due on 


No. Cost 
Rs. 
30. 79/$9/P-20— 
1 No. 500 14th October, 1999. 


Engine Single Power Pack Type-KTA-19-R of KCL-6 ‘other details 
as per Tender Documents). 


31. 128/99/P-30— 
Bracket Insulator (RI 6030) CD 850 mm confirming to RDSO 800 Nos. 500 15th October, 1999. 


Specn. ETI/OHE/15(9/91). 


32 490 /99/P-6— 
M.S. Flat 5C X 10 mmto IS : 2062/92 Grade ‘A’ (Designation 22 M.T. 150 


Fe 410 WA) in Semi skilled and in Standard Length. 


8th October, 1999. 


33. 955/99/P-7— 
203 mm Air Brake Cylinder with Slack Adjuster to Item | to 61 of 360 Nos. 1,000 
RDSO-SK -81200, Alt.3. Mat. and Specn. as per Drg. and Part 
ae Mentioned thereon and confirming to latest RDSO/STR- 
-9206 


Note.— Material will be procured from RDSO approved sources 
only. 


ist October, 1999. 


N.B. — 


® Tender documents can be obtained from the Office of the Controller of Stores, Northern Railway, Baroda House, New Delhi. 
During 1! hours to 15 hours on ail working days except on the Date of Opening of Tender. 


The Cost of Tender Documeits should be remitted to FA&CAO(SAB)NR/BH/NDLS through Crossed Bank Draft only. Fostal 
Orders/Cheque/Money Orders are not acceptable. 


Tender Documents are not transferable. 
Tender submitted on other than prescribed tender forms are liable to be rejected. 


If the firm desires to obtain the tender documents by Post they must send the Demand Draft along with requisition to C.O.S. 
Office at least 15 days before the Date of Tender Opening. 


All the Tenderers are requested to indicate their Banker’s Name and Account No. in all the Offers Quotations being submitted 
to the Controller of Stores, Baroda House, New Delhi. 


(No. 129-S/0/8/PG/Pt-I/Publication of Adv./Tender, dated 17-8-99.] 


——— * eee 
. 


GOVERNMENT OF KERALA 
STATIONERY DEPARTMENT 

Controller of Statfonery, Thiruvananthapuram-695 033 
No. 6726/C3/99/Sty.— Typewriters 


Sealed tenders are invited for the supply of Spare Parts for the following Varieties of Office Machines:— 


Cost of Tender Form 


Serial Tender No. and Machine/Brand so eesag pe cr TST oy Last Date Fixed for Date of Opening 
No. Original Duplicate Receipt of Tenders of Tenders 
Rs. Rs. 
A. Typewriters : 
1. 48/99-2000— | 
Godrej Prima , ; : r P 165 110 14th September, 1999, 14th September, 1999, 
; 15-00 Hrs. 16-00 Hrs. 
2. 49/99-2000— 
Facit 1740 . - A ; s , 165 110 =: 14th September, 1999, 14th September, 1999, 
15-00 Hrs. 16-60 Hrs, 
A639 
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Serial Tender No. and Machine/Brand Cost of Tender Form Last Date Fixed for Date of Opening 
0 ——________—_—_——-_ Receipt of Tenders of Tenders 
Original Duplicate 
Rs. Rs. 
3. 50/99-2000-- 
Remington . ; , : c : 165 110 14th September, 1999, 14th September. 1999, 
15-G0 Hrs. 16-00 Hrs. 
4, §1/99-2600— 
Halda . 5 - : : 165 110 14th Scptcmber, 1999, 14th September, 1999, 
15-00 Hrs. 16-90 Hrs, 
B, Duplicators : 
1, 52/99-2000— 
Gestetner (H.O} 105 ; ; ; : 165 110 15th September, 1999, 15th September, 1999, 
15-00 Hrs, 16-00 Hrs. 
2. §3/9%-2000— " 
Gestetner (H.O) 145 - é C : 165 110 15th September, 1999, 15th September, 1979, 
j5-00 Hrs, 16-00 Hrs. 
3. 54/99.2000— 
Gestetner Electrical 320 . , A A 165 110 15th September, 1999, 15th September, 1999, 
15-00 Hrs. 16-00 Hrs. 
C. Numbering Machines : 
1. 55/99.2000— 
(i) Insta ; : “ - 
165 110 15th September, 1999, 15ih September, 1999, 
(ii) Greatwall , : e é 2 15-00 Hrs. 16-00 Hrs, | 


The covers containing the tenders shall be appropriately superscribcd with Tender No. and Brena Neme of the Spare Parts as 
shown above and addressed to the Controller of Stationery, Thituvananthapuram-695 033. Late tenders will not be accepted. The 
tenders will be opencd at the appointed time in the presence of the tenderers or their authorised representatives Who may be present 
at that time, 


Intending tenderers may on application {o the Controlicr of Stationery, Government of Kerala, Thiruvananthapuram-695 033, 
obtain the requisite tender forms on which the tenders should be submitted. The Tender Number and the Brand Name of the Spare 
Parts for which the tender form is required and the address of the tenderer, etc. shovid be clearly specified in the application. The 
Cost of the Tender Fortns should be sent either in Cash (Remittance in the Office) or by Money Order to the Controller of Stationery, 
Government of Kerala, Thiruvananthapuram-33 (Name of tne Officer should not be mentioned). The Cost of Tender Forms are 
nor-refundable under any circunstances. The tender forms are not traasferable either. Cheque, Postage Stamps, Demand Drafts, etc. 
will not be accepted towards the Cost of the Tender Form nor willthe forms be sent by V.P.P. Sale of Tender Form will be 
ade Hours bofore the tim: fixed for Opzniag of the Tenders. Other details can be had from the Office of the undersigned during 
office hours. 


Sdj- 
Controlier of Stationery 


[No. 16384/F4/99, dated 16-8-99, Issued by D.P.R., Thiruvananthapuram.] 


KERALA HEALTH SERVICES DEPARTMENT 


OFFICE OF THE ADDL. DIRECTOR, DIRECTORATE 
OF HEALTIi SERVICES, TRIVANDRUM-37 


Supply of Ultra Sound Scanner 


No. MSP3-83494,99|DHS, Grams : Gemedstore 
Phone: 443584 


drum-37”. Last date of receipt of tender is 3 p.m. 
on 17th Sepiernber, 1999. Late tenders will not be 
accepted. ‘The tenders will be opened on J&th 
September, 1999 at 11-00 a.m. in the presence of 
tenderers or their authorised representatives whe 
may be present at that time. 


Scaled tenders are invited for the supply of Ultra 
Sound Scanner-——18 numbers for parious Districts in 
Health Services Department. “Tender should be 
superscribed” as Tender No. 1599-2000 and address- 
ed to “The Additional Director of Health Services 
(medical), Directorate of Health Services, Trivan- 
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Intending tenderers may on written application to 
the Stores Officer, Government Medical Siores, Direc- 
torate of Heallh Services, Trivandrum-37. Obtain the 
requisite tender form on which tenders are to be 
subinitted. Application for the tender form should 
be accompanied by a Cash remittance of Rs. 104 
(including Tax) which is the price fixed for a form 
and which is not refundable under any circumstances. 
The tender forms are not transferable. 

The sale of tender forms will be closed at 3 pm. 
on 15th September, 1999. Cheques, Bank Draits, 
Postage Stamps, etc. will not be accepted towards 
the cost of tender forms nor will be forms be sent 
by V.P.P. Daplicate tender forms if required will be 
issued at Rs. 11 (incivding Tax) per copy to those 
who have purchased the original. 


ny ay 
Addl. Director of Health Services (Medicai) 
[No. 16603 F299 PR, dated 16-8-99.] 
GOVERNMENT OF RAJASTHAN 
FINANCE DEPARTMENT 


STORES Purcusse OFFICER, C.S.P.O. RAJASTHAN, 
JAIPUR 


Supply of Cement/Phoiocopier 
Lender Noiice No. 1/99 
Seaied tenders are invited fer concluding rate 
contracts for supply of cement and supply & mainten- 
ance of photocopiers to various Government Depart- 


nicnts and Autonomous Bodies, etc. under the Govern- 
ment of Rajasthan. 


PROGRAMME 
1. Duration of rate contract : One year 


2. Sale of Tender Form: 12-8-99 to 14-9-99 
upto 3 p.m. (on all working days) 


3. Last Date of Receipt of Tenders : 
upto 4-00 p.m. 


15-9-99 


4. Date of Opening of Tenderers : 16th Septem- 
ber, 1999 at 11-00 a.m. 

Tenders are to be submitted on prescribed tender 
form which can be cbtained on any working day from 
the Stores Purcliases Officer, Central Stores Purchase 
Organisation, Finance Department, Rajasthan, Jaipur 
on payment of tender fee of Rs. 100 only in form 
of Crossed Indian Postal Order in favour of the Stores 
Purchase Officer, Finance Department, Rajasthan, Jai- 
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pur. Smali and Cottage Industries registered with 
Director of Indusiries, Rajasthan, shall however, be 
Suppued ‘Lender Forms free of cost on production of 
the copy of permanent Registration Certificate duly 
attested by a Gazetted Officer. 


Tender must be submitted in properly sealed doubic 
envelopes duly marked TENDER FOR SUPPLY OF 
CEMENT|PHOTOCOPIER AGAINST TENDE!I 
NOTICE NO. 1,99 addressed to the Stores Purchase 
Officer, Central Stercs Purchase Organisation, Finance 
Depariment, Rajasthan, Jaipur. 


Sd,|= 


Dy. Secretary to Govt. 


[No. DIPRIC|2551/99, dated 6-8-99.] 


. 
. 


GOVT. OF RAJASTHAN 


RAJASTHAN STATE ELECTRICITY BOARD 
OfFICE OF THE SUPERINTENDING ENGINEER (TD-It), 
RAJASTHAN STATE ELECTRICITY Boarp, SHED 
No. 10, Viovur BHAWAN, JoTrL NAGAR, 
JAIPUR-302 005 


Supply of various sizes of Steel Sections 


Notice No. TN-M-3 


mL pee 
Tender 


Seaicd tenders in four copies for supnly of various 
sizes of Steel Sections to Suratgarh Thermal Power 
Siation ‘Site, Suratgarh, Distt. Sri Ganganagar, 
Rajasthan are invited from reputed maaufacturers. 
The tender documents (non-transferable) can be 
obtained from this office on any working day by 
depositing the tender cost of Rs. 1.000 only (non- 
refundable) through either Cash or Crossed Demand 
Draft payable at Jaipur to the Sr. Accounts Officer 
(Thermal Design), RSEB, Jaipur. The tenders will 
be received upto 3 p.m. on J/5th September, 1999 
and shall be opened the same day at 3-30 p.m. in 
this office in the presence of the tenderers who wish 
to be present. The tender documents should be 
accompanied with the Earnest Money @ 4% of 
the tender value in the form of Crossed Bank Draft 
drawn on any Nationalised Bank payable at Jaipur 
in favour of the Sr. Accounts Officer (Thermal 

esign), RSEB, Jaipur. The Superintending Engin- 
eer (TD-II) reserves the right to reject or cancel 
any or all the tenders without assigning any reason 
thereof. The purchase of tender, document is essen- 
tial for participating in the bid. 

Sd./'- 


Superintending Engineer (TD-I1) 
[INo. RSEB'S8299(98-99)|1878, dated 10-8-99.] 
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GOVERNMENT OF RAJASTHAN 
RAJASTHAN STATE ELECTRICITY BOARD 
Office of the Superintending Engineer (TD-If), Shed No. 10, Vidyut Bhawan, Jyoti Nagar, Jaipur-302 905 


Design, etc. Ash Handling Plart Complete 
TENDER NOTICE NO, —TN-M-]. 


Sealed tenders in six copies for the under mentioned works are invited from reputed Manufacturers/Suppliers if possible registercd 
with Central/State Govt. and Public Undertaking and having experience of Ash Handling Plant including installation of equipment 
atleast in three power projects which should be operating satisfactorily for atleast two years. The tender documents (non transferable) 
can be obtained from this office on any working day from 19.30 a.m. to 1.30 p.m. by remitling/depositing the tender cost (non refund- 
able) through either Crossed Demand Draft payable at Jaipur to the Sr. Accounts Officer (Thimal Design), RSEB, Jaipur or in Cash 
deposited in this office, on production of documentary proof of the experience and the financial capacity. The tenders will be 
received upto 3 p.m. on the date under mentioned and shall be opencd on the same day at 3.30 p.m. in this cflice in the presence of 
the tenderers/their authorised representatives who wish to be present. The required Earnest Money which shall be Rs. 10 Lacs is 
to be deposited in the form of Crossed Bank Drafi drawn on any Nationalised Bank payable at Jaipur in favour of the Sr. Accounts 
Officer (Thermal Design), RSEB, Jaipur. The Earnest Money in the form of Crossed Bank Draft can be deposited im advance also 
and in that case, the tenderer shall obtain an Official receipt from theSr. Accounts Officer (Thermal Design), RSEB, Jaipur and 
enclose the same with tender. Any tender not acconipanied with the Crossed Bank Draft or official Money Receipt of Demand Draft 
against the required Earnest Money shall not be opened and shal! be rejected. The undersigned reserves tne right to reject or cancel 
any or all the tenders without assigning any reason thereof. 


Serial Name of Work Earnest Tender Date of Receipt and 
No. : Money Cost Opening of the Tender 
’ s Rs. 

1. Design, Engineering, Manufacturing, Supply, Erection, Testing and 10,00,000 1,000 15th October, 1999, 
Commissioning of Ash Handling Plant complete with all equip- 
ment and accessories, auxiliaries and ancillaries, as per tender 
documents required for 2250 MW Suratgarh Thermal Power 
Station, Stage-Hl at Suratgarh, Distt. : Sri Ganganagar, Rajasthan. 

Sd/ 


Superintending Engineer (TD-II) 


[No. RSEB/PR/Advt. 8309 (98-99) F-1888, dated 12-8-99, Issued by Additional Director (PR), RSEB, 16, Vidyut Nagar, R.C. 
Dev Marg, Jyotinagar, Jaipur-302 005.] 


RAJASTHAN STATE ELECTRICITY BOARD 
(TL PROCUREMENT CIRCLE) 


The Superintending Engineer, New Hote] Building, Ajmer Road, Jaipur-362 006 


Clamps and Connectors, ete. 


Sealed Tenders are invited for the supply of following items :— 


penn! Item Particulars Specification Specification Date of Opcning 

2 No. Cost 
1. Clamps and Connectors for 132 KV & 220 KV EHV Sub-Station 3427 Rs. 250 15th September, 1999, 
2. Hardware and Accessories for 132 KV & 220 KV Transmission line 3428 Rs. 500 16th September, 199, 


at Copy of the Specification can be obtained from the Office of the undersigned by remitting the amount (non-refundabje) detailed 

RSEB as Specification cost elther by Cash or by Demand Draft/Crossed Postal Orders, in favour of the Accounts Officer (Proc.-IN, 

unt Stee Hotel Building, Ajmer Road, Jaipur-302 006. Purchase of Specification is essential for tenderers. The tenders received 
Plo <.00 p.m. on the opening date will be opened at 3 p.m. on the same day in the presence of the tenderers who wish to be present. 


Sd./- 
Superintending Engineer (TLBC) 
[No, RSEB/8303 (98-99)/1882, dated 10-8-99.] 
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T.L. Procurement Circle, New Hotel Building, Ajmer Road, Jaipur-302 006 
Construction of 132 KV SiC Transmission Line, etc. 


Sealed Tenders are invited for the following Items as per Relevant Specification :-— 


Serial Tender Specification Number and Description of Item 


Cost of Date of Opening 
No. Specification of Tender 
Rs, 
A. 3429— 
Construction of following 132 KVS/C  Transm‘ssion Lire with 
D/C in epproach spans of 2.5 Km Right from Survey to Commi- . 
‘ ssioning on Labour Contract Bas’s. 
1. Udyog Vihar-Sedul Saher : A ; é 30 Kms } 
2. Neapasar-Badnu . ‘ ; 5 . PAAR AE | 
J 3.  Sanjoo-Kuchera . F : 3 i . f DOR f | 
4. 132 KV Lila Nadbai-Laxmangarh for Kherli . : ‘: TOL | 
5. 132 KV Lilo Mokha-Bikaner for Deshnokha_. ; ‘ 12 | 
6. Bandikui-Sikandra ‘ La ee 
7.  Chomu-Markhi 5 . ; 20,3; > 2,000 21st September, 1999. 
8. Lakheri-Itawa ZAS 5 | 
9. Dhorimanna-Sahwa ? 3 j 5 ; 3S ee 
10. Choti Sadri-Badi Sadri . 29 3 | 
II. 132 KV Lilo of Debari-Kankroli Line for Nathadwara Sra | 
12 Chirawa to Chandgothi : : ‘ ‘ ' : IS 7 Seay 
£3y 132kV S/C Line from 220kV GSS Dehra to M/s. Chambal T6l? | 
Fertilizer and Chemicals Ltd., Kota. J 


Copy of the Tender Specification (non-tran sferable) can be had from the Office of 


fication as mentioned above (non-réfindable) either by Cash or by Crossed Demand 
of Accounts Officer (Procurement-I1), RSEB, New Hotel Building, Ajmer Road. J 
2-30 p.m. on the date specified above and will be opened on the 
Purchase of Specification is essential for pariicip 


the Undeisigned by remitting the Cost of Speci- 
Dratt or Crossed Indian Postal Order in favour 
aipur-302 006. The Tender will be received upto 


oper same day at 3 p.m. in the presence of tenderers who wish to be presnt. 
ating in Tender Enquiry. 


Sd./- 
Superintending Engineer (TLPC) 
[No. RSEB/PR/ADVT. 8308(98-99)/1887, dated 12-8-99, Issued by Additiona! 
Director(PR), RSEB, 16, Bidyut Nagar, R.C. Dey Marg, Jyoti Nagar, Jaipur-5.] 


x O fice of the Dy. Chief Engineer (Mat. Managenient), Kota Thernial Power Station, Kota, 


Supply of Ball Bearings 
Sealed tenders for Supply of Bearings are invited from the Original Manufacturer/Authorised Stockist/C 
makes of Bearings indicated against each tender for the Bearings detailed given in the Tender Specitication. 


® shall be issued only to AbOve categories of suppliers against furnishing of the valid Authorisation Certitica 
alongwith the request letter for purchase of the Tender. 


ettified Importer fer the 
The Tender documents 
te of the manufacturer 


Serial Tender No. and Particvlars Tender Earnest Estimated Date of Tender 
No, Cost Money Cost Opening 
) Rs, Rs, Rs, 
) f. 11162—- 
Deep Groove Bal! Bearings of Make SKF/FAG 100 2,600 5,2 lacs. 


21st September, 1999, 
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Serial Tender No. and 


Tender Earnest Estimated Date of Tender 
No. Particulers Cost Money Cost Opening 
Rs. Rs, Rs. 

2. 11163— 

Spherical Roller Bearings of Make SKF/FAG 100 6,500 13" aes: 22nd September, 1999. 
3. 11164— 

Cylindrical Roller Bearings of Make SKF/FAG 100 2,050 5, Sigs. 4th Cctober, 1999, 
4. 11165— 

Misc. Bearings of SKF/FAG : ° : ; 100 1,250 2.5 lacs. 


Sth October, 1999. 
Copy of the Specification (non-transferable) can be had from the Office of the Undersigned by remitting the Cost of Specification 
(non-refundable) as above either by Cash or by Crossed 1PO/DD payable at Kota in favour of the Accounts OfGcer (Th), Kota. The 
purchase of Tender documents is essential for participation In the Tender Eucuiry. 
Tenders shall be received upto 3 p.m. of the Opening Date and shall be opened at 3-30 p.m. of the C 


pening Date, in the presence 
of the representative of the Praticipating Bidders who choose to be present, 


“ Sdac 
Dy. Chief Engineer (MM) 


[Nc. RSEB/8297(98-99)/1876, dated 9-8-99,] 
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PART B 


(INDIAN) 
COFFEE--® é JUTE (HESSIAN) FAS—@ 


PRICE QUOTATION 


Calcutta, 11th August, 1999, 


(1) Fessian Cloth 40°74 oz, 
Bangalore, 8th March, 1999, (101.5 cm, 229 g/m*) per 100 Mtrs. « . 6 54,00 


(2) Hessian Cloth 40°7 oz. 
(101.5 cm. 244 g/m*) per 100 Mtrs. : 608.00 


Model Erices (3) Hessian Cloth 40°10 oz. 
(101.5 cm,.305 g/m*) per 100 Mtrs, « x 870,00 


(Per 50 Kilograms) 
LINSESD OIL 
Calcutta. J/th August, 1999. 


Rs. 
Rs, 
(1) Plantaticn SA" ° e ° e 4566.00.35 (1) Raw (loose) ex-milt (per quintal) ° 3150.00 
Q) o “pp”, i . : 5000.00 (2) (Double Boiled) ex-mil! ( per quintal) . - 3400.00 


SESAMUM OIL— 
(3; Arabica Cherry “AB” . e e » 4000.00; ? 


Sesamum Oil (per quictal)! « ° > 3 N.A, 
(4) * Le “pBR” « " ° ° 3900.003 7 Man : ‘: 


SUGAR—+ 


(5) Robusta Cherre “AB” . ‘ ° e 3800.00 : 
(a) MANUFACTURED SUGAR— 


(6) er it <n SPBn seh ene e 3600.00 
Deth!, 27th Septenber, 1996, 


@UTE (SACKING) FAS=@ 
Aapur C-29 (per quintal) , rs ° . 1335.00 


{5} GUR— 
Calcutta, 7/th August, 1999. Delki, 27th September, 1996, 
Rs, 
Rs. (1) Delhi Dhalsei'a (per quintal) x e 950.09 
FA “Twiis.pees100. bags : ; : ine (2) Kanpur Pansera (per quintaii- 4 " 870.00 
73) Indore Local (per quint4l) ° Pog A N.R, 
(2) B Twills per 100 bags ° d e 2080.00 (4) Madras Sort-Il'(per quintal) * : : 77.00 
he SE ee ee eae eee oe a a ee 
"Coffee Board @ Bengal Chamber of Commerce and Industry. 
¢ Directorate of Economics and Statistics, Ministry of Agriculture, New Delhi. 
N.A.—Not Available. N.R.—Not Reported. 
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TRADE OPPORTUNITIES 


A. Trade Enquiries for Import from India— 


DDSEDE DSS OOS EO 
@ DENMARK @ 
OE SSSESSSOSHOG 
Serial Name and Address of the Firms/Individvals Serial Name and Address of the Firms/Individuals 
No. and Commodity No. and Commodity 
1, Mr. Ove Tanggaard Jacobsen 5. Budget Pitzner 
2, Hjertingvej 4-6, Trommesalen 
4th Floor DK-1614 Copenhagen V. 
DK-6700 Esbjerg 
Phone : (+45) 75 45 44 67 Phone : (+45) 33 11 12 34 
Fax : (+45) 75 45 26 67 Fax > (+45) 33°94 34 33 


E-Mail : info@budget.dk 


Paving Stones/Cobble Stones, Square or 
Oblong Sett (Paving) Stones, Square Kerb- 
stones, Straight or Arched Greyish or Redd- 
ish Colours, 


Baying Equipment for Commercial Fishing 
such as Nettings, Ropes, Shackles and Floats. 


2. Odin Leather Company 
186, Bryndumvej 6. 


Super Salg ApS 
DK-6715 Esbjerg N. 


27, Gammel Kongevej 


5th Floor 
Phone’: (-°45)°75 16582177 DK-1610 Copenhagen Y. 
Fax : (+45) 75 16 82 78 T-Shirts. 


Gloves made of Textile Fabrics for gardening 7. V. Burcharth & Son A/S 
work, etc. 5, Egegaardsvej 
DK-5260 Odense S. 


Phone : +(45) 66 11 99 66 
3. Oticon A/S é 
73, Tilstedvej Fax : (+45) 66 11 92 79 
DK-7700 Thisted. p 
Phone: (-445) 97 92 23 66 apageneetie: Res ec per cent Polyes- 
Fax : (+45) 97 92 41 22 : . 


E-Mail : pes@oticon.dk 8. Vnge Petersen A/S 
4, Stavmeagervej 


Electro-Mechanical Products (Micro-Parts DK-8250 Egaa. 
meant for Hearing Aids) such as Potmeters Phone : (+45) 86:22 11 44 
Switches, Transducers, Telecoils and Flexi- Fax > (+45) 86 22 82 03 
ble PCB. 
Toys, Gift Articles, Souyenirsl, Applied Art 
Halloween Articles, 
4. BdeB 
102, Ordrupvej 9. Classic World 


DK-2920 Charlottenlund 22A, Allegade 


DK-8700 Horsens. 


Kashmir Pashmina Woolen Shawls, Motor Cycles, Non-Japanese Design/Models. 
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Name and Address of the Firms/Individuals 
and Commodity 


Serial 
No. 


10. Hultquist ApS 
106, Ryesgade 
Ist Floor 
DK-2100 Copenhagen OF. 
Phone : (+45) 35 43 02 02 
Fax : (+45) 35 43 32 42 


Kashmir Pashmina Woolen Shawls. 


11, Linse-Xpres 
21, Dampfaergevej 
DK-2100 Copenhagen OE. 
Phone : (+45) 35 43 37 30 
Fax >°(-4)45' 3542 21 56 
E-mail : kontakt@linsen.dk 


Contact Lenses, 


12. M. Juma A/S 
Post Box No. 545 
12, Blangstedgaardsvej 
DK-5220 Odense SOE. 


Phone : (+45) 66 15 63 63 
Fax > (+45) 66 15 44 25 
E-mail : juma@get2net.dk 


Silk Curtains. 


13. Hortensia 
8, Drosselvej 
DK-4760 Vordingborg 
Phone : (+45) 55 37 02 50 
Fax ha 45), 35.44 0232 
E-mail : hortensia@telebot.com 
Garden Tools, Garden Accessories, Park 
Equipments. 


14. Dankvic 
44, Hesselballevej 
Gravens 
DK-6040 Egtved 
Phone : (+45) 75 55 43 02 
Fax 401545) 75, 55.43.27 


Gears/Transmissions. 

15. Knud Hoei A/S 
4, Holmstrupgaardvej 
DK-8220 Brabrand 
Phone : (+45) 86 26 23 22 
Fax > (+45) 86 26 00 55 


Wooden Frames. 
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Serial Name and Address of the Firnis/Individuals 
No. and Commodity 


16 Sleepy Eye 
270 A, Strandvejen 
DK-3070 Snekkersten. 


Phone : (+45) 22 37 79 01/02 
Fax : (+45) 49 13 06 70 
E-mail : sleepy.eye@ adr.dk 


Certified Organic Cotton Fabrics. 


17. Ms. Rikke Thomsen 
12, Sofienhoejvej 
Ist Floor 
DK-2300 Copenhagen S 


Children’s/Infants’ Readymade Garments. 


[Source : Embassy of India, Copenhagen. ] 


GOSODASS HO? OO 


INDONESIA . 


Bi 

©9998O00 000% 

Serial Name and Address of the firms/Individuals 
No. and Commodity 


1. Mardha Surabaya 
JI. Ngalik 20-26 
Surabaya - 60273 


Ter 031-5344564, 5450386 

Fax 5312158 

Dyestuff. 
2. Pt. Kesri Trading Corporation 

JI. Kopi No. 211, Jakarta 11230 

Tel; 021-6904779 

Fax 6911502 

Salt, White Salt, Raw / White Sugar. 
3: Pt. Indo. Straits 


Graha Kirana Building, 12th floor 


suite* 98203; "JI YossSudarso* Kav. 88 
Jakarta - 14350 

Tel. 021-6502585 

Fax 6502565 


Steel Wire Rope. 
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Serial 
No. 


4, 


Name and Address of the Firms/Individuals 
and Commodity 


Pt. Sugih Sugili Wirasta 
JI. Krekot Bunder TV No. 34 


Jakarta . 

Tel: :  021-3459345, 3865891, 
3454145 

Fax 23454139 

Copper Pipes, Tubes and Castrol Oil 


Pt. Estadia Interco 
JI. Agung Niaga IV Blok G5 No. 23 
Sunter Agung Podomoro, Jakarta 
‘bel: >. 021-6518538/39 
Fax : 6401044 


Groundnut, Union, Chillies. 
Pt. Pasman Ltd., 


Tresna Building,i Tang Bendera IV 
No. 21, Jakarta - 11230 


Tel -  021-6926942, 6924154 
Fax - 6900500 
Chemical. 


Pt. Kossa Niaga Nusantara 
Wisma Kodel 11th floor 
JI. H.R.R. Rasuna Said Kav. B-4. 
Jakarta - 12929 
Tel. PPP Oe a2 2 17, 

Fax : O222276 


Polypropylen ( PP ), Jute. 
Pt. ALPS Putra Mulia 


JI. Pintu Kecil HI No. 50 
Jakarta - 11230 


hel: :  021-6904436, 6912635, 
6904302 
Fax Soh pg29526 


Gronndaut Kernels. 


Pt. Caturputra 
JI. R.P. Soeroso No. 16 
Jakarta - 10330 
Tel. : 3912838, 3145317 
Fax : 3924283 


Jute products, 


[Source : Embassy of India, Jakarta.| 
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SSSSHOSES$ SOS SOHOOHND 


PHILIPPINES 


9 SSSSSSSSSS9999 


Serial 
No. and Commodity 


Name and Address of the firms/Indiviudals 


1. M/s C.GS. Corporation: 
185 Bonanaza Rancho Estate-II 
Marikina City. Metro Manila 
Tel/Fax No. 00632-9412417/7244223 
C.P. : Mr. G.M. Uson)Geny Manager: 


Cotton towels. 


2. M/s. G. Assanmal and Co. 
202-Gammon_ House, 
Legaspi Village, Makati City, M.M. 
CelaNio: 00632-8175716 to 19. 
Fax No. 00632-8179127 
C.P. : Mr. N. Kishu Gagoomal 
President. 


Soyabean Meal. 


3. M/s. Universal Falvors ( Phil.). INC. 
P.O. Box- 345, Green Hills Post Office. 
San Juan, Metro Manila. 
Tel. No. 00532-6713826/6719720/ 

67!9721/6716357 
Fax No. 00632-6713821 
C.P. : Mr., Perry O. Ula yikes: 
Manager. 
Spices and Oleoresins. 
4. M/s. Asia Network Technology Corp. 


Unit 2407 Herrera 

Tower Building 

98 Herrewra Corner, Valero Street 
Ayala Avenue, North, Makati City. 


Metero Manila. 

Tel. No. 00632-8451416 to 18, 
245212 4 to 25 

Fax No. 00632-8452126 


C.P.:Mr. Abelardo H, ,Valenzuela, 
President. 


Spare parts of Cement Mills. 


5. M/s. The Best Company INC. 
P.O, Box - 634 Manila. 


Tel No. 00632-2413158/2413177/ 
2413567. , 
Fax No. 00632-2413192 


E-mail: the best@ wave. Com. ph. 
C.P..5/-Mr.J So Hernandez. 


Wire rod SWRT-IT., 


for Welding Rod 
Grade Quality. 
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110, i; Rada. Street, 


Serial Name and Address of the Firms/Individuals 
No. and Commodity 

6. M/s. Leyte Asia Trading Co. INC. 
2nd = floor, Uytengkoc Building. 
2448 Karapatan Street.,STA., Cruz. 

Manila. 

Tel. No. 00632-7412724 
Fax No. 00632-7110240 
CPE Mr WY Tiak:Eng:,’ , Manager. 


Commercial Salt. 


7. M/s. Agri-Best Commodities 
726, Asuncion Street 
Binondo, Manila 


Teél,No. 00632-2419659/2419679 
Fax No. 00632-2419531. 

C.P.: Fernando Yu., Manager. 
Salt. 

8. M/s. Malabon Longlife Trading Corp. 
74 General Luna _ Street, Malabon. 
Metro Manila 
Tel. No. 00632-2414194/2811512. 
Fax No. 00632-2414196. 

C.P.: Mr. Ernesto N. Chua. 


Executive Vice President. 


Soft, Hard and all purpose wheat flour. 


9, M/s. Octagold Resources Enterprises. 
De La Merced Building 
Quezon Blvd. Corner., West Avenu., 
Quezon City, Metro Manila 


Tel. No. 00632-3712455/56, 4105063 
to 65. 

Fax No. 00632-4105062/4138316 
2548705. 

C.P.: Mr. Benson Chua, General 

Manager. 
Rubber truck tyres and _ handtools. 
10. M/s Hearth and Hastings Phil, INC. 


65, Shaw Blvd. BO. Kapitolyo, 


Pasig City., Metro Manila. 

Tel. No. 00632-6331197/6365487/ 
6365488. 

Fax No. 00632-6363036 


E-mail : hastings @ inf. comph. 
CP: Mr. Robert B Constumbrados 
Vice President. 


LGP Cylinder equipments :-  (Clip-on/ 
Snap On Valye, Regulators match 
to Valve, Neckrings : inlet size should 
not be 3/4’-14 NGT). 
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Serial Namie and Address of the Firms/Individuals 
No. and Commodity 


LMis ECS. CO SING 
Suite 1407, City Land Condominium 10, 


Tower-1.,  ‘H.V. De’'La Costa “Street 

Corner Ayala Avenue, Salcedo Village, 

Makatt City, Metro Manila 

Tel. No. :  00632-8129842/8131090 

Tel/Fax No. 00632-8 129842, 

CP: Mr. Ruell Pinto Rojas, Manager. 

Feed grade raw materials and animal 
feed additives. 

12. M/s. Unimex Incorporated 

Goldloop Tower, Amber Avenue, 

Ortigas Center, Pasig, City, M.M. 

Tel. No. 00632-9101001 to 05 

Fax No. 00632-9101006 

CP: Mr. J.DS.  Morados.,, Vice 

President. 


Spices, Food flayors (like 


Pork, Beef, 
Chicken etc), 


Food processing 


Machines and Equipment. 
13. Mr. Ramon  Estells Sr. 
and Ms. Mia Estella. 
30, Hernaez street, Bacolod City 
Tel. No. 00632-81883518237074 
Fax No. 00632-8153350 and 


006334-7030404 
Mini Cement plant. * 


14. M/s. Manila’ Component Service Corp. 
Arayaland Compound 716 General 
Euisy “Street: 
Bagbaguin, Caloocan City 
Metro Manila 
Tor : 00632-9391430. 
Fax : 00632-9391430. 
C.P.: Mr. Alexander A’ Ong. 


Shoe Chemicals AC Blowing Agent 
ADC., PVC _ Resins - suspension, type 
grade 65 and 70, Calcium Carbonate- 
light Ca Co 3, Di-Octly Pthalate-DOP. 


15. M/s.Bensan Industries INC. 
P.O. Box No. 1170.,353 E.D.S.A. 
Caloocan City, Metro Manila 


Tel. No. 00632-3643896/3644859 / 
3641696/3644866 
Fax No. :  00632-3622770 


E-mail: bensan @ skyinetnet 
C.P.: Mr. Yvette S. Santos. Vice 
President. 


Used Motor Oil. 
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Serial 
No. 


Name and Address of the firms/Individuals 
and Commodity 


16. M/s 2001 AD 


17. 


18. 


4/F Jigo Building; No. 2., Timog 
Quezon City, Metro Manila 


Tel. Fax :  00632-3741445 


C.P.:, Mi) Bag aaiores, President. 


Senna leaves, pods and flower, ingredients 


for processing Herbel Tea Driuk. 


M/s. Halifax Commodities Inc. 
26, B. Capricorn Street 
Pamplona Park. Las Pinas, Metro Manila 


Tel. No. : —00632-8730444/8730093 

Fax No. : 00632-8730093 

E-mail :  halifaxcom @ usa. 
net 

C.P.: Mr. Benjimen Ong. 

Confectionery items, canned goods, 
beverage commodities, noodles» 


seasoning ingredients, fruits preseryes. 


M/s. Queensland 
1317 F.B. Harrison Street 
Pasay City.. Metro Manila 


Peto. si 00632-8312958/5510539 
Fax No. : 00632-8318762 
Contact Person : Ms. Rosalie Charian., 


Personnel Manager. 
Granite. 


19. M/s A7 Marketing 


20. 


21. 
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2480 Cagayan Street Corner. 
Garridosta, Ana, Manila. 
TEL UNG), 3") MGA 225 31OU a4 
Fax No. : 00632-5646211 


C.P.: Mr. Jim S. Bhathal., Office Incharge 


Fabrics, Garments. 


M/s J and J Brothers Corporation. 
W 2704-C, Philippine 
Center, 
Exchange Coad‘ Ortigas Center. 
Pasig City, Metro Manila 


Tel. No. : 00632-637643 to 48 

Fax No,. «: 0063 2-63 12366 

E-Mail : Jandi @_ skynet. 
net 


C.P.: Mr. Jerry W. Sychingho. 
Beedis ( Bidis) 


The Cake Lady 
2240, Pasong Tamo, Makati City 
Metro Manila 
tel. Neo? 00632-8937537/7256660 
Fax No. :  00632-8929909 
C.P. : Ms. S.G. Cancio, General Manager 
Cashew Nuts. 


Stock Exchange 


Name and Address of the Firms/Individuals 
and Commodity 


22. M/s Allied Philippine Corporation 


P.O. Box : 3321, 176 Roosevelt Avenue, 
SFDM 

Quezon City. Metro Manila 

Tel. No. : 00632-3726038 to 39 

Fax No. : — 00632-3726028/9262222. 


C.P.: Mr. Wilglenny y. Llamas, Mktg. 
Manager. 


Pharmaceuticals, cosmetics and beauty 
products, food and_ drinks. 


M/s  Alcos Global Corporation, 


377, Unit 6, Adela Street, 
San Miguel Manila. 


Tel./Fax, Nor 7+ 7356569 
C.P. : Ms Benny C. SY. 
Glass. 


24. M/s Risegain International Trading. 


2, Montessori Lane, San Juan, 

Metro Manila 

Tel. No. : 00632-7241932/7251869. 
Fax No. : 00632-7251 869 


C.P.: Ms Loyd M. Lee, General 
Manager, 


Foodgrade and __ insustrial salt. 


25. M/s_ Prince Diversified Co. Inc. 


Nueva Street., Binondo., Manila 
Tel. No. :. '00632-2412971. 
Fax No. :  00632-2412969. 
C.P.: Ms. Mary Jane Eballa. 


Aluminium tubes and collapsible. 


[Source : Embassy of India., Manila] 


—i— 


Fo Mint ¢ 99:4 SEIS w 


SINGAPORE 4 


9 
99D 9OG OS 9EOSSOSSS 


Name and Address of the Firms/Individuals 
and Commodity 


MGM Designs 


43, Ardmore Park 


Habitat 1, 

it 14-01 
Singapore-259950 

Tel Nos 745-1578 83325 


Fax Ne@wiintyi/ 389078 
Attn : Ms. Geraldine Geday 


Pashmina Shawls. 
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Name and Address of the Firms/Individuals 
and Commodity 


Serial 
No. 


2, Kaya Import & Export 
42-02, International Plaza 
Singapore 079903 
Fax No. 2222896 
E-mail : wewin @ pacific.net.sg 


Ibuprofen BP 93. 


3. Jorisco Co. Pte Limited 
26, Greenridge Crescent 
Singapore 598914 
Tl. No. 4699695 
Fax No. 4637002 
Attn. : Mr. Johnson Chua 


Dye powder for use in garments. 


4. PSM Trading (Singapore) Pte. Ltd. 
Blk 3, Pasir Panjang Rd. 
+ 10-04 
Alexahdra Distripark 
Singapore- 18483 
Tek No: 3770650 
Fax No. 7756134 
Attn : Ms. Alice Sia 


Soaps. 


5. Racom International 
1, Jalan Novena 
Singapore-308638 
Tel. No. 2580428 
Fax No. 2599335 
Attn : Mr. Ravi Menon 


TV Sets and TV tubes. 


6. Lohuis Singapore Pte. Ltd. 
6, Race Course Lane 
Singapore-218733 
PeLcNon > 2923326 
Fax No. : 2947501 
Attn : Ms. Annie Tan 


Quality bulbs and lamps. 


7, Masda Chemical (Private) Limited 
58, Tanjong Penjuru 
Singapore-609036 
Lela 2686533 
Fax No. 2650933 
Attn. : Ms. Susan Sim 


Fresh/frozen_ fishes. 


INDIAN TRADE JOURNAL ©@ September 8, 1999 


Serial 
No. 


Name and Address of the Firms/Individuals 
and Commodity 


8. Seatro Tuternational 
5001, Beach Road 
tf 12-33 
Golden Mile Complex 
Singapore-199588 
Tel. No. 2965881,29300071 
Fax No. 2961171 
Attn : Ms. Sheila Ponnosamy 


Fishing and agricultural sectors—companies 
involved in research, production, 
manufacturing, processing, packaging, 
distribution and transportation of the 
products/commodities. 


9. IMT Services 


Blk, 366 

Yishun Ring Rd. 
402-1502 

Singapore-760366 

Tel. No. 2570644 
Fax No. 7594734 


Attn : Mr. Loga 


Palm oil and Kerosene Cement clinker, 


10. Lohani Exim Pte. Ltd. 
5, Simon Road 


2nd Level 
Singapoe-545892 

Tel. No. 2821731 
Fax No. 2819798 


Attn : Mr. Alvin Loh 


Tea product—brand “Golden Time.” 


ll. The Sagar Trading Co., 
Robinson Road 
P. O. Box : 1870 
Singpore-903720 
Eek No. 2248816 
Fax No. 2242706 
Attn : Mr. Ketan Goda 


Garlic/Onions. 


12. Tracford Trading Co. 
336-D, King George’s Ave. , 
Singapore-208572 
Tel. No. 2927618 
Fax No. 2937145 
Attn : Mr. W. K. Chew 


Soyabean feedmeal requirement : minimum 
1 <20/40 FCL monthly. 
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Name and Address of the Firms/Individuals 
and Commodity 


Serial 
No. 


13. Omni Metal Pvt. Ltd. 
12, Gul Street 2 
Singapore-629297 
Tel. No: 8630606 
Fax No. 8634863 
Attn : Ms. Clara Koh 


Stainless steel pipes, stainless square hollow 
sections, stainless steel flat bar, stainless 
steel sheets, aluminium extruded items, 


14, Crown Global Equipment & Machinery 

Pte Ltd. 

No. 35, Selegie Road 
4t 09-13 

Parklane Shopping Mall 

Singapore-188307 

Tel. No. 3374661 

Fax No. 3384397 

Attn. : Ms. Eugene Ee 


Galvanized iron pipe 10 inch diameter. 


15. A.C. M. Wood Chemials PLC 
407, Havelock Road 
tt 04-03 
Apollo Hotel Annex Block 
Singapore- 169634 
Tel: No. 7346077 
Fax No. 7335466 
Attn. : Soong Chung Lee 


Large plywood/particleboard/MDF producers, 
large adhesive manufacturers for  urea- 
formaldehyde and _ phenol-formaldehyde 


16. High-Advace Electronic 
Pte Ltd. 
5001, Beach Road 
3£ 03-25 
Golden Mile Complex 
Singapor e-199588 
Tel. No. 2960793 
Fax No. 2937961 
Attn : Wayne Lin Hengkai 


Enterprises(S) 


Wheel chair (including power-driven chair). 


17. Wiraka-Pte. Ltd. 

120, Euhos Avenue 7 
+t 01-08 

Richfield Indl. Centre 
Singapore 409574 
Tel. No. 7495900 
Fax No. 7495911 
Attn : Ms. Ong 


Sports goods in Bombay—Billiard business. 


{Source : High Commission of India, Singapore.] 
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9950909945 

Serial Name and Address of the Firms/Individuals 
No. and Commodity 
1. OY’s Traditionella Thaimassage 

och fyzandel 
Lycke 1 


340 36 Moheda 
Readymade garments, Toys, Electronic goods, 


2. Badbutiken 
Palsundasgatan 3B, 2tr. 


117 31 Stockkholm 


Bath articles such as oil baths, mineral baths, 
foam bath and a range of bath accessories, 


3. Mr. Peter Sundelin 
Fiske Kompaniet AB 
841 97 Erikslund 
Sweden 


Fishing tackle and fishing flies. 


4. Mr. Gurmail S. Saini/Ingemar 
Antvall 
Flash Five Trading Comp any 
Herkulesgatan 1B 
417 01 Gothemburg 


Medical supplies and pharmaceuticals. 


[Source : Embassy of India, Strockholme.| 
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Serial 
No. 


Name and Address of the Firms/Individuals 
and Commodity 


1: Mr. Maen Shihabi 
Syriaco International For Trade 
PHO MBox-% 2230 


Damascus 
Tel. No. 2129655, 3334601 
Fax No. 00 963 11 3327937 
Tobacco. 
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Serial Name and Address of the Firms/Individuals 


and Commodity 


2. Mr. Ahmad Kurdi 
P. O. Box : 11735 


Damasus 
Tel. No. 3324278, 3324279 
Fax No. 00 91 11 3324 278 


Wood Poles for Electricity, Aluminium Paper, 


Kraft Paper. 


3. Mr Tarek Sibai 
TAS Industrial Est. 


P. O. Box : 446 

Homs 

Tel. No. 461777 

Fax No. 00 963 31 227243 


Seamless Pipes, Welded Pipes. 


4. Mr. A. F. Abou Samra 
P. O. Box : 6259 
Damascus 
Tel. No. 6113852, 2317582 
Fax No. 00 963 11 6116587 
Titanium Dioxide, 

5. Prof..Dr. A. Schallah 
PO, Box 2415 
Damascus 
Tel. No. 4415442, 4426084 
Fax No. 00 963 11 4448438 
Hydrogen Peroxide. 

6. Mr. Haissam Al-Koudmani 
Damascus 
Tel. No. 2315575, 2313828 
Fax No. 00 963 11 2313668 
Corten Plates, Exchanger Tubes. 

"Notes—1. Firms or individuals in, India, while. contac 


furnished above may intimate the fact to the Directorate 
House Street, Calcutta 1. This intimation may also contain 
department and the registration number thereof. 

2. The Directorate General of Commercial Intelligence 
do not accept any responsibility, either direct or indirect. 
foreign firms, organisations, agencies and individuals and 
integrity and experience or otherwise in the cited activities. 


The negotiating/contracting parties are advised to refer 
and framed by the Sovereign Governments of the Countries 
commodities and services in which they intend to trade. 
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Serial 


Name and Address of the Firms/Individuals 
O. 


and Commodity 


7. Eng. Taleb Basha 
P. O. Box : 8656 


Aleppo 
Tel. No. 2242042, 2245051 
Fax No. 00 963 21 2672600 - 
Test Tubes. 

8. Mr. Mouhsen Balalou 
Aleppo 
Fax No. 00 963 21 2266525 


Viscose Yarns. 


9. Mr. Mamoun Qattana 
P. O. Box : 25896 


Damascus 
Tel. No. 2243600 
Fax No. 00 963 11 2243600 


Tron Sheets. 


10. Mr. Zakaria Nadaf 
POS Box 29175 
Damascus 
Tel. No. 3114104 
Fax No. 00 963 11 2313326 
Textile Machinery Spare Parts. 
11. Mr. Mhd. Nizar Wattar 
P. O. Box : 3782 
Damascus 
Tel. No. 2320777, 4429468 
Fax No. 00 963 11 4423536 


Yarns, Industrial Machines. 


12. Mr. Samir Tello 
Damascus 
Tel. No. 23235513, 23239 PD 


Seamless Steel Tubing. 


[Source : Embassy of India, Damascus.] 


ting the foreign enquirers whose names and addresses are 
General of Commercial Intelligence and Statistics, 1. Council 
a reference whether the party is registered with the above 


& Statistics, Ministry of Commerce, Govt. of India, Calcuttu 
for the trade introductions accorded to these aforecited 
also for their financial soundness, capabilities, business 


fully to the extant trade laws, rules and regulations enacted 
concerned with respect to the import and/or export of the 
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FOCUS ON INTERNATIONAL TRADE 


$0460000000 
¢ CAMEROON % 


OS OG ECO OSES 


THE REPUBLIC OF CAMEROON TODAY 


Location : The Republic of Cameroon lies on the west coast of Africa, with 
Nigeria to the west, Chad and the Central African Republic to 
the east, and the Congo, Equatorial Guinea and Gabon to the 


International Membership : Cameroon is a member of UN, the Commonwealth and the OAU 
and is an ACP state of the EU. 


SUSE UNGRPYSSOOATOERRERS Se OPOt SOLE PERSO SPSU ARES) ABATE SOLON SRN ARP BEES He SHS TEC CE USTEOTEE EMRE SPESEUSERSER EE te eeee PSELTESEE ACERS EMER SSRER Tee ES 


i : 
H 3 
: : 
: 
} south. H 
i : 
i Size . : 475,422 sq. km (183,569 sq. miles). 
: Population : 14,3 million. : 
Population Density : 30.07 per sq. km. (approx.) 
H Capital City : Yaounde. : 
: 3 
: Other Large Cities : Douala, Nkongsamba, Maroua, Garoua, Bafoussam and Kumba. : 
i Language French, English. : 
E Religion : Tribal, Christianity and Islam. : 
: Literacy : 65 per cent. 
: Climate : An equatorial climate, with high temperatures and pientiful rain. i 
Ss 
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Be 


4.2 


4.3 


Recent History 


The name Cameroon is derived from the Portuguese Camaraes (prawns). In 1884 a German Protecto- 
rate was established in Cameroon (Kemerun). In 1916, during the First World War, the German ad- 
ministration was overthrown by invading British and French forces. In 1919, Cameroon was divided 
into two Zones : A French ruled area and a British administered area on January 1, 1960 French Cameroon 
gained independence. 


On February 11, 1961, British Southern Cameroons voted in a referendum to join ex-French Cameroon, 
while British Northern Cameroons choose to join Nigeria. On October, 1961, the Republic of Cameroon 
and British Southern Cameroons were united to form the Federal Republic of Cameroon. On June 2, 
1972 the limited powers of West and East Cameroon Gevernments were ended when the country became 
the United Republic of Cameroon. 


National Economy 

In 1994, according to estimates by the World Bank, Comeroon’s Gross National Product (GNP), measured 
at average 1992-94 prices, was US$ 8,735 million, équivalent to $ 680 per head. During 1985-94, it 
was estimated, GNP, per head declined, in real terms, by an average annual rate of 6.6 per cent. Came- 


roon’s Gross Domestic Product (GDP) declined, in real terms, by an annual average of 4.0 per cent in 
1985-95. Real GDP growth was 3.3 per cent in 1996. 


Agriculture (including forestry and fishing) contributed 39.6 per cent of GDP in 1993-94. An estimated 
57.4 per cent of the labour force were employed in agriculture in 1994. During 1985-95, agricultural 
GDP increased by an annual average of 1.3 per cent. 


Industry (including mining, manufacturing, construction and power) employed 6.7 per cent of the working 
population in 1985, and contributed 23.5 per cent of GDP in 1993-94. During 1985-95, industrial GDP 
declined by an annual average of 2.9 per cent. 


Manufacturing contributed 9.9 per cent of GDP in 1993-94 and employed an estimated 7 per cent of 
the working population in 1995. Manufacturiug GDP declined by an average of 2.8 per cent per year 
during 1985-95. 


Services Sector Contributed 36.9 per cent of GDP in 1993-94. During 1985-95, the GDP of the services 
sector declined by an average of 8.4 per cent per vear. 


Banking, Finance and Currency 


The Banque des Etats de I’ Afrique Centrale is the sole bank of issue. 
The unit of currency is the frane CFA (XAF), with a parity rate of 100 francs CFA to | French france. 
The exchange rate of Indian Rupee per 100 unit CFA Frane (XAF) in June, 1999 was :— 


100 CFA Franc (XAF) - Indian Rupees 6.8467 


Foreign Trade 


Cameroon’s total export and import, volume and Balance of Trade between 1991 and 1995 alongwith 
their growth rates are depicted in Table-I. 
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5.3 


5.4 


6. 


Camercon’s exports in 1991 were US$ 1,834 million. In 1991, imports were US$ 1,173 million. Thus, 
Cameroon enjoyed favourable balance of trade by US$ 661 million. Similarly, in 1995, exports were 
US$ 2,047 million and imports were US$ 1,245 million, thereby Cameroon enjoyed favourable balance 
by US$ 802 million. Cameroon’s exports and imports grew annually at the rate of 2.78 per cent and 
1.50 per cent respectively. 


Cameroon’s main exports items are Oil, Logs, Cocoa, Coffee, Aluminium, Timber Products, Cotton, 
Bananas. Main export markets are France, Spain, Itely, Nethrlands and Germany. 


Principal items of import are Food and live animals, Beverages and Tobacco, Machinery and Trans- 
port equipments. Cameroon’s imports originate mainly from France, Germany, Belgium, the USA 
and Italy. | 


There are forty five airports including three international airports at Douala, Garona and Yaounda 
(Nsimalen). Cameroon Airlines (camair), the national carrier, services are also available by the Aeroflat, 


Air Afrique, Air France, Air Gabon, etc, The main seaport is Douala, other ports are Bota, Campo, 
Garoua, Kitbi and Limbo-Tiko. . 


Bilateral Trade with India 


6.1 Indo-Cameroon bilateral trade during 1994-95 was Rs. 1,877.58 lakhs. in 1998-99, it increased to Rs. 


6.2 


6.3 


6.4 
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6.5 


6,381.25 lakhs. The average annual rate of growth worked-out at 35.79 per cent. India’s export to 
Cameroon, in 1994-95, were Rs. 549.88 lakhs. It were Rs. 4,184.13 lakhs in 1998-99, Exports regis- 
tered annual compound growth rate of 66.09 per cent. Imports, on the other hand, grew annually by 
13.42 per cent from Rs. 1,327.70 lakhs in 1994-95 to Rs. 2,197.12 lakhs in 1998-99, 


India faced deficit balance of trade during 1994-95 and 1997-98 and enjoyed favourable balance of trade 
during 1995-96, 1996-97 and 1998-99. 


India’s export to and import from Cameroon of merchandise goods during 199 4-95 to 1998-99 alongwith 
their growth rates are presented in Table-II. 


Table-III gives India’s top twenty merchandise goods exported to Cameroon alongwith their growth 
tates during 1994-95 to 1998-99. Rice ranked the first position among the top twenty goods and 
covered 26.35 per cent of India’s total export to Cameroon during 1998-99. Followed by Drugs Pharma- 
ceuticals and Fine Chemicals (22.83 per cent), Cotton Yarn Fabrics made up ete. (12.11. per cent), 
Tobacco Unmanufactured (9.89 per cent), Manchinery and instruments (5.70 per cent), Transport Equip- 
ments (4.06 per cent), Manufactures of Metal (3.67 per cent), Plastic and Linoleum Products (2.75 per 
cent), Gems and Jewellery (1.53 per ceut), Electronic Goods (1.09 per cent), Man made Yarn Fabrics 
made ups (1.05 per cent), RMG Cotton including Accessories (0.98 per cent), Tobacco unmanufactured 
(0.77 per cent), Rubber manufactured products except: Footware (0.66 per cent), Glass/Glassware/Ceremic 
(0.54 per cent), Woolen Yarn Fabrics madeup (0.53 per cent), Oil Meals (0.48%), Paper/Wood Products 
ea cent), Misc. Processed items (0.45 per cent) and Inorganic/Organic/Agro Chemicals (0.41 per 
cent), 


Wood and Wood Products ranked. the first position among, the top six merchandise goods imported 

from Cameroon during 1998-99, but its share decreased to 90.15 per cent during 1998-99 from 98.90 

per cent during 1994-95 of India’s total import from Cameroon. Cotton Raw and Waste (5.36 per cent) 

Natural Rubber (2.80 per cent), Machinery except Electric and Electronics (0.18 per cent), Electronic. 
Goods (0.04 per cent) and Manufactures of Metals (0,02 per cent) are the other five goods imported from 

Cameroon. 
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Name and Addresses of th 


(a) Ministere du developpement industrial et Commercial (MINDIC) 


e Organisations engaged in Foreign Trade in Cameroon are ‘— 


Direction du Commerce 


YAOUNDE 

Tel. > (237). 220070 
Fax : (237) 222704 
ghee : 8638 minci kn 


(b) Conscil National des Chargeurs du Cameroum 


(c) 


(d) 


Service de la cooperation internatioale 


B.P, 1588 

DOUALA 

Tel. > (237) 423994 
Fax, : (237) 428901 
Tlx : 4669 kn. 
Societe nationale d’investissement du cameroun 
(SNI) 

B.P. 423 

YAOUNDE 

Tel _ t (237) 224422 
Fax : (237) 223964 
TIx : 8205 kn. 


Chambre de Commerce, d’industrie et des mines 
Rue de la Chambre de Commerce 

B.P. 4011 

DOUALA 

Tel. : (237) 426787 

Fax > (237) 425596 

Tiny : 5948 dechamdo kn. 


NOTICE 


Permission for reproduction in part on entirety of this official paper on Bilateral Trade of India, published in 


the INDIAN TRADE JOURNAL is reserved by D.G.C.I. & S., Calcutta. 
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FROM OUR EMBASSIES ABROAD 
I. INDO-SUDAN BILATERAL TRADE 
India’s Exports 


India’s Exports to Sudan during 1998-99 total Rs. 234.10 crores up 41.31 per cent from Rs. 165.66 during 
the previous financial year. The most important group of commodities was Engineering goods total proceeds 
of which was Rs. 67 crores in 1998-99, registering 39 per cent growth from previous year. Among Engineering 
goods, hand-tools and transport equipments (including vehicles and auto parts) constitute major components. 
Readymade garments registered marginal growth of 2 per cent at around Rs. 39 crores. However, exports of 
textiles yarn and fabric doubled from Rs. 15 crores to Rs. 31 crores. Drugs and pharmaceuticals at Rs. 22 crores 
constitute nearly 10 per cent of total exports which also nearly doubled since last year. India is emerging as 
strong competitor to European and Regional suppliers and in some items like I. V. fluids, it is dominating the 
market. One item which registered rapid growth in exports is rice. Rs. 100 crores worth of rice was exported 
in 1998-99 compared to almost nothing previous year. 


India’s exports to Sudan is 0.17 per cent of India’s global exports. But there was only 8.84 per cent growth 
in India’s global exports compared to 41 per cent in respect of exports to Sudan. 


India’s Imports 
if 


There was also dramatic growth in Sudan’s exports to India from Rs. 16.61 crores in 1997-98 to Rs. 71.17 
crores in 1998-99 registered 328 percent growth. Major items of exports from Sudan to India are raw cotton 
(39 per cent of total) Sugar (17 per cent of total) organic chemicals, raw hide andskin and leather. Total India 
—Sudan trade in 1998-99 was Rs. 305.27 crores, 67.48 per cent from a turnover of Rs. 182.27 crores pre vious 
aw India’s trade surplus with Sudan increased 9 per cent from Rs. 149 crores in 1997-98 to Rs. 162.93 crores 
ast year. 


[Source : Embassy of India’s ,Khartoum.] 


Il, CHILE’S ECONOMY DURING JULY, 1999 
Economy 


Chile’s first recession in the last 20 years is likely to continue in July, 1999 also, though the slow down of the 
economy will be less severe than seen in the previous two months. The months of May, 1999 and June, 1999 
have shown economy shrinking by 1.8 per cent and 2 per cent respectively. Th2 monthly Econo nic Activity 
index for May, 1999 has also shown a negative growth of 2.9 per cont condired t> th: sanz moath last year. 
This, combined with 6 per cent drop for April, 1999 means that the economy will definitely show a negative 
Performance in the second quarter of this year. The on going drought and power crisis has thus crippled the 
“conomy for the cighth straight month,-prolonging Chile’s recession. The Central Bank of Chile has blameda 

arge drop in farming activity-down 10 per cent and a worsening of contraction in the power sector-off more than 
20 per cent for the downturn in the economy. The fundamentals of Chilean Economy remain strong and experts 
are predicting a recovery by September-October. Analysts believe that Chile will recover the growth rates 
displayed this decade and the inflation will remain under check. The Centtal Bank of Chile expects GDP to 
grow 0.5 perc ent this year and to expand between 4.5 per cent and 5.5 per cent in the year, 2000. 


Fiscal Deficit 
For the first time in 13 years, Chile could post a fiscal deficit in 1999, with estimates ranging between 0.5 


percent and 1.3 percent of the GDP. Official figures reveal a persistent increase in public spending siace the 
beginning of the ‘90's, with an average expansion of 5.5 per cent per year in real terms since then. For 1999, the 
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government has said fiscal spending would not grow beyond 2.8 per cent but it is likely to b2 more than that 
The Ckiean government has announced an investment plan to curb growing unimployment which ieat its 
hibighest level in a decade. This, combined with a dropin fiscal income owing to reduced tax collections and 
depressed copper prices, would generate numbers in the red for fiscal accounts. Analysts are also forecastingn 


that fiscal deficit could spill over into 2000 if the government maintains plans for fiscal spending growth of 4.5 
per cent, 


[Source : Embassy of India, Santiago.] 


Hf, INDO-UAE TRADE 


According to provisional foreign trade statistics released by the Directorate Goneral of Commercial Intellige- 
nce and Statistics, the Indo-UAE bilateral trade during 1998-99 increased to Rs. 150.47 billion (about US$ 
9.59 billion) from Rs. 129.04 billion (about US$ 3.47 billion) in 1997-98. India’s exports to UAE during 1998-99 
increased to Rs. 77.95 billion (US$ 1.86 billion) as compared to Rs. 62.89 billion (US$ 1.69 billion) in 1997-98 
and showéd a growth of about 10 percent. Similarly, India’s import from UAE in 1998-99 was worth Rs. 72.52 
billion (US$ 1.73 billion) as compared to Rs. 66.15 billion (US$ 1.78) in 1997-98. After a peciod of four year, 
the bilateral trade is in favour of India. There has been substantial increase in India’s export of RMG manmade 
Fibre, RMG Cotton including accessories ; RMG wool ; cotton yarn fabrics madeups ; fruits and vegetable 
seeds ; leather. footwear components ; electronic goods ; gem and jewellery ; drugs, pharmaceuticals and fine 
chemicais ; machinery and instruments ; manufacturers of metals: rice (other than Basmati), etc. Howover 
there has been decrease in our exports of Tea, fruits and vegetabies marine products, ete. 


[Source : Embassy of India, Abu Dhabi. 
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COMMODITY EXIM UPDATE 


IMPORTS 


Items covered this week : 


if “Pulp and Waste Paper’ 
In May, 1999, the provisional value of imports 
of this commodity was of the order of Rs. 
6,536.62 lakhs which accounted for 0.44 per cent 
of the total imports of India during the Month 
in question. In May, 1998, the corresponding 
figures were Rs. 11,853.58 lakhs or 0.87 per cent 
(final figures ). 


U.S.A., Canada and Netherlands have been 
respectively, ¢he first, second and third most im- 
portant sources of these imports in May, 1999. 
U.S.A. alone, is the source of 42.16 per cent’ of 
total imports of this commodity. Corresponding 
figures for Canada and Netherlands are 17.95 per- 
cent and 8.99 per cent respectively. 


The imports of this commodity have been 
done mainly through Nhava Shiva Sea Port 
(37.33. per cent of the total imports of this 
commodity valuewise) in May, 1999. Mumbai 
Sea Port and Chennai Sea Port come second and 
third with corresponding figures of 29.15 per cent 
and 12.00 per cent respectively. 


2. ‘Wood and Wood Products’ 


In May, 1999, the provisional value of imports 
of this commodity accounted for 0.41 per cent of 
the total imports of India during the Month in 


question. In 1998, the corresponding figure was 
0.99 per cent ( final figures). In absolute terms 
this Month has seen a downswing of imports of 


this commodity as compared to the correspo nd- 
ing Month of the previous year a decrease of Rs. 
7,514.03 lakhs or 55.46 per cent. 


Mayanmar, Nigeria and 
respectively, the first, 


Ivory Coast have been 
second and third most im- 
portnat sources of these imports in May, 1999. 
Mayanmar, alone, is the source of 40.44 per cent 
of total imports of this commodity. Correspond- 
ing figures for Nigeria and Ivory Coast are 
12.93 per cent and 7.29 per cent respectively. 
Last year, during the corresponding period, 
Mayanmar, Malaysia and Bhutan were, 
respectively, the first, second and third most 
importanant sources of these imports. 


The ports through which this commodity has 
been imported mainly are New Mangalore Sea 
Port, Mumbai Sea Port and Chennai Sea Port. 
38.03 per cent of the total imports of this commo- 
dity valuewise has been done through New 
Mangalore Sea Port in May, 1999. Mumbai 
Sea Port and Chennai Sea Port come second and 
third with corresponding figures of 29.33 per cent 
and 9.23 per cent respectively. 
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EXPORTS 


Items covered this week : 
L}. ‘Fresh Fruits’ 


In May, 1999, the provisional value of export 
of this commodity was tothe tune of Rs. 2,234.27 


lakhs which accounted for 0.19 per cent of the 
total exports from India during the Month in 
question. In May, 1998, the corresponding 
figures were Rs. 2,929.70 lakhs and 0.39 per cent. 
(final figures). 

U.A.E., U.K. and . Bangladesh . have: , been. 
respectively, the first, second and thirid most 
important destination of the exports of _ this 
commodity in May, 1999. U.A.E., alonz, accoun- 


ted for 56.84 per cent of the total exports of this 
Commoaity in May, 1999. corresponding figures for 


U.K. and Bang adesh are 16.74 per ceat aal 8.92 
per cent respectvely. 
The exports of this commodity are done 


mainly through Mumbai Sea Port (52.15 per cent 
of the total exports of this commodity have been 
done through this port in May, 1999), 


Ai ‘Fresh Vegetables’’ 


In May, 1999, the provisional value of exports 
of this commodity accounted for 0.43 per cent of 
the total exports of India during the Month in 
question. In May, 1998, the corresponding figure 
was 0.31 per cent (final figure). In absolute 
terms, this Month has seen an upswing of  ex- 
ports of this commodity as compared to th 
corresponding Month of the previous year ( an” 
increase of Rs. 1,975.76 lakhs or 65.77 per cent) 

U.A.E., Sri Lanka and Bangladesh have been 
respectively, the first, second and third most im- 
portant destinations of these exports in May, 1999, 
U.A.E., alone, is the source of 28:08 per cent 
of total exports of this comnodity. Corresponding 
figures for Sri Lanka and Bangladesh are 22.60 
per cents and 2ZUi16 per “cent respectively. Last 
year, during the corresponding period., U.A.E., 
Sri Lanka and Malaysia were, respectively, the 
first, second and third most important destinations 


of these exports. 

The ports through which this commodity has 
been eXported mainly are Mumbai Sea _ Port, 
Mumbai Air Port and Chennai Sea Port. 40.76 
per cent of the total exports of this commodity 
valuewise has been done through Mumbai Sea 
Port in May, 1999. Mumbai Air Port and 
Chennai Sea Port come second and third with 


corresponding figures of 17.54 per cent and 7.03 
per cent respectively. 


(Source : D.G.C.L, and S., Calcutta). 
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FOREIGN TRADE STATISTICS 


REVIEW OF FOREIGN TRADE OF INDIA DURING APRIL, 1999-MAY, 1999 OF THE 
FINANCIAL YEAR 1999-2000 
1.0 Overview 


1.1 Exports : India’s exports of merchandise during April, 1999 to May, 1999 are provisionally estimated at 

Rs. 22,662 crores (equivalent to US$ 5301 million) as against provisionally estimated figure of Rs. 20,009, crores 
equivalent to US$ 4994 million). The exports registered a growth of 13.26 per cent in rupee terms, and 6.15 pet 
vi in dollar terms during April, 1999 to May, 1999 compared to the level registered during April, 1998 to May, 
998. . 


1.2 India’s exports during May, 1999 are provisionally estimated at Rs. 11,318 crores (equivalent to US$ 
2646 million) as against provisionally estimated figure of Rs. 9,589 crores (equivalent to US$ 2369 million) during | 
May, 1998, registering a growth of 18.03 per cent in rupee terms and 11.69 per cent in US3 terms. 


1.3 dmports : India’s imports during April 1999 to May., 1999 provisonally placed at Rs. 28,177. crores 
(equivalent to US$ 6,591 million) compared to provisionally estimated figure of Rs. 27,446 crores (equivalent to 
US$ 6851 million) during the corresponding period of the previous yeat. The growth in rupee terms was 2.66 
per cent and —3.80 per cent in US dollar terms. 


1.4 India’s imports during May, ©1999 provisionally stood at Rs. 14,555 crores (equivalent to US$ 3403 
million compared to provisionally estimated figure of Rs. 13,549 crores (equivalent to US$ 3,348 million) during» 
the corresponding period of the previous year registering a growth of 7.42 per cent in rupee terms and 1.64 per- 
Cent ane wes. © terms. iy! 


1.5 Trade Balance : The trade deficit for April, 1999 to May, 1999 is provisionally estimated at Rs. 5,515 
crores (equivalent to US$ 1290 million) as against Rs. 7,437 crores (equivalent to US$ 1856 million) during the 
coiresp onding period cf the previous year. 


1.6 Trade deficit during May, 1999 provisionally stood at Rs. 3,327 crores (equivalent to US$ 757 million) 
as against the provisionally estimated figure of Rs. 3960 crores (equivalent to US$ 978 million) during May, 
1998, ) 

1.7 The monthly review of foreign trade as registered during the month of May., 1999 ; April, 1999 to May, 
1999 and May, 1998 and April, 1998 to May. 1998 of the financial years 1999-2000 and 1998-99 is depicted in the 
brief overview in Trade I below : 

TABLE-I 
Details of India’s Foreign Trade (Rs. crores) 
Comparative growth in Percentage 


Nature of Trade/Year May ‘98 May ‘99 Apt. °98- Apr. ’99- May °99 Apr. °99-May °99 


May ’98 May °99 over over 
May °98 Apr. ’98-May °98 

(1) (2) (3) (4) (5) (6) (7) 

Exports 9,589 11,318 20,009 22,662 18.03 13.26 
ba (2,369) (2,646) (4,994) (5,301) (11.69) (6.15) 
Imports + 10) 3,949 14,555 27,446 28,177 7.42 2.66 
(3,348) (3, 403) (6.85 1) (6,591) (1.64) (—3.80) 

Trade Balance (—)3960 (—)3237 (—)7437 (+)5315 


)'078)*) ()(757)— (—) (1856) (—) (1290) 
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N.B.— 


1, Figures given in brackets in columns 2 to 5 are in US$ million and in columns 6 and 7 are the corres 
nonding percentages. 


2. All figures are provisional. 


2.0 Export Trade of India 


2.1. India’s exports to 15 major countries of the world in the order of value of merchandise exported during 
May, ‘99 compared to May, ‘98, and that of April 1999-May., 1999, compared to April 1998-May., 1998, have 
been examined to find out the Inter-country shares and changes thereof in the total exports trade of India with 
these countries. These have been presented in Table If and IFA in Indian rupee terms and US dollar terms, 
respectively. 


2.2 It will be seen from Table II that 15 major countries absorbed 72.18 per cent of India’s total exports trade 
during April, 1999-May, 1999, as against 72.09 per cent during the corresponding petiod of the previous financial 
year. 


3.0 Direction of India’s Exports Trade 


3.1 U.S.A. was the top importing ccuntry absorbing 22.33 per cent of India’s total exports in April, 1999-May, 
1999 which is under review. USA was followed by Hong Kong (6.37 per cent), U.K. (5.83 per cent) United Arab 
Emirates (5.75 per cent), German F, Rep (5.64 per cent) etc. Amengst the major fifteen countries the highest 
gtowth in rupee terms was recorded by Singapore (26.64 per cent) followed by France (22.57 per cent), Hong Kong 
(20.95 per cent), United Arab Emirates (20.25 per cent) etc. India’s exports to Japan, Russia, Belgium, 
Bangladesh and Saudi Arab actually drapped during April, 1999-May, 1999 as compared to the levels achieved 
during the correspending petiod of previous year. 


3.2 India’s exports to the next 15 emerging important eountry markets have been presented in Table HT and 
IIA in descending order of value of export trade during the cited period. These 15 countries absorbed 14.82 
per cent in India’s s total export trade during April, 1999-May, 1999 as against 13.79 per cent during the correspond- 
ing pericd of the previous financial year. 


3.3 Among the emerging important countries, Canada (1.54 per cent) topped the list, followed by China 

P. RP. (1.45 per cent), Sri Lanka (1.34 per cent), Korea Rep.) 1.24 per cent) etc. during April 1999-May., 1999, 

In rupee terms Nepal recorded the highest growth of 2,266.67 per cent followed by Korea Rep. (81.68 per cent) & 

Indonesia (73.49 per cent) etc. However, the export im respect of South Africa, Chinese Taipei, Switzerland and 

_ Australia actually dropped during Aptil, 1999-May, 1999 when compared with level attained during the April, 
1998-May., 1998. 


4.0 Commodity Pattern of India’s Exports 


, 4.1 India’s exports of 15 dominant high-valve earning commodities and 15 emerging high-value earning com- 
Modities have been presented in Tables IV, IVA, V and VA in India rupee terms and US dollar terms. 


4.2 These 15 dominant high-value earning commodities contributed 65.65 per cent to India’s total exports 

trade during April, 1999-May, 1999 compared to 65.03 per cent during April, 1998-May, 1998, Gems and Jewellery 
(17.48 per cent) as usual was top item of export during the cited period followed by RMG Cotton including acces- 
Sories (10.01 per cent), Cotton Yarn, Fabrics, Madeups etc. (9.81 per cent), Drugs, Pharmaceuticals and Fin 
Chemicals (4.56 per cent) etc. These feur items also maintained top position during April 1998-May., 1998. The 
growth in terms of rupee was the highest in case of Handicrafts (excl. handmade carpets (53.24 per cent) followed 
by Cashew (45.75 per cent ), RMG Cotton including Accessoies (38.93 per cent), Drugs, Pharmaceuticals and Fine 
Chemicals, Marine Products, Transport, Equipment, Machinery and Instruments, RMG Man-made Fibres and 
Coffee however each recorded negative growth. 
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4.3 Of the Fifteen emerging high value earning commodities shown in Tables-V and VA which accounted 
for 16.62 of India’s total exports trade during Apri}, 1999-March, 1999 compared to 18. 91 per cent during the 
corresponding previous period. Leather goods recorded maximum growth of 187.50 per cent in Rupee terms, 
followed carpet (exc. Silk), Handmade (112.76 per cent) and other ores and minerals (107.41 per cent). Items 
like primary and semi-finished iron and steel, dyes intermediates and coal tar, oil meals, electronic goods, rice 
(other than Basmoti), rice Basmoti, Rubber manufactured products except footware, Tea, finished leather, 
however, each registered a comparative fall. 


5.0 Import Trade of India 


5.1. India’s imports from 15 major countries of the world in the order of value of imoorts dasing Adri, 1999 
to May, 1999 have been depicted in Tables- VI (in crores of INR) and VIA (value in Million US$) respectively . 


5.2 It may be seen from the table VI that India imported as much as 70.21 per cent of its total imports from 
these fffteen important countries during April, 1999 to May, 1999 as against 71.81 per cent of the total c.if. 
value of aggregate imports during April, 1998 to May, 1998. 


6.0 Direction of Imports 


6.1 It will be seen from table VI that out of 15listed countries, USA (8.12 per cent) Switzerland (7.46 pee 
cent), UK (5.61 per cent), United Arab Emirates (5.07 per cent), South Africa (4.79 per cent) were the major 
countries of origin from which India’s imports had generated significantly, during the period April, 1998 to 
May, 1999. 


6.2 These Fifteen countries together recorded a combined growth of—0.46 per cent in rupee value in their 
export trade to India during April, 1999 to May, 1999. The growth in terms of rupee in the case of India’s 
imports from Nigeria was very substantial at 100.88 per cent followed by South Africa (74.19 per cent), United 
Arab Emirates (26.58 per cent) etc. However, imports from Switzerland, UK, Japan, Belgium, Federal © Repub- 
lic of Germany, Saudi Arab and Australia actually dropped during April, 1999 to May, 1999 compared to the 
levels registered during April, 1998 to May, 1998. 7 


7.0 Commodity Pattern of India’s Imporis 


7.1 In Tables VII & VIIA India’s imports 15 high value merchandise during April, 1999 to May, 1999 have 
been presented in rupee terms and US Dollar Terms respectively. These 15 commodities contributed 78.60 per 
cent of India’s total imoptrs trade during the cited period compared to 77.41 per cent during corresponding 
previous period . 


7.2. It will be seen from Table VI! that Petroleum Crude and Products (20.97 per cent) as usual topped the 
list followed Gold and Silver (12.36 per cent), Pearls, Precious, Semi-precious Stones(10.70 per cent) ,Machinery 
except Electrical and Electronics (5.97 per cent) were the major items of imports trade in rupees terms during 
the cited period. 


7.3 During April, 1999 to May, 1999, Vegetable Oils Fixed (edible) recorded the highest growth of 147.40 
per cent in rupee terms followed by Fertilizers Manufactured (97.25 per cent) and Petroleum Crude and Products 
(40.99 percent). Organic Chemicals, Coal, Coke and Briquettes, etc., Machinery except Electrical and Electro- 
tronics, Gold and Silver, Iron and Steel, Project Goods, Inorganic Chemicals, Professional Instruments, ete 
Except Electronic & Metaliferous Ores and Metal Scrap however each registered a comparative fall. 


8.0 India’s Export Originating from Major India Ports during April, 1998 to May, 1998 and April, 1999 to 
May, 1999 of Financial Year 1998 to 1999 and 1999 to 2000. . y 


8.1 India’s exports from major Indian Sea and Airports during the period under review have been present 
ed in Tables VIIT & VITIA valued in Indian Rupee Terms and US Dollar Terms, respectively. 


8.2 It will be seen from the Tables that 86.02 per cent of India’s total exports during April, 1999 to May, 


1999 have taken place through India’s major Sea Ports and Airports. The exports through Land Route were 
negligible. rates 
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8.3 Among the Sea Port routes, Nava Shiva Sea Port ranked first according to the value of exports 
trade handled, followed by Mumbai, Chennai, Tuticorine, etc. All the Seaports except Mumbai and Cochine 
recorded positive growth during April, 1999 to May, 1999 compared to the levels attained during April, 1998 
to May, 1998, 


8.4 In Air Cargo routes, Mumbai occupied the top position, followed by Delhi, Chennai, Bangalore and 
Calcutta. The value of export cargo in terms of Rupee shipped through Bangalore Air Cargo Complex recorded 
a growth of 33.33 per cent followed by Mumbai (14.06 per cent) during the period under review. 


9.0 India’s Imports through Major Ports during April, 1998 to May, 1998 and April, 1999 to May, 1999) 
the Financial Years 1998 to 1999 and 1999 to 2000, 


9.1 India’s imports made through majpr Indian Sea and Airports during the period under review have been 
presented in Tables IX & IXA valued in Indian Rupee Terms and US Dollar Terms, respectively. 


9.2 It will be seen from the above tables that 83.41 per cenr of India’s imports have taken place during the 
period under review mainly through Sea and Airports compared to 84.22 per cent during the corresponding 
period. 


9.3. Among the Major Sea Ports, Mumbai Port occupied the topmost position, followed 
by Chennai, Nava Shiva, Calcutta, Visakhapatnam, Kandla, Haldia etc. While imports through Mumbai 
Chennai, Visakhapatnam, Kandla, Haldia dropped the other four ports registered positive growth ranging 
between 236.97 per.cent (Kakinada) and 22.05 per cent (Nava Shiva) during April, 1999 to May, 1999 
compared ‘to the levels registered during April, 1998 to May, 1998. 


9.4 Among the Indian Airports handling India’s import of merchandise, Mumbai, Delhi, Ahmedabad, 
Chennai and Bangalore were the five major Airports contributing the major share. 


9.5 The contribution of Land Routes were in significant. 
NOTICE 


Permission to reproduce in part or inentirely of the review of Foreign Trade of India published in the 
Indien Trade Journcl is reserved by the DGCI & S, Calcutta. 
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TABLE-Ti 
India’s Export to Fifteen. Major Countries 


(Value in Rs, Crores) 


Serial Country of Destination Of financial Of financial Percentage Percentage Porcentage 
Na. year 1998.99 year 1999.06 growth during Share in India’s Share in India’s 
period April, period April, April, °98-May, Total Export Total Export 
98-May-98 °99-May °99 98 ' April, °99- drring during 
(Prov.) May, °99 Apri, °98- April, °99- 
May, °98 May, °99 
pa wringer roman Tie) BOT nie aa yom ADTs! ca, cng cc 
a) Sk ; . : ; : 4,086 4,817 17.89 20.60 22.33 
2. Hong Kong : é : ‘ 1,136 3 1,374 20.95 5.73 6.37 
Sh, Cy a : : : : : 1,101 1257 14.17 3.59 28S 
4, U.ArabEtts. . ; : : 1,032 1,241 20.25 5.20 3,78 
5. German F. Rep. . , : ; 1,045 1,216 16.25 Si2a 5.64 
6. Japan . : - ‘ ° ° 976 913 — 6.45 4,92 4.23 
7. Belgium : ; . é e 938 800 —14.71 4.73 S71 
Pe cats aN! SLE 699 701 0.29 3.53 3.25 
9, France ‘ ° e ° ° 474 581 22.08 2.39 2.69 
10. Bangladesh . . ° e e 668 Bs) —16.92 BREE) 2.50 
{dae Néthethnidies Aue 2 , 478 516 7.95 2.41  FRBD 
12. Russia . ‘ ° e o S17 447 —13.54 2.61 2.07 
13. Saudi Arab. ° e * ° S19 414 —20.23 2.62 192 
14. Singapore. ° ° ° e 304 385 26.64 1.53 1.79 
15. Spain . . 5 . : Bai 356 8.87 1.65 1.65 
Ae, Total ek aie Geet 14,301 15573 st(‘(‘é 
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TABLE-I 
India’s Export to Fifleen Emerging Countries 
(Vaiue in Rs. Crores) 


i i _  N 


Serial 
No. 


SEP al ae Pw we 


en ee es 
> we NY = © 


‘hs 


Country of Destination 


Canada 


China PRP . 


Sri Lanka 
Korea RP 
Israil 
Malaysia 


Australia 


Switzerland . 


Thailand 


Chinese Taipei 


Egypt A RP 
Nigeria 
Indonesia 
Nepal . 
South Africa 


Of financia! Of financial Percentage Percentage Persentage 
year 1998-99 year 1999-00 growth during Sharein India’s Share in Inda’s 
period April, period April, April, 98-May Total Export Total Export 


*98-May, 98 °99-May °99 °98/April, °99- during during — 
(Prov.) May, ’99 April, °98- April, ?99- 
May, °98 May °99 
3 4 5 6 q 
247 332 34.41 1.25 1.54 
243 313 28.81 1.23 1.45 
278 289 3.96 1.40 1.34 
147 267 81.63 0.74 1.24 
224 254 12.39 1.13 1.18 
PA 223 Eye, 1.07 1.04 
236 217 —8.05 1.19 1.01 
L 224 205 — 8.48 1.13 0.95 
1S 192 9.71 0.88 0.89 
Pia! 181 —14.2 1.07 0.84 
‘ 115 157 36.52 0.58 0.73 
2 114 151 32.46 0.511 0.70 
: 83 144 73.49 0.42 0.67 
6 142 2,266.67 0.03 0..66 
221 130 —41.18 1.11 0.60 
2,736 3,197 16.85 13.798 UTE G36 


Total (1 te 15) 


~ 7 Ss eee 
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TABLE-IV 


India’s Export of Fifteen High Value Earning Commodities 


el el 


(Value in Rs. Crores) 


Serial Commodity Group Of financial Of financial Percentage — Percentage — Percentage 
No. year 1998-99 year 1999-00 “Growth during Sharein India’s Share in India’s 
period April, period April, April, °98-May, Total Export Total Export - 
*98-May °98 °99-May, ’99 °98/April, °99- during during 
: (Prov.) May, ’99 April, ’98- April, °99- 
May, 98 May, ’99 
1 2 3 4 5 6 q 
1. Gems & Jewellery 3,368 3,772 12.00 16.98 17.48 
2. RMG Cotton Incl. Accessories 1,554 2,159 38.93 7.83 10.01 
3: Cotiex, Yarn, Fabrics, Madeups etc, 1,750 2,116 20.19 8.82 1 9.81 
4: Drugs, Pharmcutes & Fine Chenils. 1,049 983 —6§:29 5.29 4.56 
5. Machinery and Instruments 743 707 —4.85 sys 3.28 
6. Manufactures of Metals. 544 658 20.96 2.74 3.05 
7. Marine Products 598 546 8.70, 3.02 2.53 
8. aD teasde Yarn, Fabrics, Madeups 511 od2 0.20 2g Zod 
9. Transport Equipments 460 452 4 282 é 2,10' 
10. Handerfs (Excluding Manmade Crpts) 278 426 53.24 1.40 1.97 
11. Inorganic/Organic/Agro Chemls 385 390 1.30 1.94 1.81 
12. RMG Manmade Fibres 580 380 —34.48 j-2.92 1.76 
13. Cashew 247 360 45.75 [1.25 1.67 
14. Coffee 528 353 —33.14 4.2.66 (1.64 | 
15. “Spices 305 351 15.08 $1.54 1.63 
PTR Cu Wii ee al ioun seam omnpogC eT Ur eanp onama i 9.81 ~~, 165509 er sas eae 
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Serial 
No. 


e 2 AD w wn 


a ee ee 
ak eile ak ell 


15. 


period April, period April, April, °98-May, Total Export Total Export 
°98-May, °98 *99-May, *99 °98/April, °99- — during April, °99- 
(Prov.) May, °99 April, ’98- May, °99 
May, 798 
ON ee Se RNs veboatee ee 
370 341 —7.84 1.86 1.58 
336 340 1.19 1.69 1.58 
150 319 112.67 0.76 1.48 
309 303 —1.94 1.56 1.40 
468 247 —47.22 2.36 1.14 
408 242 "—40.69 2.06 | a 
80 230 £187.50 0.40 1.07 
346 [225 —34.97 1.74 1.04 
108 224 + 107.41 0.55 1.04 
267 198 —25.84 1.34 0.92 
124 192 54.84 0.62 0.89 
181 185 [2.21 0.91 0.86 
206 182 f—11.65 1.04 0.85 
206 180 —12.62 1.04 0.83 
193 178 —7.77 0.97 0.83 
Rea inion meta 8 3a8g 44g SN 8S 1662 
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TABLE-Y 


India’s Export of Fifteen Emerging High Value ‘Earning Commodities 


Commodity Group 


Of financial Of financial Percentage Percentage Percentage 


(Value in Rs. Cro 


year 1998-99 year 1999-00 Growth during Share in India’s Share in 


Dyes/Intmdtes & Coar Tar Cheml. 
Plastic & Linoleum Products 

Carpet (Excl. Silk) Handmade. 
Electronic Goods 

Rice (Other than Basmoti) 

Prmry. & Semi-Finished Iron & Steel 
Leather Goods. ‘ a 
Rice-Basmoti 

Other Ores and Minerals 

Oil Meals 

Footware of Leather 

Residl. Chemical & Allied Products 
Rubr. Mfd. Product Except Footwear 
ea: ° 


Fisnished Leather - 


Total (1 to 15) 
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res) 


India’s 


Cae Nitee tee. temee — sheemieefs | Se a dey Ss ey Se i Sa A Sn, seed Mey, Ste te 
. 


Serial Country of Origin of Indian 


No. import 


(1) 


Fo Se) Glee ee 


aoe Ee eae] — SY 
WW ND aH =O 


_— 
om 


is, 


cde apes hie tll ae ead) 


Switzerland 
U.K: 

U Arab Emts 
South Africa 


Japan 


Belgium . . 


Malaysia . 
Kuwait 

Saudi Arab 
Nigeria 
German F Rep. 
Singapore 
Australia . 


Ghana 


Total(1 to-15)-. 


en imc | een meet 
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TABLE-VI 


India’s Import from Fifteen Major Countries 


(Value in Rs: Chores 


— a SS SN 


Of financial year Of financial year Percentage Percentage snare Percentage share ' 
1998-99 period 


1999-00 period: growth during in India’s Total in India’s Total 


Apr., ‘98-May, 98 Apr.,’99-May,’99 Apr.,’98-May,’98/ Import during Import during 


(3) 


2,189 

2.820 

. ; 2,403 
1,121 

. ; 771 
1,669 

1,836 

970 

° ; 1,036 
° j 1225 
570 

15255 

982 

917 


( Proy.) Apr.,99-May ,99 Apr.’?98. May’98 Apr.’99- May’99 
(4) (5) (6) (7) 
327 4oo7 +. 955) 
2,090 —25.89 10.25 7.46 
15/2 —34.58 8 73 5.61 
1,419 26.58 4,07 eae eH 
1,343 74.19 2.80 ' 4.79 
1,327 —20.49 6.06 * 4.73 
1,269 —30.88 6.67 4.53 
1,200 23.71 3553 4.2 8 
1,199 15.73 ER 4.28 
1,184 —3.35 4.45 4.23 
1,145 100.88 2.07 4.09 
1,120 —10.76 4.56 _ 4.00 
1,049 6.82 3S. 3.74 
785 —14.39 3:33 {| 2.80 
695 2.48 
19,673 —0.46 71.81 70.21 
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TABLE-VII 


India’s Import of Fifteen High Value Merchandise 
(Value in Rs. Crores) 


— ee ee er eee ee 
. ag ng ay aes oan eee ye, EG SS SN a SS ER ES ET ay SS A ST tN 


Serial Commodity Group Of financial year Of financial year Percentage Prcantage shate Percentage share 
No. 1998-99 period 1999-00 period growth during  inIndia’stotal in India’s total 
Apr.98-May' 98 Apr.’99-May,99 Apr.’98-May,98 import Apr.98- import Apr.’99- 
(Proy), Apr.‘99.May’99_ May’98 May’99 

1. Petroleum, Crude & Products. 4,167 5,875 40.99 15.14 20.97 
2. Gold and Silver , ; : 4,724 3,462 —26.71 17,17 12 36 
3. Perls. Prous. Semiprcs. Stones 2,259 2,997 32.67 | 10.70 
4. aries Excpt. Elec, and Electro- 2,056 1,673 —18.63 1.47 5.97 

nic. 
5. Electronic Goods. ° 2 1.29% 1,458 12.94 4.69 5.20 
6. Vegetable Oils Fixed (Edible). 500 1,237 147.40 1.82 4.42 
7. Organic Chemicals. : ; 924 913 —1.19 3.36 3.26 
8. Project Goods 1,781 708 —60.25 6.47 Pe 
9, Inorganic Chemicals . : ; 720 679 —5.69 2.62 2.42 
10. Iron and Steel . : i ; 643 578 —10.11 fe B 2.06 
11. Fertilizers Manufactured. ‘ 291 574 97.25 1.06 2.05 
12. Coal, Coke and Briquittes, atc. . 655 553 —15.57 2.38 1.97 
13. Profsnl. Inst, etc. except Elctnc. . SZ 488 —4.69 1.86 1.74 
14. Artfcl. Resns., Plstc. Matrls., etc. 380 433 13.95 1,38 155 
15. Metalifers Ores & Metal Scrap. . 402 394 —1.99 1.46 1.40 
16. Total (1 to 15). ; : ‘ 21,305 22,022 chil 77.41 78.60 
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TABLE—VILE 


India’s Export Through Major Ports During April °99-May ’99 and April °98-May °98 of ihe Finaacial Years 
1999-2000 and 1998-1999 


(Value in Rs. Crores) 


a nee ee 


Serial Name of Ports Value of Value of Comparative Percentage Percentage 
No. Exports during | Exports during Growthin Share in Share In 
April °98- April ’99- Exports during India’s Total ladia’s Total 
May ’98 May ’99 April ’99- Exports during Exports during 
May 799 over Aptil *98- April °99- 
April °98- May °98 May ‘99 
May °98 
I 2 18 Jean iaivagen 4) seu clepaben ion. <4 Aneaeeane’ 7 
pais OS ae oe rr hind areas te soon 
1, Nhava Shiva ; : ; ‘ 2,596 [4,269 64.45 13509 19.79 
2. Mumbai ‘ 5 ‘ ‘ 5 3,259 2,422 —25.68 16.43 12s 
SreuCcHeamal he ce Lohse nie Mer (ath Lake 1,744 {1,763 1.09 8.79 8.17 
APAeOrine ... 5 : ‘ 766 1,046 36.55 3.86 4.85 
5. Cochin ; 1,056 938 —11.17 5.32 94.35 
6. Kandla. ae 694 701 1.01 3.50 3.25 
T. ‘Calcutta : ; — 338 — — How) 
Moti 9.0 ARE fee. ep 10,115 11,477 (ely 50,99 53.20 
Il— Alk | 
1. Mumbai ; : ; - 4 4,190 4,77? 14.06 212 22.15 
2.) welhi® . : ‘ : : . 1,769 1,290 — 27.08 8.92 5,98 
3. Chennai 3 : , : : 640 599 —6.41 3.23 2.78! 
a PaBptsaloine yin 4i pei!) ic. aan gies “138 244 33.33, <7 0.92 1.13 . 
oe calcntta:” \. f ; : i — 159 —" 6.78 
Totals. 2. : a wheats 6,782 7,081 4.41 34,19 32.82 
Mi—LAND 
1 Petropole (West Bengal) y , 276 242 12,32 1.39 1:12 
2. Moreh (Manipur) p ‘ : os 127 = — 0.59 
Total-Hl : : ; ; 276 369 33.70 1,39 Ltd ¥ 
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TABLE-IX 


Indla‘s Import Through Major Ports DurIng April ‘99—-May ‘99 and April ‘98—May ‘98 of the Financial Years 1999-2000 
and 1998-1999 


(Value in Rs. Crores.) 


——— 


Se 


Serial Name of Ports Value of Value of Comparative Percentage Perc2ntag: 
No. Imports during Imports during Growth in Share in Share in 
April, *98— April, °99— Imports during India’s total India’s total 
May °98 May, °99 April, °99— {[mports during Imports during 
ia May, 99 over April, °98— April, 99 — 
April, ’*98— May, °98 May, "99 
May, °98 
1 3 4 5 6 7 
Mie Mies Mein ya. (99-000) sun ldoneind i PVM Lig 1 cad TO.” pour ole. 
1. Mumbai 4,245 3,562 —16.09 18.17 16.09 
2. Chennai 2,092 1,581 —24.43 3.96 7.14 
3. Nhavashiva . 1,229 1,500 22.05 5.26 6.77 
4. Calcutta 264 714 170.45 1:43 3.22 
5. Visakahapatnam 554 517 — 6.68 2.37 2.33 
6. Kandla 869 469 —~46.03 Gi 2.12 
7. Haldia S27 445 —15.56 2.26 2.01 
8. Kakinada 119 401 236.97 0.51 1.81 
9. Cochin 237 350 47.68 1.01 1.58 
Total-I 10,136 9,539 —5.89 43.40 43.08 
If | AIR 
1. Mumbai 3,800 4,082 7.42 16.27 18.44 
2. Delhi . 2,140 1,804 —15.70 9.16 8.15 
3. Ahmedabad 1,856 1,788 — 3.66 7.95 8.07 
4. Chennai $80 816 40.69 2.43 3.68 
5. Bangalore VES? 441 —61.88 4.95 1.99 
Total-IL 9,533 8.931 — 6,31 40.82 40.33 
{ff -—LAND 
1. Petropole (West Bengal) 34 30 = 1-76 0.15 0.14 
2. Moreh (Manipur) -— 79 - — 0.36 
Total-IIL 34 109 220.59 0.15 0.49 
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TABLE-ITA 
India’s Export to Fifteen Major Countries 


(Value in US $ Millions) 


Serial : Couatry of Destination Of Financial Ycar 1998-99 Of Financial Year 1999-00 P recntage Growth during 
No. Period April, “98-Mey 98 Period April, '99-May ‘99 April, °98-May, ’ 78/ 
(Prov.) April, °99-May, °99 
wre “Q) ve ct oni. ae Oe eee 
ePUSA oe : RATT b 1,020 £1,127 - 10.49 
2. Hong Kong . : ‘ : ‘ 284 321 13.03 
6 fUK ; Sees : ‘ ‘ ge 275 294 6.91 
4. United Arab Emts . ‘ 258 290 12,40 
5. German F Rep 261 284 8.81 
6. Japan 244 214 12.30 : 
7. Belginm . ; : : cs 2 234 187 —20.09 
8. Italy 174 164 — 5.75 
Drape... , ; / : : 118 pro) We £5.25 
10. Bangladesh " t67 130 227.16 
11. Netherland . X : = : 119 i 121 1,68 
12.9 Russia. ; ; § ; : gy 129 105 —18.60 
13.. Saudi Arab . ‘ 7 ee 130 97 55,88 
14,; Singapore *. 4 . 5 : a 676 9n 18,42 
Ida.) Spain |. sh ee : rk ‘ 82 al 83 1,22 
Total (1 to 15) 5 : t B57 3,643 2.02 
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TABLE-IIMA) 


India’s Export to Fifteen Emerging Countries 


Of Financial Year 1998-99 Of Financial Year 1999-00 Percentage Growth during 
Period April, °98-May, 98 — Pcriod April, °99-May, 99 April °98-May ’98/ 


a a cg a eT ce 


(3) 


(Value in US$ Millions) 


Serial Country of Destination 
No. 
(1) (2) 
1. Canada . C - ° 


China P Rep. . 
SriLarka F e 


2 
3 
4, Korea Rep. «.. e 
5 
6 
ii 


Ispael yi . e 
Malaysia 5 A 
Australia ; . 
8. Switzerland . : 
9. Thailand : 5 


10. Chinese Taip2i : 
il. Egypt A Rp. . 

i om Niperis 

13. Indonesia 

14. Nepal 

15. South Africa 


= & Total (1.to 15) 


Gg ee 


684 
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(Prov.) April, "99-May, °99 
Le oa faa ote os aE Te vi 
78 25.81 
73 19.67 
68 — 1:45 
62 67.57 
my, 5.36 
32 — 1.89 
51 — 13.56 
48 —-14,29 
45 yp 
42 —20.75 
37 27.59 
35 25.00 
34 61.90 
33 3200.0 
30 —45.45 
747 Tedd 


AR. 


ee) 


ee Se, 


TABLE-IVA 
India’s Export of Fifteen High Value Earning Commodities 
(Vlaue in US Millions, ) 


ee we gg I 


Serial Cominodity Group Of financial year Of financial! year Percentage Growth 
ve 1998-99 period 1999--00 period Aptil,’98-May,’98/ 
April,’ 98-May,’98 April,’99-May,’99(prov.) April,’99-May,’99 


1 2 3 4 5 
1. Gems and Jeweilary  . ‘ : i : ; 841 882 4.88 
2. RMG Cotton Incl. Accessories. : ‘ : 388 | 505 | “308 
3. Cotton yarn, Fabrics, Madeups, etc. ; : - 437 495 27 
4. Druyzs, Phrmcutes and fine Chemls, ; ; 5 262 230 . —12.21 
5. Machinery and Instruments . 5 ’ ; i 185 Pek) | —10.&1 
6. Manufactures of Metals : ‘ : : 136 154 ; noe 
7. Marine Products ; : : : : , 149 128 | —14.09 
8. M anmade yarn, Fabrics, Madeups R ‘ 128 120 —6.25 
2. siisa cont Equipments . : ; , : A 115 106 ---7,83 
10. Handerfs. (Excl. Handmade Crapts.) : a 69 100 44,93 
11. Inorganic/Organic/Agro Chemls. . ; : : 96 91 eo | 
12. RMG Mauinade Fibres : é ; : : 145 89 —-38.62 
13. Cashew . : ; 5 : : é : 62 84 35.48 
14. Coffee : ; : ‘ a“ - ‘ 132 83 —37.12 
15. Spices : ; ; : : : i ; 76 8&2 7.89 
Total(1 to 15) 22 8 
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TABLE-VA 
India’s Export of Fifteen Emerging High Value Earning Commeditics 
(Value in US $ Millions) 


t 


se en es es ee eee eae es D 
4 * - a a a a st a ss es a es eas es a aero 


Serial Commodity Group © Of financial year 1998-99 Of financial year 1999-00 Percentage growth / during 
No. period Apr, 98-May, “98 period Apr. ’99-May, 799 Apr.°98/May 98*Apr. 99- 
, (Prov.) Apr, 99-May, °99 

1) MIU (Oy) Pe ac a Thin Pe a oe yy 
1. Dyes/Intmdtes. & Coar Tar Cheml. 92 80 —13.04 

2. Plastic & Linoleum Products. H 84 80 a2 “4-16 

3. Carpet (Excl. Silk) Handmade . ; a 75 1¢2.70 

4. Electronic Goods. : : ; 77 71 — 1.19 

5. Rice (Other than Basmoti) 3 : 117 58 —50 43 

6. Primary & Semi-Finished fi on & Steel 102 57 —A4 12 

7. Leather Goods : ; p : 20 54 170.00 

8. Rice — Basmoti 86 53 —38.37 

9. Other Ores and Minerals . ‘ ; 27 52 ; 92.59 

10. Oil Meals 2 : i : F z 67 46 —31.34 

11. Footwear of Leather i . ; ak 45 45.16 

12. Residl. Chemical & Allied Products 45 43 — 4.44 

13. Rubber mfd. products except Footwear 51 43 —15.69 

14. Tea “ p ; i : 3 51 42 —17.65 

15. Finished Leather. = ’ ‘ 48 42 —12.50 

Total (i to 15) : ’ ; ; 935 841 —10.05 
8 eo EE oe ee NE ee ee eee ee nee en a ae ee ee 
B275 


iN DIAN. TRADE JOURNAL, @ September 8, 1999 
6 


TABLE-VIA 


India’s Import from Fifteen Major Countries 


(Vajue in US $ Millions) 


Serial Country of Origin of Indian{ mport Qf financial year 1998-99 Qf financial year 1999-00 Percentage Growth during 


No. period Apr. ‘98-May, 98 period Apr. *99-May °99 Apr. 98-May "98 | 
ane i (Prov.) Apr.*99-May "99 
1 4 3 4 5 
1 US Ne mee 546 532 ee ae 
2. Swiizerland. ‘ ; : “ 704 489 . 730,54. 
ea Mi aa ‘ : : , 3 600 368 / 738.67, 
4. United ArabEmirates . °. 280 332 18.87 
SIT SGUMRIANOICR. 0 LE 192 314 63.54, 
6. Japan. , K : : : 417 310 25.66 
7. Belgium . : ; : : ‘ 458 297 —35.15 
8. Malaysia d : : d : 2A2 281 16,12; 
9. Kuwait . - 3 4 5 z 259. 280 8.1b 
10. Saudi Arab . ° : 306 2t7 = 9.48 
11. Nigeria . : : , a ps 142 268 88.73 
12. German Federal Republic : ‘ 313 262 —16.29 
13, Singapore : A ; ‘ : 245 245 hitoH 
14. Ausiralia. ; A : 3 229 184 19.65 
15. (Ghanah: : i i ; ; — 163 aoe 
Total (1 to 15) 4,933 4,602 — 6,71 


ig a nn i I AD LY, A, A 


¢ 
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TABLE-VUA 
India’s Import of Fifteen High Value Merchandise. 


(Value in US $ Millions) 


Ota wees) eS ne ee ee eee ms gs so ge es ee 5 
- « —_-— —. eee —_~— ne es ce ee 


Serial Commodity Group Of financial year 1998-99 Of financial ycar 1999-00 Percentage Growth Curi’ ¢ 
No. period Apr. ’98-May °98 period Apr. °99-May °99 Apr. °98-May °98/ — 
(Prov.) Apr. °99-May ’99 
meme ey Oe PG ow. | har Wve uel 

!. Petroleum, Crude® Products . . 1,040 B37 32.12 
AvGold “Silver. 9. ey ty 1,179 LOR I tat —-31.30 
3. Pearls Prcus. Semiprcs. Stones . ; 564 got: : 24.29 
4. Machinery except Elec. © Electronic 513 cao b). —23,78 
5. ElectronicGoods . : ‘ r 322 341 5.90 
6. Vegetable Oils Fixed (Edible). . ‘ 125 289 131.20 
7. OrganicChemicals . : : : 231 214 — 7,36 
8. Project Goods . i : _ 445 166 —-62.70 
9. Inorganic Chemicals : “ : 180 159 (11,67 
RO ieeeeStesl F oy 160 135 V—-15.63 
M1. Fertilizers Manufactured . : : 16) 134 83.56 
12. Coal, Coke & Briquittes,etc. . . 163 129 7-20.86 
13. Profsnl. Inst., etc. except Electronic 128 FE eae F-10194 
14. Artificial Resins, Plastic Materials <tc. 95 101 16.32 
15. Metalifers Ores® Metal Scrap... 100 92 —~ 8.00 
Total (1 to 15) ; : : : 5,318 : 5,150 — 3,16 


5 _ ———e a ee ae in ad a pr en nd es st Nn a a nt cd OI ee ee 
at a ns yt el nt eg — 4 — 
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TABLE-VUIA 


Indias’ Export through Major Ports during Apri?’99-May’99 and April’98-May’98 of the Financial Years 1999.2000 and 1998-1999 


(Value in US$ Millions) 


Serial AS Val f Value of Comparative Percentage Percentage — } 
D 0. Ne eonee’ Eatore Aneta Exports during Growthin | Share in India,s Share in India’s 
April °98- April °99- Exports during — total during total during 
May °98 May °99 April99- 
| May °99 over 
April °98- 
May 98 
A at ee eee eee a i kT a el — 
(1) Q) (3) (4) GS) (6) eae! 
I--SEA 
1. Nhavashiva . : : 648 999 154.17 — — 
2. Mumbai  , s i ; i 813 567 , 30.26 — ee — 
3. Chennai Me i 5 is 435 412 ft 5.29 _ - 
4, Tuticorin , ‘ : ae 19] 245 428.27 | uci) ttyshouet, 2 
5. Cochin SATAN CR f 3G 0s LMR a 204 219 r— 47.05 of Bini? © 
6. Kandla Ps P s ‘ 173 164 — ‘$20 — oo 
7. “Caleutta . a - ? v — 19 a oe — 
Total-I 2 3 4 : ; 2,524 2,685 6.38 — — 
—AIR oe a ae | 
Prana te i417) aes Me, Myaie ie 1,046 pl,118 16.88 ae ae 
Ok, SENS ae Oe en A. 442 302 5— 31.67 =e = 
3. Chennai m z f : 2 160 140 £~.12.50 — = 
4. Bangalore . 3 A 46 57 23.91 3 Fis 
Fotal-II Fe ee eT 1,694 1,657 — 2.18 — 
Ill— LAND 
1. Petropole (West Bengal) vi 69 57 J 17.39 — = 
hae 
Dr Motch (Manipur) . ‘4 5 oe 30 — — —- 
Total-IT. 2 l : : 69 87 26.09 — — 
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TABLE-IXA 


India’s Import through Major Ports during April’ 


1999—2000 and 1998—1999 


99- May, 99 and April’98-May, 98 of the Financial year's 


(value in USS Millions) 


. Serial Name of Ports Value of Value of Comparative Porcuntage Porcontage 
No. Imports during Imports during Groath in Share in India’s Sharein India’s 
April,98-May, 98 April,99-May, 99 Imports during total during total during 
- April, 99-May, 99 
Over 
Aptil, 98-May,99 
Sie Sitlwe expyoqrs onl) dud “bobinob « ay adi . uVIA Io Dod Oho sollmNuene Bai byrsbizn0> Bd 
1- Seal 
4. Mumbai 1,060 833 —21).42 _— sla 
2. Chennai 522 310 —29.12 = si 
» 3.. Nhavashiva . $ _ 307 351 14.33 — as 
lifsddedlal 2. 66 167 153.03 = z 
5. ‘Visakhapatnam, : : 138 121 —12.32 — ob 
6. Kandala : , . : 217 110 , 49.31 — —_ 
7. Haldia ‘ 132 104 —21.21 — x 
8. Kakinada. ; : 4 30 94 @ 213.33 - — 
9. Cochin 59 82 38.98 _ a 
Diese ert ee Atanas eahiee OF rac CAE. CPR PRET PCE Ary ata aes cas hts’ er ee 
H1-AIR 
1. Mumbai. : . i , 948 955 0.74 ae | 
2. Delhi. 534 422 —20.97 _ bh, 
3. Abmedabad 4 463 418 —9.12 — = 
4. Chennai F : 4 145 191 Sh — — 
5. Bangalore». ‘ “ 7 : 289 103 —64.36 — a. 
Pia MeN eT oowee nai, see 
Ill-LAND 
1. Petropole (W. Bengal) . . . 38 7) —12.50 _ _ 
2. Moreh(Manipur) . : p —_ 18 as mae re 
PSE FORT ONY TOT OAT cs Cee g IMEI NE Winger @ lo adzsouluncr yd sonyai) Borie 
Ce a at eer, en vee Pe et saa aS eae aarp enya 
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GOVERNMENT OF INDIA 

MINISTRY OF COMMERCE 
DIRECTOTRATE GENERAL OF FOREIGN TRADE 

Udyag Bhavan, New Delhi. |! 


Policy Circular No. 21 (RE - 99)/99-2000 Dated :19-7-1999 


Subject : Procedure for claiming Duty Drawback in terms of Paragraph 7.41 of EXIM Policy, 1997-2002. 


Kind attention is invited to Paragraph 7.41 of the EXIM Policy according to which the additional Customs 
Duty paid in cash on inputs under DEPB shall be adjusted as MODVAT credit or Duty Drawback as per fules 


framed by the Deptt. of Revenue. 


Exporters have pointed out that while claiming Duty Drawback as above, they are required to submit 
Original EP copy of the Shipping Bills to the Custom Authorities, which they are not in a position todo as the 
same have already been submitted to the Regional Licensing Authority while clainimg DEPB. This issue has 
been considered in consultation with Deptt. of Revenue. It has been decided that the exporters while making 
an application for DEMB or where the DEPB has already been issued, the exporters to whom the DEPB has 
been issued, may submit a request to the concerned RLA for givin g photo copy of Shipping Bill duly attested by 
the RLA to him. On receipt of such request the RLA shall attest the photo copies of such Shipping Bills 
with an endorsement to the effect that the original Shipping Bills have been retained by the RLAs and give. these 
photo copies back to the exporters. Based on such photo copies attested by RLA, the exporters can file the 
claim for Duty Drawback with the Customs Authorities. | 


gabe 1 

L. B. Singhal 

Jt. Director General of Foreign Trade 
For Director General of Foreign Trade 


Policy Circular No. 22 (RE-99)/1997-2)9)2 Dated : 27-7-1999 
Attention is invited to entry relating to Prawa, shrimp and poultry feed in the ITC (HS) Classifications 

of Expert and Import Items 1997-2002 under EXIM Code No. 23099003. 10. D> 
Complaints havefbeen received by this office that products normally classifiable under Chapter 29 of ITC 
(HS) Classifications of Export and Import Items 1997-2002 relating to organic chemicals are being imported by 
classifying the same under EXIM Code 2309990)3.10. 
In this regard, it is clarified that Heading No. 23.09 includes “products of a kial used ii aainal fe eding no 
elsewhere specified or included, obtained by processing vegetable or animal materials to such an extent tht 
they have lost the essential characteristics of the original materials, other than vegetable waste, vegetable residues 
and by-products of such processing’. It is further clarified that Heading 23.09 of ITC (HS) Classifications of 
Export and Import Items 1997-2002 excludes products of Chapter 29. In this background, Vitamins, like Vita- 

min A/AD 3, etc., cannot be allowed to be imported as Prawn/Shrimp/Poultry Feed-ander this heading — 23,09, 


Sd./- 
Deputy Directer General of Foreign Trade 


° 
ere: © pees 
e 


NOTIFICATION No. 21 (RE-99) 1997-2002 
New Delhi, 27th July, 1999 


S.O. (E)—In exercise of powers conferred under section 5 of the Foreign Trade (Development 
and Regulation) Act, 1992 read with paragraph 1.3 and 4.1 of the Export and Import | Ploicy, 1997-2002, the 
Central Government hereby allows import of 50,000 M.T. of “Maize (EXIM Code No. 100590 00.20)” 
without a licence by manufacturers of Starch in all forms including derivatives, for the perio up to 31-12-1999 
subject to the following conditions :— 

1. The imports will be subject to actual user conditions ; and 
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Importers will be required to register their Import Contracts/Letter of Credit with NAPD, who shall 


also monitor actual imports. NAFED shall register such Contracts/Letter of Credit based on recomm?14d itions 
from Ministry of Textiles, Government cf 'ndia, 


Sd/- 
(N. L. Lakhaupal) 


Director General of Foreiga Trade and Ex-officio 
Additional Secretary to the Government of India 


Sd./- 
Dy. Director General of Foreign Trade 


Policy Circular No. 23 (RE-99) Dated : 29-7-99 


Subject : Guidelines for Import of Second Hand Capital Goods. 


Attention is invited to Para 5.3 of Export Import Policy 1997-2002 (as amended upto 31-3-99), Para 5.29 and 


Para 5.30 of Handbook of Procedure Vol.I—1997-2002 (as amended upto 31-3-99). 


As per the provisions 


contained therein, Import of second hand capital goods is restricted and subject to Import licencing procedures, 
Applications for such licences are considered by the Inter-Ministerial Restricted Items Licencing Committee in 
the DGFT, New Delhi. 


om 
(a) 


(b) 


(c) 


(d) 


It is clarified that “The Committee” will be considering such applications in the following manner : 


Capital goods not older than 5 years : The Committee will normally allow import of such capital good 
automatically. 


Capital goods older than 5 years but less than 10 years : The Committee will be taking into consideration 
the comparative advantages/benefits of such imports vis-a-vis new capital goods. 


Capital goods older than 10 years : Import of such capital goods will normally not be allowed except 
for heavy equipment in the infrastructure and core sector industries. 

The imported capital goods will have to conform to the acceptable environmental and __ industria 
safety norms, Apart from the criteria mentioned above, the Committee may fix any other criteria as 
it may deem necessary. 


3. In view of the problems faced by Importers who had taken substantive steps for import of second hand 


capital goods before 31-3-99 or under special circumstances as mentioned below, the import of 


second 


hand capital goods may be allowed by the Committee even if they do not conform to ihe guidelines as 
prescribed in Para 2 above. 


(a) Cases where following substantive steps taken prior to 31-03-1999, such as : 


(i) Part/Full payment for the import made. 
(ii) Orders for import negotiated/finalised. 
(iii) Firm commitments for import, such as forward contracts etc, have been made. 


(iv) Payment for dismantling of capital goods had been made. 


(b) Automobile manufacturers who have signed an MOU with the DGFT undertaking certain obligations 


like foreign equity participation, indigenisation and export obligation, 
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(c) Cases where EPCG Committees took a decision to grant seeond hand EPCG licences before 31-3-1999 
but licence could not be issued. In such cases, applicants shall have the option. of converting ,t2ir 
EPCG applications into restricted import licence applications and for that they may submit.only a. 
revised applications in Appendix 8 of the Handbook of Procedures. Sy cle 


4. Further applicants for import of second hand capital goods are advised to take into consideration the 
criteria as prescribed above before filing the applications. 
Sd./- 
Deputy Director General of Foreign Trade 
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PART-C 


Indian Tender Notices— 
GOVERNMENT OF INDIA 


DIRECTOR GENERAL, BORDER ROADS 


OFFICE OF THE COMMANDER, HQ, 
32 RRTF (GREF), Clo 56 APO 


Supply of Readymade Bituminous Mix 


The Commander, HO, 32 BRTF (GREF), Clo 56 
APO invites applications on or before 75th Septeinber, 
1999 from approved DGBR|MES|PWD|CPWD)Rail- 
waylany other Govt. Agency contractor for issue of 
tender documents for “Supply of Readymade Bitumi- 
nous Mix (HMP Mix) for BM 50 mm and BT 25 
mm Thick in between Km. 46.00 and 48.00 on road 
Baramula-Kupwara-Chowkiwal in J &K State”. 


Estimated Cost of Work : Rs. 10.42 Lakhs. 


Applicants must attach with their applications, a 
valid. Income Tax Clearance Certificate, Registration 
Certificate from MES!PWD)|Railway|Other Govt. 
Agencies, experience certificate of similar works execu- 
fed during past three years and details of technical 
and financial resources. 


[No. 8243|02/E8, datzd 21-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


BORDER ROADS ORGANISATION 


OFFICE OF THE CHIEF ENGINEER, 
PROJECT Swastik, Clo 99 APO 


Supply and Stacking of Second Class Bricks 


_ The Chief Engineer, Project Swastik, Clo 99 APO 
Invites application on or before 16th September. 
_ 1999 from contractors|suppliers enlisted with BRO} 

CPWD!MES!Railways, etc. for issue of tender docu- 
ments for the following work :— 


“Supply and Stacking of Second Class Bricks all 
as specified in particular specification by any 
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means for Accommodation Works at INV, 
Rothak in Sikkim State under Project Swastik.” 


Estimated Cost of Work : Rs. 6.03 Lakhs. 
Earnest Money : Rs. 12,060. 


Contractors who are not enlisted with BRO are 
requested to submit alongwith their applications, 
copies of letters of enlistment in any other depart- 
ments, fresh Income Tax Clearance Certificate in new 
proforma, particular of works executed by them in 
the last three years giving designation of the Officers 
under whom executed. Earnest Money is to be depo- 
sited alongwith the tender as noted against work paya- 
ble by the contractors who have no Standing Security 
Deposit with BRO. 


Invitation of application for issue tender documents 
does not guarantee issue of tender to the applicants, 
even enlisted contractors of approximate class. Issue 
of tender will be decided based on the past track of 
similar works. Decision of issue of tengler or other- 
wise by the Accepting Officer shall be final and con- 
tractor will not be entitled for any compensation for 
rejection of his application. 


[No. 8C000-A!583|E8, dated 23-8-99.] 


OFFICE OF THE CHIEF ENGINEER, PROJECT SETUK, 
C/o 99 APO 


Supply and Stacking of Stone Metal 


The Chief Engineer, Project Setuk, Clo 99 APO 
invites applications by or before 28th September, 
1999 from approved Border Roads/MES|CPWD) 
PWD'!RIly. contractors for issue of tender documents 
for “Supply and Stacking of Stone Metal 90-45 mm, 
63-45 mm, for GSB and WBM works for Part-I and 
Stone Chins 20mm, 5.60 to 0.09 mm and Sand for 
BM and SDBC works for Part-II between Km. 230.60 
& Km. 234.00 on road Jowai-Badarpur-Churaibari of 
NH-44 under 42 TF under Project Setuk in Assam 
State”. 


Estimated Cost : Rs. 35 Lakhs for 
Rs. 9 Lakhs for Pari-H. 


Part-I and 


Applicants muse attach with their applications, a 
valid _ Income Tax Clearance Certificate alonewith 
permanent Alc. number, Particulars of financial and 
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technical resources and list of similar works executed 
by them during last three years, indicating the desig- 
nation of Officer under whom such works were 
executed. 


[No. 80303|01|E8, dated 23-8-99.] 


Supply and Stacking of Stone Boulder 


The Chief Engineer, Project Setuk, Clo 99 APO 
invites applications by or before 28th September, 
1999 from approved Border Roads|MES|CPWD| 
PWDIRly. contractors for issue of tender documents 
for “Supply and Stacking of Stone Boulder 15-20 cm 
for Part-I and First Class Bricks, Over Burat Jhama 
Brick Metal 53 mm, 40 mm. Ordinary Brick Bats and 
Sand for permanent works for special restoration of 
mansoon damages et Km. 18.80 on road Agartala- 
Churaibari under 755 TF under Project Setuk in 
Tripura State”. 


Estimated Cost : Rs, 30 Lakhs for Part-I and Rs. 8 
Lakhs for Part-II. 


Applicants must attach with their applications, a 
valid Income Tax Clearance Certificate alongwith 
permanent A|c. number. Particulars of financial and 
technical resources and list of similar works executed 
by them during last three years, indicating the desig- 
nation of Officer under whom such works were 
executed. 


[No. 80302/01/E8, dated 23-8-99.] 


OFPICE OF THE COMMANDER, 16 BRTF (GREP), 
Project Himank, Clo 56 APO 


Conveyance of Imported Casual Paid Labourers 


The Commender, 16 BRTF (GREF), (P) Himank, 
Cio 56 APO invites applications by 16th September, 
1999 from approved and eligible contractors for issue 
of tender documents for the following work :— 


“Conveyance of Iniported Casual Paid Labou- 
rers from GREF Camp adjoining Airport at 
Leh and from locations Mulbek, Kargil and 
Drass on Zozila-Kargil-Leh road to 1335 TD at 
Srinagar and Srinagar to Railway Station, 
Jammu by Trucks in J&K State.” 


Estimated Cost of Work : Rs. 9.75 Lakhs approx. 
Applicants must submit alongwith their applica- 
tions, Income Tax Clearance Certificate for the 


current year, details of technical and financial  re- 
sources and list of simila1 works executed by them 
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previously indicating the designation of the Officer 
under whom such works were executed. 


(No. 8079/02\E8, dated 23-8-99.] 


OFFICE OF THE COMMANDER, 
DIRECTOR GENERAL, BORDER Roaps, HQ, 32 
(GREF), Clo 56 APO . 
Supply of Ready Made Bituminous Mix 
The Commander, HO, 32 BRTF (GREF), Clo 56 
APO invites applications on or before 16th Septem- 
ber, 1999 from approved DGBR|MES|PWD|CPWD| 
Railway|any other Govt. Agency contractor for issue 
of iender documents for “Supply of Ready Made Bitu- 
minous Mix (HMP Mix) for BM 50mm and BT 
25 mm Thick in between Km. 37.00 & Km. 40.00 on 
road Baramulla-~-Kupwara-Chowkiwal in J&K State”. 
Estimated Cost of Work : Rs. 16.27 Lakhs. 
Applicants raust attach with their applications, a 
valid Income Tax Clearance Certificate, Registration 
Certificate from MESiPWD)Railway|Other Govt. 
Agencies, experience certificate of similar works 
executed during past three years and details of techni- 
cal and jinancial resources. 


[No. 8244'02|E8, dated 23-8-99.] 


OFFICE OF THE CHIEF ENGINEER, PROJECT SEWAK, 
C/o 99 APO 

Handling and Conveyance of any Type of Stores 

The Chief Engineer, Project Sewak, Cjo 99 APO 
invites applications on or before J&8th Sepiember, 
1999, from approved GREF| MES} PWD| CPWD) 
Railway|Other Experienced|Reputed contractors for 
issue of tender documents for the undermentioned 
works :— 


“Handling and Conveyance of any type of 
stores from HO 520 SS&TC at HO CE(P) 
Sewak Complex, Dimapur to various locations 
on road Dimapur-Kohima-Mao-Maram, Ma- 
ram, Maram-Paren, Wokha-Bokhajan, Kohi- 
ma-Zunheboto-Mokokchung under 15 BRTF 
Sector, costing approx. Rs. 29.90 lakhs.” 


Applicants, those who are not enlisted with this 
Project|department must attach with their applica- 
tions, a valid Income Tax Clearance Certificate, parti- 
culars of assets|technical resources on possession of 


the contractor in the form of an affidavit duly attest-— 


ed by a Notory Public or Ist Class Magistrate, details 


of similar works executed by them with experience — 
certificate during the last three years duly mentioned — 
of Officers under whom _ the 


with the designation 
works were executed. 


[No. 82002|01|E8, dated 21-8-99.] 


PR Rie as 
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Gram : “UPRASTHAN” Telephone : (0512) 296273 
Fax : (0512) 296273 
GOVERNMENT OF INDIA, MINISTRY OF LABOUR 
ADVANCED TRAINING INSTITUTE 
Udy ognagar, Kanpur-208 022 
Cutting Tools General, etc. 
File No. T/AVTS/26(W B)/HT /94-95/Vol. 1V Dated : 16-08-1999 
TENDER NOTICE 


Sealéd item rate tenders in Guplicate are invited on behalf of the Presid nt of India from the reputed manufacturers or their autho= 
riscd dealers/distributors for supply of items ;— 


Package 23 Equipment. Specifications 


Cutting Tools General 


Item No. Specification Quantity 


— a ek Rd ek eh ee ee ae pee eh rt aed et 8 Se 


SS te Be Ne aaa ee adie lee 


Countersink 60 deg. 


1.‘ Technical Specifications 6 Sets. 
Countersink according to DIN 335 C, HSS, right hand cut. straight shank. 
dia. 6 mni, 8 mm, 10mm, 11.5mm,15mm,19mm,inmetal-box . : : f 3 , f 6 Sets. 
Countersink 90 deg. 
Ze Technical Specifications \ : : : ‘ : . ; : P : : : A 6 Sets, 
Countersink according to DIN 335 C, HSS, right hand cut, straight shank. 
dia. 6 mm,8 mm, 10 mm, 11.5 mm, 15 mm, 19 mm, in mctal-box : 4 ‘ ; : E 6 Sets. 
Twist Drills (type RN) : 
4. For drilling cylindrical blind and through hol-s insteel, ailoy steel and nonferrous meterial . : ; 4 Sets. 
Technical Specifications : 
Twist drill according to DIN 1897, stub series, type RN, HSS, right-hand cut 
ee ARR OER EMAL ARS eM De ley se 10 Pes. 
dia. 3.3 mm ’ : 4 2 . ; : : : : ‘ : : : 4 10 Pes. 
dia. 3.5 mm ’ : ; , : : : : 5 , : : > a : 10 Pcs. 
dia. 4.0 mm ; : f i ; : ¥ : 5 . ‘ : . ; , 10 Pes. 
dia. 4.2 mm 5 4 ‘ : ; ; ‘ é . : : : : F . . 10 Fes. 
dia. 4.5 mm “ ; : : ; ; ; : ; , ; : d : ; 10 Pes. 
dia. 5.0 mm 3 : $ : : ; ‘ ; . : , : , , 10 Pes. 
dia. 5.5 mm ; 3 ; i ; “ é : ; , eee 5 A 5 10 Pcs. 
dia, 6.0 mm : ; 2 : , ; ‘ : : : ’ ; : : : 10 Pcs. 
dia. 6.5 mm F ; : ‘ . d : : ; 4 ‘ ; A , : 10 Pes. 
dia. 6.8 mm A ‘ .< : : A : ; : : é , / , , 10 Pes. 
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Item Specification 
No. 
dia. 7.0 mm 
dia. 7.5 mm 


dia. 8.0 mm 


dia. 3.5 mm 


dia, 9.0 mm : 


dia. 10.0 mm 


Package 23 
Cutting Tools General 


Indexable insert drill 


Equipment Specifications 


7. © Modular designed drilling tool with indexable insert for solid drilling . 


Technical Specification : 


modular design, 


adjustable drill holder with taper shank ISO 40, diameter adjustment range upto 1 mm, 


IF 


Quantity 


drill heads with indexable inserts, drilling depth 3 X diameter, helical flute, internal coolant supply 


complete with : 


coated inserts grade M 25 or P 35 according to ISO 513, holding screws and Allen key 


adjustable drill holder . 


drill head :or dia 


drill head for dia. 


drill head for dia. 


drill head for dia. 


drill head for dia. 


drill head for dia. 


drill head for dia. 


drill head for dia 


indexable inserts for drilling head spare . 


Machine Lap : 


10, 


. 


20 mm 


22 mm 


24 mm 


25 mm 
26 mm 
28 mm 
30 mm 


32 mm 


Technical Specifications « 


machine tap according to DIN 371, HSSE, right hand thread 


tap size M4 
tap size M5 
tap size M6 
tap size M8 
tap size M10 


tap size M12 
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6 


° 


for cutting ISO metric tap according to DIN 13 into blind and through holes for CNC-machining .. 


e 
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2 Pes, 
Rigs 
1 P¢. 
A Bes 
1 Pe. 
1 Pe. 
1 Pc. 
1 Pc. 
1 Pe: 
10 Pcs. 


A Sets. 


4 Pes. 
4 Pcs. 
4 Pcs. 
4 Pcs. 
A Pcs. 
4 Pcs. 
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Package 24 
Cutting Tool Milling. 


ee eee aed ee ee eee 


Shank-end Mill (type NR) : 
2. Ordrilling, slotting and end milling ee : : ‘ : ; ‘ : : : 1 Set. 
Technical Specifications : 
shank-end mill according to DIN 844, type NR, HSSE, right hand cut, 4 flutes 
shank according DIN 1835 B 


dia.6mm . : . ; : i ; 3 ‘ ce Wrage . . ; . i 20 Pes. 
dia.8mm . : : : A : : : ; A 5 : . : . y 20 Pes. 
dia. 10 mm ; Nw ’ : d : ‘ : , : : P ; ; 10 Pes. 
dia. 12 mm : : ; 3 , Die 2 : HR) 2 ‘ , ‘ : ‘ 10 Pes. 
dia. 16 mm ; : : 4 : ees : : : : : . : : 10 Pcs. 
dia. 20 mm 4 A ; A : : 6 : : : . : 5 Pes. 
dia. 25 mm } ; é ; . , : . : : : , - ‘ é > Pes. 
dia. 30 mm ; . SP . ; : : ‘ : . : : : : 5 Pcs. 
Shank-end Mill (type W) : 
4, Technical Specifications . ; : ‘ : ; : F ; : ; : - Ee Seti 


shank-end mill according to DIN $44, type W, HSSB, right hand cut, 2 flutes 
shank according DIN 1835 B 


dia.8 mm , : ; . : s : r F ° , ‘ ; : : sl oP 
dia. 10 mm : : , % ¥ : rf : P : : , F / SPes: 
dia. 12 mm ‘ : ; 3 A , , : : ‘ ; : ‘ ; 2 Pcs. 
dia. 16 mm , : P ‘ ; : ; : ‘ 2 ; P ; , 5 Pcs. 


Shell-end Mill (type NR) : 


6. For roughing and finish milling < : : : : ‘ : 1 Set, 


Technical Specifications *: 


end milling cutter according to DIN 1880, typcNR,HSSE, right hand cut, bore with clutch drive and 
keyway according to DIN 138 


dia.50 <X 36 mm, bore 22 mm . . 4 ; ; : z , F ; ; > 2 Pcs. 
dia.63 X 40mm, bore27mm_ , in £ p é : F 4 ‘ F 2 Pcs, 
Sheil and Mill (type NF) 
7. Forroughing and finish milling . y m : A ; F d F - 2 Sets. 


Technical Specifications : 


end milling cutter according to DIN 1880, type NF, HSSE, right hand cut, 
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Package 24 Eauipment Specifications 


Cutting Tool Milling 


Tet NO ta RRR STS Vice ianadon? | aeons pantity 
bore with clutch drive and keyway according to DIN 138 
dials0 subs minitbore 22 min’ i eng a eee pes 3 2 Pes. 
dia. 63 X 40 mm, bore 27 mm 2 Pes 
8. Shell End mili (type W) 
For roughing and finish milling . : } ; 1 Sct. 
Technical Specifications 
end milling cutter according to DIN 1880, tvpe W, HSSE,right hund cut, bore with clutch drive and 
keyway according to DIN 138 
dia. 50 X 361mm, bore 22 mm 2 Pes. 
dia. 63 X 40 nim, bore 27 mm 2 Pes: 
9. Shell End mil! (type 1) 
For roughing and finish milling &. : i Set.” 
Technical Specifications : 
end nilling cutter according to DIN 1889, type H, HSSE, right hand cut, 
bore with clutch drive and keyway according to DIN 138 
dia. 50 X 36 mm, bore 22 mm xq 2 PCS. 
dia. 63 X 40 mm, bore27 nim. 3 . A 2) Pes: 
10. Disk miliing cutter 
Hizh perfornrance disk cutter with cutting edges onthree sides for milling slots 1 Set. 
Technica! Specifications : 
disk milling cutter according to DIN 1834, type N, cutting on’3 sides, HSSE, staggered tooth, 
bore with keyway according to DIN 1338 
dia. 80 X 2 nim, bore 27 mm 4 Pes. | 
dia. 80 X 2.5 mm, bore 27 mni 4 Pcs 
dia. 80 X 3 mm, bore 27 mm : ‘ : a é ‘ 3 F - ; : 4 Pcs 
dia. 109 X 4mm, bore 32 mm . ‘ : : i f m 4 Pcs f 
dia. 125 X 5mm, bore32 mm  . . ; : : - 3 é 2rcs : 
dia. 125 X 6mnt, bore 32 nm .. ; ; z ve) ae - ° 2 Pes 4 
11. Dovetail Cutter} ; 
Torm cutter for machining of slot orguide wavwithad ovetail form crosss ection 1 Set. ‘ 
Technical Specifications | { 
dovetail cutter according to DIN 1533C, tyre H for cutting on face and circumference, HSSE, right { 
hand cut, t 
i 
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Package 24 Equipment Sp-cifications 
Cutting Tools Milling. 
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Item: No. Specification Quantity 


shank according to DIN 13835 B 


dia. 166.3 mm, angle 60 degree : : : : F { : , : ; . 2 Pes. 
dia 208 nim, angle 60 degree. : ; : 2 ‘ , a : : : : ’ 2) Bes. 
dia 25X10 nm, angle 60 d. grec. : : : : 3 : : : ‘ : : : 2 Pes. 
dia. 3212.5 mm, angle 60 degree. . : ‘ ; . : ; ; : , : 2 Pes. 
dia. 16X4 mim, angle 45d gre-. é ; ‘ é : : : ; F * : : 2 Pcs. 
dia. 20X5 mm, angle 45 degree. 3 : ; ‘ ; rae ; ‘ : : ; 2 Pes. 
dia. 25X6.3 mm, angle 45 degree. d é : “VER ; ; ; ‘ A : 2: Pes 
dia. 32*8 mm, angle 45 degree. , : : : ; ; , : : : ; : 2° Pes: 


12. ‘i-slot milling Cutter : 
for milling T-slot according to DIN 650. . : ; : ; : 2 ; : : ; 1 Set 


Technical Spzgifications : 
T-slot cutter, Type N, HSSE, right hand cut, staggered teeth, according to DIN 851. 


shank according to DIN 1825 B. 


T-slot size 8, cutting dia. 16X8& im. 2 Pay 
T-slot size 10, cutting dia. 19X9 mm. . : 2 ; ‘ : A ; : ; : 2 Pes. 
T-slot size 12, cutting dia. 22X!0imm. . p 5 i : , ‘ 5 : ; : 2 Pes. 
T-slot size 14, cutting dia. 25X11 mm. Pe. 
ee Concave Corner rounding cutter 
milling Of concave contours : , : ! : ; ; : : ! : 1 Set. 
Technical Specification : 
Concave corner rouliding cutter according to DIN 6518, HSSE, right hand cut. 
shank according to DIN 1835 B. 
radius 3 nm. : ; ; ; ; ; 3 2 Pes 
radius 4 mm. ; } , P ; : ; ‘ ; , ‘ ; : : . 2 Pes. 
radius 5 num. ; , : : é ‘ ! : ‘ : : : : : : 2 Pes. 
radius 6 mm. 2 Pcs 
14, Fall nose end mill 
milling ef convex contours : 4 . ” : A : d : : : ; ; 1 Set. 
Technical Specifications : 
Ball nose end mill, HSSF, right hand cut, 2 flutes 
shank according to DIN 1835 B. 
raduis 3 mm. - : ; : : : k ‘ : . iy cyt : : : 10 Pes. 
radius 4 min. ‘ : : Z . , : : : : . : d : ; 10 Pes. 
radius 5 mm. * F “ : | : . ; : : : 7 : , A 10 Pes. 
radius 6 mm. A - c : < : 3 - ; : : ; : : : 10 Pcs. 
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Package 24 Equipment Specifications 
Cutting Tools Milli7g 


a 


fm Specification Quantity 
ite): Face mliilng cutter 45 degree 
for routing and finish milling, iool holder with indexable. inssris . : : g a 1 Set. 
Technical Specifications : 
face milling cutter, 45 degree, shell type for positive geometry square type indexable inserts, right 
Me aacine on shell end mill arbour according to DIN 6358 
complete with : ~ 
inserts grade P20 according to ISO 513¢ 
holding screws and Allen key. 
dia. 80 mm, bore 27 mm. 2 Pos. 
dia. 100 mm, bore 32mm. . a) ae 
dia. 125 mm, bere 40 mm. . 3 . f : : : ‘* 2 Pos. 
indexable inserts for face milling cutter 45 degree. ; : 20 Pcs. 
16. Face mliilng cutter, 90 degree 
for slot, side and face milling, roughing and finish milling, tool holder with indexable inserts. 2 Sets 
Technical Specifications : 
face milling cutter, 90 degree, shell type, for positive rhombic indexable inserts, right hand cut. 
for mounting on shell end mill arbour according to DIN 6358. 
complete with : 
inserts grade P20 accarding to ISO 513, holding screws and Allen key. 
dia. 63 mm, bore 22mm. . ‘ c : : : 5 ; : : - i 2 Pes. 
dia. 80 mm, bore 27mm. . : ‘ E ; : 4 . ‘ ‘ 2 Pes. 
indexable inserts for face milling cutter 90 degree. 4 : . : 20 Pes. 
Pac age 25 
Cutting Tools Turalng 
a Turning tool holder wilth 20 mm shank 
es et holder for external and internal operation with clamping system for indexable carbide 2 Sets 
Technical Specifications : 
Holders according to DIN 4983 / ISO 5608 complete with clamping system and Allen key. 
Holder PCLNR 2020 K 12. . : L ; ‘ : ; shite 2 Pes. 
Holder PCLNL 2020 K 12. 2 Pcs. 
Holder PDNNR 2020 K 15. . 2 Pcs. 
Holder PDNNL 2020 K 15 2 Pcs. 
Holder PSKNR 2020 K 12 JaPes. 
Holder PSKNL 2020 K 12. 2 Pcs. 
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Package—25 
Cutting Tools Tarning 


Item Specification 


Holder PDJNR 2020 K IS. 
Holder PDJNL 2020 K 15. 
Holder PSBNR 2020 K 12. 
Holder PSBNL 2020 K 12. 
Holder PRGCR 2020 K 12, 
Holder PRGCL 2020 K 12. 
Holder S20S-SCLCR 09. 

Holder S20S-SDUCR Il. 


Grooving tool holder, square shank 20 mm, for inserts 1.1-2.15 mm, external, 3 cutting edges. 
Grooving tool holders, square shank 20 mm, for inserts 2.5-3,15 mm, external, 3 cutting edges. 
Graoving tool holders, round shank 20 ay for insertrs 1.1-2.15 mm, internal, 3 cutting edges. 
Grooving tool holder, round shank 20 mm, for insertrs 2.5-3.15 mm, internal, 3 cutting edges. 


threading tool holder, square shank 20 mm, external. 


threading tool holder, round shank 20 mm, internal. 


parting off tool holder 2020, for parting insert 4mm, parting depth upto 25 mm. 


oy) Indexable carhilde Inserts for turning tool holder 


suitable for turning tool helder according to DIN 4983 / ISO 5608. 


Technica! Specifications : 


Equipment Specifica 


coated inserts for wide range applications, according to ISO 513, grade P10 or M10 or KIO. 


DNMG (159642 

SNMG 120408 

RCMX 1204MO 

CCGT 09T304 

DCGT 117304. : . : : ° . 


.~ _ 


insert for external grooving, three cutting edges, width 1.10 ram. . 


insert for external grooving, three cutting edges, width 1.30 ,mm. 


insert for external grooving, fated cutting edges, width 1.60 mm. 
insert for external grooving, three ‘cutting edges, width 2.15 mm. . 
insert fer internal srooving, ee ‘eutting edges, width 1.10 mm. 
iisert for pe erial erootiie, three cuthihe edges, width 1.30 mm. 
insert for eee eia i acanuink. three ening edges, width 1.60 mm. 
insert for internal grooving, three cutting edges, width 2.15 mm. 


insert for interna! threading, three cutting edges, full form threading, ISO metric pitch 1.00 mm, 


60 deg. 


insert for internal threading, three cutting edges, full form threading, ISO metric pitch 1.25 min, 


60 deg. 


insert for internal threading, three cutting edges, full form theradirg, ISO metric pitch 1,50 mm, 


0 deg. 
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Package—25 


Cutting Tools Turning Equipment Specification 
Item Specification Quantity 
No. 

insert for external threading, three cutting edges, full form threading, ISO metric pitch 1.00 mm, 5 Pes. 
60 deg, 

insert for external threading, three cutting edges, full form threading, ISO metric pitch 1.25 mm, 60 , sabes: 
60 dey. 

insert for external threading, three cutting edges, full form threading, ISO metric pitch 1.50 inm, a 5 PCa: 
60 deg. 

insert for parting, width 4mm, . A P $ ‘ ; : . 3 A ° ° : 40 Pes, 


Package 26 (Specifications) 
1,  07/24/001 Tool assembling block (€urning) 
for assetnbling and disassembling of CNC turning tools, . ° ° . : . H : i 


Technical Specifications : 
for horizontal and vertical use, for shank dia. 30 mm, according to DIN 69880. 


size approx. 240X100 inm. 
De 07/24/002 Tools assembling biock (milling) 
for assembling and disassembling of CNC milling tools. . . . ant. ie eee : LPs. 
Technical Specifications : 


for horizontaland verticaluse,for stub taper ISO 40 accordingto DIN 65871 must be suitable for 
use On HMC-500S & VMC-590 of HMT. 


size Approx. 240X100 mm. 


3. 07/33/601 Toot helder for indexable inserts far thread (milling) 
for cutting internal and external threads on 3 axes CNC-machines ° ° - . $ : 1 Set 
Technical Specifications : | 


tool holder for indexable inserts for thread milling, thread pitch range 0.75 to 2.0 mm, cylindrical 
shank with dia. 20 min, internal coolant supply, right hand cut. 


insert for 50 degree, ISO metric thread, grade P 30 according to ISO 513. 


tool holder complete clamp screw and Allen key. . aia ° ° ° ° ° * Pes. 
insert for ISO-metric thread, pitch 1.00 mm, internal. . - 5 3 : é Pes. 
insert for ISQ-metric thread, pitch 1.25mm, internal, : - : : : ; F Pes, 
insert for ISO-metric thread, pitch #50 mm, internal. . seniae en yt oe ee \ Pos: 
insert for ISO-metric thread, pitch 1.00 mm, external. . . ° fe . ° 3 : Pes. 
insert for 1SC-1netric thread, pitch 1.25 mm, external. . : ° ° : . ;. 3 Pcs. 
insert for 1SO-metric thread, pitch 1.50 mm, external. . : ¢ $ X ; ; 3 Pes: 


Package 28 
Feeler guages 
8. For measuring gaps and flatness of jigs and fixtures . A * ° e ° ° ° e ° oPes. 
Technical Specifications : 
Stainless Steel, set of 8 tapered blades contained within a penknife style handle, blade length 100 mm. 


Thickness 0.04/0.05/0,06/0.07/0.08/0,09/0.10/0.15 mm. 
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Package 28 


Item Specification Quantity 
No. 
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10. Block Gange Set 
Reference for linear measurements . ° A ; : : ; ; ; . ; . 4 2 Sets 
Technical Specifications : 
Rectangular shape, made of tungsten carbide, 
Precision class I according to DIN 861 


Set of 46 pieces in wooden box, 


Nominal value : 
1.001-1.009 mm., increment 0.001 mm. 
1.01-1.09 inm., increment 0.01 mm. 
1.1-1.9 mm., increment 0.1 mm. 
1-9 mm., increment | mm. 
10-100 mm., increment 10 mm. 


Exactness : Grade |. 


fi. Guage biock accessory set 
Accessory for block guage set for assembling high precision checking devices and calibre . ; «, 2 Sets 
Content and Technical Specifications : 
4 adjustable guage block holder for measuring range 0-50/0-100/100-200/200-400 mm. 
6 pairs of half round jaws, size 4, 10, 16, 20, 30, 40 mm. 
1 knife jaw, for diameter > = 26 mm. 
1 pair of bevelled edge jaws, length 100 mm. 
1 scriber, steel tip, shank cross section 9 X 9 mm. 
1 centring point, shank section cross 9 X 9 mm. 


1 base for guage block holder. 


12. Steep taper plug and ring guage for taper ISO 490 
For testing steep taper seat for cone taper on the taper bore m A 2 4 ‘ : ; : 1 Set 
Technical Specifications : 
Made of guage steel, hardened and relieved, measuring surface precision ground and lapped. 


For steep taper size ISO 40 according to DIN 2079/2080. 


13. Morse taper plug and ring guage with tang 
For testing morse taper seat far cone taper on the taper bore . ° é . ab stg 2 3 1 Set 
Technical Specifications : 
Made of guage stec], hardened and relieved, measuring surface precision ground and lapped. , 


Set for taper size MT 1/MT 2/MT 3 M/T 4 according to DIN 230. 
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Gen. Measuring Tools 


Item 
No. 


14. 


15. 


16. 


17 


18. 
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Vee-block 
High precision vee-block for holding cylindrical workpieces : E é : ; F § 2 2 Pairs 
Technical Specifications : 


Set Of 2 pieces made of stainless steel, allvec-angles are precisicn ground, central, paralle! ands quare 
with end and sides, machined in pairs. . 


Precision Class I according to DIN 876, accuracy 0.008 niu. 
Length 60 nim. 
Width 120 mm. 
Height 110 mm. 
Measuring tool set 
For testitig straightness and squarefess  . > : ‘ ; F k ‘ A ? F , 5 Sets 
Content and Technical Specifications : 
Hardened stainless steel, measuring edges ground and lapped. 
1 straight edge, length 100.mm. 
1 bevelled edge square 70 X 50 mm. 
1 bevelled edge square 40 X 28 mm 
1 bevelled edge squate 25 X 20 mm 
1 guage block scriber, length 60 mm , cross section 9 X 9 mm in wooden case, 
Metal rule 
Made of stainless spring band steel, 30 X 1mm . ; s ’ ; ; : A , 3 1 aa | 2 Pes 
1/1 mm graduation on top and bottom Oe 
Measuring Length 300 nim 
Sine bar 
For setting and checking exact angle in vertical and horizontel position by means of guage blocks 1 Pes 
Technical Specitications : 
According to DIN 2273, hardened steel, all cides ground and lapped 
Distance of sinus-rolls 100 mm | ) 


Cross section of bar 30 X 20 mii 
Complete with stopper and box. 


Precision adjustable edge square 
Precision square, adjustable by + 15 degree : ; g : : ; : ; 4 : 3 Pes, 


Technical Specifications : 


Sliding bevel straight edge can be maved and fixed in any desircd position, the right angle position 
of the bevel straight is adjustable by mcans of a screw by + 15 Deg. 


Sliding bevel straight edgemade of carbide, ground and lapped, steel bedy hardencd and dull chrome 
plated, banking-face lapped. 

Body Size (L * W X H) 40 X 20 X 10 mm, 

Length of straight edge 2) OO iamn* 

Complete with box. 
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19. Precision bevelled-edga steel square, 100 mm. 
Steel square with precision knife cdge and heavy beam for inspection 1 perpendicular surfaces. 3 Pes. 


Technical Specifications : 


Flat type square, with heavy beam, hatden and finc ground with 2 lapped knife cdgis. 


Length of Blade 100 mm. 

Length of Beam 70 mm. 

Beam cross Section 16 X 12mm. 

Accuracy Class 00 according to DIN 875 


20. Precision bevelled-edge steel square, 150 mm. 
For inspection of perpendicular surfaces . . : : : ; ; : ‘ ; 3 Pes. 
Technical Specifications : 


Stainless flat square, bardencd and fine ground with 2 lapped knife edges. 


Length of Blade 150 mm. 

Length of Beam 100 mm. 

Cross Section 26 X 6.5mm. 

Accuracy Class 00 according to DIN 875. 


21. Precision square, 100 mm. 


For assembling and setting of tool machines .« é A : ; é . 3 Pes. 


Technical Specifications : 
Made of Stainless steel, Precision Grade I, according to DIN 875 
100 <X 70 mm. 


Standard accessorics includ: d in the price of the equipment should be mentioned in detailand special accessories considered neces- 
sary may be quoted extra. individually priced. Detailcd literature, leattets of che equipment should invariably be supplicdin duplicate. 
In Case stores offered are on the D GS &D rate contract, copy of the R/C also be supplic dinduplicate. Ifanyoftheit(msis not 
being quoted. the corresponding space should be dcfaccd by, seme such works as “NOT QUOTING”. 

Prices should be F.O.R. Destination and if for any particular reasons. the tenderer wants to quote on Ex. Works basis, he should 

state the defference between the Ex. Works and station of despatch prices alongwith their di tails of the consigrm nt. Packing andd 
forwarding charges should be shown as sc paratc iti ms and should not be included inthe basic price of the equipment. The component 
of Sales Tax, Excise duty and other charges should be clearly indicated in percentage as well as amount. Form “D’ relating to Central 
Sales Tax and othcr relevant documents will be supplied. Purchaser will not pay separately for transit insurance and supplier will be 
responsibleuntil the contracted stores arrive at the destination in good working condition. Fullpaymc nt in Rupecs only will be made 
by Bank Draft Cheque within 45 days aftcr receipt of stores in good working condition or by the department of supply in accordance 
with terms and conditions of the D.G.S. & D. Rate Contract. No other terms of payment will be acceptable. Tnderers should also 
submit the photocopy of their latest/Curr: nt and valid Income Tax Clearance Ccrtificatys, Guarantee/Warrantce of 12 months from 
the date of commissioning of the equipmcnt/18 months from the date of delivery shall apply. 


anpur-208 022 and submitted in 


Tenders should be addressed to the Director, Advanecd Training Institute, P.O. Udyog Nagar, K 
and Datc of Opening. Only 


double cover, the inner cover should be sealed and should contain reference numb: r of Tender Inquiry 
one tender should be includ«d in one cover. 
TENDERS CONTAINING EQUIVOCAL OR EVASIVE DETAILS WILL BE IGNORED. 

Tenders shall be reccived upto 24th September, 1999 uptill 2.06 p.m, and shall be opened at 2-30 p.m. on the same day in presence 
or tenderers of their authorised representatives who may like to be prescnt at the time for opcning the tender. The offer shall remain 
Open for acceptance for a period of atleast 30 days from the due date of opening. Delayed/late offers will not be accepted. Director, 
Advanced Training Institute, Kanpur reserves the right to reject any or all offers without assigning any reason. 
det aoe registered with D.G.S, & D. and Central Gevernment Departments may quote their registration Number and relevant 

etails, 
Sd/- 


JOINT DIRECTOR/H.O.0. 
[No. T(AVTS/26(WB)/HT/94-95/Vol. IV, dated 16-8-99.] 
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GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA 


CoAL-WING, DuaritRt Bui_pInc, 40, G.N. BLOcK, 
SecTor-V, SALT LAKE CiTy, CALCUTTA-91 


Supply of 400 MHZ Intell Pentinn-IT 


Open Tender No. 07\99, due date on 7-20-1999. 
LENDER NOTICE 


Sealed tenders are invited from the Reputed Firms 
for supply of 400 MHZ/440ZX Intell Pentium-I at 
an Estimated Cost of Rs. 65,000 (Approx.). The 
tender will be opened at 3 p.m. on the 7th October, 
1999. Tender schedule containing — specifications 
detailed conditions, etc. may be had from the Cash 


Section, GSI, 4, Chowringhee Lane, 6th Floor, 
Calcutta-16. At a cost of Rs. 25 each on any 


working day between 2 p.m. and 3 p.m. excepting 
Wednesday, First, Second and last working day of 
the Month. 


é INo. 704/8|42|Pentium-II|(Dy. D.G.Cell)| 
CW/99, dated 22-8-99,] 


GOVERNMENT OF INDTA 
DIRECTORATE GENERAL OF HEALTH SERVICES 
(PROCUREMENT CELL) 

Room No. 549, ‘A’ Winc, Nirman BHAVAN, 


New Decui-110 011 


Corrigendum :; Extension ef Due Date 

The following amendments to. the Tender No, 

Y-11016/46/98-PC, dated 5th August, 199° for 

Intra-Acrotic Balloon Pump. are hereby authorised :— 

(1) Section-l (Para-1) : Invitation for Bid (IFB), 
(a) Date of Receipt of Bid, 

For: 21st September, 1999, 

Read: 15th October, 1999, 
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(b) Date of Opening of Bid. 
For : 21st September, 1999, 
Read : 15th October, 1999, 


(c) Section-I (Para 06) : Invitation ‘for Bid 


(iB): in line Sth. 
For: From 16th August, 1999 till. 


Read : Immediate till. 


Note.—Bid to be kept valid for one hundred eighty 
(18C) days from the date of Bid opening as extended. 


(2) Bidders to give validity of offers and Bank 
guarantee towards Bid Security as per the 
revised tender opening date indicated above. 

All other terms and conditions remains uneltered. 


Voge HES FN 


Sd./~ 


Assistant. Director (Ptocurement) 


[No. Y-11016/46|98-PC, dated 27-8-99,] 
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UNION TERRITORY OF LAKSHADWEEP: 


ADMINISTRATION OF THE UNION TERRITORY OF 
LAKSUADWEEP (DEPARTMENT OF ELEeTRicITY), 
IK AVARATTI-682 555 


Supply of M.S. Barrels 


Sealed tenders are invited: by the Executive Engj 
eer (Ele.) for and on behalf of the Pecaeade rot 
India tii 15-00 hours on 20th September, 1999. for 
{nc supply of brand new M.S, Barrels of 200/210 
lirs, Capacity. Terms. and conditions, Specifications 
ec. Can be obtained from — the Assistant Executive 
Engineer (Electrical), UT: ‘of Lakshadweep Elec- 
tricity Subdivision, KSCC Yard, Beypore Kozhikode 
On payment of Rs. 500 only (non-refundable) 
Tenders. shall be: opened at 15-15 hrs 20th 
September, 1999, i Tore ne 


OR fees Sapa a ig Wore retry s 
NRC Raia Te ete ek BE en me nL 
, 
TTA ees on A SOME IN TA me rats 8 we mye Sd fn 
er ee gin ae if 


Executive Engineer (Ele. ) 
INo, 77/7/99-ELE|1783, dated 16-8-99.] 
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DEPARTMENT OF ATOMIC ENERGY 
Pressure Transmitters 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai,invites sealed tenders as detailed below :— 


Tender No, and Description of Stores 


Quantity 
DPS/04/CPM/1096— 53 Nos, 
Electronic Smart Differential Pressure Transmitters details as per Purchase tender document. F 
Last Date for Receipt of Tenders > 16-30 Hrs. IST on 11th October, 1999, 
Date of Opening of Tenders > 11-30 a.m. om 12th October, 1999, 
Last Date for Sale of Tender Set : 6th October, 1999, 


Tender documents priced at Rs. 100/- can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushakti Nagar 
Mumbai-94 between 10-30 a.m, and 3.00 p.m.on all working days. Postal requests should be acc mpenicd bya — Money Order, 
towards the prescribed cost of tender documents and Addressed to Accounts Officer og ee lic, Relations’ Cell. The BEBE to 
accept or reject the lowest or any tenders in part or full without assigning any reason is reserved, 

Sd/- 
Asstt. Purchase Officer 
INo. DPS/04/CPM/1096, dated Nil, and No, DPS/Tender/DAVP/159, dated 12-8.99 } 


Image Analysis System 


For'and on behalf cf the President of Irdia. the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
cf Atcmic Energy, Ex mibiy invites scaled \nccis as detailed below :— 


- Tcnde: No. and Description of Stores , Quantity 


DPS/04/1E B/1549¢— 
Inverted Microscope. Fieme Grabber & Image Analysis System as per Purchase Tender Specification, 


s 


Last Date of Receipt of Tenders : 16-30 Hrs. on 11th October, 1999, 
Date of Opening of Tenders > 11-30 a.m. on 12th Ociober, 1999. 
Last Date for Sale of Tender Set $ 6th October, 1999, 


Tender documents Priced at Rs. | 00/- can be obtained from Accounts Officer, Department of Atomic Energuy,}Directorate of 
firchase and Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Grourd Floor, Anushakti Nagar, Bombay-400 09 
etween 11-00 a.m. and 3-30 p.m. onall working days. Postal requests should be acccmpanied by a Money Order towards the pres- 
cribed cost of tender documents and Addressed to Accounts Officer at the Public Relations Cell, The right to accept or reject the 
lowest or any tenders in part or full without assigning any reason is reserved, 


Sd/ 
Asstt. Purchase Officer 
[No DPS/04/IBE/15496 dated 9-8-99 and No. DPS/Tender/DAVP/159, dated 12-§-99 | 
Spectrum Analyser 


For ardon behalf on the President of India the Directore Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomie Energy Bombay invites seale tenders a detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/TEE/15497,— 
Spectrum Analyser with Tracking Generator as per Purchaser’s Tender Specification : 
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Last Date for Reccipt of Tenders 16-30 hrs. on 11th October, 1999. 


Date of Opening of Tenders : 11-30 a.m. on 12th October, 1999. 


Last Date for Sale of Tender Set : 6th October, 1999. 

Tender documents Priced at Rs. 100/- can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 

Purchase and Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anvushakti Nagar, Bombay-400 094 
Postal requests should be accompanied by a Money Order towards the preS- 


between 11.00 a.m. and 3-30 p.m. on all working days. 
cribed cost of tender documents and Addressed to Accounts Officer at the Public Relations Cell. Teh right to accept or reject the lo- 
nis reserved. j 


west or any tenders in part of full without assigning any reaso 
Sd/- 
Asstt. Purchase Officer 


[No. DPS/04/TEF/15497, dated 9-8-99, and No, DPS/Tender/DAVP/159, dated 12-8-99.] 


Induction Melting Furnace. 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Muinbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/CPM/1099 — ; bite 
Design, manufacture, inspection/testing, erection and commissioning-of a medium frequency induction melting 1 No. 
furnace details as per purchaser’s tender docunient. 


Last Date for Receipt of Venders 16-30 hours IST on 12th October, 1999. 


Date of Opening of Tenders 11.30 a.m. on 13th October, 1999. 


7th October, 1999, 


d from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores at Public Relation Cell, Lower Ground F'oor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar., 
Mumbai - 94 between 10-30a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order 
towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations ' Cell. The Tight to 


accept or fTeject the lowest or any tenders in part or full without assigning any reason is reserved. 


Last Date for Sale of Tender Set 


Tender documents pric d at Rs. 100 can be obtaine 


Sd/- ie 
Asstt. Purchase Officer. 


[No. DPS/04/C P M/1099., dated NIL & No, DPS/Tender/DAVP/159, dated 12-8-1999.] 


Tunable Diode Laser., 


For and on behalf of President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Departm.nt 
of Atomic Energy, Mumbai invites sealed tenders as detailed below ‘— 
Tender No. and Description of Stores Quantity 


DPS/04/CPM/1090— | 
External cavity tunable diode laser and accessories details as per purchaser's tenderdocument. . « «© « INO, 


Last Date for Receipt of Tenders 16°30 hours IST on 12th October, 1999. 


a Date of Opening of Tenders 11-30 a.m. on 13th October, 1999. 


Last Date for Sale of Tender Set : 7th October, 1999, 


ained from Accounts Officer, Department of Atomic Energy, Directorate of 
purchase and Stores at Public Relations Cell, Lower Ground Floor, South Wing Vikram Sarabhai Bhavan, Anushaktinagar, 


Mumbai - 94 between 10-30 a.m. and 3.00 p.m. onall working days. Postal rsquests should be accompanied by a Money 


Order towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right 


to accept or reject the lowest or any tendors in part er full without assigning anv reasons is reserved. 


Tender documents priccd at Rs. 100 can be obt 


Sd/- 
Asstt. Purchase Officer 


[No, DPS/04/CPM/1090, dated NIL, & No. DPS/Tender/DAVP/159, dated 12-8-1999,] 
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Table-Top Energy Dispersive X-ray 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Bombay, invites sealed tenders as detailed below :-— 


Tender No. and Description of Stores Quantity 


DPS/11/IEE/3924— __ : 
Table-Top Energy Dispersi.< X-ray Flu srescence system as per Purchaser’s Tender Specification. : : ; _— 


Last Date for Reczipt of Tender : 16-30 p.m. on 12th October, 1999. 

Date of Opening of Tenders : 11-30 a. m. on 13th October, 1999. 

Last Date for Sale of Tender Set : 7th October, 1999. | 

Tender docur:ents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of Purchase 

and Stores, at Public Relations Cell, Vikram Sarabhai, Bhavan, Lower Ground Floor, Arushakti Nagar, Bombay-400 094 between 
11-00 a m. and 3-30 p. m. on all working days. Post il requests should be accompanied by a Money Order towards the prescribed 
cost of tender document and addressed to Accounts Officer as the Public Relations C2ll. The right to accept or reject the lowest of 
any tenders in part of full without assigning any reason is reserved. 


Sd,/- 
Astt. Purchase Officers. 


[No. DPS/11/IK£/3924, dated 9-8-99 & DPS/Tender/DAVP/159, dated 12-8-99.] 
Mobility Analyser 


For and or behalf of the Presid’ xf of Ircia, the Diicc.or, Purchase and S: »res, Direc .o ate of Purchase and Stores, Department 
of Atomic Ener=’, P. mbay, invites s-.'- 4 tence - as Ce.2iled below :— 


Tender No. and Description of Stores Quantity 
DPS/04/TEE/15508— 
Particle Mobility Analy: =r “sr measurirg aerosol size dis ibution »7der dynan ‘c corditions as per Purchaser‘s 1 No. 
Tender Specification. 
Last Date for P 2ceipt of Tenders : 16-30 p.m. On 12th October, 1999. 
Date of Opening of Tenders : 11-30 a. m. on 13th October, 1999. 
Last [ ste for Sa‘: of 1-~ ers © >t : 7th October, 1999. 


Tender docurr-nts Pric<d at Rs. 100 can be obtained f »m Accourts Officer, Deparimeat of Atamic Energy, Directorate of 
Purchase and Store at Pub c Ra ons Cell, Vikram Saribhai Bhavin. I »wer Ground Floor, Anushakti Nagar, Bombay-400 094 
between 11-000 a. m. ard 3-30 p. m. on all working days. Postal requsts should be accompanied by ¢ Money Order towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the 
lowest or any tenders in part of full without assizaing any reason is reserved. 


Sd’/- 
Asst. Purchase Officer 
[No. DPS/04/IEE/15°9&. dated 9-8-99 & DPS/Tender/DAVP/159. dated 12-8-99.] 


. 
—— >-——. 


X-Ray Powder. 


For and on behalf of the President of India, the Director. Purchase and Stores. Directorate of Purchase and Stores, Department 
of Atomic Energy, Bombay. invites sealed tenders as detailed below : — 


Tender No. and Description of Stors Quantity 
DPS/11/TPT/IEE/126—* 
X-Ray Powder diffraction systim, as pr Purchaser's t'nder specification. . : ° - 2 . ; 1 No. 
Last Date for Rec*ipt cf T-nders : 16.30 on 15th Octobc r, 1999. 
Date of Opening of Tenders : 11,30 a.m. on 18th October, 1999, 
_ Last Date for Sale of Send-r Set : 12th October, 1999, 
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Tender documents  Pricid at Rs. 500 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores at Public Relations Cell, Vikram Sarabhai Bhavan. Lower Ground Floor, Anushakti Nagar, Bombay- 
400.094 between 11.00 a:m. and 3-30 p.m: on all workirg days. Postal requests should be accompanied bya Money Order “toward 
the prescribed cost of tender document and addressed to Accounts Officer at the Pu blic Relations Cell. “The right'to acctpt or 
reject the lowest or any tenders in part or full without assinging any reason is reServcd., 


Sd ° ‘f ip 
Asst, Parchase. Officer 


[No. DFS111/TPT/IEE/126, dated 9-8-1999, and No. DPS/Tender/ DAVP/ 159, dated 12-8-1999.] 
Air Cirenit Breakers Panel. 


For and on behalf of the President of India, the Director, Purchase an¢ Stores, Department of Atomic Energy, Mumbai, invites 
sealed tenders as detailed below :— ore Laas al ahh 


Tender No. and Description of Stores Quantity 
DPS/04/TPT/EEQ /054— aus) ym ! 
Design. manufacture, insp¢ction, tcsting, supply and guarantee of 415 V Air circuit breakers, as per purchaser’s 1Qo, 
tender spevification. 
Last date for receipt of tenders : 16-30 p.m. on 18th October. 1999, 
Last date for Opening of ten2er : 11-30 a.m. on 20th October, 1999, 


Last date for sale of tender documunts : 13th October, 1999. 


Tender documsnts priced at Rs. 300 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavah, Anushaktinagar, 
Mumbai- 400094 between 11.00 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied. by 
a Money Order towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. 
The right to acceptor reject the lowest or any tenders in part or full without assigning any reason is reserved. 


Sd./- 1 


JNo. DPS/04/TPT/EEQ/054, dated 11-8-1999, and No:- DPS/Tender/DAVP/159, dated 12-8--99,] 


Power and Control Cables 
For and on behalf of the President of India. the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai. invites sealed tenders as detailed below : — NOT sane 


Tender No. and. Description of Stores Quantity» 
DPS/04/EEQ/11254 (PT)— ; 
Specification :- Manufacture, inspection, testing, supply and guarantee of 1,100 volts grade XLPE insulated 14,000 
power and control cables as per purchaser’s tender specification. Meters, 
Last date for receipt of tenders : 11-30 p.m. on 18th October, 1999, 
Date of Opening of tenders : 11-30 a.m. on 20th October, 1999, 
Last date for sale of tender set : 13th October. 1999, 


Tender documents Priced at Rs. 300 can be obtain d from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase _ and = Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar, Mumbai- 
400 094 betwen 11.00 a.m. and 3-30 p.m. onall working days. Postal requests should be accompanied | by a Money Order 
towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tenders in part or full without assigning any reason is reserved. aL iid hen un cee 


Sd./- 
Asstt. Purchase Officer 


JNo, DPS/04/EEQ/11554, dated 11-8-1999, and No.- DPS/Tender/DAVP/159, dated 12-8-99.] 
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Manufacture, Testing, Inspection and Supply 


_.Forand on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tcndcrs as detailed below :— 

me) es) . i i : : rf 

Tender No, and Description of Storcs Quantity 


DPS/04/MIC/33976- | upton 
Manufacture, Testing, Inspection, Supply and Guarantee of General Purpose Nonlinear Finite Element Package which 1 No. 
should be installed on pentium PC as per Purchaser’s Tender Specification required at our Project B ARC, TROMBAY, 


Mumbai-85 


Last Date for Receipt of Tenders : 16.30 hrs. (ST) on 13th October, 1999. 
Date of Opening of Tender : 11-30a.m. on 14th October, 1999, 
Last Date for Sale of Tender Documents :; 8th October, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Puichase and Stcrcs, Department 
of Atomic Energy, at Public Relations Celis,, Lower Ground Floor, South.Wing Vikram Sarabhai Bhavan Anushaktinagar, 
Mumbai-94. between 10-30 a.m. and 3-00 p.m. on all working days. Postal requests should be accompanied by a Money Order 
towards the prescribed cost of tender document and addressed to Accounts,. Officer, at the Public Relations Cell. The right to 
acc2pt or reject the lowest or any tender in part or full without assigning any reason is reserve. 


Sd/- 
Asstt. Purchase Officer 
[No. DPS/04/MIC/33976, dated 13-8-99 & DPS/TENDER/DAVP/159, "dated 13-8-99.] 


Seismometer Digitiser 


_ For and on pehallf of the President of India, the Ditector, Purchase and Storcs, Directorate of Purchase and Stores, Department of 
Atomic Energy, Mumbai, invites sealed tendcrs as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/IEE/15494— 
Broadband Seismometer Digitiser Module as per Purchaser’s Tender Specification. z 


Last Date for Receipt of Tenders : 16.30 hrs. on 13th October, 1999. 
Daté of Opening of Tenders : 11-30 a. m. on 14th October, 1999. 
Last Date for Sale of Tender Set. : 8th October, 1999. 
Tender documents priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of Pur- 
chase and Stores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar, Mumbira-94 


between 11.00 a.m. and 3-30 p.m. on all working days. Postal requests should be accompanicd bya Moncy Ordcr towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The rightto accept of reject the 


lowest or any tender in part or full without assigning any reason is reserved, 
Sd./- 


Asstt. Purchase Officer 
[No. DPS/04/IEE/15494, dated 9-8-99 & DPS/TENDER/DAVP/159, dated 12-8-99.] 
Borehole Seismometer 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department of 
Atomic Energy, Bombay, invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
DPS/04/IEE/15493— | ' | 
Borchole Szismometer with all accessories as per PurchaSer’s Tender Specifications - ° ° ° — 
Last Date for Receipt of Tenders : 16.30 a.m. on 13th October, 1999, 
Date of Opening of Tenders : 11.30 a.m. on 14th October, 1999. 
Last Date for Sale of Tender Set’: 8th October, 1999. 
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Tender documents priced at Rs. 300 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar, Bombay-400 094, 
between 11 a.m. and 3.30 p.m. onall working days. Postal requests should be accompanied bya Money Order towards the prescribed 
Cost of tender document and ddressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the lowest or 
any tender in part or full without assigning any reason is reserved. 


Sd,/« 
Asstt. Purchase Officer 


[No. DPS/04/TEE/15493, dated 9-8-99 & DPS/Tender/DAVP/159, dated 12-8-99.] 


—— _—— 


Snout Assembly 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :-— 


Tender No. and Description of Stores Quantity 
DPS/04/ENG/23348— 
Mazes, Inspection, Assembly, Testing, Packing and Supply of Snout Assembly, as per Purchaser.s Tenders 1 No. 
pecifications, 


Last Date for Receipt of Tenders : 16.30 p.m. on 13th October, 1999. 
Date of Opening of Tenders : 11.30 a.m. on 14th October, 1999, 
Last Date for Sale of Tender Documents : 8th October, 1999. 


The above tender notice will appear in the Export Service Bulletin Published by the Trade Fair Authority of India, New Delhi 
and in all leading English and Vernacular dailies. 


Tender documents priced at Rs. 300 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
of Atomic Energy, at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94 
between 10.30a.m. and3 p.m.on all working days. Postal requests should be accompanied bya Money Order towards the prescribed 
cost of tender document and addressed to Accounts Officer at the Public Relations Celi. The right to acceptor reject the lowest 
or any tenders in part or full without assigning any reason is reserved. ; 


Sd./- 
Asstt. Purchase Officer 


[No. DPS/04/ENG/23348, dated 6-8-99 & No. DPS/Tendet/DAVP/159, dated 12-8-99.] 


et lees 


Spectrophotometer 


For and on behalf of the President of India, the Director, Purchase and Stores, 


Directorate of Purchase and Stores, Department 
of Atomic Energy, Bombay, invites sealed tendersas detailed below :— a dg 


Tender No. and Description of Stores Quantity 


DPS/04/IEE/15489— 


Fourier Tranform Infra Red Spectrophotometer as per Purchaser’s Tender Specification : 1 Unit. 


Last Date for Receipt of Tenders : 16.30 a.m. on 14th October, 1999. 
Date of Opening of Tenders : 11.30 am. on 15th October, 1999. 
Last Date for Sale of Tender Set: 11th October, 1999. 


Tender documents priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Ener Di rate of 
Purchase and Stores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Neger Bombaran 094, 
Lealiaed a aa and 3,30 Leh 4 on ei taee ive potas some oe accompanied by a Money Order towards the prescribed 

ost of tender nocument and addressed to Accounts Officer at the Public Relations Celi. Theright to accept ject 
or any tender in part or full without assigning any reason is reserved. 18 accept or reject the lowest 


Sd/- 
Asstt. Purchase Officer 
[No. DPS/04/IEE/15489, dated 9-8-99 & No. DPS/Tender/DAVP/159, dated 12-8-99.] 
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Yacuum Photodiodes 


For and on bchalf of the Fresidcnt of India, the Director, Purchase and Storcs, Directorate of Purchase and Storcs, Departmcnt 
of Atomic Energy, Bombay, invites seal.d tundirs as detailed blow : 


Tender No. and Description of Stores Quantity 
DPS/04/IEE/15502.— or 
Vacuum Photodiodes as per Purchaser’s Tender Specification. 
Lasi date for receipt of tenders : 16.30 hrs.on 14th October, 1999. 
Date of Opening of tenders > 11.30 a.m. on 15th October, 1999. 
Last date for sale of tender set : 11th October, 1999. 


Tend«r documents priccd at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Encrgy. Directorate of 
Purchase and Stores. at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar, Bombay -2 
400094 betwen 11.00 a.m.and 3.30 p.m. on all working days. Postal requests should be accompanicd by a Monty Order to- 
wards the prescribed cost of tender document and address: d to Accounts Officer at the Public Relations Cell. The right to accept 
Or fvject th? lowest or any tender in part or full without assigning any reason is reserved. 


Sd./- 
Asst. Purchase Officer 
[No: DPS/04/TEE/15502., dated 9-8-1999,. No. DPS/Tender/DAVP/159,, dated 12-8-99] 
Articulated Manipulator. 


For and on_ behalf the of the President of India. the Director, Purchase and Stores. Directorate of Purchase and Stores. De- 
\Partment of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No, and Description of Stores Quantity 
DPS/04/ENG/23335.— 
Articulated Manipulator as per Purchascr’s Tender Specification and Drawings . : 5 k : < ‘ 4 Pairs. 
Last date for receipt of tenders > 16.30 p.m. on 14th October. 1999. 
Date of Opening of tender : 11,30 a.m. on 15th October, 1999. 
Last date for sale of tender documents : 11th October, 1999. 


The above tender notice will appear in the Export Service Bulletin published by the Trade Fair Authority of India. New 
Delhi and in all leading English and Vernacular dailies. 


Tender documents Priced at Rs. 300 can be obtained from the Accounts Officer, Directorate of Purchase and Stores. Depart- 
ment of Atomic Energy at Public Relations Cell., Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan. Anushaktinagar. 
Mumbai - 94. between 70.30 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order 
towards the prescribed cost of tcnd:r document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tender in part or full without assigning any reaSon is reserved. 


Sd./- 
Asstt. Furchase Officer. 
[No. DPS/04/ENG/23335., dated 6-8-1999.. No. DPS/Tender/DAVP/159.. dated 12-08-99] 
ION Beau 


For and on behalf of President of India. the Director, Purchase and Stores., Directorate of Purchase and Stores, Departmen; 
_ of Atomic Energy, Bombay invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
~ DSP/04/TEE/15492. 
Ion Beam source for ctching (ion milling) as per Purchaser’s Tender Specification. . . : . : : 1 No, 
Last date for receipt of tenders : 16.30 hrs. on 14th October. 1999. 
| Date of Opening of tenderlI : 11.30 a.m. on 15th October. 1999, 
Last date for sale of tender set : 11th October, 1999. 
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Tender documents priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Furchase and Stores, at Public Relations Cell. Vikram Sarabhai Bhavan. Lower Ground Floor, Anushakti Nagar. Bombay: 
400094. betwen 11.00 a.m. and 3.30 p.m. on all working days. Postal requcsts should b. accompani:d by a Money Order towards 
the prescribed’ cost ‘of tender document ‘and addressed to Accounts Officer at the Public Relations Cell. Theright to accept or 
reject the lowest or any tenders in part or full without assinging any reason is reserved. 


Sd./- 
Asst. Purchase Officer 
[No. DPS/04/IEE/15492.. dated" 9-8:1999), No. DPS/Tendér/DAVP/159.. dated” 1208--99) 


i — 
. 


Tank * Containers 


For'and’on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Departnient 
of Atomié Energy, Mumbai invites sealed tenders as detailed below :— 


Tendér No. and Description of Stores Quantity 


DPS/04/ENG/23374—- | | 
Design, fabrication and supply of ISO Tank Container capacity 19 CM3 for the Transport on Road, Rail and Sea 1 No. 


of Anhydro Hydrogen Fluoride UN No. 1052 conforming to the technical specfication enclosed with Purchaser’s 
chaser’s Tender Document at required BARC, Trombay, Mumbai-409 085. 


Last Date for Receipt of Tender ; 16.30 p.m. on 18th October, 1999. 
Date of Opening of Tender : 11,30. a.m. on 20th October, 1999. 
Last Date for Sale of Tender Documents ; 13th October, 1999. 


Tender docunients priced at Rs. 300 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department! 
of Atontic Energy, at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhawan, Anushaktinagar, Mumbai-94, 
betWeet'10.30 a.m. and 3 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the prescribed 
cost of tender document and addressed to Accounts Officer at the Public Relations Celi. The right to accept or reject the lowes! 
or any tender in part or full without assigning any reason is reserved. ed, | 


Ro he : 

Asstt. Purchase Officer | 

[No. DPS/04/ENG/23374., dated 12-8-99 & No. DPS/Tender/DAVP/159.; ‘dated! 12-8-99.] _ 
| 
| 


Heat Rejection{Recovery Modules 
_ For and on behalf of the Président of India, the Director, Purchase and Stores, Difectorate of Purchase and Stores, Departrhen 
of ‘Atomid Energy, Mumbai invites sedled tenders as detaried below :— 


Tender No. and Description of Stores Quantity | | 


DPS /04/TPT/ENG/027— 
Supply of Part of Raw Materials, Manufacture, Inspection, Testing, Transportation , Delivery and Site Installa- 10 Sets. 
lation Of Heat- Rejection/Recovery Modulés for MSF Desalting Plant as per the Specification and Drawings 
enclosed with the Purchaser’s Tender Document required at Nuclear Desalination Demonstration Project 


(Kalpakkam). 
Last Date for Receipt of Tenders: 16.30 p.m. on 22nd/November, 1999. 


Date’of Opening of Tender: 11-30 4.m.on 24th Noveniber,'1999 | 
Last Date for Sale of Tender Documents : 15th October, 1999. ee ba 


Tender documents priced at Rs. 600 can be obtained from the Accounts Officer , Directorate of Purchase and Stores, Depattnient 
of Atomic Energy, at Public Relations Cell, Low2r Ground Floor, South Wing, Vikram SarabhaiBhavan, Anushaktinagar, Mumbai-94, 
between 10.30 a.m. and 3 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the prescribed 
cost Of tender document and addressed to Accounts Officer at the Public Relations Cell, The right to accept or reject the lowest. 
or any tender in part or full without assigning any reason is reserved. i 

Sd./- 
Asstt. Purchase Officer 


[No. DPS/04/TPT/ENG/022., dated 11J-8-99 & No. DPS/Tender/DAVP/159., dated 12-&-99,] 


} 
| 
' 
| 
| 
y 
} 
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“GOVERNMENT. OF INDIA 
MINISTRY OF COMMUNICATIONS 


qiic “TELECOM. COMMISSION — | 
/DEPARTMENT. OF TELECOMMUNICATIONS 


SANCHAR BHAVAN; 20, ASHOKA RoaD, 
New DE vHI-110 001 


No. 11-23(99-MMT(SW)|P, dated 27-8-99 : Pro- 
curement of HDSL Equipment: Extension of Time 


CORRIGENDUM 


The opening date of Tender No. MM|SW/051999| 
000177 issued on 9th July, 1999 for procurement of 
HDSL Equipment is hereby postponed. Following 
will be the revised schedule. 


Due Date of Receipt: ‘13th Septmeber, 1999, 
time 10-30 hours. 


Opening Date, ;;13th, September, 1999, time 11-00 
hours. . 


Sale of Bid Documents: upto 10th September, 
1999 between 15-00,and. 16-00. hours, (on,all work- 
‘ing days). 


All other terms and conditions of the Bid Docw- 
ments remain unchanged. 


[No. .7-1|99-PP(36), dated 31-8-99.] 


| TELECOM. ELECT. Division, AMBALA 
CANnTT.-133 001 


DEA Set 

ka CORRIGENDUM 

Due to certain administrative reasons. the last date 
of sale of tender. and Opening date of tender for the 
‘Work of S|I, TiC of 1x50 KVA|40 KW (at. site) 
DEA set with AMF, panel for-TE. Bldg. at Pinjore & 
Chhachhrouli is hereby extended to 14th September, 
Boo. 2 d) 16th, September, 1999 instead of 25th 
| August, 1999 and 27th August, 1999 respectively, 
| Sd./- 
) 


Executive Engineer(E) 


[No. AC'Works|1712/5835-43, dated 25-8-99.] 
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GOVERNMENT. OF INDIA 
«MINISTRY: OF) HOME. AFFAIRS 


DIRECTORATE GENERAL, INDO-TIBETAN 
BORDER POLICE 


PROCUREMENT CELL, TIGRI P.O. MADANGIR, 
NEw; DELHI-110 062 


Capes Water Proof.Snow :—Amendment 
The following, amendment has been, authorised :— 


Tender Notice» No. ;-ITV=17013|9|9-11+99|PC-2 for 
Capes Water Proof Snow Medium and Large. 


FOR 
(1) Price per.Tender Set,.Rs. 100; per set. i 
_READ i 
(1) Price Per Tender Set Rs. 200 per set. ™ 
All other terms and conditions of the Tender 
Notice, shall remain ynchanged. 
Sd./- 


Commandant Staff (Prov.) 


[No. IV-17013/11|99|PC|ITBP|Spec.|222, dated 
26-8-99. ] 


» GOVERNMENT. OF: INDIA 
MINISTRY ‘OF. STEEL ‘AND MINES 


:INDIAN:BUREAU OF: MINES 


C-4-A, RAJAJT BHAVAN, CGO COMPLEX, 
BESANT NAGAR, CHENNAI-90 
PHONE : 4911570, 4914461, 4911295 

Fax : 044 4911295 
__ GRAMS ; MINEs Buro 


See | 


Line 5/6. KV A. UPS 


Sealed tenders are invited from manufacturers or 
authorised dealers for an on Line 5/6 KVA UPS of 
any,,reputed .company. Detailed specifications and 
terms,and conditions can be obtained from the Office 
of the,,Regional Controller of Mines, Indian; Bureau 
of Mines, ;C:4-A,:CGO Complex, Rajaji_. Bhavan, 
Besant -Nagar,; Chennai-90 with in 10 days.from the 
date ef publication. of this advertisement on payment 
of Rs,,.100:in Cash between 11 a.m. & 3 p.m. on week 
days only. oy 
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Wherever the DGS &'D Rate contract is concluded 
the tenders should quote rate contract price and fur- 
nish a copy of rate contract with the quotation. 


Sd./- . 
Regional Controller of Mines 
" [No. D-21013/3/97-98-Mds., dated 26-8-99.] 


de eta! 4 . 
PS —_ om 


~~ '*\| GOVERNMENT OF INDIA * 
* © 0 MINISTRY OF DEFENCE 


DIRECTORATE GENERAL NCC 


WEST BLocK IV RK Puram, 
' New DELuHI-110 066 


Supply, Installation, Testing and Commissioning 
at Site of Computer System 


_ Due by 11-00 hrs. on 23rd September, 1999. 
The sealed tenders on prescribed forms are invited 


on behalf of the President of India for the following 
stores :— 


Item Description of Stores Quantity 
No. 
qe Supply, Installation, Testing and 25 Nos. 


Commissioning at Site of Compu- 
ter Systems as per the details given 
in Tender Enquiry. 


Packing & Marking: As per clause 10 of General 
Conditions of Contract for Contracts concluded by 
DGNCC. 


1. The Conditions of the contract which will 
govern any contract made are contained in pamphlet 
General Terms and Conditions of the Contract placed 
by DGNCC, Ministry of Defence. 


2. (a) Price of the Tender Set : Rs. 250 only. 


(b) Price of Pamphlet: “General Terms and 
Conditions” : Rs. 20 only. 


(c) Tie tender set! pamphlet can be obtained on 
written request from this Office on all working 
days from 10th August, 1999 onward between 
10-00 hrs. to 11-00 hrs. and 15-00 hrs. to 
16-00 hrs. on payment in the form of Demand 
Draft in favour cf Director General NCC, 


New Delhi. No Other Mode of Payment is 
~ ° Acceptable. 
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(d) The tender documents are not transferable. 


* 
ee 


3. _DGNCC reserves the right to accept in full] 
part|reject any tender received without assigning any 
reason thereof and his decision on the subject will 
be final and binding on all parties. 


a 


Dy. Dir. (Purchase) 


[No. 19153|Computer|NCC HQ|LGS(Purchase Cell)| 
1999-2000, dated 3-8-99.] 


C 


2s bs rab. 
é bs ; a] Spas 
‘ GT } 
| pan es 
wt FF ae 
O07 fixe GOVERNMENT OF INDIA te d 


MINISTRY OF DEFENCE 


wee. 


ORDNANCE FACTORY BOARD 


THE GENERAL MANAGER, HIGH EXPLOSIVES 
FAcTory, KIRKEE, POONA-3 


Sodium Sulphate Anhydrous 


The General Manager, High Explosives Factory, 
Kirkee, Poona-3 invites applications for the issue of 
tenders for the following works :— 


Name of the Supply :—Sodium Sulphite Anhydrous 
Tech. Grade to Specn. IS: 247: 1987 (Fourth 
Revision) (Re-Affirmed 1992)with additional clause- 
(1) Metabisulphite content shall be nil (2) PH of 
10% solution should be 8.5 to 9.5. 


Quantity :60.00 M.T. 


_Last Date for Receipt of Requisition : For Tender 
Forms upto 2 p.m. on 23rd September, 1999. 


Estimated Cost: Rs. 10,50,000. oat 

Date of Tender Opening on : 28th October, 1999, 

Cost of Tender Forms: Rs. 30 only. 

(Money Order only. Postal Orders will not be 
accepted). 


[No. AD 200 00 004, dated 24-7-99.] 
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Ordanmce Factory, Bhandara, Via : Nagpur, Pin-441 906 
PH, Meter, etc. 


On behalf of the President of India, the.General Mamager,,Ordnance .Factory, Bhandara invites sealed tender Enquiry upto 
2-30 p.m. on 21st October, 1999 for the Supply of following items :— 


Serial Tender No Nomenclature Quantit 
! y 
No. and Date. 
3 SP/3018/0515/M, 
» dated 24-7-1999— PH Meter (Electrode Model) alongwith the following items. “ j : . 1 No. 


(A) PH Transmitter Power Supply 230 V AC. 

(B) Mounting Accessory. 

(C) Digital Process Indicater. 

(D) Hooter (Alarm). 

(E) Cable 

(F) Supply, Erection and Commoissioning. 

(G) Training for 1 week-for operation and Maintenance. 
(H) Warranty for '8 months from the date of Supply. 


2. —Ditto—’ Borometer with Test and Calibration certificate: valid in ISO 9902 & NAEL 4.\Nos. 


Note : Specification and other details will be furnished in the Tender documents only. 


The Tender form can be obtained from the General Managr, Ordnance Factory, Bhandara on payment of Rs. 50 (Rupees Fifty 
only) for each tender either by Indian Postal Order, through Money Order or by depositing in Cashin our Cash Office upto 30th 
September, 1999. If Money Order-is:sent complete details must, be furnished. im the Money,Order Coupon, Tender fee will be non- 
returnable, Tender form will be posted only after last date of receipt of tender request. 


The General Manager, Ordnance Factory, Bhandara reserves the right to accept or reject any or all the tenders without assigning 
aany reasons, In»case of any. dispute, the decision of General;Manager, wil! be; final.and binding. 


[No, PV/SP/3018/Advt./TE/BF, dated 26-7-99.] 


_— i 


Ordnance Cable Factory, Chandigarh 
Tinned Copper Conductor 


The General Manager, Ordnance Cable Factory, Chandigarh for and on behalf of the President of India invites tender upto 6th 
October, 1999 for supply of.the following items/item from the registered established firms/manufacturer who are in the line of manu- 
facture/production with a capacity‘Testimony from the G.M.OCFC. The last date of issue of tender set will be 6th October, 1999 
UPto 12-00 hours and no tender set will be issued after 12-00 hours. 


Serial Description, of Stores Quantity Earnest Cost of Date of 
No, and Tender No. Monty Tender Opening 
Documents 
Rs. Rs. 
I. Tinned Copper Conductor 0.282 to 0.29%2mm dia 50 MTs. 35,000 500 ‘6th October,.1999, 
on 5 kg. Reel as per OCF SK. No. 13-A. 
(O. T. E. No. 990349, dated 20-8-99.) “ee 


Closing Date,of Issue of Tender Documents : 5th October, 1999. 


erms and conditions etc. can be‘had from the: GeneraliManager, Ordnance Cable 
nder set (Non-refundable), This amount should be remitted | by ‘Cash or Money 
Written request with complete/full address will, however, be made for the 


Tender form with Specn./Drawing and other t 
Factory, Chandigarh on payment of Rs. 500 per te 
Order only. No other mode of deposit will be accepted. 
1S8ue of tender set. 

\Sd/- 
Works Manager 


[No.11990349, dated 20-8:99:) 


INDIAN TRADE JOURNAL @ September 8, 1999 C645 
4 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer, Shillong, Division, Shillong-793 002 
Periodical Services to Certain Building, etc. 


The Garrison Engineer, Shillong Division, Shillong-793 002 invites application by 20th September, 1999 for issue of tender from 
enlisted MES, Contractors of appropriate class for the following works :— 


Serial Name of Works Estimated Earnest 
No, Cost Money 
Rs. Rs. 


1, Periodical Services to certain building at HQ 101 Area, Hajipirline and Labaseeline . - 11.00Lakhs 22,000 


2. Special Repairs to False Ceiling of Bldg, Nos. LS-10, 11, 12,13 and 15 (1 Coy of FCSR) A 9,85. ss 19,100 
, [No. 8568/01/E8,. dated 13-8-99.] 


Office of the Garrison Engineer, Shillong Division, Shillong-793 002 
Periodical Services to Certain Building, etc. 


_ The Garrison Engineer, Shillong Division, Shilleng-793 002 invites application by 24th September, 1999 for issue of tenders from 
enlisted MES Contractors of appropriate class for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
as per 
Market Rate} 
Rs. Rs. 


1, Periodical Services to certain building cf 58 GTC and 11 WEU at Happy Valley, Shillong : 8.00 Lakhs 16,000 


2, Supply of Bazar Materialunder GE, Shillong. ; F Fi ° . : ‘ 6 1470 24,245 
3. Special repairs to Floors of certain buildings of MH Shillong C ; F F * «. AZ ees 24,245 
4, Special repairs to building No. DSM-12 Military Dairy Farm under GE Shillong . : rs 589 os 11,780 


[No. 8567/02/E8, dated 14-8.99.] 
The Garrison Engineer (CME) Kirkee Phugewadi, Dapodj, Pune-411 012 
Proyision of Toilet Blocks, etc, 


The Garrison Enginecr (CME) Kirkee, Phugwadi Dapodi, Pune-12, invites application by or before 17th September, 1999 from 
MES/CPWD/PWD and Railway contractors of appropriate class for issuc of tender = 


Serial Name of Works _ Estimated Earnest 
No, Cost Money 
Rs. Rs, 

1, Provision of toilet block for bldg, No, T/38,T/39 & T/87 or married accn. (2 IBGH) 6.25 Lakhs 12,500 


‘area MH Kirku. 

Addition/ Attention works for : 
2. Provision of AC/Facility in Bldg. No. T/17, SCIC Ward at MH Kirkee. ty ; , , Dl soab 5,500 
Contractors not on MES (Southern Command) list are required to furnish alongwith their application att-sted copics of letters 


of enlistment with other Department/Commands latest Income Tax Clearance Certificate and particulars (including credentials) of 
work carried out by them during the last three years stating the designation of the Office under which exccutcd, 
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| BOY & rodine' 
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An Earnest Money as_ shown aboveis to be submitted with the tender by the contractors who have no St 


anding Security with 
the MES (Southern Command). 


Sd/- 
Major 
[No. 8898 /04/E8,.. dated’ 23-8-99.] 


——, *— ——. 
. 


Office of the Garrison Engineer (AF), Koishet Road Sandoz Bauy-Post Thane-400 607 
Provision of Residual Current Circuit Breaker 


The Garrison Engineer (AF), Thane invites application up to 256i September, 1999 from MES, PWD, CPWD and Railway Con- 
tractors of appropriate class for issue of tender for the following work :— 


. Serial Naine of Work Estimated Earnest 
upd On Cost Money 
at Der on 
; Market 
tOB-Bl beish .B Rs. Rs, 
1. Provision of Residual current circuit breaker at AF at Site ‘P’ Thane . . 2.67 Lakhs 5,340 


Contractor who are not borne on the approved list of Southern Comtnand are requested to furn 
attested copies of letters of enlistment with other Departments/Commands, latest Income Tax Clearance Certificate and particulars 
(Including credentials) of works carried out by them during the last three years stating the designation of Officers under whom the 
Same were executed. Coritractors who have not lodged Standing Security Deposit with MES will be required to pay Earnest Money 
as mentioned above while submitting the tender in case their names are Selected for issue of tenders. 


ish alongwith their applications/ 


Sd/- 
Major 
[No. 8232/03/E8, dated 9-8.99,] 


Term Contract for Artificers Works 


The Garrison Engineer (AL), Thane invites applications upto 25th September, 1999 from MES, PWD, CPWD 


and Railway 
Contractors of appropriate class for issue of tender for the follcwing work :— 
oT . Name of Work Estimated Farnest 
NO, “* ; Cost Money 
at per 
market 
Rs. Rs. 
1. Term Contract for Artificer works under AGE (MES), Cottongreen ‘ , : } ‘ 10,00 Lakhs 20,000 


“<< Contractors who are not borne on the appoved list of Southern Command are requested to furnish alongwith thir application/ 


attested copies of Ictters of enlistment with other Departments/Comniands, latest Incon.e Tax Certificate and particulars (Including 
Credentials) of works carried out by them during the last three years stating the designation of Officers under whon: the same were 


executed. Contractors who have not lodged Standing Security Deposit with MES will be required to pay Earnest Money as mentioned 
above while submitting the tender in case their names are selected for issue of tenders. ia 


Sd/ 
Major ee: 
[No. 8238/01/E8, dated 128=99.] 
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The Garrison Engineer, Belyaum-590 009 
Repairs/Renewal of internal Electrification of Certain Building 


‘The Garrison Engineer; Bélgaum-590 009 invites application by from enlisted MES, PWD, CPWD and Railway contractors for 


the the following :— 
Serial Name of Work Estimated Earnest 
No. 7% Cost Money 
Rs. Rs. 
; : : 5.00 Lakhs 10,000 


Repairs/Renewal of Internal Electrification of Certain Building at Belgaum 


ile 
22nd September, 1999, 


Closing Date of Receipt of Application ‘ : p : ; : y ; é 
§ : ‘ NIL 


Cost of Tender 


Contractors not enlisted with the MES aie required to submit with their application, copies of letters of enlistment in other 
dé partments, ITCC and particulars of works carried out by them during the last three years giving the designation of the Officer 
utdér'who were executed. Earnest Money as indicated above is to be deposited alongwith the tender by the contractor s who have 


no Standing Security with the MES. 
[No. 8694/2/E8, dated 18-8-99.] 


e 
— 


* 


Office of The Commander Works Engineer (P), Air Force, Bangalore, Bellary Road, J C Nagar Post, Bangalore 


Provision of Md. Accommodation 
The Commander Works Engineer (P), Air Force, Bangalore, Bellary Road, JC Nagar post, Bangalore-560006 invites applications 
upto 18th September, 1999 from enlisted. MES, CPWD, PWD and Railway contractors of the appropriate class for issue of tenders 


for the following. :— 
Serial Name of Work Estimated Cost Earnest 
No. of work at Moncey 
per Market Deposit 
Rs. Rs. 
25.50 Lakhs 38.250 


1.. Provision of Md. Accn. for five DSC personnel at ATI AF Station, Sambra, 


Note :— 


Those Contractors who have no SSD with MES. 
Contractors not enlisted with MES are requested to submit alongwith their applications, copics of letters of enlistment in other 
departments, valid Income Tax Clearancc Certificaic in thenew proforma and paiticulars of werks catti d cut by them during the last 
two years giving the designation of the officersunder whom executed. InvVitation for applications for issue of tender does not Constitute 
Issuc of tender will be decided by 


any guarante” for issue of tender to the applicant, even to enlisicd contractors of appr opriat« Class. 
by the A ccepting Officer based on past track records, financial position and experience of similax.works of the applicant/Cofsactor . 


Thedecition of the Accepiing Officer for issuc of tend er/otherwiseto th: applicant/Contractor shall befinaland the appl icent/Contracter 


will be entitled for any compensation for rejection of his applications. 
[No. 82002/2/E8, dated 20-8-99,} 


Office of the Garrision Engineer Guwahati -27 P.O. Satgaon, Dt.-Kamrup, (Assam) 
Special Repairs to Certain Toilet Block, etc. 


* 


_ The Garrison Engineer, Guwahati, Post - Satgaon. Dist - Kamrup (Assam), Guahati-27 invites applications by 15th September,’99 
enlisted MES contractor of the appropriate category for issued for tender for the following works :— 


Serial Name of Works YEstimated — Earnest. 
No. Cost Money, 
Rs. Rs. 
1. Special repairs to certain toilet block in 240 Transit Camp at Guwahati under Garison 4.57 Lakhs 9.200 
Engineer, Guwahati. 
2.76 Lakhs 5.600 


2. Special repairs to drain incl. stecl. cover plates in 240 transit Camp at Guwahati under 


+. Garrison Engineer; Guwahati. 
[No. 8234/A/03/E8, dated .20-8,99,3. 
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Office of the~ Garrison’ Engineer; E/M’ Water“Supptv, Delhi Cantt.-10 
Repair{Replacement of Water Pipe Lines 


The Garrison Enginey:, B/M Water Supply Dcthi Cantt.-10 invites application by 20th September, 1999 from enlisted MES contrac- 
tors class for issue Of tenders for the undcrmentiongd works :— 


Serial. Name of Work Estiimated Fatnest 

No. Cost Money 
Rs. Rs. 

(a) GE/WS//0-22/99-2000 : \ wir 

1; Repair/Replacemient of. Water Pipe Lines in Parade Camp Ar.a of AGE WS II Dethi 4.70 Lakhs 9,500 


Cantt. 


[No. 8104/456/E8, dated }23-8-1999]° 


Garrison Engineer, Mathura Cantt, 
Provision uf Replacement/Ronewal-of Jnternal Electric wiring 


The Garris *n Engineer Mathura Cantt, invites applications upto the date shown below froni enlisted MES/PWD contractor of 
approrpaite class for issue of teuders as per details given below :— 


Serial Name of Work Estimated Earnest Last Date of Receipt 
No. Cost of Money of Application 
Works 
Rs. Rs. 
1; Provision of Replacement/R enewal of: Internal Electric wiring in 9.99 Lakhs 19,980 18th September, 1999- 
JCOs/OR’MD Accn. itt RATC Lines at Mathura. 
2. Provision of cook house cum dining hall for 483 (1) Compo Pl ASC 5.12 Lakhs 10,240 18th September, 1999 
at ' Mathura. ‘ 


Contractor not chlisted with Central Command/CWR Agraarea ate tequired t) subnut their applictions with copy of erlisted 
letter ITCC details of works carred out by then during last five years. Earnest Money shall be deposited alongwith tender in’ separate 
‘cover who have no Standing Security with MES. ; 


[ No. 8022/91/E8, dated 23-§-1999] 


Office of :he Garrison. Engineer, Kangra Hills Yel 
rovision: of | Special Repairs. & replacement of Cable, etc. 


_The Garrison Engineer, Kangra Hills Yel invites.aplpications by, 18th September, 1299 from enlisted M.E.S., C.P.W.D. and 
Railway contractors of the appropriate class for the following work :—- 


‘Serial Name of Work Estimated Eernest 
No. Cost Money, 
Rs. Rs. 


1. Provision of Special Repairsto including replacement of Cables, pannels, conductors, VL Units, 4.00 lakhs 8,000 


internal elect and earthing of various sub-Stations at Yel, 


Contraectors not enlistedwith M.E.S. arerequired to submit with their application,. copies of-letters of enlistment in othe, 
Department; Income Tax Clearance Certificate and particulars of work carried out by them during the last three years giving designation 
of the officer under whom executed. 


[No. 8305/GEY-36/4/E8, dated 17-8-99.] 
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Office of the Garrison Engineer (West), Agra Cantt. . 
Special Repairs to E/M Installation 


The Garrison Engineer (West), Agra Cantt. invites applications from M.E.S., P,W.D., C.P.W.D. and Railway contractors of 
appropriate class for issue of tenders for the undermentioned work :— et ott 


Serial Name of Work Estimated Amount of Last date of 
No. , Cost of Earnest Receipt of 
Work Money Application 
Rs. Rs. che 
1. Special Repairs to E/M Installation under GE (West), Agra : z 4.25 lakhs 8,500 18th September, 1999. 
t 


Contractors not enlisted with the M.E.S., Central Command/CWE, Agra are requried to submit their application, copies of letters 
of enlistment in other departments. Latest Income Tax Clearance Certificate and particulars of works carried out by them during the 
last five years giving the designation of the Officers under whom the works executed and period of physical completion, present work 
load giving the jobs executed with its percentage progress and item completian date. 


Earnest Money shall ba deposited alongwith tenders in separate covered by the contractors who have no Standing Security with 
the M.E.S. 
[Na. 9381/02/E8, dated 23-08-99 .] 


Office of the Garrison Engineer (South), No. 1, Ulsoor Road, Bangalore-560 042 
Periodical Services to OTM Buildings, etc. 


The Garrison Engineer (South), Bangalore-560 042 invites applications from enlisted M.E.S., P.W.D. C.P.W.D., and Railway 
contractors for the following works :— 


Serial ._. Name of Works Estimated Eatnest — Date of Application 
No. Cost Money Submitted to GE(S), 
Bangalore on or befare 
COO) Rs. Rs. 
1. Periodical Services to OTM Buildings at ASC Central and College 4.00 lakhs 8,000 15th September, 1999, 
of AGE B/R (South) under GE(S), Bangalore. 
2. Addition/Alteration to Building No. ETA-80 (Cook House) Re- S279 1 te 11,600 15th September, 1999. 


appropriate to Tech. Library ASC Centre and College, Bangalore. 


Cantractors not enlisted with the M.E.S. are required to submit with their application, copies of the letters of enlistment in other 
departments. Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving desig- 
nation of Officer under whom executed. 


Earnest Money as indicated above is to be deposited alongwith the tender by contractors who have not deposited Standing Secu- 
rity with M.E.S. 


[No. C-8177/2/E8, dated 11-8-99.] 


Office of the Chief Engineer, (AF), Air Force Station, Udhampur-182 101 
Provisien of Building W ork 


The Chief Engineer, Ait Force, Air Force Station, Udhampur-182 11 invites applications by 27th September, 1999 from enlisted 
M.E.S., C.P.W.D. and Railway contractors of the appropriate class for issue of tender for the following work :—- faix4sP 


Serial Name of Work Estimated EFarnest Money* 
No. Cost at requited to be Depasi- 
Market rate ted alongwith the 
tender ,' 
Rs. TORS) 
1, Provision of Building Work for BPI at Leh m A a ‘ < aaa 59.00 lakhs 


ih 83,500 
| GE (1) AF) Lehiva) 
-*Payable by the contractors who have no Standing Security Deposit with M.E.S, 
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| ms _ Contractor not enlisted with the M.E.S., Northern Command, Udhampur are requested to submit with their application 
copies of letter of enlistment in other department, Income Tax Clearance Certificate and particulars of works carried out by them 
_ during the last two years giving the designation of the Officers under whom the works were executed. 


Earnest Moncy shall be deposited alongwith the tender by the contractor who have no Standing Security with the M.E.S. 


Big. Invitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant, even to 
enlisted contractors of appropriate class. issuc of tender will be decided by the Accepting Officer based on interalia, past track record 
financial position and experienc. of similar works executed by the applicant/contractor. The Accopting Offic>r shal! consider applicitio » 
received upto the date of receipt of applications for isue of tender. The applicant/cortractor will be informed regarding non-issue on 
tender without assigning any réasons, The applicant;contractor, if he so desire may appeal to next higher authority with copy tf 
the Accepting Oftic>r.No appeal/repres-ntation shall be entertained in respect of applications for issue of tenders as received aftero 
the due date of receipt of applications/extended date of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No application/contractor shall be entitled for any 
conpensation fwhat so ever for rejection of his application. 


The Accepting Officer reserves his right to accept a tender submitted by Public undertakings, viving a price preference over 
other tender(s) which may be lower as are admissible under the Government Policy. No claim for any compensation or otherwise shall 
be admissible for such tenderers whos: tenders may be rejected on account of said policy. 


[No. 85002/CEAPU-23/01/F8, dated 21-8-99,] 


Office of the Garrison Engineer (CME), Kirkee, Phugewadi, Dapodi, Pune-411 (12 
Ceratin Repairs to ApproachRaald 


- The Garrison Engineer (CME), Kirkee, Phugewadi, Dapodi, Pune-12 invites applications by or before 17th September, 1999 from 
M.E.S., C.P.W.D., P.W.D. and Railway contractors of appropriate class for issue of tenders :— 


Serial Name of Works Estimated Earnest 


No. Cost Money 
Rs. Rs. 
1. Certain Repairs to approach Road to Md. Officers Quarters Building No. 298 to 348, 249 to 6.00 lakhs 12,000 
- 261 in CME. 
2, Repairing/Servicing of HT panels/LT panel board installed at different location dahydration fe fa at 8,500 : 


of transformer oil and other connected works at CME area. 

- Contractors ate on M.E.S. (Souther Command) list are required to fur nish alongwith theit applications attested copies of letters 
ofenlistment with other Denartment/Commands. latest Income Tax Clearance Cortificate and particulars (including credentails) 
of work carried out by them during the last three years stating the designation of the Officer under which executed. 

An Earnest Money as shown above is to be submitted with the tender by the contractors who have no Standing Security with 
the M.E.S. (Souther Command). 
Sd.|- 
Major 


[No. 8874/04/B8, dated 23-8-99.] 


a 


Office of the Garrison Engineer (P) (1) R & D (West), Bangalore-93 
Repairs to Roof 


Bhe Gatrison Engineer (P) (1) R&D (West), Bangalore-93 invites their applications by 18th September, 1999 from enlisted MES | 
P.W.D. and Railway contractors for the following work :— 


Serial . Name of Work Estimated Earnest 
No. Cost Money 
Rs. ~ Rs. 
1. Repairs to Roof of Building Nos. P/6 and P/7 at LRDE, Bangalore. ' P ; : : 5.00 lakhs 10,000 
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‘Invitation for application foriissue of tender does, not constitute any guarantee for issue of tender ta avolicant, evan to enliste 
-‘eontractors of appropriate class. Issue of tender will be decided by the Accepting Officer based on past track records, financial pasitia 


and experience of similar works of the applicanticontractor. The decision ofthe Accepting Officer for issue of tender or othatwis 
to the applicant/contractor shall be fina! and the applicant/contractor will not be entitled for any compensation for ‘rejection of 'h 


application. 
Contractor not enlisted with M:E.S. are required to submit with, their application, copies: of letter. of enlistment in other depart 
ment. Income Tax Clearance Certificate and pafticulars of works carried out by them during the last two years giving the designatio 


of the Officer under whom exccuted. 


Earnest Money as indicated above is to be deposited alongwith tender by contractors who have not executed Standing’Seeurity wit] 


‘M.E:S. 
[No. 8807/02/E8, dated 5+8+99.] 


. 
——= © 


Office of the Chief Engineer (Air Force), No. 2,. DC Area, MES Road, Bangalore-560 @22 


| 
| 


Provision of Married Accommodation, etc. 


Force), No. 2, DC Area, M.E.S. Road, Bangalore-560 022 invites applications upto 30th Ouonal 


The Chief Engineer (Air F 

1999 from enlisted M.E.S., C.P.W.D., P.W.D. and Railway cantractors of the appropriate class for issue of tenders for the under 
mentioned works :— 

Serial Name of Works Estimated Eatnest 
No. Cost at part Money* | 
Masket rate 
| 
Rs. Rs. 
te pousion of Marticd Accommodation for Officers and. Allied Services at Bristal Colony, ‘220: takhs 2,20,000 | 
Bangalote. | 


2. Provision of Married Accommodation for Ranks other than Officers, Civilians, Constructional/ 149. 1 50,000 | 
Key personnel Quarters and allied services at Marath Halli, Bangalore. j 
(*Earnest Money to be deposited alongwith Tenders by the Contractors not having Standing Security Deposit with MES.) | 


Contractors not enlsited with M.E.S. are requited to submit alengwith their applications, copies of: Letters: of: ealistment.in othes, 
departments, valid Income Tax Clearance Certificate in the new proforma and particulars of works carried out by. them during the last 
two years giving the designation of the Officers under whom executed. | 


does not constitute any guarantee for issue of temder to the applicant, evea to 
ed on past track records, financal. 
Officer for issue.of.tendet = or 
ation for rejection | 


Invitation for anplication for issue of tender 
-enlisted contractors of appropriate clas3. T3su> of tenderwill be decided by the Accepting Officer bas 
position and. experience of similat works of the avplicant/contractor. The decision of the Accepting 
otherwise to the applicant/contractor shall be jinal and the applicant/contractor will mot be: entitled for anyrcom7yens 


of his application. 


[No.. 890410/AF/14/B38, dated 28-8-99.) 


Office of the Garrison Engineer (I) R and D, Kanchanbagh, Hyderabad- 500 058 


Manning Operation, etc, of 11 KV/0.433 KV Sub-Station, ete. 


invites applications from enlisted MES, CPWD, | 


The Garrison Engineer (1), R and D, Kanchanbagh., Hyderabad-500 058 
List date of receipt of | 


Railway contractors of the appropriate class to issue of -tender documents for the frllowing works. 
application, Estimated Cost and Earnest Money to be deposited for the work alongwith tender by th2 c»atractors who | 
have no Standing Sccurity with MES as under contractors to submit copies of letters of enlistment in other departments, fresh | 
Income Tax Clearance Certificate in the new proforma and particulars of work carried out during the last three years giving © 


the designation of the Officer under whom works were executed alongwith the applications. . 
Serial Name of Works Estimated Earnest Last Date of : 
No. :Cost Money. Application | 
Rs. Rs. 3 | 
‘{. Manning operation and maintenance of 11KV/0.433 KV Sub- 5.50 lakhs 11,009 20tnSeptember, 999. 
station PM plant and 33 KV/i1IKV MRS DMRL at 
Kanchanbag., Hyderabad. 
2. Manning and maintenance of Internal/External Electrical works 1.70:Jakhs 3,500 20th September, 1999. 


: at DRDO Complex, Kanchanbagh., Hyderabad. | 
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Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant, even 
_toenlisted contractors of appropriate class.. Issue of tender will be decided based on past track records, financial 
‘position, experience of similar works. Decision for issue of tender or otherwise of the Accepting Officer would be final and 
contractor will not be entitled for any compensation for rejection of application. 


[No: 8047/323/E8, dated 16-08-1999,] 


Garrison Engineer (AF), Nal., Bikaner-334 001 
Provision of Camouflaging 


The Garrison Engineer (AF), Nal, Bikaner invites the applications from the enlisted MES/CPWD/Railway and DG 
B/R contractor of all appropriate classes for the undermentioned work 


~ cs 


y 
Be Name of Work Estimated Earnest Application upto 
— No. must Money 
; Rs. Rs. 
1. Provision of camouffaging ta hard standing at certain places in tech- 5 lakhs 10,000 Iith September, 1999, 
nical area of AF, Nal. 


Contractors not enlisted with MES are requested to submit their application with copies of letters of 
other department, [ncame Tax clearance C>rtificate and particulars of works car 


performance report or certificate of satisfactorily completion of the work 
| 


' enlistment in 
ried out by them during last two years with value, 
Ss executed. 


d Earnest Money shall be deposited 
Standing Security deposited with MES, 


: 

« 
¥ 
Pe 


alongwith the tender as given above payable by the contractor, who have not $04 


Sd/ 
EE 
[No. 8006/936/E8, dated 18-08-1999. ] 
>», The Garrison Engineer (South), No. 1, Ulsoor Road, Bangalore - 560 042 


Periodical Services to OTM Buildings 


ee the Garrison Engineer (South) Bangalore - 560042 invites applications from etlistid MES, PWD, CPWD and 
Railway Contractors for the following works :— 
eect Name of Works Estimated Earnest Date of epplication 
. Cost Money submitted to GE 

(S) Bangalore on 

or before 
Rs. Rs, 
_ 1. Periodical services to OTM buildings at ASC centre and College 4 Lakhs 8,000 15th September, 1999 
e of AGE B/R (South) under GE (S), Bangalore. 


2, Addn/altn. to building No. ETA-80( Cook house) re-appropriatcd 5.79 Lakhs 


11,600 15th September, 1999 
to Tech Library ASC centre and College, Bangalore:-. 


-» Contractors not enlisted withthe MES are required to submit with their application, copies of the letters of en- 
listment in other departments, Income Tax Clearance Certificate and particulars of works cerried out by them during the 
last two years giving designation of Officer under whom executed. Earnest Money as indicated above is to be de- 
Osited alongwith the tender by contractors who have not deposited Standing Security with MES. 


VRC | 
. [No, C-8177/2/E8, dated 11-08-1999] 
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Provision of 20 Toilets, etc. 


The Garrison Engine (South)’Banzalore-560 042 invites applications from enlisted MES, PWD, CPWD and Rail- 
way Contractors for the following works :— 


S-rial Name of Works Estimated Earnest Date of application, 
No Cost Money subinited to GE 
(S) Bangalore on 
or before 
Rs. RS. 
1. Provision of 20 Toilets for works at 515 ABW, Bangalore. : : 412 Lakhs 8,300 15th September, 1999, 


2. Provision of cov-red Accn for 200 ton press brake at 5.77 Lakhs 11,609 15th September, 1999, 
515 ABW Bangzalor 5 
Contractors not enlisted with the MES are required to submit with their application, copi.s of the letturs of cnlistme nt 
in othnd pattments, Incom: Tax Clearanc: Certificate and particulars of work carri d out by thea during the 
last two years giving designation of offic.r under whoiin x ccut d. Earn:st Money as inticat-d above is to b> deposited 
alongwith the tender by contractors \.ho have not deposited Standing security with MES. 


[No. C-8178/2/E8, dated 11-08-1999. ] 


The Garrison Engineer (South), Bangalore-560042 
Provision of 20 Toilets, etc. 


The Garrison Engineer (South), Bangzlore-560 042 invites applications from enlisted MES, PWD, CPWD and Railway Contrac- 
tors for the following works :— 


Serial Name of Works Estimated Earnest Date of Application 
No. Cost Money submitted to GE(S) 
Bangalore on or 
before 
Rs. Rs. 
1. Provision of 20 Toilets for works at 515 ABW, Bangalor . . “ 4.12 Lakhs 8,300 15th September, 1999, 
2. Provision of Covered Accn. for 200 Ton Press Brake at 56 juste 11,609 15th September, 1999, 


515 ABW Baneal>re. 

Contractors not enlisted with the MES are required to submit with their application copics of the letters of enlistment in other 
Departments, Income Tax Clearance Certificate and particulars of work carriedout by them during the last two years giving designation 
of officer under whom executed. Earnest Money as indicated above is to be deposited alongwith the tender by contractors who have 
not deposited Standing Security with MES, 


[No. C-8178/2/E8, dated 11-8-99. 


The Garrlson Engineer Khaprail, Post, Matigara, Dist, Darjeeilng (W.B.) 
Special Repair for Replacement of Condemned Items of Furniture, ete. 


The Garrison Engineer Khaprail, Post, Matigara, Dist, Dariceling (W.B.) invites separate application by the date shown against 
the work trom appropriate categories of MES, CPWD, PWD and Railway contractor for issue of Tender form for the following :— 


: Estimated 
Serial Name of Works Value Earnest Last date of receipt — 
No. Money of application 

Rs. Rs. 4 

{. Special Repair for Replacement of condemned items of Furniture 3.90 Lakks 7,800 23rd September, 1999 


under GE, Khaprail, 
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5 


{ Sorial Nam» of Works Value in Earnost Last Date of 


No. Lakhs Money R ‘cept of 
Application 
Rs, Rs, 

2. Special Repairs to RCC overhead water Reservoirs of Corps ENGG 3.45 Lakhs 6,003 23rd September, 1999, 

Sig Regt., Corps Poly Clinic and ENGR Regt. at Khaprail. 
mt 3. Special Repairs to RCC/AC Sheet Roof, Water Tank of BLDGS SOSues 7,300 23rd September , 1999. 
No P/3 to P/8, P/lO & P/Il of Corps Engg. Sig Regt. under GE 
Khaprail. 
Contractors not enlisted with MES are required to sumbmit alongwith thir applications, copics of Iotters of erl’s estment ir other 


department. latest Income Tax Clearances Certiticate and particulars af works carried out by then during Inst two years giving the 
designation and address of ofticer under whom executed. Earnest Money is required to be forwarded alongwit': tre tender by those 
contractors who have not lodged Standing Security deposit with any of the MES formation, Invitation for application for issue of tender 
oes not constitute any guarantee for issue of tender to applicant even to enlisted contractors for appropriate closs. Issue of tender 
will be decided based on past track records, financial position, experience of similar works and decision for issue of tender‘or therewise 
of the Accepting Officer shall be final and contractor will not be entitled for any compensation for rejection of the application. 


f [No. 8972/C/03/E8, dated 24-8-99.] 


The Garrison Engineer Saugor (M. P.)-470 O01 
Iimprovenent of Exfernal Elect , Supply 


6 
a | 
‘@! 


The Garrison Bnginesr, Saugor (M_P.) inyites application by 18th September, 1999 front anproved and eligibls Contractors for 
Issue of tender fornis for the work -— 


Serial Nanie of Work Estimated Earnest Portod of 
_ No, Cost Money completion 
Rs, Rs, 
/ 1, Improvement cf External Elect Supply and connected work at Sauger & . 5,090 Lakhs 10,090 6 Months, 
Contractors not entist.d in MES shall attach with their applications a copy of valid ITCC, particulars ef works executed. 


of 


[No. 8300/578/02/E8, dated 12-8-99.] 


The Garrison Engineer (AF) Hasimara, P.O. Hasimara, Dist, Jalpaiguri-735 245 


Qt Extension of M7 Stores 


The Garrison Engineet (AF), Hasimara, P.O. Hasimara,Dist , Jalpaiguri, Pin 735 215 invites applications by 22nd September, 1999 
om enlisted MES/CPWD/Railway/PWD contractor of the appropriate class for issue of tenders for the following work —} 


Serial Name of Work Estimated Earnest Pcriod of 
No, Cost Money comipk tion 
| Rs, Rs. 

a 
; i. Extension of MT stores building No.-44 and connected werks in 632 Coy 4,80 Lakhs 9,690 SMonths, 


ASC (Civ. GT) under GE (AF), Hasimara. 
Of ; 
Contractors not enlisted with MES are required (0 submit with theit applications copies, of letters of enlistment in _ ofher 
partments. Income Tax Clearance Certificate and particulars of works carricd out by them during the last two years giving the 
signation of the Oificers under whom the work were executed. Earnest Money is required to be deposited by the contractors who 
We not lodged Standing Security with MES, 


[No. 8843/99/2/E8, dated 13-9-98.] 
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OFFICE OF THE GARRISON ENGINEER (NW), 
KUNJALI, Dr. Homi BHABHA ROAD, 
NAvy NaGaR, COLABA, MumBal-400 005 
Provision of Computer Furniture 


The Garrison Engineer (NW), Kunjali, Dr. Homi 
Bhabha Road, Navy Nagar, Colaba, Mumbai-400 005 
invites application for the following Works :—— 


Name of Work : Provision of Computer Furniture 
for E.D.P. Cell (Phase-II) at Inhs Asvini, Colaba, 
Mumbai. 


Last Date of Receipt of Application for Issue of 
Tender : 22nd September, 1999. 


Date of Issue of Tender : 23rd September, 1999. 


The Date of Receipt of Tender : 


22nd October, 
1999, 


Time and Date of Opening of Tender : Upto 15-00 
hrs. on 22nd Octaber, 1999, 


Estimated Cost of Work : Rs. 5.00 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letiers of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
cattied out by them during the last two years giving 
designation of the Officer under whom executed. 
Earnest Money to be deposited by the contractors 


who have not got Standing Security Deposit with MES 
is Rs. 10,000, 


[No. 8402]/01/E8, dated 12-8-99.] 


° 
—_— 


Provision of Automatic Power Factor Improvement 
System 


The Garrison Engineer (NW), Kunjali, Dr. Homi 
Bhabha Road, Navy Nagar, Colaba, Mumbai-400 005 
Invites application for the following Works :- 


Name of Work : Provision of Automatic Power 


Factor Improvement System under GE - 
jali, Mumbai. yst (NW), Kun 


Last Date of Receipt of Application f. s 
Tender : 22nd Sontehanen 1999, jHieaiisilas er 
Date of Issue of Tender : 23rd September, 1999, 


The 


icon Date of Receipt of Tender : 20th October, 
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Time and Date of Opening of Tender : Upto 15-00 
hrs. on 20th October, 1999. oh 


Estimated Cost of Work : Rs. 9.00 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letiers of enlist- 
ment in other departments, Income Tax Clearance: 
Certificate, financial resource and particulars of works 
carried out by them during the last two years” giving 
designation of the Officer under whom executed. 
Earnest Money to be deposited by the contractors: 
who have not got Standing Security Deposit with MES 
is Rs, 18,000. Aa oe eG 


[No. 8401|01|E8, dated 11-8-99.] 


Addition Alieration and Special Repairs to Bldg. : 


The Garrison Engineer (NW), Kunjali, Dr. Homi) 
Bhabha Road, Navy Nagar, Colaba, Mumbai-400 005 | 
invites application for the following Works :— E: 


Name of Work: Addition|Alteration and Special 
Repairs to T-2 Building near Robert House Comple 
at Colaba, Mumbai. | inne Tastes ae 
ut ad. Diol: DEN DAES Bal bf ef C0 bode | 


Last Date of Receipt of Application for Issue of 
Tender : 15th September, 1999. 


Date of Issue of Tender : 16th September, 1999, 


The Date of Receipt of Tender: 15th October, 
1999, | a 


Time and Date of Opening of Tender : Upto 15-00 
hrs. on 15th Ociober, 1999. i 


Estimated Cost of Work : Rs. 5.20 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of ietters of enlist 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them during the last two years giving 
designation of the Officer under whom executed. 
Earnest. Money to be deposited by the contractors 
who have not got Standing Security Deposit with MES 
is Rs. 10,400. B 


_..... INo. 8398/01), dated 7.2.99] 
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Certain Minor Works 
The Garrison Engineer (NW), Kunjait, Dr. Homi 
Bhabha Road, Navy Nagar, Colaba, Mumbai-400 005 
invites application for the following Works :— 


Name of Work : Certain Minor Works under GE 
(NW), Kunjali. 


Last Daté of Receipt of Application for Issue of 
Tender : 21st September, 1999. 


Date of Issue of Tender : 22nd Sepiember, 1999. 


The Date of 
1999, 


Receipt of Tender: 21st October, 


Time and Date of Opening of Tender : Upto 15-00 
hrs. on 21st Gctober, 1999. 


Estimated Cost of Work : Rs. 3.50 lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them during the last two years giving 
designation of the Officer under whom executed. 
Earnest Money to be deposited by the contractors 
who have not got Standing Security Deposit with MES 
is Rs. 7,000. 


[No. 8397|O1|E8, dated 7-8-99.] 


OFFICE OF THE GARRISON ENGINEER, (WEST), 
CoLABA, Mumsatl-400 005 
Provision of Hardstanding Around Building 


The Garrison Engineer (West), Colaba, Mumbai- 
400005 invites application for the following 
items :— 


_ Name of Work : Provision of Hardstanding Around 
Bldg. No. P-74 to 76 and P-79 to 82 or MD Accn. 
at NML area at Colaba, Mumbai-400 005. 


Last Date of Receipt of Application for Issue of 
Tender : 17th September, 1999. 


Date of Issue of Tender : 20th September, 1999. 
Date of Receipt of Tender: 12th October, 1999. 


Date and Time of Opening of Tender : 12th us 
ber, 1999 at 15-00 pee . t Octo 


Estimated Amount: Rs. 9.56 Lakhs. 
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Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them during the last two years giving 
designation of the Officer under whom executed. 

Earnest Money to be deposited by the contractors 
who have not got Standing Security Deposit with MES 
is Rs. 20,000. ; 


[No. 8218|02/E8, dated 1-9-99.] 


OFFICE OF THE GARRISON ENGINEER E|M, 
NAVAL BasE : P.O., Kocui-682 804 
Re-Alignment of E/M Services 


The Garrison Engineer E|M Naval Base: P.O., 
Kochi-682 G04 invites applications for Issue of ten- 
der for the following work :— 


Name of Work: Re-Alignment of E|M Services 
INNS Sanjivani, Kochi. 


Estimated Cost : Rs. 3.40 Lakhs. 


Last Date of Receipt of Application for Issue of 
Tender : 15th September, 1999, 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them during the last two years giving 
designation of the Officer under whom executed. 
Earnest’ Money to be deposited by the contractors 


who have not got Standing Security Deposit with MES 
is Rs. 6,800. ' 


bs [No. 8923|S|E8, dated 16-8-99.] 


TTT Si A sta oat wo 


OFFICE OF THE GARRISON ENGINEER (ARMY), 
JAISALMER 


Special Repairs to Water Supply 
The Garrison Engineer (Army), Jaisalmer invites 
application upto 75th September, 1999 from MES] 


CPWD)Railway!|PWD. contractors for Special Repairs 
to Water Supply at Transit Camp, Jaisalmer. 


Estimated Cost : Rs. 2.90 Lakhs. 
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Earnest Money is Rs. 6,000 to be deposited by the 
contractors who have not lodged Standing Security 
with MES, 


iNo. &131/02/E8, dated 21-8-99.] 


Pee ee APN) reer et 


OFFICE OF THE GARRIGON ENGINEER (ARMY), 
JAISALMER 


Provision of Approach Roads, etc. 


The Garrison Engineer (Army), Jaisalmer invites 
application upto J5th September, 1999 from MES, 
CPWD|Railway'PWD contractors for Provision of 
Approach Road and Fencing at Jaisalmer. 


Estimated Cost : Rs. 6 Lakhs. 


Earnest Money is Rs. 12,000 to be deposited by 
the contractors who have nor lodged Standing Security 
with MES, 


[No. 8134|02|E8, dated 23-8-99.] 


Special Repairs to Roof 


The Garrison Engineer (Army), Jaisalmer invites 
application upto 15th September, 1999 from MES} 
CPWD)Railway/PWD contractors for Special Repairs 
to.-Roof at Sector A, B, and C, Pokaran. 

Estimated Cost : Rs. 7.50 Lakhs. 

Earnest Money is Rs. 15,000 to be deposited by the 
contractors. who have not lodged Standing Security 
with MES. 


[No. 8135|02/E8, dated 23-8-99, ] 


42 Titre St iy 


° 
— ~~ 


Addition/ Alteration to. Existing Buildings 


The Garrison Engineer (Army), Jaisalmer invites 
application upto 15th September, 1999 from MES} 
CPWD)Railway|PWD contractors for Addition|A|tera- 
tion to existing Buildings, 66, Armd, Regt. at Jaisal- 
mer. | 


Estimated Cost. : Rs. 8 Lakhs. 
Earnest, Money is Es. 16,000 to be deposited dy 


the contractors who have not lodged Standing Security 
with MES, 


[No. 8136|02|E8, dated 23-8-99.] 
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Provision of HT OCB 


The Garrison Engineer (Army), Jaisalmer invites 
application upto 15th Sepiember, 1999 from MES| 
CPWD!Railway|/PWD contractors for Provision of HI 
OCB at Jaisaimer. 


Estimated Cost : Rs. 9.50 Lakhs. 


Earnest Money is Rs. ¢,000 to be deposited by the 
contractors who kaye not lodged Standing Security 
with MES. 


[No. 8132/C2'E8, dated August ’99,] 


OFSICE OF THE GARRISON ENGINEER, 
P.O.-CRPF CAmMPus, GANDHINAGAR 


Improvement to SM Barrack 
The Garrison Engineer, Gandhinagar invites appli- 
cations upto 25th September, 1999 from MES|CPWD| 
Railways|/PWD contraciors for the following work :— 


Name of Work : 
Dhrangadhra. 


Improvement to SM Barack at 


Cost of Work : Rs. 9 Lakhs approx. 

Earnest Money is Rs. 18,000 for the above work to 
be deposited by the contractors who have not lodged 
Security with MES. 


[No. 8327|01/E8, dated 18-8-99.] 


OFFICE OF THE GARRISON ENGINEER, 
Kocui 


Periodical Services to Certain Building 

The Garrison Engineer, Kochi invites applications 
upto 22nd September, 1999 from MES contractors 
for issue of tender for work “Periodical Services to 
Certain Buildings at NSRY, Naval Base, Kochi. 

Estimated Cost : Rs. 9.25 Lakhs. 
Earnest Money, Deposit : Rs, 18,500. 
Period of Completion : 6 Months. 
[INo. 8247/E8, Telegram, dated 2-9-99,] 
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Sale Notice— 


GOVERNMENT OF INDIA 


CENTRAL PUBLIC WORKS DEPARTMENT 


OFFICE OF THE EXECUTIVE ENGINEER (ELECTRICAL), 
ELECTRICAL DIVISION-XII, 
C-21, STATE Emporia BUILDING, BABA KHARAK 
SINGH Marc, New DELH‘-110 001 
TELEPHONE :; 3732417 


ee. 


. ~ Disposal of Unserviceable Materials 


A public auction will be held on 28th September, 
1999 at C.P.W.D. Service Centre (Electrical), Hav- 
lock Square, DIZ Area, New Delhi for Disposal of 
Unserviceable Material at 11 a.m. 


CONDI'TION OF AUCTION 


1. ‘The list of material will be displayed on the 
notice board of the Division Office and in the Office 
of the Assistant Engineer (Elect.)-VI|Junior Engineer 
(Elect.) at C.P.W.D., Service Centre, Havlock 
Square, New Dethi. 


2. 25% of the bid amount is to be deposited by 
the highest bidder at the site as soon as the auction 
Is Cver and the remaining 75% shall have to be 
deposited within 7 days after the issue of letter of 
acceptance of bid failing which 25% amount already 
deposited will be forfeited. 
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3. The auctioned material will have to be collect- 
ed by the successful bidder on the basis of “as is 
where is”. 


4, The Executive Engineer reserves the right to 
reject any bid or cancel the auction without assigning 
any reason. 


5. Only those bidder will be allowed to offer bid 
who has deposited an amount of Rs. 5,000 either in 
Cash or in shape of Demand Draft;Pay Order in 
favour of the Executive Engineer (E). Electrical 
Division-XII, CPWD, before starting the auction. 


i Saiz fa 
Executive Engineer (E) 


[No. 66 (01) |Auction|ED-X11|99-2000| 
2170, dated 24-8-99.] 
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GOVERNMENT OF INDIA 
DEPARTMENT OF ATOMIC ENERGY 


Directorate of Purchase and Stores, Central Purchase Unit, Vikram Sarabhai Bhavan, Anuashaktinagar, 
Bombay-400094 


C-Aim Mobile Image Intensifier, etc. 


For and on behalf the of President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Bombay, invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
DPS/04/IEE/15514.— 
C- arm pepe Image Intensifier with Digital interfacing end hard disk storage as per Purchaser’s tender speci- 1 No. 
Last Date for Receipt of Tenders : 16-30 p.m, on 25th October, 1999. 
Date of Opening of Tenders : 11.30 a.m. on 26th Ociober, 1999. 
Last Date for Sale of Tender Set : 20th October, 1999. 


Tender documents Priced at Rs. 300 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores, ai Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar, Bombey- 
400 094, between 11-00 a.m. and 3-30 p.m. on all working days. Iniport Licence will be provided only if tis items are not avail - 
able indigenously. Postal requests should be accompanicd by a Money Order towards the prescribed cost of tender documents 
and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the lowest or any tenders in part or 
full without assigning any reasons is reserved. 

. Sd/- 
Asst. Purchase Officer 


[No. DPS/04/TEE/1!5514, dated 21-8-1999.] 


. 
_——_ 


Directorate of Purchase and Stores, Hyderabad Regional Unit, Nuclear Fuel Complex, £.C.1.L. (PQ), 
Hyderabad-500 062 


Diffusion Pump 


The Regional Director, HRPU., Nuclear Fuel Complex, Department of Atomic Energy, ECIL (PO)., Hyderabad- 500062 
on behalf of the President of India, invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
HRPU/NFC/CAP/6376, 
dated 25-08-1999, — 
Diffusion pump with refrigerated cheveron baffle and high vacuum right angle valve as per our tender specifications 1 Lot. 
Last Date for Sale of Tender Set : 15th October, 1999 Upto 3-00 p.m. 


Last Date and Time for Receipt of Tender : 2.00 p.m. on 26th Gctober, 1999. 
Date of Opening of Tenders : 11-00 a.m. on 27th October, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Administrative Building, IInd Fleor, 
Nuclear Fuel Complex, ECIL (PO)., Hyderabad-509 062 between 11-09 a.m. and 3-00 p.m. on all working days. Requests for 
purchase of Tender documents should be accompained by a Demand Draft/Postal Order, towards the prescribed cast of tender 
documents, drawn in favour of Accounts Officer, Nuclear Fuel Complex, Hyderabad. Payment in Cash or through Money 
Order will not be accepted. The right “0 accept or reiect the lowest or any tenders in part or full without assigning any reasons 
is reserved by the purchaser, 


Sd/- 
Assistant Purchase Officer 


[No. HRPU/NFC/CAP/6376, dated 25-8-1999.] 
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GOVERNMENT OF RAJASTHAN 
RAJASTHAN STATE ELECTRICITY BOARD 


Office of the Addl. Chief Enyireer (Mat!. MGMT.) kota Thermal Power Station, New Administrative Bldg., 
Sakatpura, Kota-324 008 


Supply, etc. of Working Models, etc. 


Phone : 450 189 
Gram : ACEMM 


Sealed tenders are invited in single copy tor supply of following items for Kota Thermal Powci Station, as per particulars given 
against each :-— 


Serial TN No, and Particulars Estimated Earnest Tender Due date of opening Extended date of 
No. Cost Money in Specn. opening 
Seperate Cost 
ehvelope 
Rs, Rs, Rs, 
J. 22195-- ; 
Supply and Commissioning of Working 10,00,000 5,000 100 9th June, 1999 28th September, 1999, 
Models at KTPS Training Centre. 
“2. -12261-- 
Conversion of Scrap of Alunminium Brass 6,00,000 12,000 100 17th September, 1999 = 


Tubes Adiniralty Brass Tubes into Finj- 
shed Aluminium Brass. Tubes and 
Admiralty Brass Tubes of Various Sizes. 


3. 21120— 
Supply of ICTP Switches and Elcb. . ‘ 45,000 250 50 2st September, 1999 =. 
4, 21118— 
Supply of Oxygen Gas and Dry Acetylene 40,000 200 $0 30th July, 1999 15th September, 1999, 
Gas for Welding Purpose. 
5. 35006— 
Spares for Beetle Charger, Wagon Tipplers 3,00,000 1,500 100 27th July, 1999 30th September, 1999, 
and Side Arm Charger, 
6, 42257— id 
Maintenance Free PattericsandI.ead Acid . 36,000 250 50 28th September, 1999 = 
Storage Batteries. 
“7. 42258— 
Spares for Fire Hydrant System ; : 65,000 350 100 3:d October, 1999 <8 
8. 42281—- 4 } 
Various Types of Paints . ; : ? 35,000 - 250 50 12th August, 1999 &th September, 1999, 


Copy of the specifications (non-transferabje) can be had from the office of the undersigned by remitting the cost of. specifiction 
(non-refind«bjr) as above either by Cask or by Crossed Indian Postal Order/Demand Draft payable at Kota infavour of Account 


. Officer (Termal), R.S.E.B., Kota. Thetendzrer shal! make snecificrequest or each tender separately. The purchase of tender docus 
ments is essential for participation on thetender enquiry. 7 


Tenders shall be received upto 3 p.m. on opening date and shall b2 opened on sanit date at 3.30 p.m. in the presence of bidders 
Tepresentative who choose it to he present. 


Sd ee 
Dy. Chief Engin-eer (M M) 


[No. RSEB/PR/Adyt, 8325 (25-96)/F. 1904, dated 25-8-99.] 
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WHEEL & AXLE PLANT INDIAN RATLWAYS 


OFFICE OF THE CONTROLLER OF STORES 
es & Lak oa 


TELAHANKA, BANGALORE-560 064 


Auction Notice No. WAP|S|146|05, dated 30-8-99 : 
Cond. Axles: 147 MTs. Approx., etc. 


Wheel & Axle Plant Administration proposes to 
conduct an Auction for the sale of scrap items men- 
tioned hereunder :— 


1. Cond. Axles: 147 MTs. approx. 


2. Scrap Steel Crust seperated from Slag Cake : 
300 MTs. approx. 


3. Scrap Ferrous Foundry Skull : 
approx. 

4, Scrap Ferrous 
MTs. approx. 

5, MS. Turnings and Borings : 115 MTs. approx. 

6. Cond. Bricks : 117 MTs. approx. 

7. Cond. Graphite Mould Blank: 20 MTs. 
approx. 

Saawond. Fork fift’s) 1 uNo; 

9.. Cond. Catter,,Piller,: 1 No: 


10s “oond: “Sid: wan: 1 oNow’ & 
items. 


2350 MTs. 


Foundry Slag Cake: 2065 


Miscellaneous 


Interested purchasers may inspect the material at 
the District Controller of Stores, (General Stores 
Depot.), Wheel & Axle Plant, Yelahanka, Bangalore- 
560 064. Phone No. 080-8460759. 


Auction Date & Venue: 75th September, 7999 
(Wednesday) at Technical Training Centre, Wheel & 
Axle Plant, Yelahanka, Bangalore-560 064 at 11-30 
brs. 

[No. WAP|S|146|99-2000, dated 30-8-99,] 


S Be Oe ae a 
GOVERNMENT OF INDIA a 
MINISTRY OF HOME AFFAIRS ie 
oe _ TEAR SMOKE UNIT, BSF 
TEKANPUR, GWALIOR (MP), 
(1SO-9002 CERTIFIED UNIT) 
Tele No. 0751-74200 Ext. 406-75067. 


Fax No. 0751-75067 E Mail gmtsu @ gwrl. dot. 
net. in, 


Supply of One Number Two Dimensional Pantograph 


The DIG/Generat Manager, Tear Smoke 
Border Security Force, Tekanpur Gwalior (MP 


C668 


Unit, 
), on 


behalf, of the President of India, invites sealed tenders 
on prescribed tender forms for supply of One Number 
Two Dimensional Pantograph Engraving Machine 
Complete with Siandard Accessories Incorporating 
0.25 HP 200)240V. AC 50 HZ Single Phase 2800. 
RPM Motor as per following specifications :— 


SPECIFICATION 


awe 


Briony 


Rado Sooke) £0. OU. is 

Work Table— 

Size : 450)<200 mm. 

No. of 1: Slots: 3: ; Oe: 
Longitudinal Movement : 250 mm. 

Transverse Movement : 160 mm. 

Vertical Movement : 220 mm. 

Model Table— 

_ Size : 450230 mm. : . ies 2 
Ne. of Slots "5, aie | 
Spindle— a <A BEEhS.. i 
No. of Speeds: 4. 

Speeds : 4000, 6000, 8000, 12000 rpm: 
Rapid Movemeni : 3 mm. 
Micrometer Feed: 1 mm. a 

_ Micrometer Graduation : 0.05 mm. ae 
Maximum Cutter Diameter: 8 mm. ion 
Electric Motor : 0.50 hp. 

2800 rpm. 415 V. 

Three Phase. 

. 50 cycles. 

Weight (approx.) : 250 Kgs. 

3. The tender set is not transferable. 

4. The rates quoted should be firm cle 
cating different taxes and duties which are 
to be charged extra alongwith the 
panes, with stipulations like “as applicable” 

\ = treated as vague and are liable to be ignored. 
he rates quoted should be on F.O.R. Gwalior Basis — 


only. Rates quoted on F.O.R. Ex-work 
acceptable and liable to be rejected. orks are. not 


arly indi- 
proposed — 
present rates 
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5. Tenderers should clearly indicate the place 
with full address (and Telephone NumbersjFax Nos. 
‘if available) of their works. 


6. The validity of rates|offers should be for a 
minimum period of 120 days from the date of Open- 
ing of the Tender. 


7. Condiiional Offers will not be accepted. 

The tenderers who are not specifically registered 
for the required item as per tender spec‘fications either 
with DGS&D or with NSIC, are required to submit 
Earnest Mcney @ 2% of the Tendered Value of the 
‘Stores and Equpt. alongwith their tender offer in the 
‘Shape of Demand Draft drawn in favour of AD 
(Acctts.), PAD, BSF, New Delhi payable at SBI, New 
Delhi, Code 0691. Registration with any other 
Organisations will not exempt them from depositing 
wEarnest Morey. Bankers cheques, TDR, etc. will 
“hot be accepted. 
£ 
| 9. Offers of those Firms who are not registered 
“with the DGS&D or NSIC specifically for the subject 
“stores|specifications will not be considered unless the 


“Same are submitted alongwith required amount of 
/Earnest Money. 


10. Inspection Authority|Inspecting Officer: GM, 
BISU, 
11. Stores Required at: TSU. BSF, Tekanpur, 


Gwalior (MP). 


12. The tenderers should also submit FLCe 
(Latest Income Tax Clearance Certificate) not more 
“than one vear old alongwith their tender offer without 
which their offer is liable to be rejected. 


_ 13. The tender documents alongwith General Terms 
‘and conditions, Schedule to tenders, Questionaings, 
_ Drawings, Specifications and other related information 
Of the items for which tenders are quoated can ‘be 
obtained from this Office against payment of Rs. 60 
“€ach in the shape of Demand Draft drawn in favour 
of AD (Accts.), PAD, BSF, New Delhi, payable at 
SBI, New Delhi, Code No. 0691 or Cash but the pay- 
Ment should be deposited to GM, TSU, Tekanpur direct- 
ty well in time for issue of Tender Forms. Tenderers 
desirous of obtaining tender forms by post shall add 
an additional cost of Rs. 20 in the shape of DD as 
above towards postal charges. No Banker Cheques, 
FDR, Postal Orders, etc. will be accepted towards 
cost of tender documents & Postal charges. 


14. Tender offers submitted by the tenderers other 


_ than in the prescribed ‘tender forms issued by this 
unit are liable to be rejected. 
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15. Time and Date for Receipt of Tender: 15th 
October, 1999 (10-00 hrs.) 


16. Time and Date for Opening of Tender : 15th 
October, 1999 (12-30 hrs.) 


17. The tender shall remain open for acceptance 
till four months from the date of tender opening. 


Preference will be given to ISO accredited firms. 
Sd./- 
DIG|General Manager 


[No. TSUIMCIOT!412/99-2000|8111-12, dated 
23-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 


INDO-TIBETAN BORDER POLICE 
OFFICE OF THE DIRECTOR GENERAL, 
PROCUREMENT CELL, TiGRI CAMP, 
P.O.-MaADANGIR, NEW DELHI-110 062 


Tender No. ¥V-1701316|99!16-11-99|PC-1 - 
Cotton Vests Bleached 


Wool 


fenders ace invited upto 11 hrs. on 16th’ Novem- 
ber, 1999 which will be opened on 16th November, 
1999 at 12 hrs. for supply of the following items :— 


litem 


Description of Stores Quantity 
No. 
1. Wool Cotton Vests Bleached 20,000 Nos. 
in sizes : 
90 Cms. 6,000 Nos. 
95. Cms. 8,000 ,, 
100 Cms. 6,000 


99 


Specification : IS : 3330-1988 (Second Revision) 
with the following : 


The presence of minor black specks to the cxtert 
as in the Sample No. 13293/Tax is permissible. 

Marking : IS : 3330-1988. In addition year of 
manofacture shall also be marked. 


Preservation : As per IS : 3330-1988. 


Packing : As per Clause 7.2 of IS 


: 3330-1988 and 
following :— 


l. Polythylene Film as specified shall be used, 
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> Ten bundles of ten vests each shall be packed 
in a bale. 


Note.—This is Gzoup-IV item and is exclusively 
reserved for SSI Units only. Tenderers should stat- 
clearly whether they stand registered with State Direc- 
tor of Industries as SSI Units on permanent basis. If 
so photocopy of valid registration certificate must be 
enclosed failing which offer shall be liable to be 
ignored. 


Specification and other details as per Tender Sche- 
dule: 


Tenders are available for sale at this Office against 
payment of Rs. 100 from 10 a.m. to | p.m. and from 
2-30 p.m. to 5-30 p.m. on all working days by Cash| 
Money Order. Payment can also be made by Demand 
Draft drawn in favour of the Accounts Officer, Directo- 
tate General, ITB Police payable at SBI, R.K. Puram, 
New Delhi. No other mode of payment will be 
accepted. ‘Tenderers desirous of having tender docu- 
ments by post shall add Rs. 25 towards postage. 


All firms who are not registered with DGS&D|NSIC 
for the subject stores as per specification shall ‘be requir- 
ed to devosit Earnest Money of Rs. 37.200 maximum 
alongwith their offer. The firms registered with 
DGS&D|NSIC with some monetary limits for the stores 
of required specification shall also be depositing 
Earnest Money equivalent to 2% of their tender value 
over and above monetary limit. 


Sd.|- 


Fe} 2c) taney Beg 


Commandant Staff (Prov.) 1.T.B. Police 


[No. 1V-17013/6|99] 16-1 1-99|PC-1-219, 
dated 20-8-99.] 


INDIAN RAILWAY 
SOUTH EASTERN RAILWAY 


CONTROLLER OF STORES, GARDEN REACH, 
CALCUTTA-43 


Supply of Safety Wire Rope 
CORRIGENDUM 


In Tender No, 30/1999|3223|4, due on 14-9-99 at 
S!. No. 578 invited for supnly of Safety Wire Rope 
for Brake Beam, etc. for 17.600 Nos. as notified earlier 
vide Release Order No. Stores-26|99 the length of 
the Brake Beam in descriotion column should be read 
as 290 mm instead of 90 mm. 
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All other terms and conditions of original notice 
wil remain unaltered. Wet be 3 4 BO 
Controller of Stores|Garden Reach — 


[No. PR|Stores-32/99, dated 20-8-99, issued by | 
CPRO, 11, Garden Reach Road, Calcutta-43.] ; 


£ 


OFFICE OF THE CHIEF ENGINEER (CON), 
GARDEN ReEAcH Roap, CALCUTTA-43 


Execution of Earthwork, Widening of Embankment, — 
Cutting, Side Drain, Minor Bridge 


Sealed tenders (Tender Notice No. GE|CON|GRC| 7 
22|99) in the prescribed forms are invited Dy the under- 
mentioned for execution of earthwork, widening of] 
embankment. cutting, side drain, minor bridge § 
approaches and level crossing approaches, platforias, } 
trolly refuges, etc. from Km. 74.731 to Km. 90.037 © 
between Buramara (In) to Bangriposi (Ex) section 7 
in connection with Gauge. Conversion between Rupsa q 
and Bangriposi of this railway from the 'contra.i0i3) 
who will fulfil the following eligibility criteria : 


Approximate value of work is Rs. $0,39,400, 
Earnest Money|Security Deposit is Rs. 50,000, Period 
of completion is 15 months from the date of issue 
of Acceptance Letter. us | 1 


Eligibiity Criteria: (a) satisfactory completion of 
at least one similar work i.e. earthwork and minor bridge 
of value not less than Rs. 50 lakhs in one year during 
last three years and on production of copy of ce ie 
ficates issue by Govt./Semi Govt. Organisation to that 
efect and (b) tenderer not fulfilling the above criteria 
chall be summarily rejected. 


Tenderers who fulfilled above condition only are 
requested to collect the detailed tender document 1 
nerson or through their authorised representatives 
from the office of the Chief Engineer (Con), SE. Rail 
waly, Garden Reach Road, Calcutta-700 043. 


7 hae 


Tender forms will be sold en preduction of Money 
Receipt of Rs. 1200 (not refundable) (Allocation 
Estimate No. 1129W|93, P-149308) per set to D 
denoitsd either with Assistant Chief Cashier(Conm 
S.E. Railway. Garden Reach Road, Calcutta-700 0¢ 
sn any Station Master of this Railway. Ten 
forms will be sold upto 11-15 hours on 27th Sept 
ber, 1999, a 
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Tenderers can drop their tender upto 15-00 hours 
oh 47th aepwmiber, 1999 and these wil be opened in 
- public at 15-15 hours on 2/7in Sepiember, L999 Mi 
ihe olfice of (a) Cmef Engmeer (Con), S.K. Railway, 
Garden Reach Road, Calcutia-43, (b) Chie: iingineer 
(Con), S.B. Railway, Bhubaneswar and (¢c) Chiei 
Engineer (Con), 5, «. Railway, Visakhapatnani. 


Tenderers must produce their requisite certificates 
at the time of purchase tender form trom the ollice 
vi the undermeutioned. 


Tenderer must submit full credential along with har 
tender. 


Price preference for public sector undertaking will 
be applicable as per Railway Board’s extent rules. 


No tender forms will be received or sent by post, 


d Sd./- 
Chief Engineer (Con), Garden Reach 


Bese, LING, PR/Engg-262|99, dated 21-8-99, issued by 
. C.P.R.O,, 11, Garden Reach Road, Calcuita-700 043.] 


State. 
Earth Work in Bank Cuiting, etc. 


|. Sealed tenders (Tender Notice No. CE|CON|GRC, 
 23)99) in the prescribed forms are invited by the 
undermentioned for execution of work of earthwork 

_ in. bank cutting, earthwork in formation, supply of 

sand and moorum inciuding blarketting, modification 
of existing station building at Barada Sutahata Station 
in connection with line capacity work in PKU-HLZ 

‘ysection of this railway from the contractors who will, 
fulfil the following eligibility criteria : 


Eligibility Criteria: (a) satisfactory completion at 

' least one simliar work i.e. earth work and minor bridge 

of value not less than Rs. 30 lakhs in one year during 

» last three years and on production of copy of certi- 
 ficates issued by Govt.\Semi Govt. Organisation to the 

' effect and (b) tenderer not fulfilling the above criteriai 
shall be summarily rejected. 


, 


Tenderers who fulfilled the above condition only 
are requested to collect the detailed tender document 
in person or through authorised representative from 
the office of the undermentioned. 


St 2 eis 


Tender forms will 5e sold on production of Money 
_ Receipt of Rs. 1200 (not refundable) (Allocation 
Estimate No. 1174W|97, DF(3)169308) per set to 
be deposited either with Assistant Chief Cashier 


. 


any Station Master of this Railway. Tender forms 
wil be sold upto 11-15 hrs. on 28th September, 1999. 


Tenderers can drop their tender upto 15-00 hours 
on 28th Sepiember, 1999 and these will be opened in 
public at 15-15 hrs. on 28-9-99 in the office of (a) Chie: 
engineer (Con), S.E. Railway, Garden Reach, 
Catcutta-43, (b) Chief Engineer (Con), S.E. Rail- 
way, Bhubaneswar and (c) Chief Engineer (Con), 
S.E. Railway, Visakhapatnam. 


Tenderers must produce their requisite certificate 
at the time of purchase of tender form from the 
office of the undermentioned. 


Tenderer musi submit full credential along with 
their tender. 


Price preference for public sector undertaking will 
be applicable as per Railway Board’s extent rule. 


No tender will be received or sent by post. 


Approximate value, of work is Rs. 86,05,469. 
Earnest Money|Security Deposit is Rs. 50,000. Period 
of completion is 15 months from the date of issue 


of Acceptance Letter. 
Sd./- 
Chief Engineer (Con), Garden Reach 


[No. PR|Engg-264|99, dated 21-8-99, issued by 
CPRO, 11, Garden Reach Road, Calcutta-43. ] 


GOVERNMENT OF INDIA 
DEPARTMENT OF ATOMIC ENERGY 


NUCLEAR FUEL COMPLEX, 
HYDERABAD-500 062 


Hot Extruded Stainless Steel : Extension of Time 
CORRIGENDUM 
Tender No.-—HRPU|NFC|PPF|297. 
Description of Stores . Hot Extruded Annealed 


Auestenitic Stainless Stee] Seamless Pipes in different 
sizes as per Specifications ASTIM A—312 TP 304L. 


Quantity : 448 MLT. 

Existing Postponed To 
Last Date for Sale of 1-9-1999 21-9-1999 
Tender Sets. upto 3 p.m. 
Last Date & Time for 8-9-1999 28-9-1999 
Receipt of Tender. upto 2 p.m. 
Date of Opening of 9-9-1999 29-9-1999 
Tender. at 11 a.m. 


[No. HRPU|WFC|PPF|297, dated 28-8-99.] 
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GOVERNMENT OF INDIA 


INDIAN SCHCOL OF MINES 
DEHANBAD-826 004 


Tender Nos. (1) E&1511004/99-2000 & (2) E&l| 
511008|99-2000 : Supply and Installation of He Ne 
Laser, etc. 


Sealed tenders are invited from manufacturer|autho- 
rised dealers|agents for Supply and Installation of the 
following equipment against the following tender :— 


Serial 
No: 


Description Items Quantity| 


Unit 


Tender No.—E&I|511004/99-2000 : 
1. He Ne Laser with Accessories 

(633 nm. 10 nw and 3992 nm. 

10 vnw or less). 


1310 nw wave length source with 
accessories, analog and TTL 
modulated facilities with FC 
connector output. 

3. 850nm and 1310nm LED 
Modules to—18 Model for FC| 
PC connector, 

4. Photodiode Detectors (PD) for 
633,850 and 1310 nm. Please 
quote for single and dual 
channel both to—18 model for 
FC/|PC connector. 

Tender No.—E&1'511008|99-2000 : 

1. Lock-in-Amplifier for Fibre 

Optics : Dual Phase Digital 

Signal. Processing  Lock-in- 

Amplifier with accessories Fre- 

quency Range=1 MHz—102 

KHz, Interface : GPIB (IEEE- 

88) & RS-232. 
Optical Chopper in the Fre- 
quency Range of 0.5 Hz to 3 


W 


jieSet 


12 Each 


12 Each 


1 Set 


N 


1 Set 


KHz or 4 KHz. 


P.S.-—Please inention the educational discount and 
Custom duty if any as applicable to Educational 
Institution and send detailed literature with quotation. 


Tender document can be had from the Office of 
the Dy. Registrar (P&S), Indian School of Mines, 
Dhanbad-826 004 on payment of Rs. 100 each tender 
(non-refundable) by Cash or Demand Draft to be 
drawn in favour of the Registrar, Indian School of 


Mines, Dhanbad, payable in State Bank of India, ISM 
Campus Branch (1641), 


Last Date for Submission of Tender on 28th Sep- 


tember, 1999 upto 3 p.m. & will be Opened on the 
same day at 4 p.m. 


COTz2 


1 Set 


} 


Earnest Money Deposit for Rs. 6,500 (Tender No. 
&1/511004|/99-2000) and Rs. 5,500 (Tender No. 
E&i}511008)99-2000) may also be deposited by 
Demand Draft alongwith the offer letter. 


a ae ee 


Sd./- 
Registrar 


Se a en OT ee 


[No. S&P}527014/99-2000, dated 20-8-99.] 


GOVERNMENT OF INDIA 


DELHI MILK SCHEME 


OFFICE OF THE GENERAL MANAGER, 
DELHI MILK SCHEME, ; 
WEST PATEL NAGAR, NEW DELHI-110 008 


Supply of 957 Pairs ef Duckback Brand Indus- 
trial Gum Boots 


Tender Notice No. 14-15|98-99|PURIL&G due 
on 22nd Scptember, 1999 ! 


The General Manager, Delhi Milk Scheme, West 
Patel Nagar, New Delhi-110 008 invites Sealed Tender 
in Prescribed Tender Form for supply of 951 Pairs 
of Duckback Brand Industrial Gum Boots (Rubber) — 
Dull finish|Duckback Brand Super quality Gum Boots — 
(Rubber) in Delhi Milk Scheme. 


Tender Forms containing details of requirements _ 
and other terms and conditions can be had from this _ 
Office on payment of Rs. 25 only (non-refundable) 
from 7th September, 1999 to 21st September, 1999 — 
which will be received upto 2 p.m. on 22nd Septem- — 
ber, 1999 and shail be opened immediately thereafter — 
in the presence of the attending tenderers. 


[No. 14-15|98-99/PUR|L&G, dated 25-8-99.] — 
GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS, 
OFFICE OF THE CHIEF GENERAL MANAGER, 
WeEsT BENGAL TELECOM CIRCLE, 

1, Counctz House STREET, 
CALCUTTA-700 001. 


Corrigendum to Tender No. ENG-IT/W7967 :— 
Duplex Laser Printer - Amendment 


Revised Schedule 


The following amendment has been authorised :— 


Read Laser Printer instead of Duplex Laser Printer. _ 
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Date of Issue of Tender Documents : From 10th 
September, 1999 to 5th October, 1999 time 11 brs. 
to 15 hrs. on working days. 

Date of Submission of Tender Documents: 8th 
October, 1999 time upio 14 hrs. LS.T. 


Date of tender Opening : 
at 15.‘hrs. LS:T. 


Sth October, 1999 time 


Other terms and conditions will remain unchanged. 


[No. ENG-II|W-7917, dated 2-9-99.] 


GLOBAL TENDER 
RASHTRIYA CHEMICAL FERTILIZERS LTD. 


OFFICE OF THE Dy. GENERAL MANAGER, 
(COMMERCIAL ) 

RasuTrtyA CHEMICALS & FERTILIZERS LIMITED 
(GOVERNMENT OF INDIA UNDERTAKING), 
CHEMBUR, Mumpat-400 074, PHONE : 556 3478| 
550 6835|557 6678+: Fax : 91-22-556 4319+ 


hot tet wt 


GRAM : FERTILIZER 
MATERIALS DEPARTMENT 
Supply of Sulphur 
Globai Tender Notice No. DC/|MR—40788 for Sulphur 


Sealed tenders 


are invited from — producers|their 
authorised agents 


raders backed by producers for 


Supply of 50,000 MT (+10% at RCF’s option) 
“Suiphur” in bulk (loose) as per our NIT speci- 
fications, 


Tender documents containing all the relevant de- 
tails and terms & conditions can be obtained from 
the Office of Dy. Genera} Manager (Commercial), 
RCF Ltd., Administrative Building, Chembur, Mum- 
bai-400 074 against payment of Rs. 1,000 only by 
Demand Draft in favour of Rashtriya Chemicals & 
Fertilizers Limited, Mumpbai-400 074. Tender docu- 
ments will be issued on alf working days from Mon- 
day to Friday between 10 a.m. and 5S p.m. except 
Holidays. RCF will not be responsible for postal] 


courier delays when tender documents are requested 
by post|courier. 


Tender documents Shall not be issued to authorised 
agent!trader without Support letter from the producer, 


Last Date of Issue of tender documents : 17 hrs. 
on 22nd September, 1999. 
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Last Date for Receipt of tenders : 14 hrs. on 23rd 
September, 1999. 


Date & time of tender opening: 15 hrs. on 23rd 
September, 1999. 


Place of Opening : RCF Administrative Building, 
Chembur, Mumbai-74. 


RCF Ltd. reserves the right to accept or reject any 
or all or part of the tender at its sole discretion with- 
out assigning any reason thereof and also reserves 
the right to order part quantity or full at its discretion. 


Sd./- 


Dy. General Manager(Commercial) 


[No. DC/MR-40788, dated 02-09-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


ORDNANCE CLOTHING FACTORY 
SEAHJAHANPUR (U.P.) 
Fax No. 05842-23328 TEL. No.-05842-23704, 23416 


Procurement of Computer Controlled Flat Bed 
Automatic Knitting Machine—Amendment 


Advertisement Regarding Tender Notice Amend- 
ment Insertion of—for procurement. of Computer 
Controlled Flat Bed Automatic Knitting Machine. 


Quantity : Five Machines (One Set). 


Ref.—This Office T.E. No. EO|1705|TE|04 Open- 
ed on 2nd September, 1999, 


The following amendment has been authorised :— 


Last Date of Purchase of Tenders : 
1999 (By Post), 29th September, 
in person from OCFS). 


20th September, 
1999 (Upto 12 hrs. 


Date of Opening of Tender 


: 29th September, 1999, 
at 2-30 p.m. 


Sd./- 


Works Manager 
[Ne. EO}1|705\TE|04, dated 28-8-99,] 
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GOVERNMENT OF KERALA 
PUBLIC RELATIONS DEPTT. 


OFFICE OF THE DIRECTOR, STATE WATER 
TRANSPORT DEPARTMENT, ALAPPOZIIA 


Supply of Marine Plywood 


Sealed tenders are invited for the supply of the 
following stores :— 


Marine Plywood 8’<4’x3” (Checkered) 
Marine Plywood 8’x4’x3” (Plane) 


The tenders should be superscribed Tender No. 
43}05|/99-2000 and addressed to the Director. Late 
tenders will not be accepted. The tenders will be 
opened at 15-15 hours on /8th September, 1999 in 
the presence of such of the tenderers or their autho- 
rised represeniatives who may be present at that 
time. 


Intending tenderers may, on application to the 
Director cbtain the requisite tender forms on which 
tenders should be submitted. Application for the 
tender form shculd be accompanied by a Cash remit- 
tance of Rs. 235 +S.T. Rs. 3 which is the price 
fixed for the same and which is not refundable under 
any circumstances. The tender forms are not 
transferable. Sale of tender’forms will be closed at 
13-00 hours on 17th September, 1999. Cheques, 
Postage Stamps, Draft, etc., will not be accepted 
towards the cost of forms, nor will the forms be 
sent by V.P.P. Duplicate tender forms if required 
willbe ‘issued ‘at Rs. 4--S°f. Ref per copy. 


As per tender condition, the tenderer should send 
alongwith his tender an agreement executed and 
signed in Kerala Stamp Paper of value Rs. 50 out- 
side firms who desire to be supplied with Kerala 


Stamp Paper should send Rs. 60 by M.O. alongwith 
the cost of tender form. 


PSA 213 RS! T!37;000, 


fae SY Bien Sob Ch Oe 
Due Date|Time for closing 


the sale of tender forms : 
17th September, 


1999 at 13-00 hours. 


Due date/time for 


the receipt 
September, 


of tender : 
i¢@9 at 15-00 hours. 


18th 


Dateltime of opening of tender: /8th September 
1999 at 15-15 hours, ea ea 


Sd./- 
Director 


INo. 16836/G3|99|/PR, dated 20-8-99.] 
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GOVERNMENT OF INDIA 


GOVT. OF INDIA PHOTOLITHO PRESS — 
FARIDABAD (HARYANA) 


Disposal of used Mono Spool Paper 


Contract for the disposai of used Mono Spool 
Paper. 


The Manager, Govi. of India Phototitho Press, 
Faridabad for and on behalf of the President of 
India, invites sealed tenders in the prescribed torm 
obtainable trom this press against payment of Rs. 25 
in Cash or by post on remittance of tender fee by 
M.O. and submission of a_ self address stamped 
envelop worth Rs. 20 for the first copy and half the 
prescribed fee fer every additional copy for the sale 
of used Mono Spool Paper offered by Govt. of 
India Press, Faridabad and Departments for a 
period of one year 1999-2000 (1-4-99 to 31-3-2000). 
ihe rates of used Mono Spool Paper per quintal is 
to be given exclusive of sale Tax. 


Tenderer will have to deposit an Earnest Money 
of Rs. 1,000 for unsed Mono Spool Paper. The 
successtul tenderer will be required to furnish a 
Security Deposit equal to an amount 10% of the 
total value of the estimated quantity .af the rate 
quoted. The estimated quantity of used Mono Spool 
Paper is 10 quintal for the year 1999-2000, 


it must be understood by the tenderer that the 
tender documents would be issued to him and he 
would be permitted to tender in consideration of 
the stipulation on his part that after submiiting the 
tender he will not resile from the offer or modify 
the terms and conditions thereof till 31-12-99 and 
Should he fail to observe and comply with the 


foregoing stipulation the Earnest Money will be for- 
feited to Govt. 


Tenders in the double sealed cover superscribed 
tender for used Mono Spool Paper addressed to Sh. 
S.K. Sopory, Manager, Govt. of India Photolitho 
Press, Faridabad may be sent so as to teach him 
latest by 2 p.m: on 20-9-99. The tender will be 
opened at 3 p.m. on 20th September, 1999 in the 
presence of such of the tenderers or their authorised 
representatives who may like to represent at 
time of opening. 

Instructions to be followed by tenderers, General 
condition of the contract and copy of agreement con- 
taining the various terms and conditions which. will 
govern any contract, which may eventuate from his 
tender and acceptance of the same for and on behalf 
of the President of India will be supplied to him 
alongwith the prescribed form of tender, on demand. 


Sd./- 
Manager 


[No. §|11/98/2486, dated 27-8-99.] 
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the . 


19u9 © 


_ or any Nationalised Bank duly pleadged to 


GOVERNMENT OF INDIA 


MINISTRY OF URBAN AFFAIRS 
AND EMPLOYMENT 


GOVT. OF INDIA PRESS 


OFFICE OF THE GENERAL MANAGER, 
NasHIk-422 006 (MAHARASHTRA) 


Eguipment for 4 P&T Lines 


The General Manager, Govt. of India Press, 
Nashik-422 006 for and on behalf of the President 
of India, invites sealed tenders for Installation! 
Electronic EPABX small exchange in place of SAX 
System working in Govt. of India Press, Nashik-6. 
The specifications on the said item is given as 
under :-— 


1. EPABX: Equipment for 4 P&T lines and 
36 extension with operator console. 


2. Push Button Phone (with instruments). 


3. Wiring Single Pair PVC (New Wiring) 
(Tenderers may visit site before submitting their 


quotation). - 


4. Tenderers may furnish the consolidated rates 
for equipment with Push Button Phone with instru- 
ment with single pair PVC New Wiring and installa- 
tion charges, etc. 


5. Terms with regard to warranty & guarantee 
may be specified. 


The tenderers will have to deposit an Earnest Money 
of Rs. 4,000 fer above cited machines in the form 
of Deposit-at-Call Receipt from State Bank of India 
the 
General Manager. Govt. of India Press, Nashik- 
422 006 alongwith the tender. If selected, tenderer 
will have to pay Security Deposit of Rs. 10,000 only 
in the form of Deposit-at-Call Receipt from State 
Bank of India or any Nationalised Bank within a 


pericd of 15 days from the date of receipt of accept- 
ance of tender. 


_While quoting the rates following terms and con- 
ditions may be kept in view :— 


1. Rate and Taxes if any, payable in addition 
to the rate quoied may be mentioned clearly. The 
rates should be quoted on F.O.R. Press basis. 


2. Delivery period|Installation should be within 
10 days from placing of supply order. 


3. Name of manufacturing firm 
origin should be mentioned. 


Ter 


and country of 


INDIAN TRADE JOURNAL @® September 8, 1999 


4. The ofier should be kept valid for 120 days 
from the date of opening. 


5. The tender should be addressed in Name of 
Shri T.R. Gadkar, General Manager in sealed cover 
superscribed “Tender for supply of EPABX’ due on 
7th October, 1999 and should reach to the office on or 
before 7th October, 1999 upto 3 p.m. 


6. Tenders not fulfilling the terms and condi- 
tions will be treated as incomplete and are liable to 
be rejected. 


7. Quotations will be opened on the same date, 
7ih October, 1999 at 4 p.m. 


8. Specimen should be supplied 
approval. 


for test and 


9. The payment will be made on pre-receipted 
bill basis through D.D.|Cheque on receipt and accept- 
ance of the machines. 


i0. The Earnest Money will be forfeited to the 
Government if the tenderer resiles from the offer. 


{!. The Security Deposit, will be forfeited if the 
tenderer will resile to honour the work order or 
modify the terms and conditions of the quotation 
after issue of the work order. 


12. General Manager, Govt. of India Press, 
Nashik-6 reserves the right to himself to accept or 
reject the lowest, any or all the tendersjoffers without 
assigning any reasons thereof. 


dSd./- 
General Manager 


[No. L-140i5|i1/PI|98-99|6995, dated 23/24-8-99.] 


PUBLiC WORKS DEPTT. (D.S.) 
OFFICE OF THE EXECUTIVE ENGINEER, DELHI 
Widening of Road—Corrigendum 
CORRIGENDUM 


In continuation of Press Notice issued vide this 
Office Letter No. 54(503)/PWD23]A2!1938, dated 
20th August, 1999, it is to inform that time allowed 
fo complcte the work “Widening of Road No. 56 
from GT Road tc NH24 byepass. (SH: Widening 
carriageway from RD 3.5 Km to 5.60 Km)” is 6 
(six) Months instead of 9 (Nine) Months. 


The other terms and conditions shall remain same. 


Si. f= 


: : Executive Engineer 
[No. 54 (503 )|PWD23|D.S.|A2|148, dated 24-8.99.] 
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For and on behalf of the President of india the General Mana 
for the supply of following stores :— 


Serial 
No. 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDANANCE FACTORIES 
Ordnance Parachute Factory, Kanpur-208 004 
Worsted Yarr 


T.E. No. & Noiwenclature of Stores & Specification Qua ntity 


1, CF-43199000276/PROV/TENDER, 
dated 22-8-1999 
80 Tex/3 Worsted Yarn Blue Gray . 4 ; ; ‘ : : : ; 810 Kg. Within 2 Months. 


Speci. : 80 Tex/3 Worsted Yarn Blue Grey. Speen. No. Particulars given in / 
JSS-8440-03 1994 Revn. No. 1 and Appendix “A’’. 


Inspection Authority : The Controlier, CQAT&C, Karpur-4. 
Inspection Oificcr : SQAE (GS) Arca Conezrned/Auth. Rep. 
2. 50'Tex/3 Cott. Yarn BlueGrey . ; P ; ‘ P s ; 5 5 138 


Speci. : 50Tex/3 Cotton Yarn Blue Grey (Splicing Yarn) for Foot & Leg Portion. 
Specn. No. As approved by Q. Assurance Authority. 


{uspection Authority : The Controlkr, CQAT &C, Kanpur-4. 
Inspecting OfBccr :  SQAEF (GS) Area Concucrn/Auth. Rep. 
3. Addl. Spli. Ny. Yarn Blue Grey. ; : 5 ; : } ‘ ect 338 


Speci. : Additional Splicing Nylon Yarn Blue Grcy (for Heel & Toe) Spcen. No. 
As approvid by Q, Assurance Authority. 


Inspection Authority > The Controll.r CQAT&C, Kanpur-4. 


Inspection Officer :  SQAE (GS) Area Concern/Auth. Rep. 


Important Note : 


your tender will be treated as incomplete and ignorcd, 


Earnest Money : 


ger, Ordnance Parachute Factory. Kanpur invites s alcd tendcrs 


D-livcry requircd 


5 Within 2 Months. 


” Within 2 Months. 


All tender documents attached with invitation to tenderers are sacrosanct for consid ring any off r asa ccm- 
plete off.r. Jt 1s therefore important that all t nd. r documcnts duly completed and sigacd returned with your offer, failing wihich 


At the rate of 2 pcr cent of the tendered value of the material in tne shape of D.A. Call Receipt/Rank 


Guarant-c of the State Bank of India or any otix r Nationalised Bank of India for full quantity pledg d in favour of G, M., O. P.F.., 
Kanpur should accompany witht -nder failing which offer will be ignored without further reference. Bank Cheque will not be acc pted 
against Earnest Moncy. Further Earnest Money rec. ivd against any other tend. r invited by this office will not i 


the current tend: r which please note. 


also requircd to deposit Earnest Moncy alongwith quotation. 


Notes : 


(1) 


(2) 


(7) 


(4) 
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be adjust 4 towards 


The firm whocwr R: gistird with this Factory, DGS&D, oth r Ordnance Factory, NSIC are 


In case firm who wish to quote against tnder enquiry in question is not r-gist’rsd with DGQA for mat-rial to be takcn 
under DGOA inspection must apply for registration on the format to beobtained from resident inspector of arca cone: rn G! 
this factory and submit the saniz alongwith quotation, failing which their quotatin will be triatd as incompl: te and will 


bu ignored straightway without any furthcr refirence to them. 


Th» Contractors who are not rogist’ red with this factory should apply for th° registration s. parately. 


The firm should quote with a cl ar validity of 90 days from the date of opening of tender, failing which purchas:r rescrvi s 


the right to ignere the offer straightway without furth r ref rence to firm/bidder. 


in case firm fails to supply the material as per delivery period stipulatcd in the supply order, the purchaser res‘rv $ the right 


io claim gencral damage or pre-estimat: d damage at the rateof 2 per cent of value of stores per month of ¢: fault err: sp! c- 


pective of the fact that the loss suffi red by the purchas'r for above default is quantitiable or not. Drfault by part of the 


month will be consid. red deas default byone month for calculation of pre-.stimated damage. This is in addition tc the 


rights and remedies rescrved by the purchaser to procure the matcrial from elsewhere at firm’s risk and cast in the event _ 


of your Nonperformance, 


oe 
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4 
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(5) Tender should reach in this office by 1.30 p.m. on 22nd Cetober, 1999 on prescribed tender forms non-transferable, obtain- 
able from this office between 9 a.m, and 3 p.m, on any working dav except Saturday on payment of tender cost of Rs. 50 
(Non-refunduble) in the form of Indian Postal Order (Quoting Tender No., Name and’ Address of the remitter.) Tenders 
will b> opened in this officeat2.30 p.m. on22nd October,1999. LastDate for Sale of Tender is 18th October, 1999. Tender 
set will be sold/available at O. P. F., Kanpur only after the release of the advertisement in the News Papers. 


Sd/- 
Works Manager 


[No. CF-438/99000276/PROV/TENDER. Dated 23-8-99.] 


SS 


MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer, P. O. Morar, Gwalior-474 006 


Repairs to Wooden Furniture 


The Garrison Engineer Morar, Gwalior invites applications from enlisted Govt. Contractars to apply for issue of tenders for the 


following works :— 
Last Date of Receipt 


Serial Name of Work Approx Earnest Period of 
No. Cost Morey completion of Application 
Rs. Rs. 
10.000 6 Months. 15th September, 1999 


1, Repairs to wooden furniture of Md Offrs. JCO, s 5.00 Lakhs 
s. ORs and SF Accn. at Gwalior. 


Contractors not enlistedin MES shall attach with their applications copies of ITCC and particulars of Works executed during 


last three years and financial resourcess. 
[No. 8000/1I/3056/E8, dated 17-8-99.] 


° 
——_ 


Headquarters 
Office ofthe Commander Works Engineers, Leh, C/o 56 APO 


Provision of Bore Well 


The Commander Works Engineers, Leh C/o 56 APO invites application by 15th September, 1999 from enlisted MES, PWD, CPWD 


and Railway contractors of all appropriate class for the following works :— 
Period of | Last Date of Receipt 


Serial Name of Work Estimated Earnest > of 
No. Cost Money completion of Application 
Rs. Rs. 
9.50 Lakhs 20,000 6 Months. 15th September, 1999 


1. Provision of Bote Well at MAC Hunder . i ; 


Contractor not enlisted with MES are required to submit applications alongwith :— 
(a) Copies of letter of enlistment in other department and latest Income Tax Clearance Certificate. 
(b) Particulars of works carried out by them during the last two years. designation of Officer under whom executed. 


Eatnest Money to be provided alongwith the tender as mentioned above payable by the contractors who have not deposited 


Standing Security with the MES. 
[No. 8000/Advt/397/E8, dated 25-8-99.] 
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INDIAN RAILWAYS 
SOUTH BASTERN RAILWAY 
Controller of Stores, Garden Reach, Calcutta-43 
Welding-cum-Generating Set, ete. 


Sealed Tenders for and on behalf of the President of India are invited by the Controller of Stores, Hq. Office (Sth Floor), New 
Administrative Building, 11, Garden Reach Road, Calcutta-700042 for supply of the following items :— 


Serial Tender No. and Bricf Description of Material Quantity Cost of Due Date 
No, (Details available ig Tendcr documents) & Cost of Drg./Specification Required Tender 
Rs. 


595, §/6599/6023/4— 
Welding Cum Generating Set of 4 KVA capacity . p : 2 Sets 150 17th September, 1999, 


Details with Tender Form. 
595. $/6599/6005/4—- 
Single operator Operated shunt type rectifier welding set without 3 Nos, 150 17th September, 1999, 
card control. 


Details with Tender Form. 
597, 38/1999/3125/4— 


Strike casting wear platefor CBC Bogie wagons to R.DSO’s Drg. 12,600 ,, 500 20th September, 1999, 
No: WD-8 7056/S-01, Alt. 3, MatliS : 3885 Pt. 1 Gr, 4. plus 30 per cent 
OPptionr. 
598, §/11/1999/3082/4— 
Lubcoil Gear Assly. (with gear, Train drive), RDSO’s Drg, No, Mi) by 500 20th September; 1999. 
SK-DP-3442 ([t.m No. 1 to 20). plus 30 per cent : 
Option. 


~ 599. §/25/1999/2001 /4— se 
Set of pins for overhauling of Air Brake gear Assly. to CEE’s 160 Sets ¥ 500 20th September, 1999. 
Specn. No. RS-TS:. 105 Mod. A. Cost of the Specn. is Rs. 
300 obtainable from CEEB’s Office/GRC. 


600. S/2597/2011/4— 
Trip indicating fuse type TI-2000 of M/s. English Electric 180 Nos. 500 20th September, 1999, 
or similar for rectifier panel of M/s. Hind rectifier and M/s. 
Usha rectifier make for WAG-5 LOCQS. 


601. S/&6/1999/3020/4— : ; 
Bush Nylon type-66 to suit 52 Kgs. for insulated rail joint to 84,000 


Pp 150 26th September, 1999, 
Drg. No. S-22-709 (Adv.) to IRS-S-40/84. 


602. 79/1999/6000/4 
Haver Sack for RPF Personnel conforming toIS :Spccn. No. 9,000°- ,, ¥ 500 21st September; 1999, 
1424/1983 or latest for WEB Matl.IS : 4274 latest for Brass, 
[S :4.741 latest and as per this office’s stock sample No. 18/99, 
Dated 11-5-99. 


603, 75/1999/1000/4— 


Bitumined. gunny strips to RDSO’s Specn. and details with 1,60,000 Mtrf. 1,000 Ist September, 1999, 
Tender Form. + 30 per cent 
Option. | 
604. 38/1999/3127/4— ds ; 
Kit for distributor valve (C 3 W) Type consisting of 40 items 1.159 Sets 500 21st September, 1999, 
_inasct, Detailsintenderform. Only RDSOappd. sources — pjus 30 per cent 
to quote. Option. 
Dh ested gad IRSA-450 to RDSQ’s Sk. 85062 2 ‘ 
Slack adiust«r complete type - fe) O’s Sk. 5,158 Nos. 2,000 21st September, 1999). i 
Alt. 5. Matt. Specn. RDSO’s Specn. No. 07-ABR-92 Plus 30 per cent | e 
with amdt. No. 2 of May 96 and as per Drg. only RDSO. Option. 4 


approved sources to quote, 
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Serial _ Tender No. and Brief Description of Material 
No. (Details available in Tender documents) & Cost of Drg./Specn. 


606. 30/1999/2002/4— 
Side frame key for CTRB for narrow Jaw and Wide Jaw to 
RDSO’s Sk. No. 69594, Alt. 26 Item No. 6. Matl. IS : 1875- 
92 Cl. 4 fifth Rev. with Amndt. No. 1 of Jan, 93 and Amdt. 
No.2 of Nov.’94. Only RDSO'sapproved sources to quote. 
607. 38/1999/2090/4— 
Centre Pivot (Top) for boy wagon to S. EF. Rly.’s Drg. No. 
RWS-00802, Alt. 1 18 : 1030/62 Gr. 1 as per Drg. 


608. S/3898/3485/4— 
Nylon Bush for Box Wagon Bogie brake gear RDSO’s Drg. No. 
WD-860006-S-1. Alt. No. 4 item No. 8 as per Drg. Only 
RDSO’s approved sources to quote. 


609. 38/1999/2042/4 
Bogie Centre Pivot Top 22W(M)NL & NLB RDSO’s Drg. No. 
$5079-S-2, Alt. 17, (tem No. 2, Matl./Specn. AAR-M-201, 
Gr. *C’ as per Drg... Only RDSO approved sources to quote. 


610. 38/1999/2050/4— 
Bogie Centre Pivot Bottom for Casnub Bogie type 22W(M)NL 
« NLB RSDO’s Drg. No. WD-85079-5-2, Alt. 17, Item No. 1 
Matl./Specn. AAR-M-201, Gr. “C’ as per Drg. Only RDSO 
approved sources to quote. 


611. 38/1999/1010/4..... 
Modified Elastomeric pad for casnub Bogie RDSO’s Drg. No. 
WD-95005-S-01, Alt. No. | RDSO’s Specn. No. 20 MISC-95 


Rev. 2 of June 97 as per Drg. Only RDSO’s approved 


sources to quote. 


612. 9098/2057/4— 
M. S. Equal Angle 35 < 35 X 5 mm. in length of 3 Mtrs. and 
above to IS-2062/92, Gr. ‘A’. 


613. 9098/2048/4— 
Flat Steel 40 x 6 mm. in length of 3 Mtrs. and above to 1$-2062/ 
eer Gr Ae 


614. 9098/2049/4—. 
M. S. Un-equal Angle 80 < 60 X 17.5 X 15 mm. Horn checks 
to IS-2062/92, Gr. ‘A’. 


615. 9098/3037/4— 
Flat Steel 65 X 12 mm. in length of 3 Mtrs. and above ta IS- 
2062/92, Gr. ‘A’. 


616. 9098/0028/4-— 
Foundry Pig Iron Grade LM-3 to IS-224 


617. $/6698-99/3081 & 3013/4— 
Pump fuel injection Assly. MICO Lic BOSCH Governor lift 
pump primer with coupling fuel Pump Assly. of MICO Pt, No. 
9400030395, Only MICO make is acceptable. 


618. 25/1998/3918/4— 
VA-IB Control valve complete to CLW’s Drg. No. 0/2/65/2449 
(WABCO’s Pt. No. 564523) Cast of Drg. is Rs. 50 obtainable 
from CEE’s Office/GRC. 


619. $/25/1996/4868/4— ths 
Brush carbon in split with pig tail size 52 mm. long * 32 mm. 
width * i6 mm. thick for traction motor type LJM-450-2 to 
CEE’s Drg. No. LOCO/A/BCCL Mad. A, 


620. 38/1999/1022/4— ‘ : 
Air Brake Hose Coupling Assly. for Brake Pipe to RDSO SK. 
No. 73547, Alt.9. Only RDSO’s approved sources to quote. 


621. 38/1999/3139/4— 
Head stock pressing (L.H.) for under frame type Box for non 
transition CBC RDSO’s Drg. No. SK. 121-62649 Alt. 121- 
62649 Alt.5 itm. A’ Matl. Specn. killed steel to 18-3747-1966/ 
latest as per Drg, 
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Quantity 
Required 


39,128 Nos. 


301. ,, 


2,10,850 ,, 


fbi Ve. 
2,785 “A 
97,000, 
62 M.T. 
Ce Ce 
Lt ileal 
LBW. 
1,100 a 
39 Sets 


= 30 per cent 
Option. 


34 Nos. 


1,389 Pairs 


34,294 Nos. 


3000s 


Cost of 
Tender 


Rs. 
1,000 


150 


509 


2,000 


1,000 


2,009 


300 


500 


150 


150 


2,000 


500 


500 


150 


2,000 


500 


Due Date 


21st September, 


22nd September, 


22nd September, 


22nd September, 


22nd September, 


22ud September, 


23rd ~=September, 


23rd ~September, 


23rd September, 


23rd September, 


23rd September, 


26th August, 


24th September, 


24th Se ptember, 


24th September, 


1999, 


1999. 


1999- 


1999, 


1999, 


1999, 


1999 


1999, 


1999, 


1999. 


1999, 


1999, 


1999 


1999, 


24th Sepiember, 1999, 
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Serial Tender No. and Brief Description of Material Quantity “ Cost of ' Due Date 
No (Details available in Tender dscuments) & Cost of Drg./Spzca. Required Tender sae 
Rs. 
a aed 
622. $/71/1999/203 6/4— 
Paint Enamel Burshitig Exterior Black finishing to IS : 2933/ 39,000 Ltrs. 500 24th September, 1999, 
1975 with Amnadt. No. 1 & 2 Only CF appd. sources to +439 per cent 
quote. option, 
623. $/71/1999/2023/4— 
Paint RFnam21 Synthetic Brushing Exterior Brilliant Green fisish- 17,500 Ltrs. 5090 2Kh September, 1999, 
ing to ISC-221,18:8662/93. Only ICF appd. sources te +30 per cent 
quote. option, A 
624. $/71/1999/2022/4—. 
Paint Enamel Synth atic Brushing Extsrior Grass Green finishing 23,200 Ltrs. 500 27th September, 1999. 
to ISC-218 IS 8662/93. Oniy [CF appd. sources to quote. -+. 30 per cent 
option. 
625. §$/77/1999/2030/4— 
Paint Ready Mixed Brushing Mati. Finishing white to IS : 137/ 28,300 Ltrs. 500 27th Septeniber, 1999. 
1965 Amndt. No. f, 2 & 3. Only RDSO appd. sources to + 30 per cert 
quote. option, 


626. 3096/2614/4— 


Centre stiffner for head stock as per ICF Drg, No. T-1-2-S13, 386 Nos. 150 2nd September, 1999. 
Alt. N/25, item 2 to 1161/79. ERW YST-210, ERW Pipe. 


627. $/6099/6121/4— 


Notes :— 
1, 


i) 


10. 
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Hydraulic Rai! Tensor 70 Ton capacity N.I. Type as per Speen. B aes 500 27th September, 1999, 
with tender form. | =e NOS: 


Cost of Tender form (Non-refudable in ell cases) and cost of drawing is shown separately. Tender forms are obtainable 
from Tabulation section of COS’s Office, 11, Garden Reach Road, Calcutta-700 043, citing Allocation No. .on -renuttance 
of Cost of Money Order only to Controller of Stores by outstation firms. . Loca! firms may deposit the Gest to the Chief 
Cashier, South Eastern Railway, 11, Garden Reach Road, Calcutta-700 043 and produce the Money, Receipt to the Open 
Tender Section (Between 10,30 hrs. ane 16.00 hrs.) on working days to obtain tender documents. Postal Order, Demand 
Draft or Cheque will not be accepted. any 


Tender forms will be seld from 30 days befote the Scheduled opening of tenders but will not be sold on the respective date 
of opening. All tenders will be closed at 14.00 hrs. of the date of opeing and will ge opened at 14.15 Hrs. 


Allocation No, For Tender form —Z-670 
Cost of Drawing —Z-650 and 
Earoest Money —Dep./Misc./Stores. 


IRS Specifications, IRS Drawing, ICF Drawing, BEML Drawing or RDSO Drawing are not available with this office but 
may be available from the Director Generaif Research Design and Standards Organisation, Manak Nagar (Alambagh), 
Lucknow-226 %il or from respective Organisations on payment, 

This Railway's Drawing will be available from 1B(Drawing) S ction of COS's office or from other offices wherever indicated 
on payment of Cost to the respective section or office. Cost of Drawing should be remitted separately and. should not be 
tagged with the Cost of tender. 

Offers should be submitted for delivery to direct consignee only, otherwise they are likely to be rejected. 

This office uadertakes no responsibility for any postal delays. 


Samples where called for, should be sent dulv sedled separately to the Receiption Counter or Sample Section of this office 
before the date and time of opening of Tender. These should not be enclosed with Tender Quotation. 


Offers not accompanied by signed tender documents/forms issued by S.E. Rly. Authority niay be surmmarily rejected without 
assighing any reason, 


Current and valid W.B.S.T. Clearance Certificate in form 58 to be submitted by the firms alongwith their tender/Billto Admit 
payment. 
Sd/- 


Controller of Steres/Garden Reach 


[No. PR/Stores 33/99, dated 24-8-99, issued by C.P.R.O., 11, Garden Reach Road, Calcutta-43. ] q 
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INDIAN]RAILW AYS 
SOUTH EASTERN RAILWAY 


Office of the Controller of Stores, Hy. O flice (Sth Floor), Dos Administrative Building, 11, Garden Reach Road, 
Calcutta-43 


Supply of Faint Enariel Brushing Insterivr, ete. 


Sealed Tenders for and o1 behalf of the President of India, are invited by the Controller of Stores, Hq. Office (Sth Floor), New 
Administrative Building, 11, Garden Reach Road, Calcutta-700 043, for supply of the following items :-— 


Serial Tender No. and Brief Description of Material(Dctails Quantity Cost of Due Date. 
No. available in Tender documents and Cost of Drg./ Required Tender 
Sp ccification. 
Rs. 


628. §/77/1999/3000/4— ‘sth 
Paint Enamel brushing Interior, finishing Air craft blue to | 13,400 Ltrs. 500 
Speen. ISC-108 IS : 133/1993(3ra Rev.). Only ICF appd. +30 Per cent 
sources to Guote. Option, 
629. $/6599/6141/4— ie } 
3 Ton lifting capacity Electrical wire rope hoist with motorised 2 Nos. 150 
trolley and Pendent control switch. 


630. 9098/2033 /4— 


28th September, 1999, 


28th September, 1999, 


Flat ay 356mm. iniength of 3 Mtrs.and obove to [S-2062/ So N.T. 150 28th September, 1999, 
92) GritA% 
631. $/79/1999/2027/4— 
Zip fasteners in size of 22 Cms. Type ‘A’ for trousers, Designa- —2,20,000 Nos. 1,000 27th September, 1999, 
tion code =L.S. as per itents 2 Table 6 of IS : 14181/1994 or +30 Per cent 


latest. Only NXIC appd. sources to quote, 


632. 38/ 1999/2066 /4— 
Direct Admission valve compleie to M/s. Escort’s Drg. NO. 4K - 1,929 Nos, 1,000 
425 or M/s. BBVL’s Drg. No, 13695, alt.5. Only RDSO 
appd. sources to quote. 
633, 38/1999/7019/4— 
Speed indicator with sensor conforming to RDSO Specn. No. 6 


Option. 


28th September, 1999, 


% 150 =. 28th September, 1999, 
MP-0-3700-01(Rev. Aug. °97)with anindt. No. SD/DMF/ ss “ 
M/1/3. Dt. 27-11-97. Only RDSO/DLW/CLW appd. sour- 
ces to quote, 
634, $/31/1998/3495/4— 
Filter Eleient and Filter spacing plate for Air Filter insert 600, 150 29th September, 1999. 
Assly. of EMUTr. Motor to Dy. CEE(W/S)/KGP’s Drg. No, 
Dy. CEE/WS/KGP/EM U/2498, Ref. No. 2 and 3. 
635, eet Hite 
Main pole cole Assly.(Moditicd) single section to RDSO’s Drg. 900, } 2,000 29th September, 1999. 
No. SKEL 4387 Ait. 3 for TM TAO-659. Cost of Drg. +30 Per cent F hi : 


Rs, 60 obtainable from CEE’s oftice/GRC. 


636. §/25/1998/1016/4— 


Motor double reverser Jl and J2 switch Assly. for WAG-5 58 Nos. 
LOQCO’s to CLW’s Drg. No. ITWD-103.008. 


637. $/25/1998/1013/4— 
Line contactors 1500 Amps. Capacity type TCP 3421-25-2 to 159 
_ CLW’s Drg. No.4 TWD. 112.043 A It. 2 and CEE’s Specn. 
No. RS/TS/124. Cost of Drg. is Rs, 2000 obtainable from 
CEE’s oflice GRC, 


638. V/S/10/1999/2015/4— 
Valve seatinstert, cyl. Head. To Drg. No. SE/DL/DL-292 Alt.1, 2,865 
Cost of Drg. is Rs. 40 obtainable from SME(D)/GRC’s 
Office. 
639, V/S/11/1999/3004/4— 


Unloader Body Assiy. with cap and valves Drg. No. KGP/DL/ 699 


CX-158, Alt. 1 Cost of brg. is Rs. 170 obtainable from SME(D)’s 
office/GRC. 


Option. 


1,000 29th September, 1999. 


a 1,000. 29th September, 1999. 


” 150 29th September, 1999. 


% 150 ist October, 1999, 
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Serial Tender No., Brief description of Material Quantity Cost of Due Date 
No. (Details available in Tender documents) Required Tender 
and Cost of Drz./Specification. 


Rs. 
640. W/S/12/1999/320/1/4— 
M.C.B. Modulated case single pole, suitable for Diesel Electric 657. Nas. 150 Ist October, 1999. 


Loco as per DLW Specn. No. DEL/Specn./147(Latest Rev.) 
and DLW Drg. No. DLW/E/L/PT-0359 Alt. R-1. 


641. $/12/1999/3021/4— 


End sheild(PE)165M to Drg. No. GRC/DL/ET-355 or BHEL Pare 150 Ist Qctober, 1999. 
No. 14391100001 Vol., ACS-3106. +30 Per cent 
Option. 
642. ¥V/S/10/1999/2007/4— 
Push Rod Assly. to Drg. No. GRC/DL./DE-192, Alt. 7, Cost 300038 0 509 Ist October, 1999. 
of Drg. is Rs. 115 obtainable from SME(1))’s office/GRC. -£30 Per cent 
Option. 
643. V/S/10/1999/2013/4— 
SecondatyFucloil Filter clement RDSQ’sDrg.No. SKDP-2295 Bi ae Ay 150 fist Qetober, 1999. 
Alt. 6 and RDSO’s Specn. No. MP-0-2600-02(May’86)or +30 Per cent 
latest. Only RDSO Appd. sources to guote. Option. 
044. §/12/1999/3301/4— 
Solid state passenger Emergency Alarm Safety Device to RDSO 264 ,, 150 30th August, 1999, 
Specn. No. MPO 3400-03(Draft)Nov.’ 96. +30 Per cent 
3 Option. 
645. $/12/1999/3300/4— 
Air pressure switch for Audio-Visual Alarm system Indfoss DG4 4k 150 30th August, 1999. 
Mode! : RT-116 or similar. +30 Per cent ’ 
Option. 


646. 8/7397/7066/4— . 
Hex head Bolt to IS : 1363(Pt. 1)/92 Gr. *C’ and Hex head Nut As pet Tender} 150 4th October, 1999. 


to IS :1363(Pt. 3/92 Gr, ‘C’ LPS/TVS/Unbrako/KGW form 
make of various sizes. 


647. 38/1999/3029/4—_ f : 
Shack!e pin Retainer for spring suspension to IRS Drg. No. W/S Tie fo 1,000 4th October, 1999, 
No. 4742 alt. 2 Matl. Speco. Steel Cl. 21S : 2004Normalised. -+30'Per cent 
Option 
648 S/41/1999/3314/4— ; 
HS 4 Control Air Valve Drg. WABCO Cat No. 561128 Only B40 tie 500 4th October, , 1999. 
WABCO licences to quote, +39) per cent 
Option, 
649 =W/S/11/1999/1002/4— 
Modified Brake shoo Assly, Drg. No. GRC/DL/SK 289, A!t.5 OF Awe ie 2,000 5th October, 1999, 
Costof Drg. is Rs.40 obtainabl, from SME(D)’s office; GRC, -++30 per cent 
Option 


650. 90/1999/2000/4— ASN orey 
Steel Bar Round 50 mm. dia to IS : 7283/74 to designation 112 NET: 1,000 5ik October, 1999, 


45C-8, of 1S-5517/78 in hot Rolled Condition with Condition 
of Delivery to Type ‘E’ of Cl.2.2 to IS : 5517/78 in length of 
3 Mtrs. and its Multiples. Only RDSO approved sources 


to Quote. 
651, 90/1998/30664 /4— oh be | 
Spring Steel Round 17mm dia to TS : 3195 Gr.55 Si7 in length 13 739 150 Sth October, 1999. 
of 2.2 Mtrs. or its Multiples. OnlyR DSO approved sources 
to Quote. 
652. 90/1999/1026/4— 
Foundry Pig Iron Gr. LM-3 to IS-13502, 1992 : u ‘ ‘3.939 MT. 2.000 Sth October, 1999, 
-++ 30 per cent 
Option 
653. S/77/1999/2024/4— . My 
Paint Enamel Synthetic Brushing Exterior Signal Red finishing 8,000 Ltrs, 4% 150 5th Octoher, 1999. 
to ISC-537, 1S : 8662/93, OnlyICF Approved Sources to + 30per cent 
es Option 
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Serial 
No. 


654, 


656, 


657, 


658. 


659. 


660, 


661. 


662. 


663. 


664. 


665. 


666. 


Tender No. and Bricf Description of Material 
(Details available in Tender Documents) and 
Cost of Drg./Specification 


25/1998/33 16/4 — 
Independent Brake ValveSA-9 compl te with Handle to CLW‘s 
Drg. No. 0/2/65/218 (WABCO’s Pt. No. 564141 and 564143), 
Cost of Drg. is Rs.50 obtainable frem CEE’s Office/GRC, 


S/31/1998/3576/4— 

Roller Bearing Commutator End for 253 BX/4601 AZ Traction 
Motor Brg. NUP  318/m/C4 with radial clearance 0.105 to 
0.125mm. of SKF or Similar. Only RDSO’s approved 
Sources to Quote, 


F/6099/6158/4— 
Diplorry Wheel complete as per Dy. CEE’s Drg. No. 672/98 


3098/3 104/4— 
Helical Spring 0.45 for Bolster Suspension Arrangement to, 
RDSO’s Sk. 84263, Alt.-2,!tem-1, Matl. Specn. Gr.60 Cr.4 
V2 to IS : 3195-82, Only RDSO approved Sources to Quote. 


2598/3513/4— 
Set of Circlip light serics consisting of 16 Items to 1S: 3075 for 
Tap Changer Details with Tender Form. 


S/23/1998/2015/4— 
Bow Assly. of Pantograph to CEE’s Drg. No. Loco/2/PT/078 
MOD-B for WAM-4 and WAG-5 Leco’s. Cost of Drg. is 
Rs.50 obtainable from CEE’s Office/GRC. 


S/25/1999/2900/4— 
bk” Flexible Re-enforccd Rubber Hose connection 33” long to 
CEE‘s Drg. Nd. Loco/3/SG/036 Mod-B excluding Ref. (tem 
No.7 to 10 for WAM-4, WAG-S and WAG-7 Locos. Cost 
of Drg. is Rs.40 obtainable from CEE‘s Office/GRC. 


§/2397/7061 /4— k 
Armature Head Forged with Gripping Ring for Traction Motor 
TAQ-659 as per RDSO‘s Dre. No. SKEL-4343 and 4345 


or latest. 


S/2399/7024 /4— 
Set af Racer of Manganese Bushes for Equiliser Ping of WAG-7 
Locos CLW‘s Drg. No. 06/4/15/17—Ref.1—12 Nos. Ref.3— 
16 Nos.. Ref.-2—32 Nos.. Alt.-5 excluding Alt. Materials 
IS. : 1875. Cost of Drz. is Rs.25 obtainable from CEF’s 


Office/GRC. 


§/25/1998/2051/4— 

Set of PBI(FAG) Make Axle Box Bearings comprising of (1) 
Plain Inner Race for Drg. No. WJP 150 * 270 P-MIC 4-1 
No. (1}} Lipped Inner Race for Brg. No. WF 150 * 270-MIC 
4—1 No. to PB’s Drg. No. 901-02-101-C3 for WAM-4 and 


WAG-5A Locos, 


§/25/1999 /2001/4— 
Modified Cattle Guard Assly. for WAM4 and WAG-5 Lacos 
to RDSO‘s Drg. No. SKDL-4237. Cost of Drg. is Rs.450 
obtainable from CEE‘s Office/GRC. 


§/25/1998/3172 /4— 

Inner Coil Spring for Spring suspension of Bogie Frame for 
WAM-4& and WAG-5 Locos to CLW‘s Drg. No. 01.1.15.44. 
Alt.-6. Ref.2 and RDSO Specn. No. MP-0-4700.01 Rev.2/86 
with Amendment No.1 and 3 and 4 of 89. 


38/1999/3101/4— 
Centre Pivot Pin for Casnub Bogie to RDSO’s Drg. No. 
WD+85079-S-02, Alt. No.17, Item No.5. Matl, Specn. 
IS : 2062/92, Fe-410 WA. 
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Quantity 
Requircd 


22 Nos. 


270° Nos. 
=k 30 per cent 
Option 


534 Nos, 


5,437 Sets, 


24 Sets, 


B/S ae 


53 Nos. 


950 Nos. 
+ 30 per cent 
Option. 


2.400 Nas. 


Cost of 


Tender 


500 


150 


500 


150 


150 


500 


150 


150 


500 


500 


500 


500 — 


Due Date 


6th October, 1999, 


6th October, 1999, 


6th October, 1999, 


6th October, 1999. 


6th October, 1999, 


7th October, 1999, 


7th October, 1999, 


7th October, 1999 


7th Octaber, 1999 


Tih October, 1999 


Sth Octaoher, 1999 


8th October, 1999 


8th October, 1999 


(C683 


Tender No. and Brief Description of Material Quantity Cast of Due Date 


Serial 
No. (Details available in Tender Dacuments) and Reauired Syed hs 
Cost of Drg/Specification; ahi Tender 
667. Sia Eee At Rs. 
Door Way Stiffening Bar for Box Wagons. S.E. Rly’s Drg. 600 ‘ A 
No. GRC/W-184, Alt. Nil. Matl. Specn. Steel IS : 3747, ve ° Sth Ostoher, 4999 
668. a rehletet Fs 3 
Lock of High Tencile CBC. RDSO’s Drg. No, WD-85036 8-01, 1,407 ., | 
Alt.-7, Item No.4. Matl. Specn. AAR-M-201, Gr. ‘EF’, as 150 8th October, 1999 
pet Drg. Only RDSO approved Sources to Quote. 
669. 38/1999/3053/4— 
Pin 20 X 99 mm. for Door Hinges to IRS Drg. No. W/PN-39, 49,000 Nos. 150 
Alt.-3. Math. IS : 2062/92 Fe-410 WA. «30 par cent 12th October, 1999 
Option 
670. Bee tn pe site J | 
Speed Time Distance Recorder-cum-Indicator System with 8 Nos. 500 
Sensor as per RDSO’s Specn. Na. MP-0-3700-01 (Rev. Aug. 12th Octaber, 1999 
°97) with Amndt. No. SD/PMP/M/1/3, Dt. 27-11-97. Only 
RDSO approved Sources ta Quote. 
671. $/77/1999/3006/4— 
Paint Synthetic Rnamel Exterior Pale Cream finishing tolSC-352, 2,900 Ltrs. 150 12th October, 1999 
-+ 30 per cent 


1S : 8662/1993 (ist Rev.). Only ICF approved Sources to 
Quote. 


Option 


672. $/77/1999/3009/4— | 
Paint ReadyMixed Air Drying RedOxideZinc Chrome Priming —_23,820 Ltrs. 500 12th October, 1999 
-++ 30 pet cent 


to IS : 2074/1992. Only ICF approved Sources to Quote. 
Option 
673. §/77/1999/3018/4— : 
Solvent Cellulose Acetate Lacauers to GP No. 307/262 (Item-B) 3,740 Ltrs. 150 12th October, 1999 
but should be other than Cellulose Base. Only RDSO/ICP 30 per cent ; 
approved Sources ta Quote. 35 Option 
674. $/77/1999/2035/4-— . 
Paint Enamel Brushing Interior Smioke Grey finishing to ISC-692 23,000 Lirs. 1,000 11th October, 1999 
IS : 133/1993 Grd Rev.). Only ICF approved Sourcesto = + 30 Per cent 
Quote. Sad 
675, $/77/1999/2025/4— \ j 
paint Enamel Synthetic Brushing Exterior Post Office Red 18,400 Ltrs. si ie tee eo 
finishing to ISC-538, IS-662/93. Only ICF approved = + 30 percent : 
Sources to Quote. ert 
676. §/77/1999/2031/4— eee, ; 
Paint Ready Mixed Brushing Finishing Interior for General = + 44,700 Ltrs. 1,000 14th October, 1999 
Purpose Aluminium to 2339/1963, With Amndt. No. 1,283. 30 per cent 
Option 


Only RDSO approved Sources to Quote. 


677. §/6599/6163 to 57/4— 
Aluminium Ladder Trolley conforming to Specn. No. CEE/D/ 46 Nos. 500 11th October, 1999 
113 Ladder Trolley (7/99) and as per Drg. No. CEB/TR/SK/ 
256 Sheet 1,2,3. ~heos 
678 28/1999/3157/4— 
X 89 long) to IRS Drg. No. 48,000 ,, 500 11th October, 1999 


Pin Flat Head (Type-A) (35 dia 


L/PN-607/M, Alt.-3.  Matl./Speen. IS : 2062/92, Fe-410-WA. 


679. 38/1999/7029-34/4— 
Single Car Test Rig to M/s. ESCORT's Dre. No. 3KB-1944 or Oisucs 150 13th October, 1999 
M/s. SIL‘s Drg. No. SK-2-544 or similar, Only RDSO 
approved Sources to Quote. 
680, 30/1999/3041/4— 
Pin with Washer and Bulb Cottor to RDSO’s Drg. No. SK- 54,709 ,, 150 13th October, 1999 
69597, Alt.-29, Item No.8. Matl./Specn. IS 2062/92, 
Fe.410-WA. Bulb Cottor shall be to RDSO’s Drg. No. 
WD-94068-S-1, Alt.-2 and Matl./Specn. IRS M41-97 or 
IS : 1079 : 1994 Gr. EDD. 
681, 3898/3416/4—- 
Pee Bearer for Bogie Wagon to IRS Drg. No. W/BE-4734, 2,900 ,, 150 13th October, 1999 
Alt.-1, 
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S>srial Tender No. and Brief Deseription of Material J Quantity Cost of Due Date 
No. (Details available in Tender Documents) and Required. Tender « , 
ost of Drg./Specification 


' Rs. 
682. S/42/1999/1005/4 — é 
Composite Switch Fuse with Single Poig with Neutral Link 6,350 Nos. 150 1Sth Septémber, 1999. 
16 Amps. etc. to [S : 13947 (Pt.-1 and 3)/1993 utilisation Cat. + 30 per cent 
AC-22A Degree Protection IP 51. Option 
683. $/83/1999/7195/7056/7063/7964/7066/7067 /4— 
Plain Pap2r Copier (X rox) Machine. D> tails with -Tender 6 Nos. 500 16th September, 1999, 


For. 


Notes.— 


Is Cost of Tend sr Form (#on-refunduble in all cases) and Cost of Drawing 1s shown s' paratvly. Tender Forms arc obtainable 
from Tabulation Section of COS*s Office, 11, Garden Reach Road, Calcutta-700 043, Citing Allocation No. on remittance 
of Cost of Mon-y Qrder otily to Controller of Stores by outstation firms, Local iirms may deposit the cost to the Chief 
Cashier, South Eist.rn Railway, 11, Garden Reach Road, Calcutta-700 043 and produce the Mon: y Recciptto th Open 
Teader Section (bu tween 10-30 hrs.and 16 hrs.)on working days to obtainTind r Docemints. Postal Order, Di mand 


Draft or Cheque will not be accepted. 


Tender Forms will be suld from 30 days b fore the Scheduled Opening of Tend: rs but will not be sold on the respective 


i Date of Opening. All tenders will be clos.d at 14hrs. of the Date of Opening and will be ope nd at 14-15 hrs. 
3. Allocation No. For Tendcr Form — £-670 ; B24 
Cost of Diawing — £-650 
Earnest Money — Dep/Misc./Stores. 


4, IRS Specifications, IRS Drawing, 1CF Drawing, BEML Drawing or RDSO Drawingary not available with this cflice 
bui may be available from the Director G: nral Research Design and Standards Organisation, Manak Nagar (Alambagh), 


Lucknow-226 O11 or from respective Organisations on paymcnt. 


5. This Railway‘s Drawing will be available from 1B (Drawing) Section of COS’s Offic. or from other Offices whcrever indica- 
ted on payment of cost to the respective section or Office. Cost of Drawing should be rcomitted scparatily and should not 


be tagged with the Cost of Tender. 
6. Off.rs should be submitted for delivcry to direct consignee only, otherwise they are likcly to be rejected. 
7. This Office undertakcs no responsibility for any postal delays. 


8. Samples where called for, should be scnt duly scaled separately to the Reception Counter or Samp]: S: ction of this Office 
b:fore the dateand time of opening of Tend r. These should not be enclosed with Tend:r Quotation. 


9. Off-rs not accompanied by signed Tender Documents/Forms issucd by S.E. Railway, Authority may be summerily reject 
Without assigning any reason. 
10. Currentand valid W.B.S.T. Clearance Certificate in Form-58 te be submitted by the firms alongwith their Tender/Bill to 
Admit Paynient. 
Sd/- 
Controller of Stores 


[No. PR/Stores-34/99, dated 30-8-99, Issued by the C.P.R.O., S.E. Rly., 
11, Garden Reach Road, Calcutta-700 043.] 


GOVERNMENT OF RAJASTHAN 
RAJASTHAN STATE BLECTRICITY BOARD 


Office of the Superintending Engineer, Rajasthan State Electricity board, Transmission line 
Procurement Circle, New Hotel Building, Ajmer Road., Jaipur-302 006. 


Supply of Stationery Items 


Sealed Tenders are invited for the supply of following items 3 


Serial Item Particulars. 4 Specification Specification j Date of Opening.§ 
No. No. Cost 
Rs. 
62430 100 Sth Octoher, 1999. 


1. Different Type of Stationery items. . ° . ° . 
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Copy of the specificauon Can be obtained from ihe oftice of th: dadersigned by remitting the amount (on refundable) detai- 
ed above as specification, cost cither by Cash or by Demand Drait; Vross.d Posial Ord ts, ut dayour v1 tae Accounts Officer 
(Proc. }1)., RSEB., New Hotel Building, Ajmer Road., Jaipur-302006. Purchase oF spevification ts csseatial tor tenderers. 
The tenders received upto 2.30 p.im. on the opening date, will be opened at 3.00 p.m. on the same day in the presence of tender - 
crs who wish to ve present. 

Sd/ 
Superintending Engineer (TI.PC) 


[No, RSEB/PR/Advt., 8314 (98-99)/F. 1893, dated 21-08-1999.] 
GOVERNMENT OF INDIA 
CENTRAL PUBEIC WORKS. DEPARTMENT 


Executive Engineer, Karnal Central Divn, CE WD, 448, Subhash 
Coleny, Karnal 


Construction of Quarters, etc. 
Tho Executive Engineer, Karnal Central Division,;<CPWD., 448 Subhash Colony’, Karnal invites on bshaif of President of 


India sealed item rate tenders from approved and eligible contractors of CPWD and those of appropriate jist of P and T., 
Railways, MES and Haryana PWD upto 3.00 p.m. on 17th September, 1999 for the following works : 


Seria} Nanie of works Estiinated Earnest Cost of | Three works Time 
Nog Cost Money tender. each costling 
of Rs. lacs 
last five 
year For 
Non-CPWD 
contractors. 
Rs. Rs. Rs. 
1. C/o T-Il/i No. quarters. for INV Kalci Distt, 2,59,600 6,496 509 0.87 Lakhs 3 Months, 
Rohtak. 
2. C/o JNV School building., at Naichona Rewari 2,48,015 6,200 500 O:835 64; 2 Months. 
SH:- 2 Nos. Basket ball field. 
3. Clo JNV School building. at Niwarsi Distt:- 2,48,015 §,200 500 0.83 ,, 2 Months. 
Kurukshetra. SH. 2 Nos. Basket ball field. 
4, C/O Resdl. quarters. at TBP Saboli Distt., Sone- 2,66,126 6,653 590 0.89. ,, 1 Month, 
pat. SH:- P/F  wocden pelmets. 
5, C/o Resdl. Accomodation tor Staff at ITBP 7,15,589 17,890 500 2.39) is 45 days. 
Saboli  Distt:- Sonepat. SH:- Earth filling 
around T-t., IT quarters. 
6. C/o Prawn hatchery at Central Institute of 2,27,788 5,695 500 O.760ee 2 Months. 


fisheries Education Lahii Baniani Rohtak. 


Tenders will be opened at 3.30 p.m. on the sanie day. The Earriest Money shou!d be deposited in the Statc Bank of India, 
Karnal receipted challan or draft and deposit-at-call receipt of Schedule Bank drawn at Karnal. Guarantecd by the Reserve 
Bank of India/State Bank of India sent with the tender. Application for the tender documents shall be received in bis Office 
upto 4.00 p.m. on all working days on paym:nt cf Rs. S00 (Rs. Five hundred only) for each work only (Non -refundable) 
upto 12th September, 1999. Date of issue of tétider documents shall be. 14th September; 1999. Tender cocumcnis shall be 
issued to the appropriate class of No-CPWD. contractors only if they produce di finite proof fem the appropriate authoritics 
of having satisfactority completed three similar or three building works of the value of atleast Rs. 0.87 lacs.. 0.83 lacs, 
0.83 lacs, 0.89 lacs., 2.39 lacs and 0.76 lacs respectively during thé last 5 ycarsand on preCuction of valid Income Tax. 
Clearance Certificate and registeration in original and photocopy with the application. 


The tender of the contractor who donot deposit Earnest Money in the manner above , shall be summarily rejecte d. 


Sains 
Executive Engineer 


[No. 54 (307}/KCD/AB/244, datéd 24-08-1999.] 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer (West)., Allahabad 


Replacement of Pump Sets, etc. 


The Garrison Enginer (West) Allahabad invites separate applications by 16th September, 1°99 from cnlistid MES 


.. CPWD, 
PWD and Railway Contractors of appropriate class for issue of tender for the undermentioned work — 
Serial Name of Work Estimated Earnest Date of rcczipt 
No, Cost Money of applications. 
Rs. Rs. 
1. R- placement of Pump Sets- 02 Nos. including necessary fittings 2.80 Lakhs 
at New Cantt. Allahabad. 


5,600 16th September, 1999, 


_ Contractors noi cnlist.d with the MES, Central Command, Lucknow or Garrison Enginecr (W: st), Alld. 
their applications alongwith copies of letters of enlistment in other departments. Income Tax Clearance 


of work carricd out by them during the last two vears giving the designation of the Officer undcr who 


Invitation for application for issue of tndcr dovs not constitute any guarantee for issuc of ten 
listed contractor in appropriate class. Isstic of tendir will be decidcd by the Accupting Officer based on th. 
financial position, experienc of the siiilar work of applicant/ contractor. The decision of the Accepting 
der or oth.rwise shall b- final and the applicani/contractor will not be entitled for any compensation for re 
tion. 


are TF quired to summit 
Certificate and parti culars 
mi the works were executid 


. 


der to the applicant «vn to cn- 


. past track record, 
Officer for issue of ten- 
Jection of his applica- 

Earnest Money mentioned against the above work shall be deposited by contractor who have not lodged Standing Security 
with MES. | } 


[No. 8217;/Con/O1/E8, dated 30th August, 1999, récsiveg through Fax.) 


Chief Erigineer Jaipur, Zone, Power House Road., Bani Park, Jaipur-302 006 


Provision of Augmentation vf Water Supply 


The Chief  Enginesr, Jaipur Zone, Jaipur- 302 006 invites applications upto the date indicated against th. work fiom MES 
CPWD and = Railway Contractors of appropriate class for issue of tenacr for the following work ; 


Serial Name of Work Estimat d Earnst Period of Beet dite otro: 
ae Cost Money — Completion of application > 
Rs, Rs. 
1. Provn. of Augumentation of watir supply Addl. PPL —_ 80 Lakhs 1,20,000 15 Monihs 
Dabla at Jaisalm: r. 


30th September, 1999 


Contractors who ars not boras orthe approved list of Southern Command/MES ar. required to furnish 
applications gttésted Copies of] ttersof eniistm nt with other 


alongswi . 
departments/commands. Latest Ta ewith their 


| = Incom:: Tax , 
Certificate and particulars (including ereci« iiticis) of Works carried ¢ ut by them Guring the last three years stating the Wesifiation 
of the — officer (s) under whom executed. Earn st Money to be furnished alongwith the tender by the ‘contractor who Ru 1on(s) 
Standing Security with MES will be as indicated above. 


have no 


_ S$d./- 
For Chief Engineer 
[No. 83569/04/E8, dated 12-8-1999.} 
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GOVERNMENT OF MADHYA PRADESH 
MADHYA PRADESH STATE ELECTRICITY BOARD 
Office of the Executive: Director, (S & P-: GEN) Madhya Pradesh Electricity Board, Shed No. 15, Rampur, Jabalour. 
Tender Notice No. 47 :—Supply of MPO Assembly, etc. 


Sealed Tenders are invited for the following items for vatious Thermal Power Stations of MPEB from actual manufacturers/ 


suppliers: . 
Serial Tender: No. and Tender Particulars Cost of Last date for 
No. tender Submission an 
documents Uo sie of 
i 
1. 07-08/99-T-367/P211 — | ais 
supply of MPO Assembl y for BHEL make XRP Bowl Mills at HTPS.KorbaWest. Rs. 500 20th September, 1999 


STPS Sarni: & KTPS Korba East. 


5, 07-08/99-T-368/P-1— 3 
Supply of ERW Stco! Tubas for Air-Prcheater of SGP(Austria). Russian B & W and 


ABL make Boilers Units Installed at various Thermal Power Stations of MPEB as 
per B.S. 3059 Part-f. 


Rs. 1000 25th September ,1999 


3, 07-08/99-T-369/P+V/— | | 
Supply of Grinding Elements (Rings and Balls) for ABL make 8.5 E-9 Coal Mills of Rs. 1000 27th September,1999 
0 MW: HTPS. PH-I Korba West and 2X210 MW SGTPS PH-I. Birsinghput . 


2X21 
and ABL make 8.5 E-10 Coal Mills of 2120 MW ATPS PHII- Chachai and 1*126 
MW. KTPS; PH-IIIl. Korba East. 


4, 01-08/99-T-370/ P-V— | | 
Supply of Air Preheater Seals for BHEL make Rotary Air. preheaters installed at STPS Rs. 500 30th September ,1999 
Sarni. HTPS Korba West & KTPS-Karba. East. 


5, 07-08/99-T-371/P-V — | | 
Supply of Heating Elements (Basket) for BHEL make Rotary Air pre-heaters installed Rs. 1000 4th October, 1999 


at STPS Satni. HTPS Korba West and’ KTPS Korba East. 


6, 07-08/99-T-372/P-I— 
ety of Main Vertical Shaft fot BHEL make XRP Bowl Mills at KTPS:Korba East, Rs. 500 Sth October, 1999 
HTPS Korba West and STPS Sarni. 

07-08 /99-T-373/ P-LI— | | 

Supply of Upper Skirt Assy. Lower Skirt Assy. Journal Head Skirt and outlet Venturi Rs. 750 4th October, 1999 

for BHEL make XRP Bowl Mills at KTPS Korba East. HTPS Korba West and 
STPS Sarni. 


1999 


-08/99-T-374/P-1l— 
g. 07-08/ | 62 of B&W make installed at Satpura Rs. 1000 8th October, 


Supply of Beatings for Pulveriser Mill Typa-E-76/ 
TPS PH-I Satni. 


- 9-J-375/P-M— ; 
9, 07-08/9 | atge Valves for BHEL make XRP Bowl mills at HTPS Korba Rs. 560 11th October, 1999 


ly af Mills Disch 
nes pes KTPS Korba, East and STPS, Satni. 


- -T-376/PAV— . 
01-08 /99-T-376/ Gasket for BHEL make Bowl Mills of HTPS Korba Rs. 500 13th October, 1999 


Supply of Victaulic Couplings wit 


40. 
West, KTPS Korba East and STPS Sarni: 


- - = aT es — ’ 
41, 07-08/99-T-377/P-1 4 PE. Bends for 2%120 MW ABL Boilers at ATPS PH-II. Rs. 1000 15th October, 1999 


Supply of Ceramic Line 
Chachai. 

: : : gh . . 

i" Meuppy of crinding Elements (Rings and Balls) for E-70/62 B & W millsinstalled at Rs. 1000 28th October, 1999 
STPS H-l. Sarni. 
z - ° g i . . 

Me rela igeese 5 Bearings for Raymond make Coal Mills installed at PH-I, ATPS, Rs. 500. 1st November, 1999 

Chacha. 


14. acheaanigoues ete | for Dayid Brown/Greaves and Hitachi make mill Gear Boxes. Rs. 1000 15th November, 1999 
ty Bec inca ured Telephone Cables for various TPS of MPER. = . Rs. 500 30th November,1999 


Supply of PVC insulated Atmo 
C690 INDIAN TRADE JOURNAL @_ September &, 1999 


Cost of Tender Last date for sub- 
Documents mission and opening 
of tender 


Serial Tender No. and Tender 
No. Particulars 


16. 07-08/99-T-382/P-1i1— 
Supply of Coal Nozzles and Adjustable Coal Nozzle Tips for BHEL Boilers at KTPS, Rs. 750 7th December, 1999. 


Korba East. HTPS Korba West. and STPS. Sarni. 

Request for tender documents should be sent to the undersigned alongwith requisite Tender cost in the form of ctossed. Indian 
Postal Order/Demand Draft, made out on any day after the date of publication of the Tender Notice in the name of Regional 
Accounts Officer (CAU). MPEB. Jabalpur. Tenderers desiring to get the Tender Documents through Post should send additional 
Rs. 75 (Rs. Seventy five only) overt and above the tender cost towards Postal Charges in respect of cachtender. The tender docu- 
ments can be purchased upto 4.00 p.m. one day prior to the date of submission shown against each tender and shall be accepted 
upto 15.00 Hts. on the date shown against cach. 

Tender received within specified time on prescribed date shall be opened on the same day at 15.30 Hrs. (Fifteen Thirty hrs.) in 
presence of the tenderers or their authorised representatives, who may be present. 

Incase. tine last date for the sale of tender and due date for opening of tender happens to be a holidays, the last/due date shall be 
shifted to the next working day, for which no prior intimation will be given. 
urers/suppliers having executed orders for sucn items in State 


idders should furnish documentary evidences regatding expe 
without which the tender document may not be 


Tender shall be sold only to the reputed and established manufact 
Electricity Board/NTPC/Other Power Utilitics in past three years. B 
erience/orders executed alongwith application for purchase of tender diocuments, 


issued. 
Sal- 


Executive Director (S & P, Gen) 


“SAVE ELECTRICITY” 
[No. 07-08] M-16/T.Na. 47/4546, dated 19-8-99.] 


a fe 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 


Office of the Commander Works Englneers, Range Hills Road, Kirkee, Pune- 411003 
Augmentation! Repairs to Sewage System 


The Commander Works Engineers, Range Hills Road, Kirkee, Pune - 411003 invites the application from MES, CPWD, 
PWD and Railway contractors of appropriate class for issue of tender for the work listed below :— 


Serial Name of Work Estimated Farnest Period of Last date of receipt Book debit for 
‘No. Cost Money Completion of application advt, charges 
to be sent. 
Rs. Rs. 
1. Augmentation/Repairs to sewage 6 lakhs 12,000 04 Months # 20th September, 1999 GE(CME), 


system (aeration and settling Kirkee 

tank) and allied works at CME, 
\ Kirkee. 
Southern Command, Pune are required to ffurnish 
tment;Command, latest Income Tax Ciearance 
designation of the Officer (s) under whom 
MES will be required to pay Earnest 
lected for issue of tender. 


Contractors who are not borne on the approved list of Chief Engineer, 
alongwith application,attested copies of the letters of enlistment with other Departm 
Certificate and particulars of works curried out by them during last 3 year stating the 

same were executed. Contractors who have not lodged Standing Security with the 
Money as mentioned in Appendix ‘A’ while submitting the tender in case their Names are se 


[No. 82163/3/E8, dated 20-08-1999.] 
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GOVERNMENT OF INDIA, MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
Ordnance Parachute Factory, Kaepur-208004 


Thread Sewing. Cotton 


For and on behalf of the President of India, the General Manager, Ordnance Parachute Factory, Kanpur invites. sealed tenders 
for the supply of following stores :— 


Serial TE No., Nomenclature of Stores and Spefication Quantity Delivery:Required « 
No. 


1, CF-438/99006273/PROV./TENDER, 
dated 22-8-1999—- Am 
(a) Thread Sewing Cotton 100D Tex/6OG._. : : ’ . ‘ : 4622.00 KM Within 2 Months. 


Speen. : Thread Sewing Cotton 100 D Tex/6 OG tin tube of 1000 Mtrs.* IS =) 
1720-1978 (Variety No. 31) Except that : (i) Inapgearance, shade & 
finish and in other respect not defined in thjsIS standard, the material 
shall conform to the corresponding sealed pattern held in the custody 
of the Controller, CQAT&C, Kanpur. (ii) The dye fastness tolight 
when determined by exposing to source of light such as-high intensity 
carbon arc shall beat least VI Of the classification a dopted by the 
societyo f Dyers & colourist, Bradford, Y orkshie. (iii) pH value of the: 
aqueous extract shall be 6.0 to 8.5 when determined as per IS : 1390- 
1983 (cold method). 


| Inspection Authotity ; The Controller, CQAT&C, Kanpur-4. 
Inspecting Officer : SQAE(GS) Area Concern/Autho. Rep. 
(b) Sewing Thread Supn Polyester OG. : i ; : . : 2 . _ 11794.00 KM Within 2 Months. 


Specn. : Sewing Thread Supn Polyester OG. 
Specn. No. IND/TC/0296(b) Except Forlength/KG (min.) (m)-12800, 
count of yarn 250 D TEX X3. Bearking Load (Min.)-(50 Cm. between 
Grips)—23000 Mn. Final Twist IS Z. 


Inspection Authority : The Controller, COAT&C, Kanpur-4, 
Inspecting Officer : SQAK(GS) Area Concern/Avth. Rep.) 


Important Note ;--All tender documents attached with invitation to tenderers are sacrosanct for considering any offer as a complete 
offer. It is theirfor important that all tender documents/duly, completed-andvsigned returned with your offer, Failing which your 
tender will ke treated as incomplete and ignored. 


Earnest Money :—At the rate ot 2 per cent of the tendered value of the material in the shape of D A. Call Tceipt, Bank Guarantee 
of the State Bank of India or anyotherNationalised Bank of India for full quantity pledged in favour of G.M., O.P.F., Kanpur should 
accompany with tender, failing which offer will be ignored without furtherreference, Bank Cheque will not be accepted against Earnest 
Mon.y. Further Earnest Money received against any other tender invited by this office Will not be adjusted towards the current tendert 
which please note. The firm whoever Registered with this. Factor ‘yy; DGS&.D, other Ordnance Factory, NSIC.are.also. required to. deposi 
earnest Money alongwith quotation. \ ‘ 


Notes :— 

(1) In case firm who wish to quote against tender enquiry in question is not registered with DGQA for material to be taken 
under DGQA inspection must apply for registeration onthe formatto be obtained from residentinsp 2ctor of area concerned / 
this factory and submit the same alongwith quotation, failing which their quotation will be treated as incomplete and will 
be ignored: straightway without any further reference to them. 


(2) The contractors who are not registered with this factory should apply for their registration. seperately. 


(3) The firm shou'd quote with a clear validity of 90 days from the date of opening of tender, failing which purchaser ‘reserves » 


_the right to ignore the offer straightway without further reference te firm/bidder.. 


(4) ovln ae firin fails to supply the mtterial.as per delivery period stipulated in the supply order, the purchaser reserves the right 
toc arms bose) daniags or pr2-2stimated damage at the rate of the2.percent of value.of stores per month of default irres- « 
pective of the fact thatiths loss sulfared by the purchaser, for above default is quantitiable or not.. Default by part -of@the 


a 


month will be consid>r-d as default by one monthf or calculat on of pre-estimated damage. This is jn adition’ to ‘the rights”: 


and rem :di:s ressrved by the p urz rs Pen ati f 
ca 2 purch%s r to procure the materiai fro se where at firm’s risk and cost in the event Of your 
nonperformance. P Pp m else where at firm 
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(5) Te 


nder shoud reach imthis Offic. by .1.30 p.m."00..22nd October, 
from this office between 9.00 a.m. 


£999 onvprescribed tender forms “on-transerable, obtainale 
and 3.00 p.m. on any working day except Saturday on payment of tender cost of Rs. 50 
(Non-refundable) in the form of Indian Postal Qrder (Quoting T.ndcr No., Name and Address of the remitter). Tender 
will be openediin this office it 2.30 p.m. on 22nd Ociober, 1999. 
set will be sold/available at O 


Last Date for Sale of Tienader-is.18th October, 1999, Tender 
-P.F., Kanpur only after the release of the advertisen:-nt in the News Papers. 


Sd/- 
WORKS. MANAGER 


[No. CF-438/99000273/PROV/TENDER, dated 22-8-99.] 
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DirectorateéGeneral of Supplies and Disposals 


Amendment 
Office of Issue: The Government _of India, 
Directorate General of Supplies and Disposals, Parliament Street, 
New Delhi-110 001. 


Reference : This office tender Notice of even No., dated 


3-8-1999. 
CORRIGENDUM 
The time and date of receipt of Schedule to Tender No. BC-1/ 
RC-09011106/022000/SA/00-01/HI has been extended by 1-30 
p.m. on 2ist October, 1999. instead of 16th October, 1999, 


All other entries of the tender notice shall remain unaltered. 


Sd/- 
AsslIstant Director of Suppiles 


[No. OC-I/RC-09011106/022000/SA/00-01/HT, dated 20-8-99,] 


Extension of Due Date 
Office of Issué :—Directorate General of Supplies and Dis- 
posals, Jeevan Tara Building, 5, Parliament Street, New Delhi- 
110 OOL. 
CORRIGENDUM 


The following corrections may be carried out by to the T/E 
No. ME-1/RC-19060702/061999/EPFM/01. 


gxs.1. Time and Date upto which tender will be received at 
11.00 a.m. 


FOR 
READ 


: The existing entry. 


: 21st September, 1999. 


2. Time and Date of Opening of tender at 12-30 p.m 
FOR 
READ 


: The existing entry. 
: 21st September, 1999. 
3. Tenderers should keep their offer valid for 90 days from 


the date of tender opening or any extended date of tender 
opening. 


All other cantent terms and conditions of the T/E remain un- 
changed. 
Sd./- 
Asstt. Director (S) 
|  [No. ME-1/RC-19060702/061999/EPFM/01, dated 25-8-99.] 
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Gate Glove Valves 


Office of Issue :—Directorate General of Supplies and Dis- 
posals, Parliament Street, New Delhi-110 001. 


No. ST-2/RC-12181000/Gate Globe Valves/1999-2000/22. 

Due for Opening on 9th November, 1999 at 3.00 p.m. 

Estimated Drawal : Rs. 65 Lakhs. 

Sealed Tenders are invited on the prescribed form or behalf 
of the President of India/Purchasers named in the schedule to 
Tender Enquiry for the following Siores :— 


Item 
No. 


Description of Stores Period of 


R/C. 


1. Gate Globe Valves of various sizes con- Rate contract 
forming to IS : 778/84 with Amct. No. from 1-2-2000 
1 & 2 (Re-affirmed, 1990). to 31-1-2001 
Or One year 
from the date 
of conclusion 
of R/C, 


Intending tenderers may obtain a copy of letter of invitation 
to tender form complete with schedule from DGS&D, New Delhi 
and its Regional Offices at Mumbai/Calcutta/Chennai on Ppay- 
ment of Rs. 250/- (Ruppes Two hundred fifty only). Tenders 
submitted on the prescribed form only will be considered, 

Sd./- 
Deputy Director (S) 


No. ST-2/RC-12181000/Gate Globe Valves/1999-2000 
dated 27-8-99.] /22, 


Pulse Oxymeter—Extension of due date 
Office of Issue :—Directorate General of Supplies and Di 
sals, 5,Sansad Marg, New Delhi. a all 
Reference +: This office Tender Enquiry No. EI-3/215 022 
26-5-99/83/Cell-1045. Pic ad 
Due for opening on 19-08-1999 for Pulse Oxymeter—1 No. 


The following amendment has been authorised :—. 


FOR __: Time and date of Receipt of Tender upta 11.00 
a.m. by 19th August, 1999, 

READ : Time and date of Receipt of Tender upto 
11.00 a.m. by 28th September, 1999,¢ 

FOR: Time and date for Opening of Tender at 12-3 
p.m. by 19th August, 1999, : 

READ 


: Time and date for Opening of Tender at 12-30 
p.m. by 28th September, 1999. 


All other terms and conditions in the T/E remain unaltered. 
Sd.J- 


Asstt, Director (Sapplies) 
[No. El-3/215/0215/26-5-99/83/Cell-1045, dated 26-8-99,} 
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Chain Pulley blocks 

Office of Issue s—The Directorate General of Supplics and 
Disposals (ST Directoraic), Jeevantaia Building, Parliament 
Street, New Delhi-110001. 


Tender No. ST-1/RC-13150501/022000/Chain Pulley Bolcks/ 
2000-2001/21. 


Due for opening on : 2nd November, 1999. 

Scaled Tenders are invitcd on the prescribed form on behalf 
of the President of India /Purchasers named in the schedule to 
Tender Enquiry for conclusion of Rate Contractrs, for thc 
following items of storms. 


Item 
0. 


Description of Stors and Specification 


Description : ISI Marked Hard Operated Chain Pulley 
Blocks triple spur gear type to IS : 3852/86 (with amdt. 
No. 1) in the ratings of 1.2,3,5, and 10 matric tonnes 
capacity. 
(a) Hook Suspended. 
(b) Trolley Suspended. 

Thz Chain Pulley Blocks shall mect the following specifications : 


(ij) Hook-Stcel forged confo:ming to IS-8610/77/weight mm) 


is 


(ii) Load Chain wheel made on malleable castings with 
cast catia Pocket mounted on rolling type bearings. 

(iii) Load Chain-Sttcel grade 80 of IS : 6216/82 duly heat 
treated for toughness and war registance proper 

(iv) Hand Chain Wheel-made of CI grade FE-210 to rn— 
steel or steel fabricated/pressed. 

(v) Gears-Alloy steel, machine cut duly hardended/over 
hardended for longer life. 
Enclosd gears shall have suitabe liubrication system. 

(vi) Brakes-Screw and friction type. 

(vii) Pawland Ratchet whcel made of stecl, hardened/tempar:d 
fo hardness as per cl. 4.4.3. of ISS : 3832/86, amdt. No. 

Notes :— 


1. The tendercrs shall quote only IS] marked chain pull. 
Block, against the subject tender enquiry. ai 


im Tendercrs shall submitted the copirs of valid BIS errtifi- 
cation and design approval c:rtificate, for cach rating/ 
type of Chain Pulley Block alongwith their offer. 


3, The tenderers shall furnish comp|.te technical paramctcrs/ 
details of the stores alongwith the offcr. 
II, R/C Period : 1st February, 2000 to 3ist January, 2001 
or one year from the date of conclusion. 
Ill. Estimated Drawals . Rs. 25 Lakhs. 
IV. Intending Tenderers may obtain a copy of the letter of 


Invitation to Tender and the tender forms complete with 
schedule from the DGS &D New Delhi, and its reginal 
supply offices at Bombay/Calcutta/Madras and Quality 
Assiirane> offices of DGDS &D at Bangalore/Hyderabad/ 
Kanpur /Jamdshedpur /Bhillai/ Ahmedabad/ Indore/ 
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Ludhiana/ Jaipur/ Maligaon/ Cuttack/ Patna and Earna 
kulam from 10.30 a.m. to 1.30 p.m. and from 2.00 
p.m. to 3.30 p.m. on any wotking days on payment of 
Rs. 100 (Rupes One Hundred Only). Tendcrs sntmittcd 
on the prescribed froms only will be considercd. 


Note Regarding Rc qn. 


Tenderers may please not that rate centract shall be awaided 
to only such firms who are registered with DGS&D or 
With NSIC for the item as Tender Enquiry Spccificaticn. 
The firms who get registered within 90 Cay. from the date 
of t nder opening may also be considi1:d for award of 
rate contract, iffound otherwise eligible. All the ten- 
derers who are not registered and are disiring to 
participate againsf DGS&D Tender Enguriy for rate 
contract must immediatuly apply for registration and have 
thimsclves  registurcd. For any other information / 
Probus in this regard may contact Dircctor (QA) of 
area concerned, 


! &d./- 
Assistant Director of Supplies 


[No. Tercera 0022000) Cae Pulley Blocks/ 
2000-2001/21, dated 13-8-1999, ] 


No. : ST-1/RC-132004]2/Fire Extinguisher (Civil) 022000/2]. 
Fire Extinguisher 

Office of Issue :—-The Directorate Gencral of Supplies and 
Disposals (ST Directorate) Jeewan Tara Building, Parliament 
Street, New Delhi -110001. 

Tender No. ST-1/RC-13200412/FE(Civil)/022000/21. 

Due for Opening on : 3rd Nov ember, 1999. 

Sealed Tenders are invitcd on the prescribed from on_ behalf 
of the President of India /Puchasers names in the Schedule to 
Tend.r Enquiry for conclusion of Rate Contracts, for the 
following items of stores. 


Item 
No. 


Description of Siores and Specns. 


1. ISI marked portable Fire Extinguisher Watcr type (Gas 
Cartrige) up-right design, capacity 9 Ltrs. conforming to 
IS : 940/1989 (Thrird Revision) with LTB Cap. body 
and Nozzle. Plunger shall be made up of 1TB/Brass and 
fitted with stainess steel piecer and complete with set 
of Brackets but without the initial charge. 


(a) Ditto—but with initial charge but water to be added 
at Consignec’s end. 


(b) Same as item 1 above but with plastic cap. body and 
nozzle. 


(c) Same as item J (b) above but with initial charge. 
Waier to be added at Consignee’s end. 


Material : The material of construction of various parts of 
Fire Extinguishers shall be as per table 1, clause 5.1 of IS : 940/ 
1989, 


Item No. 2 : ISI Marked  pertable Fire Extinguisher 
**Mechanical Foam type’ up-Right type, caapcity9 Itrs. Conf. to 
IS : 1024/1982 with amendments (1 to 3) (Re-affirmed 1995) witd 
LTB Cap and Nozzle, plunger made up to Brass attachep 
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uiwith plefcer made. on stainless steel, complete with set of Sodium Vapour Lamps 


“Brackets but without: initial ). charge. R : 
} meee it i marge Office of Issue : —The. Directorate General) of Supplies and 
‘tem 2 (i) same as avove but with) initial charge. Disposals, 5, Sansad Marg, New Delhi-110001. } 
Item 2 Vii) Same 2s item 2 above but with plasectic cap and Tender Notice No. —ES-7/RC-14031200/HPSYV /2000-2001/37. 
nozzle. 
< i Tender to be received latest by—-15th October, 1999 upto 11 a.m, 
“Item 2) (iii): Same as item 2 (ii) above but with initial charge. 
Tender to be opened on— 15th October, 1999: at 12.30"p.m. 
| Material : The material of construction of various parts 
of Fire ‘Extinguishers shal! be as per clause 4 to IS. 1024/1982 
with /sAmdt. 1 to 3. 


Tender shall remain valid for acceptance: till--96 ‘days* from 
the date of Tender opening. 


Item No. 3: IS{ marked portable Fire Extinguishers suitable 
for fighting fire of clauss B and C Dry power Fire Extinguishers 
conf, to. IS 2171/85 (third Rovision ) (Reaffirmed 1995) 
. with Amdt: No. 1 and Z, cylindrical of 5 kg. Capacity and !0 

kg. capacity with Brass Nozzle and Discharge fittings bui without 
initial Charge. 


Price per Tender Set—Rs. 500 (Rupees Five Hundred only). 


Nature of Tender--On Rate Contract basis for the period a 
Ist March, 2000 to 28th February 2001 or one year from the dat 
of conclusion of the Ist Rate Contract. : 


Sealed tenders on prescribed tender form in duplicate are invited 
on behalf of the purchaser named in the schedule io the invitation 
- t0 tender for the following items :— 


Ite No. 3 (a) Same as item 3 above but with inital charge, 


Item No. 3 (b) : Same as item 3 above but with plastic nozzle 


and Discharge fittings. Item Description of Stores and Specification 


No. 


Item No. 3 (c) 


: Saime as item3 (b) above but with inital 
charge. 


Scheduie-I :; 
bit High Pressure Sodium Vapour Lamps conforming te 
IS : 9974(Pt. 1/1981) with amendment No. Ito 3 andus ; 
9974(Pt. 11/1981) with amendment No. | to 2(re-affirmed 
1992)of the type and rating given below :.. 


Item No. 4: Portable Fire Extinguishers, Dry, Powcder 
types(Stored Pressuere)ito IS > 13849/1993. | (Re-affirme d- 1998). 
(a) SON 70 Watt 
(6) SON 150 Watt 
(c) SON 250 Watt 
(d) SON 400 Watt 


Capacity : 0.5 Kg,. 1 Kg., 2 Kgs. 5kgs., and 10 Kgs. 


Il. R/C Period : Jst February, 2000 ato 31st January, 2001 
or One years form the date of conculsion. 


III, Estimated | Drawnils : Rs. 1.82cr. 


Scheduie-II : 


High Pressure Sodium Vapour Lamps of Ellipitcal shap 
with diffused coating of rating 100 W conformming to TEC 
652 latest and the following additional requirements : 


“IV. Intending Tenderers may obtain a copy of the letter of 
‘invitation to. Tender and the Tender forms complete with schedule 
from the DGS&D, New Delhi and its Regional Supply Offices 
at Mumbai/Calcutta/Chennai and quality Assurance Offices of 
DGS&D at  -Bangalore/Hyderabad /Kanpur/Jamshedpur/ 
Bhillai/Ahmedabad/Indore/Ludhiniana/Jaipur/Maligoan/Cuttack/ 
Patna and Frnakulam from 10.30 a.m. to 1.30 p.m. and from 


(a) Initial light output(at:the end of 100 hours of ageing 
not less than 8500 lumens. | 


- 2,00 p.m. to 3.30 p.m. on any working days on paymet cf Rs. 500 (6) Light output at the end of 5000 hrs. of life(whic: 
o* (Rupees five hundred only,). Tenderers submitted on the pres- shall include in initial ageing of 100 hrs.)shall mot b 
‘eribed ‘froresonly will be considered. less than 85 per cent of the initial value. | 
sa: ti (c) The lamps shall be marked with (a) Name of Manufat 
V. Registrations .—Tendercrs may please not ‘that rate turer (b) Lamp designation (c) Rated Voltage ¢ 


contract shall be awarded to only such firms who are registered Voltage range (d) Wattage. 


» with DGS&D' or with NSIGjfor the stores/Iten:s as per description/ 


Specifications given above. Thefirms'who get registered within 

90 days fron: the adate of teiider opening may also be considred 

form *award of rate contract, if foruud otheriwise eligible. All 
the tenderers who are not registered and are desigring to_parti- 
cipate against DGS&D tender Enqurity forgate contract must 

im -diateley apply for registrations and have | themselves 
rogitersd. For any other information'/ problems in this regard. 
may contract Director (QA) of area concerned. 


SdJ- 
Asstt. Director (Suupplies) 


<* [No. ST+£/R C-13200412/Firde Extignugisher (Civil) 022000/ 
1 21, “dated ~~ 23-8.1999] 
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The sampling for tests and conforming requirement wi 
be the same as for the lamps at schedule-L. | 
| 


Schedule-IIl : 
Tubular shaped high Pressure Sodium Vapour ‘Lam, 
clear with external ignitron conforming to TS :.9974(Pt. | 
1981 with amendment No. 1 to 3 and IS ; 9974)Ptl, I 
1981 with amendment No. 1 and 2 of the type of ratit 
given below :— | 
(a) SON-T 70 Watt 
(6) SON-T 150 Watt 


(c) SON-T 250 Watt. 
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Notes for Scheduie I, If and If above. 


1. Manufacturer should furnish guaranteed minimum lumen 
output of their lamps. However, figures ‘lower than those 
mentioned above or in ISS are not acceptable. 


2. The firm should confirm that they are holiding life Test 
Certificate as per above specificatior. They should indicate 
the Type Test Certificate No. and date and the laboratory 
where the testing has been conducted. If the firm do not 
Posses the type test certificate, their offer will not be con- 
sidered. The type.test ceriificate are to be furnished to the 
concerned Directorate of Quality Assurance at the time 
of offer of first lot for inspection. 


3. Information regarding complete lamp operating date for 
reference at the time of testing and the ballast design 
should be indicated by the tenderers for 100W lamps. 


Intending tenderors may get a copy of the letter ofinvitation 
to tender ard tender forms complete with schedule from DGS 
and D, New Delhi or its regional offices at Mumbai. Calcutta, 
Chennai and DGS and D. Quality Assurance officees at Banga-, 
lore, Hyderabad, Kanour, Chennai, Calontta, Jamshedpur, Bhilai 
Ahmedabad, Indore, Ludhiana, Jaipur, Patna, Guwahati, Cuttack 
and Ernakullam on payment of Rs. 500(Rupees Five Hundred 
only}from 10 a.m. to 1 p.m. and 2.30 to 4 p.m. On all working 
days. Tenders submitted in the prascribad Tender forms will 
only be considered. SSI Units who are registered with NSIC 
for the subject stores may approach NSIC for obtaining tender 
set free of Cost. SST Units who are registered with DGS and D 
for the subject stores miy collect tender set free of cast on produc- 
tion of documentary evidence of their rogistration. 


Sd.|- 


Dy. Director 
[No. ES-7/RC-14031200/HPSV/2000-2001 /37, dt. 27-8-99. ] 


DIRECTOR OF SUPPLIES (TEXTILES), MUMBAI 
Office of the Director of Supplies(Textiles) New C.G.QO. 
Building, 6th Floor, New Marine Lines, Mambai-400020. 
Cotion Twine 
Office of Issue :-—The Disector of Supplies(Textiles), 6th Floor 
New C.G.O. Building, New Marins Lines, Mumvai-400020. 


Tender Notice No.—T- 1/R.C-93020500/Cotton Twine/12-1999/ 
009. . 


_ Tender to be received by—1.30 p.m. an 26th Oc-ober, 1999. 
Tender to be opened on—3 p.m. on 26th October, 1999. 
Price per tender set—Rs. 500(Rupces Vive ifundred only.) 


Offer to be kept valid for acccpianss—-90 days from the date 
of tendar opening. 


Nature of Tender—-D.D.O. operaicd Rate Coxtiaci bassi ° 
far the period of 1 year from date of conclusion. 


Extimaied Drawal—1 Crore. 
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Sealed iender on prescribed tender forms:in duplicate iat in» 
ted on behalf of the purchaser named in the schedule to invitation 
to tender for the following on rate contract basis. 


1. Description of Stores: 
(i) Count of Twine-590 dtex /5 
(ii) Construction-5 strands each Single. 
(iii) Direction of Twist-Z/s 


(iv) Minimum Lonzta par Ke of Finishsd Thread-3225°4 
Mtts. 


(vy) Minimim Avg. Broaking strength of finished thread 
(61 Cms. between grips)tested after conditioning -4Kg 


(iv) Lea Test (Min.)—340.2 Kgs 
(vii) Stores to be supplied in the Balls of 100 Grms- 


> Marking: As per 'S :2413:78 with amdt, No. 1 

(ve-affrimed-1992), 

3, Packing : Cotton Twine shall be made into balls and 
shall be wrapped in all paper to form a convinient Sizg 
bundle. Suffigieflt number o such bundles shall be pacKed 
in a corrugated corton box. lined with paper water proof 
of polythelene and secured to withstand transit hazards. 
Gross weight of catton sha'l not exceed 30 Kgs. 


4. The Rafe Contract to be cancluded will be Governed by 
DGS and D-68 (Revised), DGS and D-69. DGS and D-229 
as amended upto date. The Rate contract to be con- 
cluded will also be governed by the General Terms and 
conitions Governing the Rate Contract and Instructions to 
the Direct Demanding Officers and Cansignees Form 
DGS and D-1001. 


5. Indenting tenderers may obtain the copy of the letter of 
invitation of tender and tender forms complete with 
schedule from DGS and D., New Delhi and its regional 
offices at Mumbai. Calcutta. Chennai on 
payment of Rs. 500 (Rupees Five Hundred only). from 
10 a.m. to 1 p.m. and 2.30 p.m. to 4 p.m. on all working 
davs. Tenders submitted in the prescribed form only 
will be considered. 


Sdj- 
Asstt. Director of Supplies 


[T-1/RC-03020500/Cotton Twine/12-1999/C09 dated 
20-8-99}. 


REGIONAL DIRECTORATE, CALCUTTA 
Deep Well Hand Pump 


O ffice of Issue :—Directorate of Supplies and Disposals, 6, 
Esolanada East, Calcutta-700 069 


Tender No. — CP/3/RC-13020900/032001/DWHP Marked II 
and [11/2000-2001, Dua by 22nd October, 1999 at 3 p.m. 


Item reserved for purchase from KVIC/Women’s Developement 
Co-Operation/Small Scale Sector and will be purchased from 
them only. Quotation reccived from other sector will pot De 
considered. 


Sealed tenders on prescribed tender forms are invited on behajf 
of the purc’laser named in the Schedule to the invitation to tende | 
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form for Rate contract for ‘Deep Well Hand Pumps Mark-II 
-and Tr’. 


Item Description of Stores and Specification 
No. 


1. ISI marked Deep Weli Hand Pump MkK-II conformig 
to IS : 9301/90 with Amdt. No. 1 to 3 complete with acces- 
soriecs. 


2. ISL marked Deep Well Hand Pumr ME-I) conforming 
talS :13056/94 complete with accessories. 


(Details may be seen in the Tender Enquiry) 
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Estimated Drawal Rs. 77 lacs. 

Tatending tenderers may obtain the tend rt form: 
tender Schedule from this office or from DGS and I 
and the regicnal offices of DS andD., ChennailMum 
tat of Quality Assurance circl wiselist as mentic 
endotsement on payment of Rs. 250 from 10 a.m.’ 
and 2.30 p.m. to 4 p.m. on all working days. 


Tenders submitted in the prescribed tender far 
be considered. 


[No. CP-3/RC-13020960/032001/DWHP Mark II 
2000-2001, Di. 30-8-99.| 
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Rs. 760.00 (Foreign £ 88.62/$ 273.60). 


Directory of Indian Exporters, 1997 


(24th Edition). 
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indian Trade Classification (Based om 
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Coding System) (Revised Edition effective , 
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Foreign Trade Statistics of India (Principal » 
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NOTICE INVITING TENDER NO. 22 


Sealed tenders are invited by The Chief General Manager (MM Division), Koyla Bhawan, 
Dhanbad from bonafide manufacturers/dealers exclusively authorised manufacturers for BCCL 
only for supply of the following materials :— 


ee 


Sl. Tender No. Description of materials 
No. and Quantity 


Se = 


1. CAL/970259/E58/Metha- DGMS (India) approved portable Methanometer with 
nometer/HQ/99-2000/ BIS certificate. 
ADVT/I5 


ca PUR/590060/CT & PT/ 3.3 KV CT & PT—36 Nos. 
4/99-2000/35 


3: PUR/56016/MV Fan/99- MV _ Fan complete with electricals PV-200/Eq.—3 sets ; PV- 
2000/34 160/Eq.—2 sets ; PV-120/Eq.—i Set; Rotor assembly complete 
with shaft and pulley PV-200—6 Nos. ; PV-160—2 Nos. 


Last Date for receipt of tender and Date for opening of tender is 23.09.99 for SI. Nog 1 ; 30.09.99 
for Sl. Nos. 2 & 3. Cost of Tender documents is Rs. 50 for Sl. Nos. | & 2 ; Rs. 100ffor Sl. No. 3. 


Tender documents can be obtained from (i) The Office of the Chief General Manager (MM), 
BCCL, Koyla Bhawan, Commercial Block, P. O. Koyla Nagar, Dhanbad-826005. (ii) The 
Office of the Dy. Chief Materials Manager (Pur), BCCL, 6, Lyons Range, Calcutta-700001, 
(iii) Materials Management Cell, Coal India Ltd., 402-404, Ansal Bhawan, 16, Kasturba Gandhi 
Marg, New Dethi-110001, on payment of requisite cost of the tender documets by way of Indian 
Postal Orders in favour of BHARAT COKING COAL LIMITED. The tenders will be 
received upto 1.00 P.M. on the due date and will be opened at 3.00 P.M. on the same day 
in the presence of attending tenderers. Sale of tender papers is received by post or 3 days 
prior to the. due datein person. BCCL is not responsible for any mis-print in the Newspapers 


and delay in receipt of documents by post. 


\ 2) 


USE COAL : SAVE TREES 


0369504 FOO 29EOF 7S GSHHS ISOS FHF OHHSD- AM>HFOHOTOOSOS 


- INDIAN TRADE JOURNAL @ September 13, 1999 ; 


604 69496669866$S504 44 ADVERTISEMENT 6696 969469650990008 € 


VSN/HO/COML/IMP-43 & 44/99 


VIDESH SANCHAR NIGAM LIMITED 


(A GOVT.OF INDIA ENTERPRISE) 


INVITATION OF GLOBAL TENDERS 


Sealed Global Tenders are invited from the reputed bidders for Supply and Installation of the 
following equipments for VSNL :-— 


i 2, Fen ee: =< ae — —_—~ ~ a — no ee nr mee: 


Tender-No. Description of Eqpts. Tender E.M.D. Due Date 
Cost 


nm eS Eee—E—E—E—eee—eeeee SEES ie SEE fol EEL Ppa 


IMP-43 MCPC Mux for Digital TV for Rs. 5,000/- Rs. 8,00,000/- 13-10-1999 
Bangalore, New Delhi, Chennai OR OR 
and Mumbai. US$s 200.00 — US$ 20,000.00 


IMP-44 DCC Cum Mux for Mumbairegion Rs. 10,000/- Rs. 15,00,000/- 12-10-1999 
and Pune. OR OR 
USS 400.00 USS 40,000.00 


A complete set of tender documents can be purchased by the interested bidders on submission 
of written applications to the address given below giving details of their address; for communi- 
cation including Contact Person and Internet E-Mail address and upon non-refundabal paj ment 
as above in the form of Demand Draft payable at Mumbai and drawn in favour of Videsh 
Sanchar Nigam Ltd. The tender documents will be available for sale’ from 31-08-1999 to 
30-09-1999 between 1500 hrs. and 1700 hrs. on all the wotking days. For further details, you 
may visit our Internet site, www.vsnl.net.in/tender.html. 


All tenders accompanied by Tender Security as given above shall be submitted on or before 
1100 Hrs. (IST) on the due date to the address given below. The tender shall be opened at 
1500 Hrs. (IST) on the due date, 


Chief General Manager (Commercial) 
Videsh Sanchar Nigam Ltd., 4th Floor, Videsh Sanchar Bhavan, Mahatma Gandhi Road, Fort, 


Mumbai-400 601, India. Phone : +91 (22) 2624020/2655015, Telex : +81 (11) 82429 
VSNH_ IN Fax : +91 (22) 2619640/2619632 Extn. 2311 
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7° 
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aaa 


€ 


areata fafaary 


aréy eva ara siftinrfal # sarard 


ayfafeas srrerd gy sivdwee apfateraa, sueer era ard “iferw ge aie” ara 8 ats 
S4TC @1 ares areca ame sre erfem) cer ones fered SM ara S oe a afew Fer 
aarere vel % @ fear or awe G1 (ered fata feral % fea 102 % aqrag Ss! He 
do 29) ana tela auer/cen aver @ Seni/ewal &aqda fem a g fee ea cia 
er aréeada gq era wl 


fufear qwerd @t afte # werfites, arfinfiers sven) qa sedeae aerated, 1, elisa 
tise ele, SEHET-1 e da afer ot ard aifec | 


firfrer qaang afe feii arene, wer fae ce ge mere faery, af feet cee equee 
waar orfeenifeal ecrfe ere Sfea et sired) edfera gt, at wa sare et fafaer wt fs ca faa 
@) ga: Afee al a orl arfeg i ea aqte % wTeH wT seer HA Te fifaad “kfeda Fe oie” 
® et arc serfs Gf awedt gi faah fad ard ew are sifeerd ati gy afefatte F qa 
& factare gtd: 


nfs quae et ond gama “fer ge ara” F serra qaag ata ara OY ae dna 
neifeamea % dia aeie qaoge sid? sifeus 


fafeareraral 1 aad &@ ear ext tq wa geree oF fafa o 15 feal or ana fea Get wifey) 
east fafaar qual ara sad fed ern fafeaa er 8 aot art aifeq i 


“feaa bv ada” qdefaa stenat & aqare aya a fed sig Te “he feat fawrwa afe gy, 
er oe facterd. aia agl waar g | 


"feay fe ade” @ xuyfed fafa quasi @ fag faa eid soma fries, cared few, fafee 
aera, feest—110 05461 “ane fadew” feet oe Taegu, taifna feate gas gear ea HT 
ey arqay | 


or Get era mfaerfet & cade fear ona g fe afaal fe deve sar Sereda ariteat 
@ waa @ fag fae war fed oieiise ceeig qua Gee | 


ifeay 2s wat @ faarax 15, 1909 


(3) 


#93 


aaat 


faqa : Srosfhouyo Wis SoH 135 HM (Gtawal ¥ far aT aT) 
are Wadi—aa—aa fares BT AeatHT | 


gang sifsarty erat aa fora fear wat & fH “eyosffommo weg ~gpo—135 
(qfanai’s faa ar ert) ce qadiea-ae fate GH FT Asa 1 GA, 1985 
@ fara sare er: 


({) gtosftowgo wes o-135 HA (Ghrwal * faa aT HTH) aT ara 
sft a wp eqar are ofeat a; wa 


(ft) qadt—aa—Sa fare et era 25 ¢3 afe ord 


me carat a stasr dit freny osftompo we o-135 HT at Ae 
qe ust qadi-an—qe fare we at aie Be sik 1 Fosffowqo uss g—135 
RH tt AIT Ret aT aaa fess qe wo 5 we AIM Tadt-sH—-Ae fare ont 
sit fea Hae} raat, aT fag Ae fo 5 Bit) a GTA Hea fast feraTal 


q ora fat at aaa | 


afe wrt at qsitet ste at dsitaa oda err wey aT oaernaT er at 
afaaa ad war axa afer) wer cat at adenst F eT WT aM ater 
Teer werfese ya atfe e Sq y Aor var weg edteare sal Pear saa 


94 tfeay Ze ait “@ Fratat 15, 1999 


AN =F 


areedta fafaar gaat f-- 
SE PE 


TA 
Zo 


£2 


AISA. ATES 


faq AeTAa 


ay A Haas, savy (WET W27)—455 003 


qantaaa qeq az, arfa 


fart arty ar argfa 2g fasifea ova & yezaea fafaart art 4.00 


AAA HT faqazy 


wantaat sty Fe (15 tao Tho), fas “aretar” arat 
“Ho Ueto Alo” Ta 150 fro fito sitet ae H fac 
saad, arty faferftefaat, a aaae 


(a) = fay fafaw mez, det arearés, Ae 15 
Uo Uo (araTs) If 


(4) srs feqe gafan ord 4.00 fto fio, 
SAHA, AtATE 45 7 50 Fito fito (faavsrHa) 


(1) stare fecrs éafam argez 4. 00 fo ftto syaRIZz, 
arate 45% 50 fito fro (mifana) | 


(4) € faq fafair HET, Wo UWHo No 4,00 fifo 
Fito srepftet, arate 45 41 50 fro fito |. 


Tal 


~2at 


50 at 


10 47 


1047 


40 47 


fafaar 
TT BT 
Hea 


wT 


am an avafad at stat # — 


fafaaravadaaat fafaar aaa Ft 
afar fafa, afan fata 


26 Meat, 1999 27 wAqaz, 1999 


28 4A, 1999 29 HAAN, 1999 


fratfza fafaar ana font fafinftedt ca sat ar seve fear mare) verdes, aa ale WET sar (eT NAM), H sIATe7 
fo siaa wer aT ane aaa ara Te agar nea Bar afaare, aH ate nama, sat (mer sam) Har Fay aay aree/feqng 
grie/areata Geet arse art anea ari faadi a (atare FT weet) sea fet oT awe gt TAT ae vara za fH woth sete 
aq * faq aat-aan fafaar yoga ata ait 


tfert és mit @ faarax is, i999 


Ps 


[Ho ato WAo Tro /Mo/fafaa/ 65/99 met, feats 2¢-s-99] 


HIS 


Ara atTaTe 
wat Waray 
Sfeaa areata Gaezt 


| 
arsary GI, WSTUI—441 906 . 
alesitan Sa, aufz } 
wea & ugafa at ate F mermaay, arsarr Gaztt, vsr——441 906 (meres weer) farafafaa art % fa fetie 21 : 
weqgax, 1999 sf fafaar amafad sez g -—- 
aaa fanioit sere & on farafefaa faaeit & aaa at etesifaa sq 21a Ga ana os ara qerdtt Bate eam fafad 
qa (ad7) aarare etna % aren faa—fre ae 2 asta PavaarH cis F aezeqs adl gor Bi ga ea weal st qa: ls ae 
gat faaq-fat arit/qat a TT BT SaTHl HEMT Ua HAs HUA Brat gi sx Gal eatal st sar aM wz é fa fram, Tee 
eral Bl HM HT Qe aq aa di 4a fara ga ver & santa fear or zat & fe seca ofear ast at Fan wa faeaa art fafaaera : 
(ary eaafeaert) dare pet H fav awh He ae | j 
: 
Sa st fare fart gare # —— ; 
(a) waar :--3a q fara fafaa nea ait ait ufaet at amram 2 
(i) @t aa as (areeza), ara azar oa fafasz | 
} 
(li) wae feat Sere feferfaes | 
(iil) fofafaatr Fae % faw um fafasz 
(iv) Ua esana fafrsx 
(v) ua feet Sez fafasxi epee 
(a) aareaa :-- 
(i1)j ww gegifan grt forza Gaz org aratfen Faz 320 ary AvEetT (To Ao To) ¢ 
sy fafast st arq seat f1 : 
mee * : ¢ eF ’ 
Se a a re. Se : a 
(1) 8 faet suaiit arftar afet we gregiaa antes seta vagrqee aur aratien 
Tat 130 ay avedta (to 2to uno) fafafaatt Sax aar etama sic freq 3 % 
Sax fafasa % fae fafase ara wear 21 
4 “e ) 4 
(i) 130 aT] RVG Tat A aaaarat wa aresifaa = faeza Fae arg sratien Faz i 
130 AY Arstitq (Wo eto Ao) 1 4 
ae r 
(iv) Um aT tem aTTAT | 
: 
(§) amt faaet (stat) :—— Beet d 


(i wa sa Wat ; . £15684 
(i) -wIaefen san : . 820 Fo FHlo/Alo Uo? 
(il) | tar eerH, ; : . 630 2H UF 
(iv) fa-Saqrae ; sg) eee 
V) aratfen rat “130 %o Sto fate Ut. 
; et 400 UHo Ute 
(vi) Sac fedlafgee eae et : “3 le) tah a 250 UH UHe 


een oizar qa wana % gor faa ud azatay staat & ary farafafiad at fire : 
aT ara 
aaa Fraioit AEe1z x (Harare) fried 906° 


ep 


CUR . Cdei ae Yersr @ Per es poe 
96 . afzaq fs wie @ faarazt 15, 1999 
/ 


Me 
; 


Aamaras, oreaer Beet, Were et fear sro ware feat svat awl fafaaral et te sma edtare Ha mT afsaTcett i feet 
wart wT faare std TX agaras, wrsdee Hasty Werer wr fava afar ca ateq HT ETAT | 


Geto 
HerTaeTH 


[Ho Fto.ato/wHo Fto/3018/fafaat/zto Fo/a#to Go, featH 10-38-99] 


MIA ATHTT 
TAT WATT 
WaT HSA Hace 
weary Haat, HUSATT—-201 206 
Hla AAT 0575-7109104 710913 fatate—- 343 


aifest aeita, atte 


nat saeers, wae frac, waar, frat arfearare (saz ser) farafafea asitat st argia 2a fafasy cra wet aa * fac 


sre wala faaiamt/argtaraint & wer ca amfaa Hey g:-- 
fafaat ata Heat BIZ aTal fafazr @lqt aT 
aeita ar frat fae 
753/237/%° Wo 
attest ama E ; ; : . ; ; , Lat 06 Har, 1999 
756/586/g0 WHo-— 
aati; ; : : ‘ . : x : é 2 mT 06 A#qaz, 1999 
756/559/f0 Wo-— 
fant dieaa afesa az , Be 5 ; ; ; : ; 1 77 06 wea, 1999 
756/576/$0 UAo—- 
qaniaaa daz : : : 5 . ; } 1A 06 Haat, 1999 
amy fran ca na 
sean GH fafaar acaraat & far aga aaa * ara farafafad dart we —- 
(1) fafaar sina fafaar % sete ae % fae At garay, ato fro AureaNe F get aw fHat wl weetasa SH A eq so 
al fears 29 svat AMES ATTA Gieea Arex TAT HH arg far at aga B1 
(2) Sera aeaeT ea aH tA Tat AIST (tho To Ato—-fsafzama) F arare ge gat arfacs 
(3) ame fafaar ETH atgo To UHo FFo--2321 F ante dem 3 F faq aaqare geara H ary faaaa faaey yay rar 
arfae | . 
(4) sim ofema qf fafaet ceria gtea a ata/faaea & oer sta ar et ora at feats a aray fenton quaant farmarz 
wat str 
(5) swiaa waa ® arage fafaar ord arth Hea H fay arag faa were H ara Prey Ar asay ae aaah er qa/ 
ealare Hea /fazea He at afuare gefar 2) 
(6) ava fanioit aeaame at ae at afarre aziea 2 fie fantoit 3 cnrae faa A fear ete stem aaa araaal et anat/ 


aaa BT AeA Fe) 
[ao 753/237/Z08, faait 21-8-99] 


gieaq Fe sia @ fHataz 15, 1999 HI7 2» 


tisy atte —— 


TMT ATHTL 
Hraiat, ait care arataa fafecarara, wage 


snin/3310/ata wrstz/zoutofqo/1999-2000 : ae FaTAE Rag, atfe 


ra fafeenad % aca were Zq frecifea arnt) ao sa neta faface arifaa Fr oat # | fafaart om ad tt wat ® fav 


areq Bhatt :— 
wail weg FTTH are aaah Tat aaarfra oft = fafaar | stm reat Ife 
Wei ara Te THa/ 
eH Blo Eto 
er ema cr a 
1. TAR AATAT Bea . 78" X 36"X 2" 50047 4,00 ate 100 150 8,000 
(aq fata Fat) Ako Ao Algo AAT 
2. err aaa ; 75" X36" x 4" 250 aT 5 00 aTe pe Pi ey 
(aq @ailt HAT) ATEo TA ATgo AIT 
3 twine. ‘ . 54” ates] fisoomet] 1.00748 100 150 2,000 


(afaaa Ft) 


“4, Serve aera (fafa tit) =. 140 Ao Ho atstg. sf 08, G00 mez) 


aye. 


a aT . 6.00 ae 100 150. 12,000 
89 Fo Flo BSIz F 13,500 #zz 


——umemnat HT ay sett eprett #T fafaar av farmer fear ATaAT 


fafaar ca fear sit art fast a fetta 2s faataz, 1999°aH fratfea sew HT aT HT aT 3.00 am aw ea fates 
ataree orate mea fet ot ane g1 att ge fafaart feats 20 faataz, 1999 aez 1.00 TF aH sa FT SHR gat fer 


feat 29 
fafaat aT 


(1) 


(2) 


(3) 


(4) 


98 


faataz, 1999 Ft 3-00 at safeza fafsararam@y F amet ateit arant | 


aera Wd i 


amaa uf aitas, ware aratae Pataca, wage % aH awe/Elo Sto HF ET A eT HT anit | fant aura tafe 
% fafaer catere at FY sail 


fafaat fawer ara art sca oe St capere eT aay 


getae farark ae “fafaer aca wavsre 2g ud acafiag. veg wr ara’? faesr stat seas Bo) seta aed Be retort 
fafaaid sega eat etait | 


fafaat ar faarat va ama ar fererer aat-aert sega wear erari fafaar # ara sels seg ar atga seed wear 
aaa eit 


efear g8 wie @ faarat 15, 1999. 


“HF seer ZF 


(5) aga a arar ta om afaa set et aalzetateat 4 qo afariz drat 


(6) feet ait fafaar at erat ar aediaie aca a adiaearacedt at gt afazi< atars 


faa anata :—-asle, 
qare alafag fafa, wagz 1 


ayTg Hl atts faemraa, AIT ZT are 1 


Hane 


[He Eto Ato Wo Arto/Ato/ 2323/99, frais 24-s-99] 


alaiat aqad fazaa af (am fram) aaa, mtg, waa 


BHF Fo (2) /ast/eMo ArT 474 fReSt FIz/70 fao/1887 AMAA, TATE aad, are 


Ty at TAAL 2a wart, tara aaa a free Fiz 47 2a Prea arett a feo ac faacoraare fafa anifaa 4 arey 


waraal, mara aaa wa fieeze TIT FT saat Hea Aal Ie aT HIT AAT BT atAa oq Zt AMT atfeti waft =% 31 UTH, 2000 


= 
g 
am aq aay waaay 1 


fafaat tia va aafaa aa araias ana a fara cearaceal * #ratea 4 feet ara feaa @ wWU 100 Ale aee a OTH RU 


eq 130 Wa aa et sea faa a an & 


aA ard a1 fare atqt saawrati 8 6Seat fafa 
azar <a aaah ats 
i eT4 : 
TaTaa, wa aaa va freeze Foe aT ATA 
ae ; : . : : : ; : 10,000 5.00qT@ 31 ATH, 2000 
$0 na /aatfaraea ato Slo CAo (AFAT 
2 wma aqa ; . < “ : , , 2,000 1.00% 31 Ta, 2000 
afta (atx) safe arfefeae afet 
3) art Ya feezz Wt ataz 1, 4, 5, 41 4 42 ATEM STS let 12.5 Ao Alo 1,060 0.50aa 31 AIM, 2000 
(afr ) 
4. feeezz Far sfiz adifert aaearatay . ‘ : : 600 0.30aT@ 31 ATH, 2000 


am dem 1, 2 aa 3, 4 * aren % fam fayiar at afsea fatar ga ar sariga aT aaas EI aa He fafa TH 


= 
> 


ge! 31 @ hr rs eo 
Sfeqa 22 waa @ faarat 15, 1999 


“599 


wiex are fafaard faah ferme oe AeA, wa avd od freee oe ga Taw aie et ca aritay w feate 11 waqaz, 1999 
al ag 2.00 a4 am Ta wa aren aT gal fat arm™ 3.00 aa farm aft craeara, srry grr ates weet are oT HaTAT 
& ae waar) fafacr wrt, avec cfs, adiaas areas, faa ae oa ufieded ya oa * fast eatere aat fear area 


fart gcaraveat feat at fafaar #1 fear aren ware we Het aT afaare gir 


atato 
aged freee ef (amt fara) 


faa quart :—-anaa fata safe (am faaeacr), 
araeara, (zatger) | 


aT Ca TT TS fas TAT, AITT SIeT ATe | 


[Ho eto AIFo To atte /ifts/2784/99, faa 23-s—99] 
fara qaqa — 
AT ALHTT 
Tal Aalay 
ard aredrar haety 
sTeaeq Hart}, WETLI-441 906 
alata ee anf 


ata % weg sy we A HalTdas, greara bazyy, eI 441 906 (Aereee sae) farafafaa arma & feu feats 
9 qaeqz, 1999 #1 ATE 2.30 aa aw favert 2a Herare fafaar aTafad Fea — 


aH fafwar deat At faaia wa aTal 
do aTHaLT (AEGH H ATF) ne 


1. Wao Fto/3018/0563/RHo, 
feaie 29-7-1999-—- 


(1) aia-ReaeT . , : ; 2,675. 00 %o Sito 
(2) Fae : j : 18,650.00 %0 fle | 
(3) aaardeaa amen f ‘ : : ; : 439 Atay 


(4) faaatraa amen 6,012 Atay 


fio Zo :—-fezaa aie araena dia at ecfame fa fe fet sigd eae waa | 
frequir :-—-eafafaama wa area fage saa fafaet srosret F ay areuT | 


Sax HI Ma 100 eq wa faate at et & seat, Geet ast si agar AAT ATEL AAT Basa, Hedea Gard Fsre- 
441 906 (Harercz wat) A 9 AaTA, 1999 aH sia feAT HT AKA F 1 AAT ast ara Te art fat aeant a/arr 4% fa Fa 
sat #t ve 2 saat fafaar sia dea (Zee daarey Fo) ae arta savy faa) AAT ast HI IT aT saat Te aT faw sex 4 
ei 9 aaqaz, 1999 % are dy Aa am aeoara Fat feat sr 


wamiaat, aréaea Gaety aerer Hy feat are garg feat agar al fafaersil #1 te aaaT carer Hea eT afeare srt) feat 
gare at faare att ot Hedat, arene Gat, Aer ar fava afaw wa areaHe Bini 


[Fo Flo dto/tHo Fto/3018/fafaat/eto Flo /Ao UFo, fami 08-8-99] 


% 100 disor es wig @ faTat 15, 1999 


> j 


(fy 


PART-A 


NOTICE 
INDIAN TENDERS 
ATTENTION FOR ISSUING AUTHORITIES 


* (1) The Indian Trade Journal Issued by the Director General. of Commercial Intelligence & 
Statistics, Calcutta sheuld be regarded as the. standard medium for public advertisements in India. 
Where. necessary, advertisements. may also be inserted in one or more principal newspapers in 
India (Item 29 of the Annexure to Rule 102 of the General Financial Rules). . All Central/State 
Govt. Depavtments/Undertaking are requested to take note of this provision for guidance. 


(: (2)».Teuder notices should be sent in duplicate direct to the Director General of Commercial Intelli- 
“gence ‘and ‘Statistics, 1, Council House Street, Calcutta-700 001 preferably by Telex No. 21-7902 
“DGCS IN/FAX No. 033-2486528 or by SPEED POST. 


(3) If it is desired to send the tender notices through some media or relevant Public: Relations 
Officers, etc., no copy of such tender notice should be sent to this Department again. Non- 
compliance of this instruction may lead to double insertion in the Indian Trade Journal for 

«whichsissuing ‘authorities would be liable-for payment for both the insertions. 


ta! (4) The: notices ,alongwith.. Hindi. versions, if required should be sent to the DGCI&S so as to 
reach him at least three weeks before the date of publication of the Journal which is issued on 


every Wednesday. 


(5) The tenderers should be allowed at Jeast 15 days margin of time from the date of issue of the 
Journal to enable them to submit their quotations. 


(6)\i Hindi versien of tender notices should invariably be sent with the English version. 


(7) The Indian Trade Journal accepts no responsi dility for complaints. if any, arising from non- 
adherence of the aforesaid requirements. 


(8) The payment of bills and correspondences, ff any, for tender notices published in the Indian 
Trade Journal will be made direct to the Controller of Publications, Department of. Publica- 
ie «tions, Civil, Lines, Delhi-110 054 by Crossed Demand Draft or Cheque drawn in favour of the 


“Controller of Publications, Dethi”. 


(9) The issuing authorities are requested to make..payment immediately. on presentation of bills te 
avoid accumulation of bills and audit objections. 


DIRECTORATE GENERAL OF SUP PLIES. AND. DISPOSALS, NEW DELHI 
NOTICE 


-> All Communications intended for the Directorate General of Supplies, and ,Disposals,.New Delhi or 
« its. Regional Offices at Bombay, Calcutta, Madras and Kanpur should be addressed by titles, e.g., the 

Director General of Supplies and Disposals, New Delhi or the Director of Supplies and Disposals, 

Bombay, Calcutta, Madras and. Kanpur as the case may be and NOT by name to any of the Officers. 


General Conditions of Fender 


of the date being declared a closed holjday for Government 


’ The following information is published for the guidance 1 
: ; Offices the due date will be the following working day. 


of parties intending to quote in respect of tenders issued by 
the Director General of Supplies and Disposals, New Delhi 


and ‘its Regional Offices at Calcutta, Bombay, Madras and : ; 
Kanpur :— 2. Tender forms will be issued on pre-payment from the 
Director General of Supplies and Disposals, National Insur- 


1.. Tenders should reach the Office issuing the tender ance Building, Parljament Street, New Delhi-1, or from the 
notice by the time and date specified therein. In the event Regional Offices at Calcutta, Bombay, Madras and Kanpur. 
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iy Tender forms will be issued on pre-payment of the 
fees prescribed which may be paid in Cash or by Money 
uUrder or Indian Postal] Order quoting tender number, name 
und full address of the remitter. 


4. Tender fees paid are not refundable nor are the 
tenders transferable. 


5. Tenderers not in the approved list of Contractors. 


Maintained by the Director General of Supplies and Dis- 
posals must give the name of their Bankers and submit 
alongwith tenders an Income Tax Clearance Certificaté duly 
countersigned by the Income Tax Officer of the Circle 
concerned under seal of his office. 


6. It is notified for information of all suppliers that ordi- 
narily tenders offering firm prices are preferred where a price 
variation clause is insisted upon the tenderers’ quotations 
providing for a reasonable ceiling have better chances of 
being considered. Tenders for imported stores which are 
subject to variations of F.O.B. rate must stipulate jn the 
tender itself both the F.O.R. and F.O.B. rates. Where the 
F.O.B. rates are not furnished originally alongwith the tender 
itself such tenders may be considered “Late” and are liabl 
to be ignored. 


SPECIFICATIONS AND DRAWINGS 


A 


DIRECTOR GENERAL OF SUPPLIES AND DISPOSALS 


: eo 
wail 


P : shh > Segcns (arg 
> ts 5°? = 3t $4... la 


(1) Specifications :— 


(a) LS.I. and Directorate General of Supplies and Dispo- 
sais’ Standard Specifications which are priced publications 
can be had on pre payment in Cash or by Money Order 
from— 


1. The Director of Inspection, Calcutta Inspectjon Circle 
23414A, Acharya Jagadish Chandra Bose Road, 


‘Calcutta-700 020. 


2. The Director of Inspection. Bombay Inspection | Circle 
Block No. 1, 4th Floor, “Shastri Bhawan”, New 
Marine Lines, Bombay-1. 


3. The Director of inspection, Madras Inspection Circle, 
Block No. 1, 4th Floor, “Shastri Bhawan”, 95, Had- 
dows Road, Madras-6. 


4. The Controller of Publication, Civil Lines, Delhi-6: 


N.B.—See Important Notes to Tenderers at the end of 
Section D. ; 


(b) The Director General of Supplies and Disposals’ 
epecifications which are not priced (non-saleable) can be 
obtained free from the Office of the Deputy Director General 
(Inspection), National Insurance Buildjng, Parliament Street, 
New Delhi-1. 


(c) 1.T.O. Specification are priced publications and can 
be obtained from the Controller of Telegraph Stores, Jabal- 
pur On pre-payment in Cash or by Money Order or Indian 
Postal Order to the Accounts Officer, Stores and Workshops, 
Jabalpur. The price of Specification is Re, 0.75 per copy. 
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(2) Drawings :— 


(a) The Directorate General ot Supplies and Disposals’ 
Standard (Saleable) Drawings can be On pre-pay- 
ment in Cash or by Money Order from the Office and at 
the price mentioned in the relevant tender schedule. 


N.B.—(a) (1) 1.8.D. and Directorate General of Supplies 
and Disposals’ Standard Drawines are available onlv 
for certain P&T Departments, Hardware Articles and 
Textiles Stores. Copies of Drawings for P&T, Depart- 
ment and Hardware Articles are available from the 
Office of the Deputy Director General (Inspection), 
Supplies and Disposals, National Insurance Buildings, 
Parliament Street, New Delhi and copies of drawings 
for Textiles Stores from the Director of Inspection, Ist 
floor, Aayakar Bhavan Annexe, New Marjne Lines, 
Bombay-l. 

(2) See Tmportant Notice to Tenderers at the end of 

Section D. 


(b) I.S.D. and Directorate Genera] of Supplies and Dis 
teal | Dabvonae aie not priced (non-refundable) are 
suppli ree by the uty Director General of Inspection, 
New Delhi. Copies are normally issued free with tender. 


B 


BUREAU OF INDIAN STANDARDS 


(a) Indiam Standards published by the Bureau of Indian 
Standards are priced publications and can he obtained on 
payment in Cash or by Money Order from Sale and Services 
at the following addresses :— 


Headquarters: 


Manak Bhavan 9, 
Delhi-110 002. 


Sahadur Shah Zafar 


Marg, New 


Regional Offices : 


Eastern : 5. Chowringhee Approach, P.O. Princep Street, 
Calcutta-700 012. 


@ 


C.I.T. Campus, Adyar, Madras-600 029. 
Branch Offices: 


Southern : 


‘Pushpak’ (3rd Floor). Nurmohamed Sheik . Marg, 
Khanpur. Ahmedabad-380 001. 

‘F’ Block, Unity Building. Narasjmheraja Square, Banga- 
lore-660 002. 


Ahimsa Building, SCO 82-83, Chandigarh-160 017. 5-8-55| 
67, Namapallly Station Road, Hyderabad-500 001, 17‘5-18 B. 
Sarvodaya Nagar, Kanpur-208 005. 


T e . : 
re ea Bhavan (3rd Floor), Gandhi Maidan, East Patna- 


Hantex Bujlding 


3 2nd Fi i i 
Tettdhed aabecae ik n oor), Railway Station Road, 


(>) Copies of ‘J® Shecihegiaie are al i i 
J Ss so available in the 
cali Jrom the Sales Managtr, British Standard Institution 
ritish Standard House, 1, Park Street, Londca, W-1. a 


(c) In other countrjes, copies of Indian Standards are 
available from their National Standard Organisations. 
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INDIAN RAILWAYS 


Specifications ;— 


L.R.S. Specifications are also priced publications and can be 
obtained from the Manager (Business), Government of 
India, Publication Branch, Delhi-6 on pre-payment in 
Cash or by Money Order. 


Drawings :— 


I.R.S. Drawings are also priced publications and can _ be 
obtained from the Director General, Research, Design and 
Standard Organisatjon, Alembagh, Lucknow-6. 


D 
DEFENCE SPECIFICATIONS AND DRAWINGS 


Defence Specifications and Drawings can be obtained on 
Pre-payment @ Rupees Fifty Five and Rupees Forty One 
respectively per copy by Money Order/Postal Order/Bank 
Draft/Cash quoting the number and date of the tender en- 
guiry from the undermentioned authorities :— 


1. The Controller, 
Controllerate of Quality Assurance (G.S.), 
P.B. No. 127, Kanpur-208 004. 


([tems :—AlIl General Stores items including Metal and Non- 
metal items, Hand Tools, Brushwares, Hardness and 
Saddlery, Surgical Instruments.) (IND|GS-Series of 
Specifications|Drawings. ) 


2 The Controller, 
Controllerate ot Quality Assurance 
Clothing), P.B. No. 294, Kanpur. 


(Textiles and 


(Jiems :—-All Textiles and Clothing items including Tentage, 


Rubber items. Footwear, Parachute Cordage.) (IND] 

IC Series of Specifications|Drawings. ) 

3. The Controller, : ; 
Controllerate of Quality Assurance (Materials), 


P.B. No. 229, Kanpur-208 004. 


(items :—All Chemicals and Laboratory Store including Oils, 
paints, lubricants, fuels, drugs.} (IND|SL-Series of 
Specifications|Drawings. ) 


(N.B.—Cost of each drawing is Rupees Fifty Five.) 


4. (i) The Controller, 
Controllerate of 
Aurangabad - Road, Ahmednagar, 
414 001. 

(Telex No. 0143219.) 


It :—All Vehicles, Stores components pertaining to 

Enfield Motor Cycle, Ambassador, M&M Jeep, Maruti, 
TATA, Leyland Cabs & Bodies, Trailers, Crawler, Trac- 
tors, Motor Grader, Scraper and Wheeled Tracked and 
Armed Vebhs.) 


Quality Assurance (Vehs.}, 
Maharashtra- 


ii Controller, ‘ 

a Cocteatierate of Quality Assurance 
Dehu Road-412 113. 
(Telex No. 146294.) 


5 i ertaifiing to T-54, T-55, APG 
Biers ae) (ICV, BMPL. APC Wheel Skot, Kraz Maz 
Ural, ‘Zil, Tatra, East European Trailers. ) 


(Spl. Vehs.). 
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(iii) The Controller, 
Controllerate of Quality Assurance (Heavy Vehs.) 
Avadi, Madras-600 054. 

(Telex No. 4122003.) 


ems :—All Vehs. Stores and Components Spares|Assys of 
Armoured Vehs, Vijayanta, T-72.) 
(iv) The Controller, 
Controllerate of Quality 
Secunderabad-500 003. 
(Telex No. 04252012.) 


(/tems :—All Vehs. Stores pertaining to ICV, BMP-IL.) 

5. The Chief Inspector of Electronics, 

Chief Inspectorate of Electronics, 
Bangalore-6. 


(Items :—All Electronic and Electrical Stores. é.g., wireless 
sets telegraph and teleprjnter equipments, sound repro- 
duction equipments, charging and generating equipments 
battery charger, measuring and test instruments and 
associated stores and components, primary and secondary 
batteries, cables, switches, insulating materials, etc.) 

6. The Controller, 
Controllerate of Quality Assurance (Military Explo- 
sives), Aundh Road. Kirkee, Pune-411 003. 
Telegram : ASSURMIL, KIRKEBR. 


(liems :—Explosives and connected items.) 
Ss Uiweaes = 
7. The Controller, 
Controllerate of Quality Assurance (Metals). 
P.O. Ichapur-Nawabganj, Pin: 743 144. 
West Bengal. 
(Telex No. 21-5012.) 


(/iems :—Metal and Steel items.) 


8. The Controller, 
Controllerate of Quality Assurance (Ammunitjon), 
Kirkee, Pune-411 033. 
(4iems :—Ammunition Packages, etc.) 


9 The Controller, 
Controllerate of Quality Assurance (Instruments), 
Raipur, Dehra Dun-248 008. 
Gram : ASSURINSTRS 
Telex-0585319 CQA(I) IN. 


(tems :—All drawings and Survey Equipments, ll optical 
instruments, microscopes, cameras, binoculars, watches, 
clocks, compass and other fire control instruments. ) 


(ICV), 


Assurance 


P.O. Hebbal, 


16. The Controller, 
Controllerate of Quality Assurance, 
(Engineering Equipment), 
Aundh Camp, Pune-411 027. 


‘Items :—All drawings and Survey Equipments, all optical 
equipment, water supply equipment, compressors and pneu- 
matic tools, machine tools and workshop equipment, refri- 
geration and air-conditioning equipment, field work and 
mine cleaning equipment, industrial gas producing equip- 
ment, prefabricated structures, construction plants, fire 
fighting equipments, earth moving plants. ClI|SI|Steam 
engines, electrical equipment, petroleum distribution equip- 
ment, transportation equipment, basic building material 
stores, bomb disposal equipment, cooking apparatus and 
stores, sanitary fittings, laundry equipments, textile and 
boat repair machinery, mobile bakery equipment. ) 


Notes.—“In respect of Defence Armament and other 
classified stores the tenderers will not be supplied with the 
classified specifications|drawings. For quoting — they may 
inspect the relevant paper, particulars in the Office of the 
DGS&D, New Delhi or its Regional Offices at Calcuttal 
Bombay|Madras|Kanpur. These Classified documents. will 
however, be supplied, if requjred and considered necessary 
by Defence—A.H.S.P. only to the successful tenderers on 
hire charges of Rs. 55 for specifications & Rs. 4] for draw- 
ings per copy. Postal Charges extra to be pre-paid in Cash 
or by Money Order to the concerned AERF”, 
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~ MINISTRY OF DEFENCE 
BORDER RCAD TASK FORCE 


46, BORDER Roaps TASK FORCE, 
BAGHMARA, P.O.-NAWAGARH, DISTT.-DHANBAD, 
BIHAR 


Supply and Stacking of Moorum 


The Commander, 46, Border Roads Task Force, 
Baghmara, P.O.-Nawagarh, Dist.-Dhanbad (Bihar) 
invites applications on or before 27th September, 
1999 from suppliers contractors enlisted with BRO| 
MES|CPWD and Railways, etc. for issue of tender 
documents for the work “Supply and Stacking of 
Moorum for GSB Work on road sector Balinga- 
Hemgir-Kanika-Belpahar in Vasundhara in Dist.-Sun- 
dargarh and Jharsuguda in the State of Orissa.” 


caer Bites! Ee 


Estimated Value of Work = Rs. 6 Lakhs. 


Earnest Money : Rs. 12,000. 


Contractors who are not enlisted with BRO are 
requested to submit alongwith their applications, 
copies of letters of enlistment in other departments, 
latest Income Tax Clearance Certificate in the new 
proforma and particulars of works executed by them 
during last two years giving designation of the Officer 
under whom the work was executed. Earnest Money 
is to be deposited alongwith the tender as noted 
against work payable by the contractors who have no 
Standing Security Deposit with BRO. 


Applicants must attach with their applications a 
Call-Deposit Receipt|Bank Draft for Rs. 300 for each 
tender separately piedged in favour of the Commander, 
46, BRTF, Baghmara, P.O.-Nawagarh, Dist.-Dhanbad 
(Bihar) which will be refunded on receipt of bona- 
fide/blank tender. 


Invitation of application for issue of tender docu- 
ments does not guarantee issue of tender to applicants 
even to enlisted contractors of appropriate class. Issue 
of tender will be decided based on the past track 
records, financial position and experience of similar 
works. Decision of issue of tender or otherwise by 
the Accepting Officer shall be final and contractor will 
not be entitled for any compensation for rejection of 
his application. 


[No. 8107|3|E8, dated 26-8-99.] 
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REGIONAL RESEARCH LABORATORY 


(CouNcU. OF ScrENTIFIC & INDUSTRIAL RESEARCH) 


JORHAT-785 006, ASSAM, INDIA 


Advertisement No. 7 (Advt.)/97-PB/99-2000_: 
Lyophiliser, etc. 


Sealed tenders are invited from the reputed manu- 
facturers|authorised dealers/Indian agents of — the 
Foreign Principals for purchase of the following equip- 
ments : 


Serial Items Quantity: 
No. 
1. Lyophiliser . 1 No. 
2. Liquid Scintillation Counter Leys 
3.  Dewaxing|Deoiiing Unit (1 to 1 cagy 
> Keorwap ji 
4. Universal Testing Machine Livs35 
(100|200T cap). 
5. Lath Machine Centre Dis- hee 
tance (1000 mm). 1 es 
er . es . . “a 
6. Short Path Distiifation Unit — 1 Re ato 


(Lab Model, | to 5 Kg. per 
hour cap). 
7. Underground Telephone Cables ‘2000 Metres 


See: 
Peete, 


The tender documents alongwith detailed specifica- 
tions of the equipment with terms and conditions may 
be obtained from 
Officer, RRL, Jorhat from the date of publishing in 
News Paper on payment of Rs. 500 (non-refundable ) 
being tender cost in the form of Demand Draft drawn 
in favour of the Director, Regional Research Labora- 
tory, Jorhat-785 006, Assam. ‘The tender documents 
may be collected either by postal request or in person 
during office hours upto 20th September, 1999. RRL, 
Jorhat will not take any responsibility for any postal 
delay in this regards. The tender should be submitted 
in two bids system, i.e. Technical bids and Commercial 
bids in duplicate, alongwith the catalogue|literature in 
double sealed cover indicating our Advertisement No. 
and name of the item, must reach the Director, 
Regional Research Laboratory, Jorhat-785 006, Assam 
on or before 2 p.m. on 29th September, 1999. 
Tenders will be opened on the same day at 2-30 p.m. 
in the presence of the tenderers or their representatives. 
The Director reserves the right to reject any tender 

_Without assigning any reason whatsoever, a 


(50, 20, 10 & 5 pairs). each 
8. Junction Boxes 10 Nos. 
(50, 20 & 10 pairs) each 


Sd./- 
Director 


[No. 7 (Advt.)|97|PB, dated 30-8-99,] 
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the Deputy Stores & Purchase 
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GOVERNMENT OF INDIA 
DEPARTMENT? OF ‘SPACE ' 
ISRO TELEMETRY TRACKING AND COMMAND NETWORK (ISTRAC) 
A-1-6, Peenya Industrial Estate, -Peenya, Bangaiore-560 058 
WR 137 Wave Guide Bends—H Plane, etc. 


For and on behalf of the President of India, Purchaser Officer, ISTRAC, Bangalore, invites sealed Tender for the supply of the 
following :— 


Serial Tender No. § Description! of Items Quantity 
No. 
Ol. P99F90285 WR 137 Wave Guide Blends— 
H Plane ~~ F 4 ; ‘ ; J ‘i ; : - : . : 10 Nos. 
E Plane. : ‘ : ; : ‘ ; : 1 : ‘ . ; 10, 54; 
02. P99F70279 100 Watt'Solid State Power Amplifier’ Fs" 2 Fe 2 vere 
03. P99F70280 200 Watt TWT Amplifier’ . ; ; : : 4 : ; : / ; DF me 
04. P99F70278 S-Band Exciter : ; : A : 3 5 . Z ; : A : 1 No. 


(Detailed Specification is available in the Tender Form). 


While making request for Tender Documents, the following Points shall be noted : 
Zz Only Brief Specifications are furnished ‘here. . Detailed Specifications are available in the Terder. Documents and the quota-~ 
tions should be in the prescribed form only. 


Bi Request shall be made for tender document indicating Tender Number and Item Number together with prescribed Tender 
Fee to the Purchase Officer, ISRO Telemetry Tracking and Command Network (ISTRAC), A-1-6, Peenya Industrial Estate, 
Peenya, Bangalore-560 058 only. The envelop containing such request shall indicate the request for Tender Document. 


4. The Tender Fees should be in the form of Crossed Demand Draft from any Nationalised Bank, payable at Bangalore in 
favour of Accounts Officer, ISTRAC, Peenya ,Bangalore-560 058 only. 
The non-refundable|non-transferable Fee for the Tender Document is— 
1. Rs. 100 for Sl. No.01. 
2. Rs. 200 each for SI. No.02 to SI. No.04. 
(b) The Sale of the Tender Documents shall be closed on 4th October, 1999. 
(c) Last Date for the Receipt of the Sealed Quotations shall be on or before Sth October, 1999 at 15 hours,:and: 


(d) Bids received shall be opened in the presence of attending tenderers or their authorised. representatives on 6th October 
1999 at 10-30 hours. 


> 


5. In the event of any date indicated above is a declared Holiday, the next working day shall become operative for the respec- 
tive purpose mentioned therein. 


6. Late/Delayed offers will not be accepted: 

hs ISTRAC, Bangalore will not be responsible for any Delay/Loss of docunients'in transit. 

8. Right to accept or reject any quotation in full.or part thereof without assigning any reason whatsoever is reserved. 
Sd/- 


Purchase Officer 
[No. 04/1999-2000, dated 17-8-99.] 
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GOVERNMENT OF INDIA, 
DEPARTMENT OF ATOMIC ENERGY 


DIRECTORATE OF PURCHASE AND STORES 
Central Purchase unit, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-400 094 


Telephone : 556 3210-18 Lines 

Telegram : Puratom 

Telex : 011-75341 Apur IN 
: 011-73378 Apur IN 

Telefax : 91 022-5561686 


Supply of Microwave Digestion System 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores., Department 
of Atomic Energy, Mumbai, invites sealed terders as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/04/LAB/17082— 

Supply of microwave digestion system with microwave frequency 2000 MHz or more, microwave power 1000W.- — 
or higher, operating conditions : 230V/250V- 50Hz single phase A-C, Quantity : One required for Bhabha 
Atomic Research Centre, Trombay, Mumbai- 400 085 as per purchaser’s tender documents. 


Last Date for Receipt of Tenders : 16.30 hoursson 20th October, 1999. 
Date of Opening of Tenders : 11.30 hours on 21st October; 1999. 
Last Date for Sale of Tender Set _ : 14th October, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer; Department of Atomic Energy, - Directorate of 
Purcnase and Sores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anusnaktinagar, _Mumbai- 
400 094 between 11.00 a.m. and 3.30 p.m. on all working days. Postal requests should be accompanied by a Money Order 
towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The rignt to 
accept or reject tne lowest or any tenders in part or full without assigning any reason is reserved. : 

Site aucun 
Asstt. Purchase Officer 


[No. DPS/04/LAB/17082, dated Nil, and DPS/Tender/DAVP/160, dated 19-08-99.] 


Supply of Anesthesia Delivery System 
F ‘ ; t 
For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Departmen 
of Atomic Energy, Mumbai, _ invites sealed tenders as detailed below :- ' 


- Tender No. and Descziption of Stores t ih ‘i Quantity 
DPS/04/LAB 17076— | | by 
Supply of anesthesia delivery system : 2 units required foc: BARC Hospital, Anushaktinagar, Mumbai - 400 094 — 
as per purchacer’s tender documents, 


Last Date for Receipt cf Tenders _: 16.30 hours on 20ta October, 1999, 
Date of Opening of Tenders : 11.30 hours on 21st October, 1999, 
Last Date for Sele of Tenpr Set : 14th October, 1999. 


’ 


Tender docu nenis Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Direciora:e of 
Purchase and Stores at Public Relations Cell, Vikram Sarabnai Bnavan, Lower Ground Floor, Anusnaktinagar, Mumbai:-400 094, 
between 11.00 a.m. and 3.30 p.m onall working days. Postal requests shuula be accompanied by a Money Order towards tie 
vrescrived cost of tender document and addressed to Accounts Officer at the Public Relations Cell. Tae right to accept or reject 
the lowest or any tenders in part or full without assigning any reason is reserved. 


Sd! 
Asstt. Purchase Officer 


[No. DPS/04/Lab/17076, dated Nil, No:- DPS/Tender/DAVP/160, dated 19-8-99.[ 
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Post master Gloves, ete. 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai, invites scaled tenders as detailed blow :— 


Tender No. and Description of Stores and Quantity 
DPS/09/LAB/4080— 
Supply of post mortem gloves, orange colour, size : 10.5, Quantity : 3,0000 pairs, size : 11, CGuantity : 10,000 _ 
pairs required for Bhabha Atomic Research Centre, Trombay, Mumbai -400 085 as per purchaser’s tender 


documents. 
Last Date for Receipt of Tenders > 16.30 hours on 20th October, 1999. 
Date of Opening of Tenders. : £1.30 hours, on 21st October, 1999. 
Last Date for Sale of Tender Sct. 4 14th October, 1999. 


\ 

Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atoraic Energy, Directorate of 
Purchase and Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Fioor, Anushaktinagar, Mumbaj- 
400 094 between 11.00 a.m. and 3.30 p.m. on all working days, Postal requests should be accompanied by a Money Order towards 
the prescribed cost of tender docume,nt and addressed to Accounts Officer at the Public Relations Cell, Theright to accept or 

teject the lowest cr any tenders in part or full without assigning any reasons is reserved. 


Sd/- 
Assit. Purchase Officer 


(No. DPS/09/LAB/4080, dated NIL, and DPS/Tender/DAVP/160, dated 19-8-99.] 
S.S. Plates 


For and on behalf of the President of 4india, the Director, Purchase and Stores, Directorate of Purchase and Stores, De- 
partment of Atomic Energy, Mumbai invites scaled tenders as detailed below :— 


Tender Ne. and Description of Stores Quantity 
DPS/04/MTI/9940. — . 
Manufacture, inspecticn, testing supply and guarantec of stainless steel plates, bars and structurals in 127 Nos. 
different sizes as per purchaser's tender specifications. (3,33,99 Kgs) 
Last Date for Receipt of Tenders > 16.30 p.m. on 20th October, 1999. 
Date of Opening of Lender : 11.30 a.m. on 21st October, 1999. 
Last Date for Sale of Tender Documents ; 14th October, 1999. 


Tender documents prices at Rs. 300 can b2 obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
nient of Atomic Energy at Public Relations Cell, Lower Ground Floo, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar 
Mumbai-94 betwe2n 10.30 a.m. and 3.00 p.m. onall workihg days. Postal reyuests should be accompanied by a Money Order 

towards the prescribed cost of tender document and addressed to. Accounts Officer at the Public Relations Cell, The right to 
accept or reject the lowest or any tenders in part.or full without assinging any reason is reserved. 


Sd/ 
Asstt. Purchase Officer 
For Director, Purchase and Stores 


(No. DPS/94/MTL/9940, dated 18-08-99, and DPS/Tender/DAVP/160, dated 19-8-99, | 


Alumina insulator 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase ang Stores, Departtnent 
of Atomic Energy, Mumbai invites scaled tenders is detailed below ‘:— 


Tender No. Description of Stores and uantity 


DPS/16/LAB/4062— 
Supply of alumina insulator with purity 99.5 per cent or better — Quantity : 12 Nos., alumina insulator DISC — 
with purity 97.5 per cent—Quantity : 15 Nos., and alumina tube with purity 99.£ percent or better — 
Quantity : 15 Nos. required ter yariable clectron cyclotron centre, 1/AF Bidhan Nagar., Calcutta - 700 064 
as per purchaser’s tender documents. 


} 
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Last Date for Receipt of Tenders - 46,30 hours 6n 21st October, 1999. 
‘: Date of Opening of Tenders - 11-30 hours on 22nd October, 1999. 
Last Date for Sale of Tender Sst : 15th Cctob>r, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Putchase and Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushaktinagar, Mumbai - 400 094 
between 11.90 a.m. and 3.30 p.m. on all working days. Postal requests should be accompanied by a Money, Order towards the 
prescribed cost of tender document and addressed to Accounts Cfficer at the Puflic Relations Cell. The right to.. accept of 


reject the lowest or any tenders in part or full without assigning any reason is reserved, 


Sal 
Asstt. Purchase Officer 


[No DPS/16/LAB/4062, dated NIL, and DPS/Tender/DAVF/160, dated 19-08-99.] 


Pump Motor Units 


For and cn behalf the of the President of India, the Director, Purchase and Stores, Dir ctorate of Purchase and Stores, De- 
partment of © Atotnic Energy, Mumbai invites sealed tenders as detailed below -— 


Tender No. and Description of Stores Quantity 


DPS/04/CAP/11794— 
Desigu, materials of construciion of various parts, Manufacture, inspection and testing, packing, delivery at 2"Nos. 
site and guartantee of stainless steel centirifugal pump-motor units complete with electric motors, standard 
accessories and spare parts as per purchaser's tender specification require¢ at Bhabha Atomic Research 
Centre, Trombay, Mumbai-55. 


Last date for Receipt of Tenders : 16.30 hrs. on 2 st October, 1999. 
Last Date for Sale of Tender Documents : 15th October, 1999. 


Tender documents prices at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy] at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Baayan, Anushaktinagar 
Mumbai- 94, between 10.30 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a. Money Crder 
towards the prescribed cost of tender dccumznt and addressed to Accounts Officer at the Public Relations Cell. The right to 


+ 


accept or reject the lowest or any tenders in part or full without assigning any reason is reserve. 


pete.) § er 
Asstt; Purchase Othcer 


[No DPS/04/CAP/11794., dated 11-08-99, and. DPS/Tender/DAV P/160, dated 19-8-99.] 


| Refrigeration Unit (0. } 
For and on behalf the of the Presid_nt of India, the Director, Purchase and Stor¢s, Directorate cf, Purchase and Stores, De- 
partment of Atomic Energy, Mumbai invites sealed tenders as detailed below :— Saree 


Tender No. and Description of Stores Quantity 


DPS/04/CAP/11820— 
Design, manufacture. assembly, testing, supply, installation and guaratitee of Freon 404A ( or equivalent ECO- 1 No, 
frjeindly refrig§rant) ‘refrigeration unit ( including spares and accesserics) as per purchaser’s tender 
specification required at Bhabha Atomic Research Centre, Tronihay, Mumbai - 85. 


Last Date for Receipt of Tenders : 16.30 hrs. on 21st October, 1999 
Last Date for Sale of Tender Documents : 15th October, 1999. 

Tender dovuments prices at Rs. 109 can b3 obtained from the Accounts, Officer, Directorate of Purchase and Stores, Depart- | 
ment of Atomic Energy at Public Relation Coll, Lower Ground Floor, South Wing, Vikram Sarbhai Bhavan, Anushaktinagar, | 
Mumbai - 94 b:tween 10.30 a.m. and 3,00 p.m. on all working days. Postal requests should be accompanied bya Money Order 
towards the prescribed cost: of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to” 
accspt or reject the lowest or any tenders in part or full without assinging any reason is reserved. 


Sd]. 
Asstt, Purchase. Officer 


[No. DPS/04/CAP/1820, dated 11-08-99, and DPS/Tender/DAVP/160, dated 19-08--99.] 
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Metering Pump 


For and on_ behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores 
Department of Atomic Energy, Mumbai iavites sealed tenders as detailed below :— . 


Tender No. and Descriptioa of Stores Quantity 


DPS/04/CAP/11812 — 
Design, preparation of shop drawings, manufacture, inspection, testing, supply and guarantee of double diaphragm 10 Nos. 
type positive displacement metering pumps alongwith diaphragm rupture indication system, explosion/proof 
motor, spares and accessories as per purchaser’s tender specification required at directorate of purchase and 
stores, Mumbai. 


Last date for Receipt of Tenders : 16-30 hrs. on 21st October, 1999. 
Last date for sale of tender documents ; 15th October, 1999. 


Tender documents priced at Rs. 300 can be obtained from the Accounts Oflicer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Enzrgy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar 
Mumbai-94 between 10-30 a.m. and 3.00 p.m. on all working days. Import Licence will be provided only if the items are not 
available indigenously. Postal requests should be accompanied by a Money Order towards the prescribed cost of tender docu- 
ment and addressed to Accounts Officer at the Public Relations Cell. The right te accept or reject the lowest or any tenders in 
part or full without assigning any reason is reserved. 


Sd./- 
Asstt. Purchase Officer 


[N.. DPS/04/CAP/11812, dated 1108-99, and DPS/Tender/DAVP/160, dated 19-8-99.] 


Bellow Sealed Valves 


For and on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, 
Department of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
DPS/04/MTL/9949 — 
Design, manufacture, inspection, testing supply and guarantee of bellow sealed valves in different sizes as per 30 Nos. 
purchaser’s tender specification. ¥ 
Last Date for Receipt cf Tenders : 16.30 hrs. on 22nd October, 1999. 
Date of opening of tenders : 11.30a.m. on 25th October, 1999, 
Last Date for Sale of Tender Documents : 18th October, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Enargy at Public Relations Cell., Lower Ground | loor South Wing, Vikram Sarabhai Bhavan., Anushaktinagar, 
Mumbai-94 between 10.30a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order 
towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tenders in part or full without assigning any reason is reserved. 


Sd./- 
Asstt. Purchase Officer 


[No. DPS/04/MTL/9949, dated 18-08-1999, and DPS/Tender/DAVP/160, dated 19-8-99. ] 


Mass Flow Controllers 


For and on_ behalf the of President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, De- 
partment of Atomic Energy, Mumbai, invites sealed tenders as detailed below :— 
’ 


Tender No. and Description of Stores Quantity 
DPS/04/MIC/33985 — 
Manufacture, inspection, testing, supply and guarantee of mass flow controllers for orgon and hydron gases as 2 Nos. 
per purchaser’s tender specification required at our project BARC, Trombay, Mumbai :—400 085, 
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Last Date for Receipt of Tenders 
Date of Opening of Tenders 
Last Date for Sale of Tender Documents 


Tender documents priced 


16-30 hts. on 22nd October, 1999. 
11-30 a.m. on 25th October, 1999. 
18th October, 1999, 


at Rs. 100 can bs obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
of Atomic Energy at Public Relations Cell, Low r Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar | 


Postal requests should be accompanit d by a Money Order to 


prescribed cost of tender docum:nt and address: d to Accounts Officer at the Public Relations Cell. The right to 


ment 

Mumbai—94. between 1!. a.m. and 3.90 p.m. on all working days. 

wards the 

accept or reject the lowest or any tenders in part or full without assigning any reason is reserved. 


[No. DPS/04/MIC/33985, 


dated 


Sd. |- 
Asstt. Purchase Officer 


17-08-1999 and DPS/Tender/DAVP/160, dated 19-8-1999.] 


. 


Carbon Steel Plates 


For and on_ behalf of the Presid¢nt of India, the Director, Purchase nad Stores, Directorate of Purchase and Stores, De_ 
partment of Atomic Energy, Mumbal, invites sealed tend.rs as detailed below :— 


Tender No. and Description of Stores 


DPS/04/TPT/MTL/034 — 
Manufactur*, inspection, 
A 516 STD, grade 70 
Last Date for Receipt of Tend rs 

Date of Opening of Tenders 


Last Date for Sa:e of Tender Documents 


testing, supply and guarantee of carbon steel plates for pressure vessel as per ASTM 
in different sizes as per purchaser’s tender specifications, 


Quantity 


820 Tonnes 


16-30 hrs. on 22nd October, 1999. 
11-30 a.m. on 25th October, 1999. 
18th October, 1999, 


Tender documents pric d at Rs. 600 can be obtain’ d from the Accounts Officer, Directorate of Purchase and Stores, Depart- 


Ment 


of Atomic Energy at Public Relations Cell, Lower Ground Floor, 


South Wing, Vikram Sarabhai Bhavan, Anuhsaktinagat 


Mumbai—94, between 10-30a.m. and 3.00 p.m. on all working days. Import Licence will be provided only if the items ar’ not 


available indig*nously. Postal 
ment and 


part or full 


requ“sts 


without asSigning any reason is reserved, 


should be accompanied by a Money Ord«r towards the prescribed cost of tender docu- 
addrss'd to Accounts Officer at the Public Relations Cell, The right to accept or réject the lowcst or any tenders in 


Sd.|- 
Asstt. Purchase Officer 


[No. DPS/04/TPT/MTL/034, dated 18-08-1999, and DPS/Tender/DAVP/160, datcd 19-8-99.] 


GOVERNMENT OF INDIA 


DEPARTMENT OF TELECOMMUNICATIONS 


OFFICE OF THE EXECUTIVE ENGINEER (ELECT.), 
TELECOM. ELECTRIC DIVISION, 
3-B, HABIBULLAH ESTATE, HAzRATGANJ, LUCKNOW 


SITC of 2% 250 KVA Transformer 


The Executive Engineer (Elect.), Telecom. Elec- 


trical Division, 3-B, Habibullah Estate, Hazratganj, 
Lucknow invites on behalt of the President of India, 
sealed item rate|rate tenders for the work of SITC of 
2 250 KVA Transformer Sub-Station for C-Type 
TE Building at Palia Kalan. Lakhimpur, from the eli- 
gible candidates satisfying the following conditions :— 
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(1) Financial Norms : 


The contractor should have satisfactorily completed 
atleast three works of similar nature in Central 
Government|PSU each not less than Rs. 10 Lakhs in 
value and the works execution turnover shall not be 
less than Rs. 50 Lakhs in the past 3 years. 


— 
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(11) Physical Norms. : 


The firm should have successfully completed atleast 
3 works of similar nature with equipment module of 
200 KVA and with the aggregate capacity of works 
not less than 1,500 KVA during the last three years 
in Central Goyt.,PSY reckoned trom the date of NIT. 


The contractors shall submit and confirm : 


1. Valid Income Tax Clearance Certificate and 
Registration Certificate with attested copies as applica- 
ble alongwith application on their printed letter heads 
for purchase of tender. 


2. List of works cempieted of the requisite magni- 

| tude alongwith attested copies of certificate, testimo- 

nials of their satisfactory completion from the Depart- 

ment concerned obtained from an Officer not below 
the rank of Executive Engineer. 


3. The tenderer shall submit the tender in 2 
sealed covers marked as cover Ist and 2nd. The 
first cover should centain the Earnest Money deposited 
in the shape of Demand Draft|Pay Order of a Sche- 
duled Bank or Nationalized Bank|State Bank guaran- 
teed by the Reserve Bank of India drawn in favour 
of the Accounts Officer, Telecom. Elect. Division, 
Lucknow or Bank guarantee on_ the prescribed 
proforma duly stamped at the rate of Rs. 5 for every 
Rs. 1,000 or part thereof as applicable in U.P. State 


and the second cover should contain the tender docu- 
ments. In case Ist cover is not annexed or Earnest 
Money is not in proper form, the 2nd cover containing 
tenders will not be opened at all. 


~ The tender will be received upto 3 p.m. on 23rd 
September, 1999 and cpened at 3-30 p.m. on the 
same day . In case holiday is declared on the open- 
ing day the tender will be opened on the next working 
day. 


Estimated Cost : Rs. 19,08,924. 


Earnest Money : Rs. 47,723. 


Security Deposit : 10% of tender amount put to 
tender subject to a maximum of Rs. 5 Lakhs only, 
Period of Completion : 4 Months, 


Validity of Contract : 
Opening of Tender. 


60 Days from the Date of 


Conditions and tender forms can be had from his 
office upto 21st September, 1999 on payment of 
Rs. 500 (non-refundable), 


Sd./- 
Executive Engineer (E) 


[No. 19 (2) TEDL'DB}1348, dated 19-8-99.] 


GOVERNMENT OF INDIA 


MINISTRY OF DEFENCE 


RESEARCH & DEVELOPMENT ORGANISATION 


Defence Laboratory, Ratanada Palace, Jodhpur-342 011 


Single Beam FTIR Spectrophotometer 


, Separate itemise sealed tenders are invited by the Director, Defince Laboratory, Jodhpur on behalf of the President of India 
rom reputed Manutfacturers/Dealers registered with DGS&D/NSIC/Ministry of Defence for the Purchase of the following in Rupee 


Payment/Stores :— 
Serial Description of Items Approx. Quantity Tenge 
No. Cost Fee 
Rs. Rs. 
1. Single Beam FTIR Spectrophotometer . 10 Lakhs 1 No. 100 
(As per our Specificat.ons, ) 
2. Multi-Detector Tomographic Data Recording Systems (MTDRS) Devilopment 24» b's 109 


Contract. : 
(As per our specifications.) 


For obtaining Tender Documents Separate Item wise qreuest be made alongwit 


gwith appropriate cost payable at Jodhpur in the 


form of Demand Draft in favour of the Director, Defenc: Laboratory, Jodhpur-342 011. 


an 
for Manufacturing unit, 


Request for Tender Document should also contain a certificate that the supplicris not debarred by any Govt. Department/Ministry 
in case of the imported store the supplies will be met invoking genuine documents/licences. 


Manufactures certificate is required 


Last date of Receipt of Application of t-nder Documents is 18th September, 1999, Tender document would be sent by 28th 
September, 1999 stating the date of opening of offers against items required. 
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The firms devoid of appropriate registration with above agencies are eligible to bid provided tenderers ensure a Security Deposit/ 
Earnest Money at the rate of 2 per cent along with a tender offcr in the form of FDR/Demand Draft favcuring the Director, Defi nce 
Laboratory, Jodhpur. Tenders without registration or Security Deposit/Earnest Money will be out rightly rejected. Director Defence 
Laboratory has the right to reject any offer without assigning any reasons. 

[No. DL/MMD/1601/ADV/99-2000/03, dated 24-8-99.] 
GOVERNMENT OF INDIA 
OFFICE OF THE DIRECTOR GENERAL, NAVAL PROJECT. 
VISAKHAPATNAM-530 014 
Provision of Miscellaneous Electrical Services 


The Director General,Naval Project, Visakhapatnam-530 014 invites applications from DGNP(V)/CPWD/MES/Railway and other 
departments contractor of appropriate class for isue of tender docuents for the following work in the Naval Project, Visakhapatnam :— 


Serial Name of Work Estimated Earnest Date by which the 
No. Cost Money Application to reach 
(Approx.) Deposit DGNP Office 
Rs. Rs. 
1. Provision of Miscellaneous Electrical Services and Additional Trans- 61 Lakhs 91,500 27th September, 1999. 


former at Matsya Dock DS-26 and Building Nos. 5, 6 and 7. 

. Contractors not on the approved list of Director General Naval Project. Visakhapatnam-14 are requested to furnish alongwith 
their applications,attested copies of enlistment with otier Departments, financial resurces to carry out the work stating financial limit 
in the for of Solvency Certificates from the Bank or Property Statment from Revenue Authorities, latest Income Tax Clearances 
Certficate and Particulars (including Credentials) of works carried out by them during the last three years stating the name and de- 
signation of Officer under whom works executed. Applications from the un-enlisted contractors which are not accompanied with 
these details will not be considered. 


; Earnest Money Deposit as indicated above is to be submitted by the contractor who have no Standing Security Bond with 
Director General Naval Project, Visakhapatnam-14 or with any of the MES formations. 


ae Issue of tender to the applicant will be decided based on the past track performance, financial position and expericnce of 
similar works. The Acc2pting Officer reserves the right to reject the request application for issue of tender without assigning any reason 
whatsoever. 
[No. DG/2204/03/E8, dated 16-8-99.] 


GOVERNMENT OF INDIA 


MINISTRY OF DEFENCE 


INDIAN ORDNANCE FACTORIES 
Office of the General Manager, Ordnance Factory, Varangaon-425 308, Dist, : Jalgaon (MS). 


Provision of RCC Approach Road, etc. 
Telephone No. : (02582) 77812 to 815. Telex No. : 0753-247. Fax No. : (02582) 77822 
Aff correspondence to be addressed to the Generat Manager and not to any Officer by name. 


The Generaf Manager, Ordnance Factory, Warangaon invites applications upto 25th September. 1999 trom the contractors 
registered with MES, CPWD Railways/ Ordnance Factoriesfor issue of tender for the following works :— 


Seriat Name of the Works E:timated Earnest Cost of Blank 
No. Cost Money Form 
Rs. Rs. Rs. 
1. Provision of RCC Approach Road and hardstanding for Oil Tanks 2 Nos. in 2,86,177 9,100 150 


Gas Plant areas at OFV Estate. 


2. Replacement of Electrical Field Service connection cables of residential at Type 2,74,180 8,410 150 
11, ICM), IT and Type IV areas (Total 450 Field Services) at OFV Estate. 


3. Extension of Bldg. No. 118 Compressor Room (In Tracer Loading areas) and 2,65.155 9 ,790 150 


S&L PVC alumn. conductor armo uted cable complete with electrification of 
Bldg. No, 118 at OFY. 
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Contractor’s are requested to furnish alorgwith the application, non-refundable cost of tender documents in form of Postaf Order or 
AC Payee D.D. drawn in favour of Gereref Manager, Orcrerce Factory, Varargaor proof of registration, proof of execution of 
similar types of works of similar amount Jand latest Income Tax Clearance Certificate. Blank tender documents will be issued to 
eligible contractors only. G.M.O.F.V. at his discretion reserves the right to reject the applications cf any or all ofthe applicants with. 
out assigning any reason whatsoever. Contractors will be required to pay Earnest Money as mentioned above while submttting te 
tender in case their names are selected for issue of tenders. 


Sd|- 
Jt. General Manager/E 


(No. 0201/DC/MR/78 &79/98-99/EO., dated 26-8-99.1 


’ GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
The Garrison Engineer, Narangi, P. O. : Satgoan, Dist : Kamrup, Guwahati, 781 027 (Assam) 
Repair| Replacement of Internal — Electrification 


The Garrtson Engineer, Nearargi, PO : Satgaon, Dtst : Kamrup, Guwahati-781027( Assam) invites application by 8th October, 
1999 for issue of tender form contractors of approrpriate class for the following work :— 


Serial Name of Work Estimafed Earnest 
No’ Cost Money 
Rs. Rg. 


1. Repatr/Replacement offIntcine! Electr fcaticn of 14 FAD Acm Atca Bldg Nos. T/123, T/91, 5.00 Lakhs 10.000 
T/92, °A’ and DSC Mess T/50, T/34, T/S6erd HQ 4TACBldg No. 52, 53, 54, 55 
and other Bidgs. 


[No. 8014/1981/E8, dated 21-8-1999, } 


The Garrison Engineer (South), Ballygunge Maidan Camp, Calcutta-700 019 
Renewal of Furniture 


The Garrison Engineer (South), Calcutta, Ballygunge Maidan Camp, Calcutta-700019 invites application by 29th September, 1999 
from appropriate category of contractors for issue of tender forms for the works mentioned below :— 


Serial Name of Works Approximate Earnest 
No. Value of Money 
Works 
Rs. Rs. 
1. Renewal of Furniture at BM Camp,Calcutta,under GE (S), Calcutta. . : : - 4.00 Lakhs 8,000 
2. Retaping of Bed/Cot/Charpoy Newar, Charpoy GI Pipe with nylon newar ard Re-carning of 4.50 Lakhs 9,000 
Act type of chairs and like items of furniture at BM Camp,Calcutta, under GE (Soutn), 
alcutta, 


Contractors not enlisted with MES, are required to sut mit with their application, copy of letter of enlistment in other departments 
latest Income Tax Clearance Certificate and particulars of works carried out by them during like last 3 years giving designation and 
address of the Officer under whom executed. Earnest Money as shown is required to be forwatded alongwith the tender by those con- 
tractors who have no Standing Security Deposit with any of the MES formation. 


Sd. /- 
Major 


[No. 8006/111/E8, dated 17-8-1999.] 
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The Commander Works Engineer’s Office, Gen Cariappa Marg, Pune-411 001 
Renewal of Furniture 


The Command:.r Works Engin’ «r, Genial Cariappa Marg, Pun: -411001 invitcs applications upto 23rd September, 1999 from 
MES/CPWD and Railway contractors of approrpaite class for issue of tenders for the works as given bulow :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs, Rs. 
Rs. Rs. 
1. Rencwalof Furniturc under BSO (S),Pune . : , ‘ : ; : ‘ 2 . 16.00 Lakhs 29,000 


Contractors who ar¢ not borne on the approved list of Chicf Engine: r, South rn Command/CWE, Pune are requ: st. d to furnish 
alongwith the applications,att sted copy of letters to cnlistment and particulars of works carri: d out by thime curing the last three 
yvars stating the d» signation(s) of the Officer(s) and ths Offizzr(s) mame under whom the same were executed. Contractors who 


have not lodged Standing Security Deposit wity MES will be required to pay Earn st Money as mentioned above while submitting the 
tender in case their nam: s arc sejected for issue of tender. 


[No. 80046/2550/E8, Gat d 24-8-1999] 


Garrison Engineer (South), Pathankot 


Special Repairs to Bldg No. NP-96 Offzr Single Mess at MH, etc 


The Garrison Engineer (South),Pathankot invites applications by immediately from enlisted MES,CPWD and Railway contractors 
of appropriate class for the following works :— 


Serial Name of Works Estimated Earn‘ st* 
No. Cost at Money 
par market rate 
Rs. Rs. 
1. Special repairs to bldg No. NP-96 single offr mess at MH 3.71 Lakhs 7,420 
2. Special repairs to bldg No. P-6 to 12 at Mirthal 3.67 Lakhs 7,340 
3. Special repairs to roof of Cook house No. 1 and padiatic ward at MHS ‘ . ‘ . 395. Lakhs 7,900 


*(Payable by the contractors who have no Standing Security with MES.) 


Contractors not enlisted with MES required to submit with their applications, copics of lett. rs of ¢nlistm: nt in other departments, 


Income Tax Clearance Certificate and particulars of works carried out by them during last three ycars giving the designation of the 
Officers under whom executed. 


[No. 8015/370/E8, dated 14-8-1999.] 


Garrrison Engineet (East) Lucknow Cantt-2 
Repairs to Joinery/Celling Sanitary, etc. 


The Garrison Engineer (East) Lucknow Cantt. invites application by 28th September, 1999 from enlisted MES, CPWD, Railway 
contractors of the appropriate class for issue of tender for the undermentioned works :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
] Rs. Rs. 
1. Repair to Joinery,celling (false) sanitary fittings water supply of bk work, roof,etc. in offrs qtrs of 3.00 Lakhs 6,500 
‘Dilkusha 3—1(1-4) and 3— 3(1-4) Kasturba Road,Lucknow Canit. 
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_ Contractor not enlisted with the MES, Central Command are required to submit with tender applications, copies of letters of en- 
Isted in other departments, Income Tax Clearance Certificate and Particular of works carried out by them during the last 2 years 
Siving the designation of the Officers under whom the works were executed. 


Earnest Money shall be deposited alongwith tenders by the contrecto:s who have no Standing Security with the MES. 


[No. 8000/1243/03/E8, dated 23-8-1999, ] 


Garrison Engineer (East), Lucknow, Cantt-2 
Special Repair to Roof Ceiling Floor, etc. 


The Garrison Engineer (East), Lucknow Cantt invites application by 28th September, 1999 from enlisted MES, CPWpD 
Railway contractors of the appropriate class for issue of tender for the undermentioned works :— d 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Special Repair to roof Ceiling floor, plaster, joinery, sanitary fittings and W/S,etc. in bldg No. 18 4.00 Lakhs 8,000 


C/ Lines, Lucknow. 


_ Contractor not enlisted with the MES, Central Command are required to submit with tender applications, copies of letters of enlisted 
In other department, Income Tax Clearance: Certificate and particulars of works carried out by them during the last 2 year 


2 : S givi 
the designation of the officers under whom the works were executed. pwINS 


Earnest Money shall be deposited alongwith tenders by the contractors who have no Standing Security with the MES. 


[No. 8000/1244/03/E8, dated 23-8-99.| 


Garrison Engineer (North), Meerut Cantt. 
Misc. Civil Repair Works 


Th? Garrison Engineer (North), Meerut Cantt. invites application from enlisted MES, PWD, CPWD and Railways contractor 
of the appropriate class for following works by 20th September, 1999. 


Serial Name of Work Estimated Earnest 
Rs. Rs. 
1. Misc Civil Repair works as of Joinery, plastering, brick work, flooring, etc. in SF Accn under 7.00 Lakhs 14,000 


AGE B/R I of GE (North), Meerut. 


Contractors not enlisted with this de partment are required to sutmit alongwith their applicatic ns, copi¢s of lettr of cnlist'd in 
other departments, Income Tax Cl arance C: rtificates, Particulars of works carried out by them during the last two Ytals glving the 
designation and address of Officers under whom the works execut¢d. 


\ Earnest Money as shown aginst works shall b2 deposited alongwith the tend: rs by the contractors who have not Standing Sccurity, 
(No. 8200/10-R/1783,B8, datid 1€-8-16¢¢,] 
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Garrison Engineer (I), Navy (Maint), Haddo, Port Blair, Andamans-744 102 
Replacement of Sea Water Pump, etc. 


The Garrison Engineer (I), Na vy (Maint),Haddo, Port Blair, Andamans invites applications by 25th September, 1999 from the 
approved contractors of appropriate class from MES/PWD/Railways, etc. for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Deposit 
Rs. Rs. 
1. Replacement of Sea Water Pump for coolling to Man Engine and connected works at Sea 5.00 Lakhs 10,000 


Wats:r pump House at Haddo, Port Blair. 
2. Repair of tranformer,r¢ placcment of UG Cabloand connected works near POM,Port Blair 3.00 Lakhs 6,000 
Contractors not enlisted with MES. are required to submit with their applications, copies of lettcr of enlistment in other depart- 
mints, Income Tax Clearance? C-rtificate, Financial resourc?s/particulars of similar works carried out by thtm during the last three 


years supported by certificate from authorities under whom the works were executed. EMD as given above payable by the con- 
tractors’ who have not Standing Security with MES. 


[No. 8050/129/E8, dated 18-8-1999, | 


Gerrison Engineer (1), R/D (East), Bangalore-560 093 
Provision of Static Tank and Loop Road 


The Garrison Engincer (1),R&D (East), Bangalore-560093 invites applications by 20th Sepetmber, 1999 from enlisted MES, 
PWD, CPWD and Railway contractors for the following works :— 


Serial Name of Works Estimatcd Earnest 
No. Cost Money 
Rs. Rs. 
1. Provision of Static Tank and loop road in explosive dump area at ADE,Bangalore . > . 6.04 Lakhs 12,100 
2. Term Contract for Artificers work at ADE at and CEMILAC area,Bangalore ; 3 . 5.00 Lakhs 10,000 


[No. 8874/East/02/E8, dated 12-8-1999.] 


Office of the CommandersWorks Engineers ( AF), Maharajpur, P.O. : Air Field, Gwalior-474 020 


Special Repair to Perimeter Boundary Wall, etc. 


Tne Commander Works Engineere( AF), Manarajpur, P.O. : Airfield, Gwalior invttes applications by 27th September, 1999 from 
contractor enlisted wit Government departments for issue of tender for tue undermentioned works :— 


Serial Name of Works Estimated Earnest 


No. Cost Money 
Rs. Rs. 

1. Special Repair to perimeter Boundary wall at AF Station Manarajpur, Gwalior . : ; 11 law - 21,500 

2. Provision of work services for Small Arms range at AF Station,Manarajpur, Gwalior . ; 12 Laks” 23, 000 

3. Provision of Deficient Single Accomodation for 80 Airmen at AF Station,Maharajpur © . a 35 Lakhs 53,000 


Contractors not enlisted in M.E.S. snall attach wit their applications, copies of letters of enlistment in otner department. Copy 
of valid ITCC, particulars of work executed during tne last two years and financial resources. 


[No. 81037/2/E8, dated, 24-8-99,] 
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~ Office of the Garrison Engineer, Garhi P.O. Garhi, Udhampur-182 121 


Term Couract for Artificers Works 


The Garrison Engineer Garhi, Udhampur invites applications by 23rd September, 1999 from enlisted M.E.S., C.P.W.D. and Railway 
contractor of the appropriate class for the following work :— : A% 


Serial — _ Name of Work Estimated Earnest 

No. Cost Money 
Rs. Rs. 

1, Term Contract for Artificer work for Zone 1A in AGE B/R-I area near Udhampur. j : 10 Lakns 20, 000 


Contractor not enlisted. with th M.E.S. are required to submit with their applications copies of their enlistment in other depart- 
_ ment, Income Tax Clezrance Certificate and particulars of works carried out by them during the last two years giving the designation 
of the Officer/Officers under whom executed. 


: [No. 8511/05 /E8, dated, 24-8-99.] 


Office of the Garrison Engineer (Army), Dhar Road, Udhampur 
Improvement of Power Factor in Electric Supply, ete. 
The Garrison Engineer (Army), Dhar Road, Udhampur invites applications by 25th September, 1999 from enlisted M.E.S., C.P.W.D 
and Railway contractors of the appropriate class for the following works :— 


Serial Name of Work Estimated Earnest 


No. Cost Money 
Rs. Rs. 

am Improvement of Power factor in Electric supply distribution at Jindrah 3 . ; 5 4.50 Lakhs 9,000 

2 Provision of pation/POt: Rai bath room and connected services at Dhansal near Jindrah 4 Lakhs 8,000 

3. Certain repair to hardstanding in AD Building area at Dhar Road, Udhampur . ¥ : 3.50 Lakhs 7,000 

4. Pétiodicdl services to certain buildings of Md. accn. for JCOs/HAVs/ORs at Dhar Road, Udham- 4.80 Lakhs 9,600 


Pur. 


Contractors not enlisted with the MES. are required to submit alongwith application, copies of letter of enlistment in other depart- 
Ments. Income Tax Clearance Certificate and particulars of works carried out during last two years by them giving designation of 
the Officer under whom executed. 


[No. 8013/GE/ADR-29/99-2000/02/E8, dated 26-8-99.] 


Office of the Garrjson Engineer, Garhi P.O. Garhi, Udhampur-182 121 


Term Contract for Artificer Work, ete. 


4 
- 
. “Se 


‘The Garrison Engineer, Garhi, Udhampur invites application from contractors by 23rd September, 1999, for the following works:— 


Name of Work Estimated Earnest 
Cost Money 
| | Rs. Rs. 
1. Term Contraet for Artificer work for Zone 1 A in AGE B/R-I area near Udhampur . 2 - 10 Lakhs 20,000 
Bee y Ie : Sd/- 


EE 
[No. 8511/06/E8, dated 24-8-99,] 
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Office of the Garrlson Engineer, Garh, P.O. Garhi, Udhampur-182 121 
Special Repairs. to AC Plant 


The Garrison Engineer, Garhi, Udhampur invites applications by 24th September, 1999 from 


enlisted M.E.S., C.P.W.D. and Railway 
contractor of the appropriate class for the following works :— | j 
‘No. ; ree ane Estimated Earnest 
in Cost Money 
Rs. Rs. 


1. Special repair te AC Plant under ground OPs room of HQ Northern Command Near Udhampur 4.25 Lakhs 9,000. 


Contractor not enlisted with the M.E.S. are required to submit with their applications, copies of their enlistment in other depart- 
ment, Income Tax Clearance Certificate and particulars of works carried out by them during the last twa years giving the designation 
of the Q@dficer/Officers under whom executed. ; 


[No. 8511/07/E8, dated 27-8-99.] 


. 
te 2 Sey ee 
« 


Office of the Headquarters Commander Works Engineers, Mamun(Pathank ot) 


Provision of Different Chloronome Plant 


Commander Works Engineer, Mamun (Pathankot)invites application by 25th September 
and Railway contractors of the appropriate class for the following work :— 


; 1999-frcm enlisted M.E.S., C.P.W.D ; 


Serial Name of Work Estimated 4 Earnest* ~ 
No, Cost Money 
of market rate 
‘ Rs. Rs. 
1. Provisions of Deficient Chloronome Plant at Mamun : : ¢ Fs : 22 Lakhs 33,000 


*(Payable by the contractors who have no Standing Security with M.E.S.). 


Contractors not enlisted with M.E.S. are required to submit with their applications, copics of Icttcrs of Cnlisument in other depart- 
ment. Income Tax Clearance Certificate and particulars of work carricd out by them during last three years giving the designation - 
of the Officers under whom ex ecuted, 


x 


[No. 8219/06/02/E8, dated 26-8-99,] 


Office of the Garrison Engineer(1) R and D Chandrayangutta, Hyderabad-500 005 
Provision of 500 LIT Seryice Tanks 


The Garrison En 
following works :— 


oy 


gineer(l) Rand D Chandrayangutta, Hyderabad-500 005 invites applications by 30th September, 1999 for the 


$>rial ; Name of Work Estimated Earnest 
No. Cost Money 
Rs. ARs. 
1. Provision of 500 LIT Service Tanks (PVC) at Various S/S for improving the earthing system [4.50 Lakhs 
and provn. of bore wells at DSC at RCI, Hyderabad. 


19,000 
s 
: Contractors not enlisted with MES are required to submit with the application, copics of enlistment in other department, Income, 
ax, Clcarance Certificate, Financial resources and particulars of works carried out by them during the last two ycars givng) the desi 
nation of Officers under whom works executed. Earnest Money to be deposited alongwith the tender for the works indicated ato 

by the contractor who have no Standing Security Doposit with the Military Engineer Services. 


S 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to the enlist 


contractors of appropriate class. Issue of tender will be decided based on past track records financial position, experirence with simil 
works, decision for issue of tender or otherwise of the Acce 


UE ¢ pting Officer, should be final and contractor will not to entitled for a 
compensation for rejection of his application. j 


A664 


Office of the Garrison Engineer (1), R&D Chandrayangutta, Hyderabad-5 
Repairs to Roads 


oN alae Engineer (I), R&D Chandrayangutta, Hyderabad-500 005 invites applications by 7th October, 1999 for the follow- 
ing works :— 


Serial Name of Work ; Value of Fatnest 

No, Work Money 
: KS: Rs. 

Repairs to Roads in Technical Area and Surface Dressing to berms along RCI-DRDL strech 6.82 lakhs 13,700 


at Vignayanakancha RCI, Hyderabad. 


Contractors not enlisted with MES are requircd to submit with the application, copics of cnlistment in other dcparimcnt, 
Income Tax Clearance Certificate, Financial resources and particular of works carried cut by th m Curing the last two ycars giving the 
designation of Officersunder whom works executid. Earncst Monty to be deposited alongwith the tender for the works indicat. d 
above by the contractors who have no Standing Security Dc posit with the Military Enginecr Scivicrs. 


Invitation for application for issue of tender does not constitute any guaranttee for issue of tender to applicant even to the 
enlisted contractors of appropriate class, Issue of tender will be decided based on past track records, financial position, expericne: with 
similar works, Decision for issue of tender or otherwise of the Accepting Officer, should be finaland contractor will not be entilcd 
for any compensation for rejection of his application. : 

Sd/- 
JSW 
for Accpting Officer 


[No. 8003/01/E8., dated 16-08-99.] 


ene Pa 
. 


Office of the Garrison Engineer (North), T/64, Meanee Lines, MEG & Contre Area, 
Bangalore-42 


Repairs/Resurfacing of Bituminous Roads 


The Garrison Engineer (North), T/64, Meanee Lines, MEG and Centre Area, Bangalore-42 invites applications for the follow- 
ing works from MES, CPWD and Railway Contractor :— 


Serial Name of Work Value of Earnest 

No. Work Morey 

3 Deposit 
Rs. Rs. 

1. Repairs/Resurfacing of Bituminous Roads at Depot Bn.and TBI of MEG and CentrcunderGE 6.70 lakhs 13,400 


(North), Bangalore. 


Details of applications, etc. 


(i) Last Date of Submission of Applications =: 18-09-99 
(ii) Date of Issue of Tender : 20-09-99 
(iii) Date of Receipt of Tender : 14-10-99 


Contractors not enlisted with MES are required to submit withthzir appliction, copies of the letter of enlistment in other depart 
ment, Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving designation of 
Officer under whom executed, Earnest Money as indicated above is to be deposited alongwith tendder by contractors who haven not 


deposited Standing Security with the MES, 
: [No. 8008/895/E8., dated 17-8-99.] 


Office of the Garrison Engineer , Binnaguri, Post - Binnaguri, 
Distt : Jaipaiguri (W.B.), Pin-735 203 


Essential Repairs to Leakage, etc. 


The Garrison Engineer, Binnaguri, Post : Binnaguri, Distt : Jalpaiguri (W.B.), Pin-735 203 invites applications by 30th September, 
' from enlisted MES, PWD, CPWD and Railway contractors of the appropriate class for issue of tender for the  fellowing 


works je 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
' 1. Essential Repairs to Leakage/Seepage and allied works in Nursing Single Officers Quarters and 4.83 lakhs 9,660 
if Mess in MH Area at Binnaguri. 
2. Repair/Replacement/Improvement of Internal Electrification and Security Light Work in Certain 4.74 ,, 9,480 
Pump House in South Zone Area at Binnaguri. 
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Serial . Naim: of Work io a * 'Bstimated farnest 


sr | “e Cost Money 
: } 2S Te ee ay 
3. Maintenance/Repair/Over hauling of Storage Type Water Heater in CentralZone and North 2.88 lakhs 5,760, 


Zone Area at Binnaguri. me 


4. Repairs to Joineries and Periodical Services to Certain Md. Accn. and Servant Qtrs. in West of °4, 947s | 9,880 
Lehal Marg in South Zone at Binnaguri. 


5. Repairs to Joineries and Periodical Services to Certain Md. Accn. in Eastof Lohal MarginSouth 4. $2) i 9,640 
Zone at Binnaguri. ih hatte 


6. Rectification/Replacement of Security Light in North Zone OTM Acen. at Binnaguri. . . 4.95 . 3 % 9, 900 


Contractors not enlisted with MES formation are required to submit with their applications, copies of icthars! ‘of daistthens. in 
other departments, Incoms Tax Clearance Certificate and Particulars of work carried out by them during last ‘two —— “giving the 
designation of Officer under whom the works were executed. uate wel eed 


[No. 8109/199/B8, dated 13-8-99.] 


—_—- ; ——. 


Garrison Engineer (Naval Services), Near Samudrika, Naval Base Post, ee ai an ‘ ‘1 ai 
Visakhapatnam-530- 014 ee 


Manning and Operation of Generating Set, etc. 


The Garrison Engineer (Naval Services), Near Samudrika, Naval Base Post, Visakhapatnam-530 014 invites applications by a 
30th September, 1999 from MES, DGNP, CPWD, Railways, Port Trust enlisted contractors for the undermentioned works :— 


Serial Name of Works Estimated> Earnest Money 
No. Cost if Deposit 
Rs. Rs. 


1. Manning and Operation of Generating Sct 200 KVA/250 KVA and AC Il Plant of 2.50 lakhs Rs. 5,000. in. ass one of | 
Capacity of 60T at New M9OCY), Visakhapatnam. Garrison Engineer 4 
(Naval ; Services), 
Visakhapatnam-14. _ 


2. Manning and Operation of Maintenance of AC Plant at MTC, Visakhapatnam SLO, bias _ Rs. 5,000 in favour ‘Of i” 
Garrison pene 
(Naval yee 3] 
Visalchapatadpard #7, 


Contractors who have executed similar works only should apply. They should furnish the details such cima td a executed 
by them during the last three years supported by certificates fr on auth ities under whom the works were executed.’ Contractors not 
enlisted with MES are required to submit with their application, copies of letters af enlistment in other department and Income Tax@ 
Clearance Certificate. Earnest Money is to be deposited alongwith the tender by contractors wha have no Standing Security Depos it 


in MES. 
[No. S111/NS/C/54/E8, dated 31-7-99. ] 
aie YES Fie F 
Skt Mee Pek oe 
i Manning and Operation of DG Set, etc. iy | beante ; ab ; 


The Garrison Engineer (Naval Services), Near Samudrika, Naval Base Post, Visakhapatnam-530 014 invites applications by _ 
30th September, 1999 from MES, DGNP, CPWD, Railways, Port Trust enlisted contractors for the undermentionecd works :-— D 


Serial Name of Works Estimated Earnest Moncey 
No. Cost Deposit 
Rs. : pepiideg hea Rs. ant 
1. Manningand Operationof DG Set and Pump House at Naval Park, Visakhapatnam 4,30 lakhs - Rs. 8,000 in ; fave 1 
:. Garrison igi 
(Navals) 
Near 
Naval 
Visakhapatnam, 


2, Manningand Operationof Sewage Treatment Plantand Pump House at NSB; Kalyani, 4.70.55 .,Rs.9,400, in. fayour 
Naval Park, NPE and Amjari Park, Visakhapatnam, Pele Garrison. 
(Naval 
_ Visakhapatnam. . 


SBEOEF eee 
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Contractors who have executed similar works only should apply. They should furnish the di tails ef such « miler works 
executcd by them during the last three years support d by c: rtificates from authoritics und r whem the works were x’ cuted. 
Contractors not cnlistcd with MES are requircd to submit with their application. copicsof|cttcrsofcnlishmentin other department 


and Income Tax Clearance Certificate. Earnest Moncey is to be deposited alongwith th. tender by contractors who have no Standing 
Security Deposit in MES. 


[No. 8111/NS/C/54/E8., dated 31-7-99.] 


Repdair/Renewals to Central Package Type A.C. Plants 


The Garrison Enginecr (Naval S:rvirs), Near Semudrika, Naval Basc-Post, 


Visukhapatnam-530 014 invites applications by 
30th September, 1999 from MES, DGNP, CPWD, Railways,and P 


ort Trust enlisted contractors for the unde:mention: d work :— 


Serial Name of Work Estimatd Earnest Money 
No. Cost Deposit 
Rs. Rs, 

j 1. Repairs/Renewals to Central Packages Type A.C. Plants ,Compressors at NAD, 2.50 lakhs Rs. 5,000 in favour of 
NAS Areas at Visakhapatnam. Garrison Engineer 
. . (Naval Services) 
Near Samurdrika 
Naval Base P.O. 

Visakhapantam, 


Contractors who have executed similar works only should apply. Theyshould furnish the detils of such similar works 


executed by them during the last three years supported by certificates from authoritics under whcm_ the woiks were cxceutcd. 

Contractors not enlist:d with MES are required to submit with their application, copics of Ictters of cnlisim: nt in othcr department 
» and Income Tax Clarance C: rtificate. Earnest Moncy ts to be deposited alongwith the tinder by contractors who have no Standing 
_ Security Depositin MES. 


[No. 8111/NS/C/54/E8., dated 31-7-99.] 


— ——  * 
° 


Garrison Engineer, 874 Engr. Wks. Sec. C/o 56 APO 


Repair/Replacement of External Water Supply, etc. 


‘a Garrison Enginecr, 874 Engr. Works Scc, C/o 56 APO invites apPlications from approved contractors for the following 
works :— 
Serial : Name of Works Estimated Last Date of Reccipt 
No. Cost of Applications 
Rs. 


as Repair/Replac: ment of External Water Supply at Tangdhar TCP. : ‘ , . 4.10 lakhs 4th October, 1999, 


2. Repairs to CGI Sheet Roofing and PCC Flooring to Bldg. Nos. P-4, P-5, P-83,P-84, 3.70 


5 4th October, 1999, 
. T-44, T-45, T-57A, T-89A, T-115 & T-118 at Zangli. 


Contractors not enlisted with MES are required to submit their applications :— 


i (a) 


Copics of letter of enlistment in other departments, latest Income Tax Clearance Certificate. 


es (b) Particulars of works carricd out by thm during last two years giving the designation of Officers undir whom executed, 


: Earnest Money to be provided alongwith the tender as mentioned should be payable by the contractors who have not deposited 
- Standing Security. 


Sd/- 
Major 


; [No. 8004/1155/E8., dated Nil.} 
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Garrison Engineer (Naval Services), Near Samudrika, Naval Base-Post, 
Visakhapatnam-530 014 


Manning and Operation and Comprehensive Maintenance to Coastguard 
Establishment 


The Garrison Engineer (Naval Services), Near Samudrikd, Naval Base-Post, Visakhapatnam-530 014 invites applications by 4 
30th September, 1999 from MES, DGNP, CPWD, Railways, Port Trust enlisted contractors for the undeimentioned work :— 


Serial Name of Work Estimated Earnest Money . 
No. Cost ; Deposit : 
Rs. Rs. 


1. Manning and Operation and Comprehensive Maintenance to Coastguard Establish- 4,00 lakhs. Rs. 8,000 in favour of 
melt, Visakhapatnam. . Garrison Engineer 
(Naval Services), 
Visakhapatnam. 


\ iad 2450) 

Contractors who executed similar works only should apply. They should furnish the details, of such’similar works executed by them 

during t1: last thtee years supported by certificates from authorities under whom the works Were exccuted. Contractors not enlisted — 

with MES ate required to submit with their application, copies of letters of enlisthment in other department and Income Tax — 
Clearance Certificate Earnest Money is to be deposited alongwith the tender by contractors who have no Standing Security 

Deposit in MES. 


ss 
[No. 8111/NS/C/51/E8., dated 28-7-99.] 


Office of the Garrison Engineer, Khaprail, P.O. Matigara, Dist : Darjeeling (W.B.) } 
Provision of Building Work, etc. 
The Garrison Engineer, Khaprail, Post : Matigara, Dist ; Darjecling (\W.B.) invites separate applications by 23rd September, 


1999 from enlisted MES, PWD, CPWD and Railway contractors of the appropriate class and authorised/reputed firms for issue of 
tender for the following works :— 53 


Serial | Name of Work Estimated Barnest 
No. Cost Money 
Rs. Rs. 
1. Provision of Bldg. Work and Protective Work on Rohini River Bank at Khaprail (Para-12). . 9.00 lakhs 18,000 


Contractors not enlisted with MES formation are required to submit with their-applications, copies of lettgrs of enlistment 
in other departments, Income Tax Clearance Certificate and particulars of work carricd cut by them during last two ycars givirg 
the designation of Of cers under whom works Were executed. ; 


[No. 8936/C/103/E8., dated 21-8-99.] 
a 


Garrison Engineer, Shimla Hills, Kasauli 
TC for AW’s 


The Garrison Engineer, Shimla Hills, Kasauli invites application by 27th September, 1999 from approved Government contrac: 
tors for issue of tender documents for the undermentioned work :— : ‘ ‘ 


Serial Name of Work Estimated > Barnest . 
No. Cost Money 
Rs. Rs. 
1. TC for AW’s at Kasuli(Zone‘B’) . en Ze z : A as z F » 7.50. lakhs 15,000 


Rarnest Money is required to be deposited by the contractors who have not deposited Standing Securities and not executed Standing 
Security Bond with CE, Western Command /Chandimandir/CWE, Chandimandir. This however. is not application to ‘S’ Class Con- 
tractor of MES who have executed Standing Security Bond with any other Chief Engineer. of MES Contractors not enlisted in MES ~ 
shall attach with their application copy of valid I.T.C.C.. particulars of works executed and particulars of financial resources. 


[No. 8010/2787/E8 » dated 12-8-99.] 
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Office of the Garrison Engineer (South), Deolali-422 401 
Repair to Certain Roads,. etc. 


The Garrison Engineer (South), Deolali, Onslow Road, Deolali Camp -422 401 invites the applications upto 25th September, 1999 


from MES, CPWD, PWD and Railway contactors of avpropriate class for issue of tenders for the following works :— 
Sertal . Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs: 
12.50 Lac 23,750 


1. Repairs to Certain Mily Roads under AGEB/R(C)Deolali. .  . 


2. Repairs to Certain Mily Roads under AGE B/R H/L Deolali. . : : 5 12.50 Lac 23,750 


Contractors who are not borne on the approved MES list required to furnish alongwith the appficationst attested copies of 
letters of enlistment with other Departments/Command latest Income Tax Clearance Certificate and particulars of works carricd 
out by them during the last three years stating the designation(s) of the Officer(s) under whom the same were executed. Contrac- 
tors who have not lodged Standing Security with the MES will be required to pay Earnest Money as mentioned above whtle submitting 


the tender in case their names are selected for issue of tender. 
[No. 8043/314/B8, dated 5-8-99.] 


Office of the Garrison Engineer (North), Meerut Cantt. 
Provision of One Block of Four Type-I Quarters, etc. 


The Garrison Engineer (North), Meerut Cantt. invites applications from enlisted MES, PWD, CPWD and Railways, Contractors 
of the appropriate class for following works by22nd September, 1999:— 


Serial Name of Works Estimated Earnest 

No, Cost Money 

Rs. Rs. 

1. Provision of Onc Block of Four Typc-I Quarters for CSD Depot under GE (N), Meerut 9.10 Lakhs 18,200 
Cantt. 

2. T.C. Artificers Works at FBS Babugarh under AGE B/RI of GE (N), Meerut Cantt. . - . 7.00 Lakhs 14,000 


3. Special Repair to roof leaking, AC sheet roofing, plastering, flooring, drain andrewiring to 4.50 Lakhs 9,000 
certain buildings of 12 Fd Regt. at Meerut. 


j Contractors not enlisted with this department are required to submit alongwith their applications. ccpics of l(tter of enlist ment 
in other departments, Income Tax Clearance Certificate and particulars of works carried out by them during thelast two years giving the 


designation and address of Officers under whom executed. 


Earnest Money asshown against the work shall be deposited along with the tenders by the contractors who have no Standing 


Security with the MES. 
[No. 8200/10-R/1782/E8 , dated 14-8-99.] 


. 
——~ *——. —« 
. 


Office of the Garrison Engineer, Eklingarh Cantt. Udaipur (Raj). 
Repairs to Water Proofing Treatment 


The Garrison Engineer, Udaipur invites applications upto 4th October, 1999 from MES/CPWD/PWD and Railway contractor’s 
_ ofappropriate class for issue of tender forthe following work :— 


y Serial Name of Work Estimated Earnest , 
No, Cost Money | 


; ‘ Rs. Rs. 


m1; ete to Water Proofing Treatment to Roofs of Certain Buildings in West Side of Nallah 6.00 Lakhs, # 12,000 
i. at aipur. 
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Contractor’s who are not borne on the approved list of Southern Command/MES are required to furnish alongwith their .applica-— 
tions, attested copics of letters of enlistment with other Departments/Commands, latest Income Tax Cl:arane Crrtificate and Parti- 
culars of works carricd oyt by th:m during the last three years stating the designation of the Officer’s und«r whom exccutcd.  Sceurity — 
Moncy to befurnished alongwith the tender by contractor’s whohaveno Standing Sccurity with the MES, will beasindicated above. 
[No. 8001/Adv/584/E8 , dated 17-8-99.] 

wa : A DPD ts 


Office of the Garrison Engineer (South) , Deolali-422 401 ; : a 4 
Periodical Services to Certain Buildings 7 


The Garrison Engineer (South), Deolali, Onslow Road, Deolali Camp- 422 401, invites the applications upto 25th September, 1999 | 


from MES, CPWD, PWD and Railway contractors of appropriate class for issuc of t-nder for the following works :— 


Serial Name of Work Estimated "Earnest 
No. Cost Money 
Rs. Rs, 
1. Periodical Services to Certain Mily Bldgs. under AGE B/R R/L Deolali  - : : . B25" hae: - 6,500 pane 


Contractors who are not born=-@4“th® approved MES list required to furnish alongwith the applications, attested copics of | 
letters of enlistment with other Departments/Command, latest Income Tax Clearance Certificate and particulars ef works carricd out — 
by them during thelast three years stating the designation(s) of the Officer(s) under whom the same were executed. Contractors who- ~ 
have not lodged Standing Security with the MES will be requircd to pay Earnest Moncy as mentioned above while submitting the 


tenderin case theirnamesare selected for issue of tender, ; 
[No. 8043/316/E8, dated 7-8-99.} 
Office of the Chief Engineer (Fy ) Hyderabad, Opp. Parade Ground, Sardar Patel Road, Secuderabad-500 003 


Provision of Married Accommodation 


The Chief Engineer (Fy) Hyderabad, Opp. Parade Ground, Sardar Patel Road, Secunderabad-500 003 invites apPlications from 


enlisted M.E.S., C.P.W.D. and Railway contractors of appropriate class for the following work :— 


Serial Name of Work Estimated Earnest Last Date of- 
No. Cost Money Receipt of » | 5 
Application a 

Rs. Rs. 


ee a 


1, Provision of Married Accommodation for 32 Officers and 48 ORs. 191.00 lakhs} 1,91,000 25th September, 1999. 
at MCEME, Secunderabad. : 


Contractors not enlistcd with M.E.S. are required to submit with their applications, copies of the Ictters of enlistment in other 
Departments, valid Income Tax Clearance C:rtificate and particulars of works carried out during past two years supported with 
certificates from the authoritics Under whom they were executed. "s 

Earnest Money as indicated above in the form of Call Deoposit Receipt from any Schedul.d Bank is to be deposited. 

. [No. 830186/SEC/04/E8, dated 30-8-99.] 


Office of the Commander Works Engineers (Project) Factory, Post Box No. 89, Jabalpur-482 601 » 


BP eae ect aa a i 2 ret lo ie ba aru 


Repairs | Recarpeting of Roads 


The Commander Works Engineer (Projzct) Factory, Post Box No. 89, Jabalpur-482 001 invites applications from the approved — 
and eligible contractors for issue of tender of the following works :— 


Earnest . Last Date of- 


Serial Description of Works Estimated j 
No. Cost Money | Applications — 
. Rs. Rs. 
1. Repairs/Recarpcting of Roads inside Factory at Vehicle Factory,  20.00lakhs | ~ 30,000 27thSeptember, 1999. 
Jabalpur. a 
2. Resurfacing of Admin Road and Main Road from Factory main gate 23.41 3 35,125 28th September, 1999. ‘ 


to technical Building at Ord, Factory, Itarsi. 


3. Special Repairs to Majumdar Bridge on LPR Road, at Khamaria 14°00 7335 21,000 29th September, 1999. 


[No. 89403/02/E8, dated 17-8-99.] 
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Office of the Garrison Engineer (South), No. 1, Ulsoor Road, Bangalore-560 042 
Addjtion|Alteration to Building, etc. 


The Garrison Engineer (South), Bangalore-560 042 invites applications from enlisted M.E.S., P.W.D.,C.P.W.D. and Railway 
contractors for the following works :— 


Serial Name of Works Estimated Earnest Date of application 
No. Amount Money submitted to GE(S), 
B‘lore on or before 
Rs. Rs. 
1, Addition/Alteration to Building No. ETA-77 for establishment of 8.90 lakhs 17,800 22nd September, 1999. 
ADP Lab, at ASC Centre and College, Bangalore. 
2. Construction of link Road from Centre HQ Area to Centre and 5:23.05 *10,500 22nd September, 1999. 
College HQ Area, Bangalore. ; 
3, Provision of Toilet Facilities Adjacent to Building No. T-42 to T-43 4.50 ,, 9,000 22nd September, 1999. 


FTM Area, Bangalore. 
Contractors not enlisted with the M.E.S. are required to submit with their application copies of the letters of enlistment in other 


department. Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving desig- 
nation of Officer under whom executed. 


oe, gai as indicated above is to be dep osited alongwith the tender by contractors who have not deposited Standing Security 
with the M.E.S, 


(No. C-8186/1/E8, dated 14-8-99.] 


Office of the Garrison Engineer (Air Force) Hebbal, Bangalore-06 
Provision of AMF Panel & Other E/M Works, etc. 


_The Garrison Engineer (Air Force) Hebbal, Banglore-06 invites applications from enlisted M.E.S., P.W.D., C.P.W.D. and 
Railway contractors for the following works :— 


Serial Name of Work Estimated Earnest Application to be 
No. Amount | Money submitted to GE (AF) 
Deposit Bangalore 
Rs. Rs. 
1. Provision of AMF Panel and other E/M Works at HQ TC Hebbal, 4.00 lakhs' 8,000 27th September, 1999. 
Bangalore. 
2. Special Repairs to Parade Ground at No. 26 ED (AF) Bangalore 446, ay 8,920 27th September, 1999. 


Contractors not enlisted with M.E.S. are required to submit their applications with copies of the Ictters of enlistment in other 
departments, Income Tax Clearance Certificate and particulars of works carricd out by them during the last two years giving d: sig 
nation of Officers under whom executed. 

Farnest Money as indicated above is to be deposited alongwith the M.E.S. 


[No. 8335/01/E8, dated 27-8-99, } 


te 


Office of the Garrison Engineer, 862 Engr. Works Sec., C/o 56 APO 
Special Repairs to Building 


__ The Garrison Engineer, 862 Enginzer works S*ction, C/o. 56 APO invites anplications by 24th September, 1999 from 
enlisted M.E.S.,C.P.W.D. and Railway contractors of the appropriate class for the following works :— 


Serial Name of Work Estimated *Farnest Period of 
No. Cost Money completion 
Rs: Rs. 
_ 1. Special Reapairs to Building No. T-21 (Sand Mode] Room) of HQ 80 Inf. 3.42 lakhs 7,000 6 months. 
Bde. 


* Payable by the contractors who are not borne on the approved list of M.E.S. contractors or who are borne the approvcd list 
_ Of contractors but have not executed the Standing Security Bond. 
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_The contractors not enlisted with the M-E.S. or provisionally entitl d withthe M.E.S. arercquired to submit. with their application 
for issue of tenders,copies of letter of enlistment in other department,Income Tax Clearance Certificate and particulars of works carricd 
out by them during the last three years giving the designations of Officer under whom ‘he works were executed. 


we Sdlloot 
Major | 


[No, 8010/93/E8, dated 20-8-99.) ~ 


e 
— a fe wee 
e 


Office of the Garrison Engineer, St. Thomas Mount, Barrack No. 2, Mily Camp, Pallavaram, Chennai-600 043. 
Renewal/Replacement of Furniture, etc. 


The Garrison Engineer, St. Thomas Mount, Barrack No. 2, Military Camp, Pallavaram, Chennai-600 043 invites application 
by 28th September, 1999 from the enlisted M.E.S.,C.P.W.D., Railway and P.W.D. contractors for the appropriate class for issue 


of tender for the following works :— 


Serial Name of Work Estimated | Earnest s@eriodor | 
No. | i Cost Money ‘completion — 
Rs. Rs. ) 
4.00 lakhs 8,000 6 months. 


1. Renewal/Replacement of Furniture of GE St. Thomas Mount Jurisdiction 
(Excl. OTA Chennai). 


2. Rewiring of Certain Barracks at OT A Chennai ‘ : , : : 3:05 >: 7,300 4 months. 


Contractors not enlisted with M.E.S. are required to submit alongwith their application, copics of lettcr of cnlistment in 
other departments, Income Tax Clearance Certificates. particulats of works carricd out by them during the last three years giving 


description of work, designation of the Officer under whom executed. 
Earnest Money to be deposited alongwith tender by the contractor who are not having Standing Security Deposit with M.E.S. 


Invitation of applications for issue of tender does not constitute any guarantee for issue of tender to the applicant, even to enli- 
sted contractors of appropriate class. Issue of tender will be decided by the Accepting Officer, based on inter alia, past track records, 
financial position, and experience of similar works executed by the applicant/contractor. The Accepting Officer shall consider appli- | 
cations received upto the date of receipt of applications/ xtended date of receipt of applications for Issue of tenders. The applicant/ — 
contractor will be informed regarding the non issue of tender without assigning any reasons. The applicant/contractor, if he so — 
desires may appeal to thenext higher Engineer Authority with a copy to the Accepting Officer. No appcal/repres¢ntation shall be — 
entertained in respect of applications for issue of tendcrs received after duc date of receipt of applications. The decision of the next 
mete: Engineer Authority shall be final, No applicant/contractor shall be entitled for any compensation whatsoever for rejection of 
his application. 


[No. 8425/315/B8, dated 26-8-99.) | 


— —~ & — 


Office of the Garrison Engineer, Saugar, (M. P.)-470 001. 
Iniprovement of Water Supply System 


The Garrison Engineer, Saugar (M. P.) invites application by 18th September, 1999 from approved and eligible contractors for i 


issue of tender forms for the work :--- ; : 
Serial | Name of Work Estimated Earnest Period of ; 
No Cost Money completion — 
Rs. Rs. : 

1 Improvement of Water Supply System at Saugar i § 4 B % . {5.00 lakhs 10,006 6 months, : 


Contractors not enlisted with M.E.S. shall attach with their applications a copy of valid Income Tax Clearance Certificate, 
particulars of works executed during the last two years and details of financial resources. 


[No. 8800/579/03/E8, dated 12-8-99.] 
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Revairs to Certain ‘nternal Roads 


The Garrison Engineer, Saugor (M. P.) invites applications by 17th September, 1999 from approved and eligible contractor 
for issue of tender forms for the work :— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money » completion 
Rs. Rs. 
1. Repairs to Certain Internal Roads at Dhana x é ‘ - . 3.48 lakhs 7,000 4 months, 


Contractors not eblisted with M.E.S, shall attach with their applications a copy of valid Income Tax Clearance Certificate, 
particulars of works executed during the last two years and financial resources, 


[No. 8300/576/03/E8, dated 10-8-99.] 


Office of the Garrison Engineer (Air Force), Bhuj-Kutch-370 001 
Periodical] Services to Certain Building 


The Garrison Engineer (Air Force) Bhuj invites applicatins upto 28th September, 1999 from M.E.S,, C.P.W.D., P.W.D. and Rail« 
way contractors of appropriate class for issue of tender for the following work :— 


Serial ' Name of Work Estimated Earnest Period of 

No, Cost Moncy completion 
Rs, Rs, 

1. Periodical Services to Certain Buildings at (AF) Bhuj js A > . 3.00 lakhs 6,000 i2 months 


Contractors who are -not borne en the approved M.E.S. list of Southern Command are required to furnish alongwith their appli- 
cations attached copies of letters of enlistment with other departments/commands. Latest Income Tax Clearance Certificate and 
particulars (including credentials) of works carried out by them during the last three years stating the designation(s) of the Oflicer(s) 
under whom executed 

Earnest Money to be furnished alongwith the tender by contrators who have no Standing Security with the M.E.S, will be as 
indicated above, 


[No, 8784/I/04/E8, dated 20-8-99.] 


Office of the Garrison Engineer (West), Delhi Cantt.-10 
Repairs to Roof Plastering, etc. 


The Garrison Engineer (West), Delhi Cantt.-10 invited applications by 30th September, 1999 from enlisted M.E.S., P.W.D. and 
Railway cgntractors of the apyropriate class for issue of tender for the undermentioned work :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No, Cost Morey required to 
be deposited with 
the tender 
Rs. ~ EGS 


1. CA No. GE/DOW-113/99-2000—__ ; tg 
‘i Repairs to Roof, Plastering, Plinth protection drains in ORs & Md. Accn, COD Lines 4.11 lakhs 8,200 
oe in the area of AGE B/R-L| (W) under GE (West), Delhi Cantt.-10. 

Contractors not enlisted with the M.E.S. Western Command, Chandimandir are required to submit with their applications, copies 
of letters of enlistments in other ¢epatment, Income Tax Clearance Certificates and particulars of works carried out by them during 
the last three yeats giving the designation and correspondence address of the Officer, under whom the works were executed. 

Earnest Money shall he deposited alongwith the tenders by the contractors who have no Standing Security with M.E.S, 

i Note :— 


_ Invitation for applications for issue Of tenders Coes not constitute any guarantee for issue of tender to the applicants even 
enlisted contractors of appropriate class. 


_ INDIAN TRADE JOURNAL @ September 15, 1999 A673 
- : 


__ Issue of tender will be decided by the Accepting Officer based on infer alia past track, record, financial position and experience 
of similar works executed by the applicant/contractor, fhe Accepting Officer shall consider applications received upto date of receipt 
of applicatiors/extended date of receipt of applications for issue to the next higher Engineer Authority with copy to the Accepting Officer 
NG appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applications. 


__. The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall te entitled for any comp<i- 
Sation whatsoever for rejection of his application. ay 


[No. 8041/GE/DW-113/1929-2000/03/E8, dated 23-5-99.- 


Office of the Garrison Engineer (West), Delhi Cantt.-10 
Periodical Services to Certcin Buildings 


_ The Garrison Engineer (West), Delhi Cantt. 10 invites applications by 30th September, 1999 from enlisted M.E.S., P.W.D. and 
Railway contractors of the appropriate class for issue of undermentioned work :— 


Serial CA No. and Name of Work Estimated | Amount of Earnest} 
No. Cost Money required to 
be deposited with 
the tender 
Rs. Rs. 


1. CANo. GE/DW-114/1999-2000— aged . 
Periodical Services to Certain Buildings, in Basantar Lines, New Chitral Lines and } 2.60 lakis 99200 
Cld Capt. Lines in the area of AGE B/R II under GE (West), Delhi Cantt,-10. 


Contractors not enlisted with the M.E.S. Western Comniand, Chandimandir are required to submit with theit applications, copies 
of letters of enlistment in other department, Income Tax Clearance Certificates and particulars of works carried out by them during 
the last three years giving the designation and correspondence address of the Officers, under whom: the works were executed. 

Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with M.E.S. 


NOTE 


_Invitation for applications for issue of tenders dGes not constitute any guarantee for issue of tender to the applicants even to 
enlisted contractors of appropriate class. 

Issue of tender will be decided by the Accepting Officer bascd on ifter alia past track record, financjal position and experience 
of similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received uptodate ‘el accirt 
Of applications/extended date of receipt cf applications for issue to the next higher Engineer Authority with copy to the Accepting 


ae TE No appeal/representation shall be entertained in the due date of receipt of applications/extcnded date of receipt of 
applications, 


The decision of the next higher Engineer Authority shall be fine], ‘No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his application, 


[No. 8041/GE/DW-114/1999-2000/03/E8, dated 23-8-99.] 


Office of the Garrison Engineer (West), Delhi Cantt.-10 
Repairs to Sliding Shutters in side CVD Depot 


_ The Garrison Engineer (West), Delhi Cantt.-10 invites applications by 30th September, 1999 from enlisted M.E.S., P.W.D. and 
Railway contractors of the appropriate class for issue of undermentioned works :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No. . Cost Money required to 
be deposited with | 
the tender 
Rs. Rs. 


1. CANo. GE/DW-115/99-2000— 
Repair to Sliding Shutters indide CVD Depot, Delht Cantt. in the area of AGE 4.50 lakhs 9,000 
B/R-Il under GE (West), Delhj. Cantt.-10. 


_ Contractors not enlisted wtth the M.E.S. Western Command, Chandimandir are required to submit with their applications, 
copics of letters of enlistment in other department, Income Tax Clearance Certificates and particulars of works carried out by them 
during the last three years giving the designation and corresponding address of the Officers under whom the works wete executed. 


3. Earnest Money shall be deposited alongwtih the tenders by the contractors who have no Standing Security with M.E.S. 
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Invitation for applications for issue of tenders does not constitute any guarantee for i y i 
3 : eé for i ‘ + sven to 
enlisted contractors of appropriate class. vs ssue of tender to the applicant even 


Issue of tender will be decided by the Accepting Officer based on inter alia p: le oni ci Ola , ae pe 
eae , : past track record, financiaf position and experience 
of similar works executed by the applicant/contractors. _ The Accepting Officer shall consider applications eine upto date of re- 
ceipt of applications/extended date of receipt of applications for issue to the next higher Engineer Authority with copy to the Accepting 
Officer. No appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applications. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor sh« : i 
rae ee . actor shal > ; nsation 
whatsoever for rejection of his application. A i Gur emis be cattied: foe any compens 


[No. 8041/GE/DW-115/1999-2000/03/E8, dated 23-8-99.] 
Office of the Garrison Engineer (West), Delhi Cantt.-10 
Ceratin Repaits to Overhead Tanks 


The Garrison Engineer (West), Delhi Cantt.-10 invites applications by 30th September, 1999 from enlisted M.E.S., P.W.D. and 
Railway contractors of the appropriate class for issue ot tender for the undermentioned work :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
ey Cost Money required to 
be deposited with 
the tender 


1. CA No. GE/DW-116/99-2000— oe ai 
Certain Repairs to Overhead Tanks, Plumbing works drains at Khanpur Camp in 5.00 lakhs 10,000 
the area of AGE B/R-IV under GE (West), Delhi Cantt.-10. 


Contractors not enlisted with the M.E.S. Western Command, Chandimandir are required to submit with their applications, Copies 
Of letters of enlistment in other depatment, Income Tax Clearance Certificate and particulars of works carried out by them during the 
last three years giving the designation and correspondence address of the Officers under whom the works were executed. 


Earnest Money shall be depostted alongwith the tenders by the contractors who have no Standing Security with M.E.S. 


Notes:— 


© Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicant even to 
enlisted contractors of appropriate class. 

/ Issue of tender will be decided by the Accepting Officer based on inter alia past track record, financiaf position and experience of 
similar works executed by the applicant/contractors. The Accepting Officer shall consider applications received upto the date of receipt 
of applications/extended date of receipt of applications for issue to the next higher Eengineer Authority with copy to the Accepting 
Officer No appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of applications, 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his application, 


[No, 8041/GE/DW-116/1999-2000/03/E8, dated 23-8-99,] 
Garrison Engineer (I), (Dockyard Maintenance), Nayal Dockyard, Visakhapatnam-14 
Maint./Repairs to Certain Roads 


The Garrison Engineer (1), (Dockyard Maintenance), Naval Dockyard, Visakhapatnam-14 invites applications from enlisted MEs, 
C.P.W.D., P.W.D. and Railway contractors of the appropriate class for issue of tenders for the following works :— 


° 


Serial Name of Works | Estimated Earnest _ Date upto 
No. Cost Money which Applications 
Deposit will be Received 
Rs. Rs. 
1, Maintenance/Repairs to certain Roads in Old Dockyard area at Naval 6.00 Lakhs 12,000 24th September ,1999 
Dockyard, Visakhapatnam. : 
2. Maintenance/Repairs to ceiling fans at New Dockyard area, Naval 2.50 Lakhs 5,000. 24th September, 1999 
Dockyard, Visakhapatnam, 
3. Term contract tor Attificers work in area ‘B’ at Naval Dockyard, 5 Lakhs 10,000 24th September, 1999 
Visakhapatnam. 
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The contractors not enlisted with MES are requested to submit theit applications alongwith copies of enfistment in other depart- 
ments, financial resources and particulars of works carrica out by them during the last Two years giving designations of Officers under 


whom executed, Earnest Money to be deoposited alongwith the tender is payable by th econtractors who have no Standing Secu-_ 

rity with MES, . 
Sd.J= 
Major 


" 


[No. YSGE/8150/91/E8, dated 16-8-99.] 
Garrison Engireer(1), Panaji, Goa-403 001 
Periodical Services to MD Accn, 


The Garrison Engineer(I), Panaji (Goa) invites application upte 30th September, 1999 fromm eblisted M.E.S., C.P.W.D., P.W.D. 
and Railway contractors of the appropriate classes for issue of tender for the following work :— 


ge the, Name of Work Estimated Earnest, Period of 
No. Cost Money: Completion j 
Rs. Rs. } 

1g Periodical services to md accn, OTM acct and overhead reservoir at3 MTR, 4.40 Lakhs 8,800 4 Months. 


Margao (0a). 


Contractors not etilisted with M.E.S. will have to submit with their applications, copies of letters of eblistment in other department, 
Incorne Tax Clearance Certificate, financial resources and jurisdiction of work carried out by ther during the last two yers giving the 
desigvation of the Otficer under whom works have been executed. Earnest Money to be deposited alongwith the tender for those who 
have not got Standing Security deposit with M.E.S. is as indicated above. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicants, even to enlisted 
contractor of appropriate class. Issue of tender will be decided by the Accepting Officer based on interalia, past track record, financial 
position and experience of similar works executed bythe applicant/contractor, Tie Accepting Officer shall consider applications received 
upto the date of receipt of applications/extended date of receipt of applications for issve of tender. The ¢ pplicant/contractor will be 
informed regarding non issue of tender without assigning reasons. T he applicant/contractor, if he so desires, may appeal to the next 
higher Engineer Authority with copy to the Accepting Gficer. No appeal/representation shall be entertained in respect of application 
for issue of tenders as received after the due date of receipt of applications/extended date of receipt of applications, 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his application. tii, 


[No. 8607/331/E8, dated 12-8-99.] 


ae : —- - ‘ 
* 2 9 


F 
The Garrison Engineer (AF) Borjhar, Guwahati-15 (Assam) 
Periodical Services to Certain Buildings, etc. 


Th> Garrison Enginzer (AF) Borjhar, Guwahati-15 (Assam) invites applications by 21st September, 1999 fronietlisted M.E.S.s 
"CPW.Ds P.W.D..and Railway contractors on the appropriate class for issue of tender for the followings :— 


Serial ; Name of Works Estimated Earnest Period of Appropriate 
No. i Cost Money Completion Category — 
alk Rs. RS. ek rr 
1; eiigtice Services to ce _n buildings in SMQ atea 51 ASP., » 2.50 Lakhs 5,000 4 Months ° F(R) 
2. Repairs to Sewage disposal in certain area 51 ASP., Digaru. . 2.50 Lakhs 5,000 4 Months ‘F(R 
3. Supply of Bazar/Building materials for DELto AGEE/M, Digaru. . 2.50Lakhs £5,000 4 Months F(R) & 
4. Repairs to certain roads at RAME(G) and 19 Wing A/F... Z 3.10 Lakhs § 6,200. 4 Months ‘F’(R) 


Contractor not enlisted with M.E.S. are requested to submit their applications alongwith copies of letter to enlistment on other 
departments Income Tax Clearance Certificate and particulars of works cartied out by them during the last two years giving the designha- 
tion of the Officers under whom the works were executed. Earnest Money is required to be Deposited by contractor. 


[No. 8689/1/E8, dated 23-8-99.] 
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Office of the Garrison Engineer, Patiala 
Provision of Certain Repairs 


The Garrison Engineer, Patiala invites application for the undermetioned work from contractots up 10 27th September, 1999. 
for he following works :— 


Serial Name of Work y i Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Provision of certain repairs to building in South East Zone at Patiala. ‘ ° ° ° 4.98 Lakhs 11,205 
Sd/- 


Gartison Engineer 


[No. 8199/55/03/E8, dated 16-8-99.] 


Garrison Engineer(NW), Mankhurd, Mumbai-88 


Special Repairs to Building 


The Garrison Engineer(NW) Mankhurd, Mumbai-88 invite separate application from approved Contractors upto 30th September, 
1999. for fhe followidg works; — ; 


Serial Name of Work Estimated Earnest 
No. } Cost Money 
Rs, Rs, 
L. -Special repairs to building No. P/37, P/38, P/39 at TS Habul e e ° ° “ 10 Lakhs 20,000 


Contractor not enlisted with M.E.S. should submit letter ofenlistmentin other departments wherethey arc enlisted. They should 
also submit Income Tax Clearance. Certificate, Particulars of work and solvency f certificate carried out by them during last two 
years giving designation of officers under whom work executed Paris! 


?TNo. 8852/1/E8, dated 12-8-99.] 


Garrison Engineer(AF), Tambaram, Chennai-48 
Provision of Cycle/Scooter Sheds 


The Garrison Engineer(AF) Tambaram, Chennai-46 invites application by 25th September, 1999 from enlisted M.E.S., C.P.W.D., 
P,W.D. and Railway contractors of the appropriate class for issue of tender for the following work :— 


Serial , Nante of Work Estimated Earnest} Period of 
No. Cost Money Completion, 
| Rs, Rs, 
1, Provision of Cycle/Scooter Sheds at Various Locations at AF Station Tambaram. 11.14 Lakhs 22,000 6 Months, 


; Contractors not enlisted with M.E.S. are required to submit alongwith their applications, Copies of letters of enlistment in other dep- 
artment, fresh Income Tax Clearanc? Certificate, particulars of work carried out by them during the last two years giving description 
of works, designation of the officers under whom executed. Earnest Money to be deposited alongwith the tender is noted against work 
payable by the contractors who are not having Standing Security deposit with the M.E.S. 


Invitation for application for issue of tender does not Constitute any guarantee for issue of tender to applicant even fo enlisted con- 
tractor of appropriate class. Issue of tender will be decided by the Accepting Officer based on the past track records, financial position 
and experience of semilar works of the applicant/contractor. The decision of the Accepting Officer for issUe of tender or other Wise 
to theapplicant/contractor shall be finaland the applicant/contractor willnot beenlisted forany compensation for rejection of his applica- 
tion, 


[No. 8410/M/1047/E8, dated 10-8-99.] 
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Chief Engineer R&D Probyn Road, Delhi-54 
Provision of Essential Works for Important Security 
The Chief Engineer, R&D, Probyn Road, Delhi-54 invites applckieg) from enlisted MES/PWD/CPWD/Railway contractors 
of appropraite class for issue of tender in respect of the follownig work : 


Serial Name of Work Estimated Earnest Applications inyited » 


No. Cost Money upo 
Rs. Rs, 
, be aie Essential Works.services for Important of Security at 39.15 Lakhs 58,750 24th September, 1999. 
DL, Jodhpur. 


Contractors not enlisted with MES are required to submit with their applications, copies of enlistment in other departments, 
Income Tax Clearance Certificate, particulars of works carried out by them during the last three Years’ giving designation and address 
under whom the works are carried out/being carried out. Contractors who have not deposited Standing Security with MES shall fur- 
nish Earnest Money in favour of Age (I), R&D, Jodhpur alongwith the tender. 


[No. 84000/24/01/E8, dated 12-8-1999.] 


Garrlson Engineer, P.O. Nawabganj, Dist-24 Parganas (N), West Bengal-743 144 
Certain Repairs to the Existing Water Proofing Treatment ] 


The Garrison Engineer, Ishapore Invites applications by the dates given Sent each from appropriate categories of MES, CPWD 
PWD and Railway contractors for issue of tender forms for the following work : 


Serial Name of Work Estimated Earnest? Last Date of Receipt 
No. * : , ‘ Value | Money of Application 
Rs. Rs. 
1. Certain Repairs to the Existing Water Proofing Treatment on the roof of 8.65 Lakhs F17,300 25th September, 1999 


Proj Shop-l Including certain repairs to exisitng latrine/urinal blocks 
at RFI under GE, Ishapore. 


Contractors not enlisted with MES are reanired to submit alongwith their applications, copies of letters of enlistment in other de- 

partments. Latest Income Tax Clearance Certificate and particulars of work’carried out by them during last two years giving the desig- — 

nation and address of officers under whom executed Earnest Money is required to be forwarded alongwith the tenders by those contractor 
who have no Standing Security with any of the MES formation. 


Invitation for applications for issue of tender does not constitued any guarantee for issue of tender to applicant, even to enlisted 


contractors of appropriate class. ‘Issue of tender will-be decided based on past track record, financial position, experienece of similar 
works and compensation for rejection of the application. 


[No. C/8108/99-2000/1/E8, dated 19-8-1999.] 


Garrison Engineer, 867 Engr Works Sec. C/o 99 APO 
Repairs to Barbed Wire Fencing 


The Garrison Engineer 867 Engr Wks Sec. C/o 99 APO invites applications by 30th September, 1999 from enlisted MiS/c ee 
Railway/PWD ‘contractor of the appropriate class for issue of tender for the fo lowing work :— ; 


§ Serial Name of Work Estimated Earnest Period of 
No. Cost of Money} Completion 
Work 
Rs. Rs. 
- 1. RepairstoBarbed Wire Fencing andRCC Postsin Certain Areasat Kalimpong. 4.41 Lakhs ’ 8,820 6 Months. 
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Contractors not enlisted with MES are required to submit with their applications copies of letters of enlistment in other depart *- 
ments. Income Tax Clearance Certificate and Particulars of works carried out by them during the last two years giving the designa'10n 
of the Officers under whom the works were executed. Earnest Money is required to be deposited by the contractors who have not 
lodged Standing Security with MES. 


[No. 8967/01/E8, dated 14-8-1999.] 


Garrison Engineer Khatipura Road Jaipur-3020 12 


+, 
Special Repairs to Fencing Around 
‘ The Garrison Engineer’ Jaipur invites application from MES/CPWD/PWD and Railway Approved Contractors of appropriatt’ 
_ lass for issue of tenders for the following work :— ; 
Serial Name of Work _ Estimated Earnest Last date of receipt 
No. Cast Money — of Application 
Rs. Rs. 
> 4. Special repairs to Fencing around domestic area at (AF) Stn, Jaipur 2.90 Lakhs 5.800 27th September, 1999 


Contractors who are not borne on the approved list of Chief Engineer, Southern Command, Pune, Commander works Engineett 

Jaipur are required to furnish alongwith their applications attested copy of letter of enlistment with othet Departments/Command lates 
Income Tax Clearance Certt ficate and particulars of works carricd out by them during the last three years stating the designation of 
Officers under whem the same were executed. Contractors who have rot lodged Standing Security with _MES will be required to 
' furnish Eatnest Money mentioned above while submitting the tender tf their names is selected for issue of tender. 


[No. 8360/03/E8, dated 17-8-1999.] 
Garrison Engineer, 859 Engineer Works Section, C/o 99 APO 
Repairs/Replacement of Point Wiring, ete. 


. d 
_ The Garrison Engineer, 859 Engineer Works Section, C/o 99 APO invites applications by 25th September, 1999 fro 
_. MES, CPWD and Railway contractors of tre Appropriate class for issue of tenders for the following works :— 


Serial ; Namie of Works Estimated Eanrest Period of 
No, Cost Money Completion 
Rs. Rs. 
1. Repair/Replacement of Point wiring and Electrical fittings and fixtures ofcertain 3.54 Lakhs 7,100 6 Months, 


“married accn at ieaca Ledge under GE, 859 EWS. 


. 


2. Repair/Replacement of Point wiring and Electricai fittings and fixtures of 7.44 Lakhs 14,900 6 Months. 
certain md accn at Chindit Top under GE, 859 EWS. 


Contractors not etlisted with MES formation are required to submit with their applications, copies of letters of enlistment in other 
department’s Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving the designa- 
tion of the Officer under whom thé works were executed. 


[No. 8C00/AB/109/E8, dated 11-8-1999,] 


eb Let 


Peary! 
~ 
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Garrison Engineer, 869 Engineer Works Section, C/o 99 APO 


Term Contract for Artificer Works ances? Pesca! A P, 


The Garrison Engineer, 859 Engineer Works Section, C/o 99 APO invites applications by from the contractors of the appropriate 
class for the following works as detailed in the Indian Trade Journal of 15th September, 1999 ;— 


Serial Name of Work Estimated Earnest Last Date of Submis- 


No, Cost Money © stion of Application 
Rs. Rs. 


1. Term Contract for Artificers work at Leimakhong d ; : «4,00 Wakhs $,000 27th Spetember, 1999, 


Contractor not cnlisted with the MES fermation are required to submit theit application alongwith copies of leiter of enlistment 
in dther Govornasnt Departments. Income: Tax Clearance Certificate and particulars of work carried out by them during last 5 
years giving the designation of the Oflicer under whom the works eXecuted. 


Invitation for application for issu of t2nder does not constitute any guarantes for issue of tender to-applicant even te enlisted con- 
tractors of apprepriate class. Issue of tencer will be decided based on the past track recerd, financial position expcrince to similar 
works and ¢ocision of issus of tend =r or oth: wise of the Accepting Officer shall be final and contractor will not be entitle for rejection 
of his application, abit 


Sd/- 
Major 


[No, 8605/02/E8, dated 2-8-1999, 


The , Commander Works Engineer, Firozpur Cantt. Eerie 


Proyn of Special Repair to Building 


The Commander Works _ Engineer, Firozpur Cantt invites applications from enlisted MES/CPWD/Railway and DGBR con- 
tractor of the «appropriate class for issue of the following work :— 


Serial Name of Work Estimated Farnest Period of Date of Receipt of 
No. Cost Money Completion of Application. 
Rs. Rs. | 
1. Provn. of Special repair to building Nos 22 and ° 15.22 lakhs 2,800 08 Months 25th September, 1999, 


23 of Aliwal Line at Firozpur. 

Contractors not enlisted with MES are requested to submit applications with copies of letters of enlistment in other depart- 
ments, Income Tax Clearance Certificates and particulars of work carried out by them during last two years with value performa- 
formance report or Certificate of satisfactory completion of works executed. The contractor with experiences in the type of work 
will be given preference. 


Earnest Money not — to be deposited alongwith the tender as shown is payable by the contractor, who got Standing Security 
Deposit with the MES. 


[No. 8992000/FZR -29/02/E8, dated 16-08-1999.] 


Provision of Special Repair to Building .. 


The Commander Works Engineer, Firozpur Cantt invites applications from enlisted MES/CPWD/Railway and DGBR con- 
tractor of the appropriate Class for issue of the following work :— 


Serial, Name of Work Estimated Earnest Period of Date of Receipt of 
No.3 Cost Money Completion ~~ Application 
Rs. Rs. 
1. Provn of Special repair to building Nos, 22 and 15.22 lakhs" 2,800 08 Months 25th September, 1999. 


23. of Aliwal line at Firozpur. 


Contractor not enlisted “with MES are requested to submit applications with copies of letters of enlistment in other depart. 


ments, Income Tax Clearance Certificate and particulars of work carried out by them during last two years with value performanc, 
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ie I Leap 


report or certificate of satisfactory completion of works executed. The contractor With experience in the type of work will be 
given preference. 


_ Earnest Money not to be deposited alongwith the tender as shown is payable by the contractor, who got Standing Security 
Deposit with the MES:" 


[No. 8992000/FIR/29/02/E8, dated 16-08-1999.] 
Garrison Engineer, Pithoragarh 
cs Certain Repairs ‘to Middle-Family Lines OR’s Quarters 


The Garrison Engineer, Pithoragarh, invites scparate applications by the date shown against the works from enlisted MES/PWD/ 
CPWD ‘anid Railway contractors of appropriate class for issue of tenders for the undermentioned work :— 


: Approximate Amountof Period of Last Date of 
Serial Name of Work Estimated Earnest Completion Receipt of 
No. Cost Money Application 
Rs, ' Rs, 


1, Certain Repairsto Middle Family Lines OR’s Quarters. 12 lakhs 23,000 6 Moriths .. 24th September; 1999. 
at Dharchula. 


. Contractors not enlisted with the MES CWE Hills Pithoragarhand Central Command, Lucknow are requested to submit with 
their application copies of letters of enlistment in other departments, Income Tax Clearance Certificate and particulars of works carried 
out by them during the last three yéars giving the designation of the Officer under whom the works were exccuted. 

Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with the MES. 
Invitation of applications for issue of tender does not eonstitute any guarantee for issue of tender to the applicant even to enlisted 
contractors of appropriate class. Issue of tender will be decided by the Accepting Officer based on the past track records, financial 


position, experience of Similar works of apPlicant/contractor: The decision of Acct Ptihg Officcr for issuc of tendcr oF other Wise 
shall be finaland the applicant/contractor will not be entitled for any cOmPenSation for rejection of his application. 


Sd. /- 
EE 


[No. 8272/DHR/I/E8, dated 13-8-99 .] 
Garrison Engineer, 874, Engr: Wks. Sec., C/o 56 APO 
Repairs/Replacement of External Water Supply 


The Garrison ‘Engineer, 874 Engr: Works ‘Sec., C/o 56 APO invites applications from enlisted MES/CPWD, Railway con- 
tractors of all appropriate classes for the following works :— 


Seria] Name of Works Estimated Earnest } Period of — Last Date of Receipt 
No. & Cost Money } Completion of Application 
Rs, Rs. 
1. — Repair/Replacement of External Water Supply at 4.10 lakhs F ' 8,200 6 Months 4th October, 1999, 
Tangdhar TCP. 
2. Repairs to CGI Sheet Roofingand PCC Flooring 3,70 lakhs 1 ~—- 47,400 6 Months 4th October, 1999. 


to Bldg. Nos. P-4, P-5, P-83, P-84, T-44; T-45, 
T-57A, T-89A, T-115 and T-118 at Zangli. 


Contractors not enlisted with MES are required to submit with their applications :— 
(a) » Copies of the letter of enlistment in other departments and Latest Income Tax Clearance Certificate. 


(b) Particulars of works carried out by them during last two years giving designation of Officers under whom executed. 
Earnest Money to be 


" Standiit' Security, ee py the tenderas mentioned shall be payable by the contractor who have not deposited 
Sd. /- 
Ma jor 
GE 
[No. 8004/1154/E8, dated 7-8-99,] 
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~ Garrison Engineer (1) AF, No.1. Wing, Air Force, C/o56 APO’. 8 eaad es 


Provision of New Operated Cholorinator, etc. od, Cael a? aici 
The Garrison Engineer (1) AF, No.1 Wing, Air Force.C/O 56 APO invites applications from enlisted MES/PWD/CPWD/ 
Railways Contractors of appropriate classes for the following works :— 


Seri ame timated Earnest Period of Last Date of Receipt 
oe Renee me Money Completion of Applications 
Rs. Rs. 


1, Provision of New Vaccum Operated Cholorinator 4.65 lakhs 9,500 4 Months 28th September, 1999 
Advance 200 at Sgr. Afd. 


2. Provision of Special Repairs to DG Sets 160 KVA 6.11 lakhs ® 914,000 6 Months — 28th September, 1999 — 
each EM No. 3303034552 and 121414 at 90A and 
ATC Power House at Ser. Afd. 
Contractors not enlisted with MES are required to submit application alongwith :— 
(a) Copies of letter of enlistment in other departments and Income Tax Clearance Certificate. 


(b) Particulars of work carried out by them during the last years giving designation of Officers under whom executed. 


Eatnest Money to be forwarded alongwith the tender as Mentioned above payable by the contractors who have not deposited 
Standing Security amount with the MES. 


[No. 8000/Advt/1036/E8, datcd 13-8-99,] 


Garrison Engineer (A) No, 2, Jodhpur 


M&S of Furniture for OTM Accn. 


The Garrison Engineer (Army) No.2 


, Jodhpur-342 010, invites applications upto the date indicated against the work from MES/ 
CPWD and Railway contractors of appr 


Opriate classes for issue of tender for the following work :— 


gece Namé of Work Estimated Earnest Period of Last Date of Receipt 
ee Cost Money | Completion of Application 
Rs: Rs, 


1, M&S _ of Furniturefor OTM Accn. (Phase-II) at 7 lakhs } "14,000 6 Months 30th September, 1999 
Ralawas near Jodhpur. 


___ Contractors who are not borne on the 
tions, attested copies of letter of enli 
culars (including Credentials) of wor 


apProved list of Southern Command/MES are required to furnish alongwith their applica- 
istm ont with other Departments/Commands, Latest Income Tax Clearance Certificate and parti- 
Ks carried out by them during the last three years stating the designation(s) of the Officer(s) under 


whom executed. Earnest Money to be furnished alongwith the tender by the contractors who have no Standing Security with MES 
will be as indicated above. 

Sd. /- 

Major 


[No. 8785/03/E8, dated 17-8-99.] 


ee 
. 


Office of the Garrison Engineer (1) (P), Banar P.O. : Banar-342 027 


Repair|Replacement to External Water Supply Line, etc. “F | . ; 
The Garrison Engineer (1) (P), Banar-342 027, invite 


: ) ; s applications upto the date indicated against the work from MES/CPWD 
and Railway Contractors of appropriate classes for issue of tender for the following works :— ¥ : 
Serial - Name of Work Estimated . —_ Earnest Period of ~ Last Date of Receipt 
No. Cost Money — Completion of Application 
; Rs. _ URS. eet . 3 
1. Repair/Replacc ment to Extenral Water Supply Line 3.00 lakhs. «6,000 +»—S« 4 Months_~—27th September, 1999’. = 
at Banar, — 


2. Repair/Replacement of Lighting Conductor inside 3.00 lakhs 4 6,000 4 Months 27th September, 1999 
Depot Area (Restricted Area) at Banar. 
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: Contractors who are not borne on the approved list of Southern Command/MES are required to furnish alongwith their applica- 
tions, attested copies of letters of enlistment with other departments/commands, latest Income Tax Clearance Certificate and part- 
culars (including Credentials) of works carried out by them during the last three years stating the designation(s) of the Officer(s) under 
whom executed. Earnest Money to be furnished alongwith the tender by the contractors who have no Standing Security with MES 


will be as indicated above. 
Sd/- 
Major 


[No. 8699/01/E8, dated 28-8-99.] 


—_—— *—__.-——. 
. 


The Garrison Engineer (North) Calcutta, 46 B.T. Road, Calcutta-700 050 
Repair to Co]. Chajja, Railing, Facia, etc. 


’ ©. The Garrison Enginger (North) Calcutta, 46 B.T.Read, Calcutta 700050 invites Separate application by the dates given against 
each from enlisted appropriate categories of MFS, CPWD, PWD and Railway contractors for issue of tender for the following 


works :-- 


Serial Name of Works Estimated Farnest Last date of receipt 
No, Value Money of application 
Rs. Rs. 
6.29 Lakhs, 23,870 25th September, 1999. 


1, (a) Repair to Col. Chajja, Railing, Facia, etc of married accn. at 32 


2 CBPO Dum Dum. (SSR *91) 
(b) Repair to Certain Building at Salt Lake . : : , = 5673 Lakhs: 22,190 25th September, 1999. 
(SSR °91) 
(c) Repair for B/R & E/M works at Salt Lake : : . : Gen Ae 21,080 25th September, 1999, 
SSR °91) 


Contractors not enlisted with MES are required tc submit alongwith their applications copies of letters of enlistment in other 
department, latest Inccme Tax Clearance Certificate and particulars of works carried out by them during last two years giving the 
designation and address of Officers under Whom executed. Earnest Money is required to be forwarded alongwith the tenders Ly these 


contractors who have not Standing Security with any of the MES forination. 


Invitation for application for issue of tender does not constitute any guarantee for issUe of tender to applicant eVen f0 enlisted 
contractors of appropriate class. Issue of tenderwill be aecided based on the past track records, financial position, experience of similar 


works and compensation for rejection of the application. 
[No. €C/8938/01/E8., dated 17-8-99.] 


. 
—_—— -— 


Garrison Engineer (I) R/D, M-8&4, Sector-29-A, Chandigarh 
Provision of Water Proofing Treatment to Magazines 


The Garrison Engineer (1) R&D, M 884, Sector 29 A, Chandigarh invites applications for undermentioned works from enlisted 
contractors of MES/CPW1)/Railways of apprepriate class :— 


Serial Name of Work Estimated Earnest Last date of receipt Concerned GE 
No, Cest Money of application 
Rs. Rs. 
i. Provision of Water Proofing Tre atment to Maga- Q7.00 Lakhs. 14,000 28th September, 1999 Ge 
nandigarh, 


zimes and Technical Buildings at TBRL Kange (at par mar- 
Ramgarh (Hary2na) Near Chd. ket rate). 
Contractors not snlisted with the MES are required to submit their applications with copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving the designation 
of Officers under whom executed. Earnest Money to be deposited alongwith the tender will be as given above by the contractor 
who have not got Standing Security Deposit with the MES. 
[No. 8139/R&D/60/2;E8., dated 17-8-99.] 
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Provision of Cement Storage. Shed 
The Garrison Engineer ( 


‘ a ea a Pat 1 BE sta nueres > ; 
) R&D, M.884, Sector-29A, Chandigarh inyttes)applications for ,undermentiqned work framvenlisted 
contractors of MES/CPWD and Railways of appropriate class :— t” tbat bint eae Hue 
Serial Name of Work Estimated Earnest Last date of receipt Concerned GE 
No. Cost Money of application. 
Rs. Rs. 
1. Provision of CementStorageShed for GE(I) R&D 6.00 Lakhs. 12,000 
CHD at TBRL Ramgarh (Haryana) Near Chd. {at par mar- 


29th September, 1999 GE(I) R&D.. 
Chandigarh. 
ket rate). 
Contractors not enlisted wtth the MES are required to submit their applications with copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving the designation 
of Officers under whom executed. Earnest Money to be de 
who have not got Standing Security Deposit with the MES. 


posited along wtth tender as mentioned above payable by the contractors 


(No. 8139/R &D/61/2/E8, dated 1858-99.) 


ee 


Provision of Furniture 
The Garrison Engineer (1) R&D, M.884 
contractors of MES/CPWD/Railways of appropriate class :— 


, Sector 29-A, Chandigarh invites applications for undermentioned work from enlisted 
Serjal Name of Work Estimated Earnest Last date of receipt Concerned GE 
No. Cost at Money of application fe Cth ae 
par SSR 
Rs. Rs. 
1. Provision of, Furniture for Deficient . Residential __ 4,00 Lakhs. 8,000 
Accn. for SASE at Chandigarh. 


4th October, 1999 _, GE(/). R&D. 
Se ee ee Chandigarh 
Contractors not enlisted. with the MES are required to submit their applications with copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving the designation 
of officers under whom executed. Earnest Money to be deposited along with the tender as mentioned above payable by the contractors 
who have not got Standing Security Deposit with the MES. 


[No. 8139/R&D/62/2/E8, dated 23-8-99.] 


— >= 


, Garrison Engineer, (1)(P) Fy. Kiree,Pune-411003 : Tele Civ :.;,5810192, 
The 


Provision of AC Sheet— 


appropriate class for issue of tender for the following work : 


Garrison Enginecr (1) (P) Fy.,Kirkee., Pune-3.. invites applications from MES/CPWD/and Railway Contractors of 


Serial Name of Work Estimated 
No. Cost 
Rs, 
1. Provn of AC Sheet roof over oildrum storage 10.50 lakhs 
yard Ord Fy, Ambarnath. 


A684 


Earnest 
Money 


Rs. 
28,250 


Last date.of appli- 
cation 


1st October, 1999 


j for Adver- 
tisement 
- charges to 
. be: sent 
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Contractor who are not borne on approved MES list of Chief ieee k ep CO parese rodutred pees 
i icati i tte enli ith other department/command, late come e 

alongwith the application attesteds copies of letters ‘of enlistment wi : Spay ; f Office ace whoa 
i i e three years stating the designation of Officers under who 

Certificate and particular of work carried out by them during the last three ye: ; : eee ; 

the same Wee cect contractors who, haye not,lodged, Standing Security, witn. the MES will be requir # to pay Earnest Money 

as Mentioned in Appendix ‘A’ while submitting the tenders in case their names are selected for issue of tender. 


Sd/ 
AE B/R =: 
Offig. ASW 
',, for Garrison Engineer . ° 


sink sabres wig’ [No. 8107/106/E8, dated...9-08-99.] 


Office of the Garrison Engineer, Chandimandir 


Certain Repairs to Storarge type elictric heaters, etc. 


The Garrison Engineer, Chandimandir-134107 invites applications for the under mentioned work/works from,enlisted Con- 
tractors of _MES/CPWD/Railways of appropriate class :— : ioe 


Serial Name of Works Estimated Earnest Last Date for Receipt... Concerned GE 
ooNo. wet GPT . Cost -. Money of Application | 
at par bet 62 bar Ct en 
market 
OOCD necPatags Eth npn! i) 3tA eRe, Rs. 52. 
1. Certain repairs to storage type electric heaters 3.60lakhs 7,200 20th September, 1999 GE Chandimandir. 
(Geysers) in Officers Md Accn at Chandimandir. fs 
f} rns t : = OF ; | 
2. Certain repairs to sewage threatment plant 4.50 lakhs _ 9,000... 20th September, 1999 , Ditto. 
at Chandimandir. | e) ’ 
o5 ; ae : 99..\:\;45; Ditto, | 
co 3... Addition/Alteration to existing. water supply 4.48 lakhs 8,960 20th September, 199! 
faite ut JCO’s/OR’s at Chandimandir. é “4 
4. Provn of certain Furniture items at 3.70 lakhs 7,400 20th Septembor, 1999 Ditto. 
Chandimandir. 
5. Certain repairs to roads of Jersore Marg at 4.42 lakhs 8.840 20th September, 1999 Ditto. 
Chandimandir. 


. . . : <j 104 tint i ie /of enlistment in other de- 
sopConttgctors; Mot Enlisted with. MES.are required to submit their applications with copies of lettersyo nent 1 
oe Fone aqjorsi. Tax Clearance Certificate and particulars of work carried out by them during the last two years giving designa~ 
tion of Officer under whom exccuted. Earnest Money to be deposited alongwith tender will be as givenin Appx, A against 
each work by the Contractors who are not enlisted with MES and who have not executed SS Bond with MES.) >." * 


[No: 8126/127/3/E8, dated. 21-08-99.) 
OFFICE OF THE GARRISON ENGINEER (P) AF, 
YELAHANKA, , BANGALORE-63 


a Provision of Servo Stabilizer 


eee: The-Garrison Engineer (P)»AF, Yelahanka, Banga- Earnest Money’: Rs. 9,000.' 


lore-63 invites applications upto 29th September, 
1999 from approved and eligible contractors for. issue 


of tender for “Provision uf Servo Stabilizer to all Elec- Time!Period of Completion \: 2 Months. 
tric|Equipments|Installations at Air Force Station, 
Yelahanka,” 


Estimated Cost : Rs. 4.50 Lakhs (Market rate). ~ [No. 8257|01 |E8, dated 16-8-99.} 
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INDIAN RAILWAYS ” 
NORTHERN RAILWAY 


Head Quarters Office, Baroda House, New Delhi 


Tender Notice No. 25/99-2000 :— Shoes Canvas Brown Rubber Shoe, etc. 


Fax No. 011-3384008 


E— Mail Address nr cos @ née. vsnl. net. in 


‘On behalf of the President of India through Controller of Stores, Northern Railway, Baroda House, New Delhi, invites sealed 


tender for the supply of the following items :-- 
Serial Tencer No. and Description of Stores 
No. ¢ 


1. 1030/99/P-10— 
Shoes Canvas Brown Rubber Shol (P.T. Shoes) to IS Specn. No, 
3735/1996 or latest in size 6 to 12. 


This Item is reserved to be Purchased from NSIC Regis- 
tered Firms only. i 


2.  850/99/P-7— ] 
Brake Beam Hanger with Bush to RDSO SK 69597, Alt. (33), 
Item 12 and 13 respectively. Material and Specn. as per Drg. 


3. 823/99/P-7— 
Cast Steel Brake Beam to RDSO No. WD 85084 S/1, Alt. (4), 
Item 1 and 2. Mat. and Specn. as per Drg. 


4, 849/99/P-7— 
Rear Follower for 492 mm Pocket Draft Gear to RDSO SK 78510, 
Alt. (1), Item (2), material and Specn. as per Drg. confirming to 
_ latest IR.STR No. 24 BD 79 issued by RDSO. 


§2/99/P-3— 

Flexible PVC Flooring Ash. Grey Roli 112000 11/Sheet 12206311 
of premier Vinyl or similar Size 1620 mm wide X 2 nm thick in 
Rolls of 14 Mtrs length alongwith 2 mm dia PVC Welding 
Electroae, Materials and Specn. confirming to RDSO/STR/C-8515 
(Rev-II) with Amendment Slip No 2 or Latest. 


Note : 


LA 
° 


Sl. No. 4 and 5 Material will be procured fron. RDSO 
approved Sources only. 


6 638 /99/P-19— : 
Disc Valve Assly Comp 60 mm dia for H.P. Cylinder to Elgi 
Part No D-1381. 


7 §1/99/P-27— 
‘O’ Ring Set consisting of 2 Nos: to PL No 10170595 and 1 No. 
to P.L. No. 10170560 for Main Cylinder Liner Drg. Ne. (1) 
j 15D76803, Alt..(VDA) and N.R. Alt.-() to DLW Part No. 
10170595, Drg.No.(2) 15D76290, Alt.-(WDA)and N.R. Alt.-(2) 
to DLW Part No. 10170560. 


8.  50/99/P-27-—- " i 
Valve Seat insert for Cylinder Head (Welltite) DLW Part No. 
10240391, Drg. No.22 (71125, Alt.(B) and N.R.  Alt.-(1), 
Sheet 1 CFI. ‘a 


9. 26/99/P-32— } : ; ae: 
Paint Ready Mixed Air Drying Red Oxide Zinc Chrome Priming 
to IS : 2074/92 send revision or latest. 


Note : 


Note : Material will be purchased from ICF/RDSO apptoved 
‘scur ‘ces only. 


10. 718/99/P-12— | ; : 
Decorative Malamine finished The rmostic Synthetic Resign Bonded 


Laminated Sheet Size 8’ X 4’ X 3 mmas per 1S:2046/1969 ey. 


| detailed description as per Tender Documents. 
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Quantity 


7,800 Pairs 


4,950 Nos. 


1,250 ” 


566 45 


19,336 Mtrs. 


283 Nos 


5,066 Sets. 


5,832 Nos. 


18,880 Ltrs. 


445 Nos. 


Tender Due on 
Cost 
‘Rs. 
500 11th October, 1999 
150 12th October, 1999 
1,000 13th October, 1999 
500 18th October, 1999 
2,000 18th October, 1999 
150 18th October, 1999 
500 18th October, 1999 
500 18th October. 1999 
500. 20th October, 1999 


500 20th October, 1999 
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Serial Tender No. and Description of Stores Quantity Tender Due on) 
No. Cost 
Rs. 
11. 136/99/P-14— 
Cleaning Powder (Vim Biz) to 1S:285/1964 or latest ‘tated 33,534 Kes. 150 20th October, 1999 
ies dal fed oiled . . 
Inlet Cam 18.4 Stroke Matl. Steel 16 mm(R 5 DIN 17210 Specn. 173 150 22nd October, 1999 
DL13413 C&D No. M 301/005 Drg. No. 1.20.7.32.12.01.03. BM: ¢ 
Al.-(B) and 3. 
13. 2243/99/P-8— ate 
Wire Rope Steel for Double Wire Signalling 19 mm (2’) ci : 3th October, 1999 
ferance to IRS-S-3/61 Cat 11/70. ‘ se ae a hee ieee are 
14, . 2232/99/P-9— 
Accumulator Lead Acid Stationary Tublar Posititve Plate 2 Volt 1,146 Nos. 1,000 14th October, 1999 
200 AH In Hard Rubber Container to Specn. 1S-1651/91 or 
latest and RDSO Letter No. STS/E/C ells/Secondary, Dt. 23-4-73 
the Detail Description given in Tender Documents. 
Note : Procurement shall be made from RDSO approved 
Sources only. 
15. 318/99/P-10— ; 
Interlock Knitted Vest with Reddy made Knitted Ribbed Collor . IOA5S “5 2,000 20th October, 1999 
Note : Railway also proposes to enter intc price agreement for 
period 1-5-2000 to 30-4-2001. 
16. 1843/99/P-19— 
Condenser Block Assembly complete with Terminal Base Plate with FiGee.. 500 21st October, 1999 
Cover and Casing for Condenser Fitting as per Sr. DEE/TRS/ 
CNB Drg. No. A2/97/CNB 1307/5089/MO (Complete details 
as per Tender Set). 
17; -72/99/P-27— 
Connector (Bellows Type Steam Line Exhaust Manifold) DLW AGH. «4 500 22nd October, 1999 
Part No. 10245637, Drg. No. T PE-06-0042, Alt.-(J). 
18.  494/99/P-6— , 
MS Round Steel Bar 56 mm dia Class-I (C-0.15 per cent) 18:1875/ 15 M.T. 150 20th October, 1999 
2 
Note : Procurement shall be made from RDSO approved 
Sources only. 
N.B.— 
1. Tender Documents can be obtained from the Office of the Controller of Stores, Northern Railway, Baroda House, New 
Delhi, during 11 Hrs. to 15 Hrs. on all working days except on the Date of Opening of Tender. 
2 The Cost of Tender Documents should be remitted to FA &CAO(SAB)NR/BH/NDLS through Crossed Bank Draft only 
Postal Orders/Cheque/Money Orders are not acceptable. 
3. Tender Documents are not-transferable. 
4. Tender submitted on other than prescribed Tender Forms are liable to be rejected. 
5, Jf the firm desires to obtain the tender documents by pust they must send the demand draft along with requisition to C.0.S 
Office at least 15 day before the Date of Tender Opening. 
6. All the Tenderers are requested to indicate their Banker’s Name and Account No, in all the Offers/Quotations being sub- 


mitted to the Controller of Stores, Baroda House, New Delhi. 


£ 
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E [No. 129/S/O/8/PG/PT-I/Publication, of Adv. Tender, dated 25-8-99 } 
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Sale Notice.— 


MINISTRY OF DEFENCE + 


{NDIAN ORDNANCE FACTORIES» 


OFFICE OF THE GENERAL MANAGER, _ 
MacHINe Toot PROTOTYPE FaCToRY, 
AMBERNATH, DIST.-THANE, MAHARASHTRA 


Sale of Various Types of Old-used/Unserviceable 


The General Manager, Machine Tool Prototype 
Factory, Ambernath, Dist.-Thane, Maharashtra on 
behalf of the: President of India invites sealed ten- 
ders for Sale of Various Types of Old-used|Unservi- 


ceable Machines such as Cooper Planning, Milling, 


Drilling,, Boaring, Grinding, ete and other items on 


“As is where is basis.” 


Cost of 1 set of tender documents is Rs. 216 only 
& 25 extra:towards postal expenses if tender docu- 
ments are required by post (non-refundable) which 


is to be paid through Crossed Demand Drafts only | 


in favour of the General Manager, Machine Tool 
Prototype Factory, Ambernath-421 502, Dist.-Thane. 
O i EE 
Tender documents will be issued against specific 
request quoting tender notice number and date w.e.f. 
16th September, 1999 to 30th September, 1999 
between 15-00 hrs. and 17-00 hrs. on any working day 
(except Saturday, Sunday and Holiday) at Machine 
Tool Prototype Factory, Ambernath. 


day). 


Machines, etc. — ! Mipacth ys ¥ 
Items!Goods'Lots‘can bé inspectéd by the tenderers 


in the premises of the General Manager, Machine 


Tool Prototype Factory, Ambernath from ist ‘October, * 


1999 to 11th October, 1999 between 3 p.mo-& 5 p.m. 
on any working day (except Saturday; Sunday:& Holi- 


Last Date for Submission|Receipt-of Tender Docu- 
ments at Machine Tool Prototype Factory, Ambernath, 
Dist:-Thane duly filled _ 12th October,” 

upto 14-30 itis Tender will be opened on 12th 
Octobe¥, 1999 “at 15-00 hrs in the premises: of the 
General Manager, Machine'’Tool Prototype Factory, 
Ambernath. In case of any unschedule holiday 


working day shall’ be the prescribed date vof tender 
opening. 


o eppaee | 


(No. 2355'S|VII|T=4, dated 27-8-99.] 


‘ 4 457 ‘ 
ernie coon We BL RQ Me n= Saad pee Meese yk. | is endo 
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¥ 
a’ 


GOVERNMENT OF INDIA eee Of 


a 


in is 12th Octobér/1999*' 


: . ey aa 
 ocetires on “prescribed: tender opening~ date, the ‘next 


Works Manager|s ~. 


PART B 


PRICE QUOTATION 


COFFEE—* 


Bangalore, 3th March, 1999, 


Model Prices 


(Per 50 Kilograms) 


Rs. 
(1) Plantaticn (nA verone:.  « ttiGewr1i4566.00 
(2) 9 vt of a e . e 5000.00 
(3} Arabica Cherry “AB”, ‘eh e § 4000.00 
(4) te en “24: era . . » 3900.00 
(5) Robust? Cherrey “AB” , ; 5 . 3800.00 
{6) - ° SE Br rm . ‘ e  3600,00% 


WWTE (SACKING) FAS~-(@i 


Calcutta, 78th August, 1999. 


(INDIAN) 


JUTE (HESSIAN) FAS—@ 
Calcutta, 18th August, 1999, 


Rs. 
(1) Hessian Cloth 40°7} oz, 
(101.5 cm, 229 g/m*) per 100 Mtrs. 653.09 
(2)«*Hessian Cloth 40°7 oz. 
(101.5 cm, 244 g/m!) per 100 Mtrs. 609.09 
(3) Hessian Cloth 49°10 oz. 
(101.5 cm.305 g/m*) per 100 Mtrs. 871,00 


LINSESD OIL—2 
Calcutta. /8th August, 1959. 


Rs. 
(1) Raw (!003e) ex-nill (per qiiata') 3200.00 
(2) (Double Boiled) ex-mill ( per quintal } 3450.0) 
SESAMUM OIL~@ 
Rz3agmum Oil (per quittal) . ; : : NA 


SUGAR—} 
(a) MANUFACTURED SUGA®— 


De'ht, 27th Seote iber, 1996. 


Rs 


Gagur C-29°(per quintal) 1335.06 


thi GUR— 
Delhi, 27th September, 1996 


Rs,! (1) Delhi Dhalsera (per quintal) : , 50.0% 

(2) Kanour Pansera (per quintaii 870.09 
“lt A Twitis rer 100 bags ‘ ° “ 2535-00 

<3) (ndore Local (per quintaly) ; N.R 
(2) B Twills per 100 bags’ ced i 2120.60 (4) Madras Sort-II(per quintal) 77.00 
“Coffee Board @ Bengal Chamber of Commerce and Industry. 
‘ Directorate of Economics and Statistics, Mintstry of Agriculture, New Dcthi. 
NLA —Not Availahle. N.R.--Not Reporte, 
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TRADE OPPORTUNITIES : 
A. Trake Enquiries for hnport from India 


DMEDSEDS SHOES H 


é 
& 


EGYPT i 


DPOSSSES ESSE HOO 


Serial 
No. 


1. 


Name and Address of the Firms/Individuals 
and Commodity 


Al Bahi Establishment 
15, Masr El Gedida Bldgs. 
Sheraton 
Heliopolis 
Tel. No. 
Fax No. 
Contact Person 


2662650 
266394 | 
: Mr.Ehab Bahi, Chairman. 


Chemicals-P igment. 


Fagr Co. 
Mostafa Kamel Armed Ferce Bldgs. No. 
Alexandria 
Tel No. 03-5455209 
Fax No. 03-4562344 
Contact Person : 


Printing Paper. 
Egyptian Supplying Co. 
Tek Noun 5745463 
Fax No. 5745463 
Contact Person : Mr. Zain Salem, Director. 


Philips Lamps from India. 


. Manza Trading Exp. and IMP. 


9, Negm Ei Din Street 
El Gush SQ 


Cairo 

Tel. No. 5892620 

Fax No. ~ $898025 

Contact Person : Mr. Esam El Manzalawy 
G. M. 


Confectionery F ood Industry Machinery. ; 


Ow Pharach Co: 


B284° 


Ben Batota St. 
Al Mansoura 


Egypt 
Tel. No. 050-323001 
Fax No. 050-357048 


Contact Person : Mr. T. Kandil, G. M._ 


Essential Oils, Aromatic Chemicals, Flavours 


Mr. Abdalla Hamza, GMP. 


Serial 
Na. 


Name and Address of the Firms|Individuals 
and Commodity 


6. Papimpex for Tade and Com. 


10, 


: Hassan Co. for Trading 


42, Almaza St., 2nd Floor 


Heliopolis 

Cairo 

Tel. No. 4189606: 
Fax No. 2907216 


Contact Person : Mr. M. Darwish, M.G.R. 


Paper Pulp and Board. 


Kingdom . § 
6, El Neel El Abad i 
Mohandessin re a 
Cairo 4 
Tel. No. 3042899 — ; 
Fax No. 3459813 fied POMMA | 


Contact Person: Mr. Alfred Hanna, Director. 


Solar Heat and Energy Conservation Pinject: 


Tel No. 3628622 p 
Fax No. 3628622 ' 
Contact Person: Mrs. Ashgan A. Shafei 

Com. Dpt. 
Lentil-Edible Oil, Medical Items, = 
Haj-Ahmed Hassan 

Tel. No. 057-529393 

Fax No... :.....057-343521 

Contact Person: Mrs. Sanaa Hassan, MGR. 


Black Pepper and Shellac. 


Egytrade Co. a 


El Mayotia Rd. Soltan Bldgs. ss is , 

El. Haram | y 

“Giza o ft 

Tel. No. 3857538 

Fax No. 3857538 

Contact Person : Mr. Mohamed A. Naby ra 
President. 


g 
Cement Biscay and ITS ae Bll 
Bearing. 4 
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Nanie and Address of the Firms/individuals 
and Commodity 


Serial 
No. 


il. Int'l Center of Technology 
44, Dr. Shaheen Street, 


Agouza 

Cairo 

TéleNo”y, 3050807 

Fax No. : 3050807 

Contact Person: Eng. Mahomed Hamed 
Chairman. 


Sponge Iron, Bauxite, Sulphur, Edible Oil. © 


12. Saray Real Estate and Touristi 
21, Cleopatra St., El Korba 


Heliopolis 

Cairo 

Tel. No. 4145006 
Fax No. 4145009 


Contact. Person Mt. 


Khaled M. Esmaeil 
Dy MKTG MGR, | 


Cement, Steel, Ceramics (Building Material) 


13. INT'L Office for Trading 


11, Obour Bldgs, 3rd Fl. Flat 4 
Salah Salem, y 


Cairo 

Tel. No. 4034854 

Fax No. . : 4309880 

Contact person: Dr. Reda El Shenawy 
Chairman. 


Building Material, Spices, Coffee, Edu, Equip. 


14. Tonaco 
24, B. Al Zahraa St., Nerco. Bldg. 
New Madi 
Cairo 
Tel. No. 5199085 
Fax No. 5199085 


Contact Person : The General Manager. 


Shearing . Test/Tensile Strength Apparatus. 


15. Techno Star Co. 

19, EBN Sallam St. 

Miami 

Alexandria 

Tel. No. 03-5402983 

Fax No. 03-5402983 . 
Contact Person : Mr. M. G. Tourky 
G.M. ics 


me. . 6Jute Bags. 
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Serial 


No. 


Name and Address of the Firms/Individuals 
and Commodity 


16. Technoegypt 


|g 


18. 


— 


20. 


21. 


9. 


21, Champollion St. 
Down Town 


Cairo 
Tel. No. 5768961 
Fax No. 5763041 


Contact Person : Mr. A. Koriém. GM. 
Graphite Electrodes. 


Express Co. for IMP and EXP. 
8, Saad Zaghloul St. 


Damietta 

Egypt 

Tel. No. 057-339070 
Fax No. 057-340523 


Contact Person : Dr. Mahmoud Wafa 
G. M 


Tea and Tea Packing Machines. 


Cacahuezt 
Tel. No. 013-243727 
Fax No. 013-243727 


Contact Person : Mr. Fouad Labib 
G.M 


Writing Paper, Animal Feed Additives. 


The Egyptian Co., for Foreign 
37, Ganee El Senania St. 


Boulak 

Cairo 

Tel. No. 5777233 
Fax No. 5796870 


Contact Person : Mr. Mohamed Hawary 
G. M 


Steel Sections and Profiles (Beams, Channels) 


The Amrican Co. for MKTG 
68, Al Merghany St. 


Heliopolis 

Cairo 

Tel. No. 4176224 
Fax No. 4176223 


Contact Person : The General Manager 
Glass Shells for GLS Lamps. 


El Helal and Golden Star Grou 
Abdel Nasr St. Esmaelya Road 


Cairo 
Tel. No. 2970321 
Fax No. 2970256 


Contact Person : Mr. Mohamed Halem 
G. M. 


Coir Mats. 
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Serial 
No. 


22: 


23; 


Name and Address of the Fir Evisu 
and Commodity 


Atccon 
12, Dar el Shefa St. 
Garden City 
Cairo 
Tel. No. 3541330 
Fax No. 3562630 


Contact Person : Mr. Osama Mostafa 
Sales MGR 


Hydraulic Gate for Dams. 


Contistahl 
Gameat El Dual El Aragia St. 
Zamalek Club 
Cairo 
Tel. No. 3459105 
Fax No. 3446535 
Contact Person : Eng. Ihab Fathy 
REP. 


Chemicals for Pharma Plastic, Rubber, Etc. 


94, 3, Yassein Ragheb St. 


Nasr City 

Cairo 

Tel. No. 2873804 
Fax No. 2873804 


Contact Person : Eng. Gamel Ashour 


Rice. 


25. Mr. Adly Kamel 


El Miniawi and Partners 


30, Emad El Din St., 2nd Floor 
Down Town 

Cairo 

Tel. No. 5795323 

Fax No. 5790456 


Contact Person : Mr. ADLY Kamel 
G. M. 


Liner/Piston/Piston Tin. 


26. Azghal Tex Co., for Dyeing 
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7, Mogamaa El Masanea St. 


Al Ameria 

Cairo 

Tel. No. 4262186 
Fax No. 4263686 


Contact Person : Dr. Hussein Al Azghal 
G. M. 


Dyestuffs. 


Serial 


No. 


ag 6 


28. 


Name and Address of the Firm s/ Individuals 
and Commodity 


Monalisa 
26, El Horreya Avenue 
Attarine 
Alexandria 
Tel. No. 03-4930085 
Fax No. 03-3588556 


Contact Person : Mr. Wahib Loutfi 
G. M. 


Carpenter Instruments and Nail Making 
Mach. 


Tawakol Enterprises 


70, El Thawra St. 


Heliopolis 

Cairo 

Tel. No. 2916482 
Fax No. 2917985 


Contact Person : Mr. A. A. Tawakol 
G. M. 


Steel Pipes. 


29. Modern Group 


1, Mylssa Bldg, Hassan Aflatoun St. 
Ard El Gulf 


Heliopolis 
Tel. No. 2919413 
Fax No. 2919413 


Contact Person : Eng. Belal Ibrahim 
Chairman 


CNC Machines. 


30. Thabco-International 


343 


17, Salem Salem St. 


Agouza 

Cairo 

Tel. No. 3494724 
Fax No. 3616009 


Contact Person : Dr. Abdel Rahman 
MGR... 


Plugs Aliminium and Tin Plates sheets. 


Kadmar 
25, Talaat Harb St. 
Mansheya 
Alexandria 
Tel. No. 03-4828639 
Fax No. 03-4828639 


Contact Person : Eng. Medhat El Kady 
MGR. 


Extrusion, Vacuum, Trimming, Coating Mach. 
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Serial 
No. 


a2. 


a3: 


34. 


ty 


36. 


37. 


Name and Address of the Firms| Indi viduals 
and Commodity 


Amir Fishing Company 
C/o, 27, Al Dokki Street 


Dokki 
Giza 
Tel. No. : 5165378 
Fax No. : 5165378 


Contact Person : Mr. Mohamed Ali 
Reg. MRG. 


Fishing Vessels. 


Gulf of Suez Co. 
P. O. Box : 79, Port Tawfik 


Suez 
Tel. No. : 062-229186 
Fax No. : 062-322710 


Contact Person : Mr. Samir A. Nosseir 
G. M. 


Carbed Seamiles Steel. 


Horas Export Import 
16, Al Kaher St. 
12151 
Al Haram 
Giza ; 
Tel. No. : 5852668 
Pax: Noi): 5852668 
Contact Person-: Mr. M. Ezzat 
G. M 


‘Porcelain Insulators. 


Edmaco 
134, El Haram St. 
12151 
Giza 
Tel. No. : 3838394 
Fas Ny.o 7): 3838394 
Contact Person : Mrs. Hatem Khashaba 
G. M. 


TVS. 


- Tradex for INT’L Trade 


48, Ahmed Oraby St. 


Mohandessin 

Giza 

Tel. No. : 3040502 
Fax No. : 3036344 


Contact Person : Mr. Ahmed Shoukry 
Chairman. 


Rice. 


Corrichem 
4, Al Azhar St., 11717 
Nasr City 
Cairo 
Tel. No. : 4102286 
Fax No. : 4024939 
Contact Person : Dr. Mohamed El Hattab 
G.M. 


Zinc and Aluminium Smelting. 
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Serial 
No. 


38. 


Name and Address of the Firms/Indi viduals 
and Commodity 


Groupsa for Trading 


2, El Baydawy St. 
El Mansheya 


Alexandria 
Tel. No. : 03-4911033 
Fax No!"': 03-496002 


Contact Person : Eng. Mohamed Salem 
G. M. ; 


Coil, Steet and Copper Scrap, Glassy Products. 


39. Technoegypt 


21, Champollion St. 
Down Town 


Cairo 

él No. .2: 5768961 
PAxuNO ST 5763041 

Contact Person : Mr. A. Koriem 
G. M. 


High Carbon Ferro-Chrome. 


40. El Menia Sugar Ref. Co. 


41. 


42. 


14, El Alfi St. El Sawra Bldg. 
Down Town 


Cairo 
Tel. No. . 5911933 
Fax No. : 5884217 


Contact Person : Mr. Michele Farag 
G. M. 


Sugar Refinery Plant. 


Egytpain Free Trading Co. 


4-A, Bin Zinki St. 


Zamalek 
Cairo 
Tel. No. : 3400604 
Fax No. : 3400604 


Contact Person : Mr. Samir Haddad 
V. Chairman. 


Rice. 


INT’L Center for IMP and EXP. 


Tel. No. :  012-2153578 

Fax No. : 2918059 

Contact Person : Mr. Samy Zaki 
G. M. 


Corn Starch (As Glue). 


[Source : Embassy of India, Cairo.] 
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£$$86SSSe23 O¢ 
ri 


GERMANY $ 


OF OOS SS EGOF SO 


Serial 
No. 


1: 


and Cmmoditiy 


M/s. Schenck Process GmbH, 
_ Attn. :. Ms, Gruell 
Landwehrstrasse 55 
64293 Darmstadt. 
Tel. 0615]-32-1588 
Fax - 06151-32-3787 
e-Mail : not available 


Steel, 


Mr. Herbert Lang 
Bremestrasse 17-33/Apt. 38 
65760 Eschborn. 
Tel/Fax : 06196-929534 


Ship-Wrekage -Yard. 


M/s. Friatec AG 
Attn Mr. D. Das 
Post Box 710261 
68222 Mannheim. 
Tel. 062 1-4861718 
Fax 0621-479196 | 
e-Mail : not available 


Polyethylene pipes/hoses. 


M/s. Kleinhenz Elektronik 
Attn : M.K. Kleinhenz 
Greinerberg 14 
81371 Munchen. 

Tel. 089-7243-05-55 
Fax 089-7243-05-56 
e-Mail. : not available 


Computer software. 


M/s. Dr. Reckeweg & Co. 
GmbH Attn: M. J. Retta 
Berliner Ring 32 
64625 Bensheim. 


Tel. 06251-10973-34 
Fax 06251-3342 
e-Mail : not available 


Homeopathic. products. 


M/s. Alive-Marketing 
Attn’ : 9 Mr. J. Lenhard 
Bruhlstrasse 20 
65606 Villmar. 


Tel 06483-9142-0 
Fax 06483-9142-51 
e-Mail : Sworm@T-online.de 


Herbal & Ayurvedic’ products. 


Name and Address of the Firms/Individuals 


Heavy truck and lorry trailers. 


Serial 
No. 


ie 


sibel, 


Name and Address of the ates 
and Commodity 


M/s. Pomodent Aussenhan-dels 


GmbH 

Heislerstrasse 34 

60594 Fanrkfurt/M. es 
Tel. 069-617055, 611835 
Fax 069-629896 

Ayurvedic products. 


M/s. Tourmaline 


Attn Mr. Stefan Meiser 
In der Kirchdell 7 
66450 Bexbach. 


Te. 06826-930077 | 

Fax 06826-930078 

e-Mail =: stefan.meise@t-online.de — 
Internet : http ://www. tonrmaline. de. 


Silver products. 


M/s. Ritts Trading 


Attn Mr. James Ritts 
Liebigstrasse 4 © 
63069 Offenbach. 


Tel. 069-8&3833513 
Fax 069-83833515 
e-Mail : Jameya@t-online.de ° 


Long corn rice. 


M/s. Walter Fellmann GmbH, 


Knopffabrik & Plastikverarbeitung, 
Olgastr. 69B} 

70182 Stuttgart. 

0711-21086-0 

Fax 0711-21086-33 


Cattle horn products. 


[Source : Consulate General of India, Frankfurt.] 


Serial 


No. 
if 


Mr. Dennis Lee 


$9 O65OOSS50SSESO0 
HONG KONG 4 


pei tally Saleisha ki, 


Name and Address of the Firm s/Individuals 
and Commodity ~. 


One 


Nice Tops Fashion : 
Hong Pes ry 

Fax NG . (852) 2370 9288/2786 5247 
“100 per cent silk hand embroideredf abric 


and scarves, 100 per cn cashmere wool 
scarves. 
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[Source 


Name and Address of. the Firms/Individuals 
and Commodity 


2. Ms. Andy Lu 


Fabrics ete., 
1107, 11/F Asian Standard Tower 
59-65 Queen’s Road Central 


Hong Kong 

Tel. No. (852) 2810 7860 
Fax No. (852) 2810 7371 
Sarees. 


Mr. Chan Chung Chi 
General Manager 
Jetstar Enterprises Development Co. 
Rm 602 Lee Kiu Bldg. 
51 Jordan Road 


Kowloon ' 

Hong Kong . 
Tel. No. (852) 2679 0784 
Fax No. (852) 2679 8092 


Linseed Oil. 


4. Ms: Lo Kwai Fun 


Jumbo-Kids Wear and Ornament 
No. 12A, 13 Lane 2 

Sunny City, Ground Floor, Blk B 
Hong Kong Industrial Centre | } 
489-491 Castle Peak Road 


Kowloon 

Hong Kong 

Tel. No. (852).2744 7905 

Fax No. (852) 2744 7906 

Handicrafts such as decorative shoes, 
cushions, shawls, .brassware, etc. 


Mr. Michael Chang 00) 
Wise Talent Far East Ltd., 
Hong Kong 
Fax No. 


Glass beads. 


(852) 2801 4457 


Mr. Sean Ng 
Ka Loong Company 
Unit B, 11/F Astoria. Bldg. 
34 Ashley Road 
Tsim Sha Tsui, Kowloon 


Hong Kong aie «In 
Tel. No. (852) 2376 0067. 
Fax No. (852) 2376 0616 


Cefoperazone and cefotazidime. 


Ms. Wendy So 
Golden Pacific Beioeeses 
Flat 22, 25/F Yat Wo House 
Po Nga Court, Tai Po, NT 


Hong Kong ‘ 

Tel./Fax No.: (852) 2650 2534 

Cashew. 

: Consulate General of India, Hong Kong.] 
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eoarrorees 
Cig peri * 
é KENYA e 


23999646459 
Serial Name and Address of the Firms} Individuals 
No. and Commodity. 
|. Mr. Situs O Epuret 
P. O. Box : 47390 
Nairobi 
Tel. No. 223845 ° 
Fax No. 223845 
Fuses. 
2. Mr. Pravin Shah 
P. O. Box : 47695 
Nairobi 
Tel. No. 541293 
Fax No. 544002 
Salt Processing Machine. 
3. Mr. D. Muchemi 
P. O. Box : 3147 
Thika 
Tel. No. (O1S1) 21351 /2 
Soyabean Cake Meal, Praire Meal. 
4. Mr. David Ngugi Danas Inv. 
P. O. Box : 52060 
Nairobi 
Tel. No. 223655 
Fax No. 243890 
Rubber Patches. 
5. National Printing Press 
P. O. Box: :.224 
Kisumu 
Tel. No. (035) 44214 
Fax No. (035) 44702 
Engraving Machine. 
6. Mr.Ravi Bedi, Bedi . 
Investments 
Nairobi 
Tel./Fax No. : 545446 
Blankets. 
7. Mr. Vijay Agarwal 
4uP;O, Box * 18532 
Nairobi 
Tel. No. . 719717 
Fax No. 710199 


Railway Rails, Sleepers. 
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No. and Commodity. No. and Commodity. 

8. Managing Director - 15. Mr. Ramesh Bhanderi 
W. R. Opanga and Assoc. Fruity Fruits 43308 
P. O. Box : 1508 Nairobi 
Kakamega Tei. No. : 444804 
Tel. No. :. (0331) 30374 Fax No. : 442543 
Sugar-cum-Jaggery Plant. Fruit Seedlings. 

9. Mr. K. M. Lathia 
Carbacid 16. Mr. S. Patil Morogoro. 
P. O. Box : 30564 P. O. Box : 678 Morogoro 
Nairobi Tanzania 
Pele.” Pes 535082 Tel.No. : (056) 3353 
Fax No. : 543336 Fax No. : (056) 3394 
Biodegradable Polythene Bags. Bearing for Textile Machinery and Polyester 


cotton yarn. 
10. Mr. J. M. Malebi 
P. O. Box : 4332 


Nairobi 17, Mr. Samuel O Ngoga 
Fel Not 33 719459 P. O. Box : 48713 
Fax No. : 719458 Nairobi 

Tel. No. : 227401 
Water Well Drilling Rig, Cable Tool. Fax No. :_ Nil 

11. Dr. J. D. Higgs Seagrass Weaving Machine. 

P. O. Box : Sotik 
Sotik 
Nairobi 18. Mr. Jamal 
Tel. Mou (0361 ) P. O. Box : 1079 
Fax No. : {036i Kisumu 


Tel./Fax No. : (035) 23611 
Spares for Multipak Controller. 


12. Rev. Capt. Richard Diamond ~ Water Treatment Plant. 
P. O. Box : 80424 
Mombasa 
Tel. No. : (O11) 318391 19. Aryan Enterprises Ltd. 


P. O. Box : 44568 


Fax No. : (O11) 31891 Nairobi 
: Tel. No. e:)"2447I5 
Small Aircraft. Fax No. u'eaaran 


13. Mr. H. Dhanji 
Future Trading 
P. O. Box : 69936 


Agricultural Implements and Spares. 


Nairobi 20. Mr. David Githaiga 
Tel. No. : 441666 P. O. Box : 78281 
Fax No. : 446595 Nairobi 
Tel. No: , 2.541888 
Cotton and PVC Canvas Material. Fax No. : . 552942 


Linen, Uphelstry. 
14. Mr. Ambrish Patel 


Wilken 21. Mr. Morris Ogutu 

P. O. Box : 49428 P. O. Box : 14473 
Nairobi Nairobi 
Tel. No. : .. 501506 Tel. No. =: 446332 
Fax No. :. 501754 Fax No. : 446264 
Field Cables. Desicated coconut. 
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22. 


Pie p 


24. 


Py 


26. 


rap 


28. 


29. 


Name and Address of the Firms/Individuals 


and Commodity 


Mr. Sammy Aluhoyio Likono 
Nairobi . 


Tel. No. 24144/5 
Fax No. :' Ni 
Hand Tools. 


Mr. Kevin Malinga 
PSOUHOw. 12018 


Nairobi 
VERINO, am e-225046 
Fax No.) ‘2 2253098 


Ledger Binders. 


Mr. Jani C. H. 
P. O. Box : 48483 


Nairobi 
el Oe tS OOOO 17 
Ba INO, ts 543.139 


Musical Fountains. 


Mr. Collins 


EF; OOBok se: 

Nairobi 

delsNo. xo. Na 
Fax No. 2 -335525 


Petrol Pumps. 


Mr. Jotham M. Macharia 
P2OF Rox 59202 


Nairobi 
FerNos © \¥1 229585 
Fax‘No,) *¢VNil 


Whip Cord Material. 


Mr. Dedan Kariuki 
P. O. Box : 68265 


Nairobi 

Tel. No.  :1\°722215 
Fax No,  -:¢cUNi} - 
Pharmaceuticals. 


Mr. Samuel Kibiko 
P. O. Box : 28301 


Nairobi 
Tel. No. : 740095 
Fax No. : 743479 


Freon 12 and 22 gases for fridges and ACS. 


Mr. B. A. Abdul Aziz 
P. ©. Boxes b1635 


Nairobi 
Tel No. v6 e2389253 
Fax No. «3 of Nil 


Copper Bars. 


Serial 
No. 


30. 


SHE 


Ww 
nN 


aa: 


34. 


Siar 


Name and Address of the Firms/Individuals 


and Commodity 


Mr. Charles{Murithi Muturi 
P. O. Box}: 67956 


Nairobi 
Tel, Nop ©? "250379 
Fax No. ©: ©%226379 


Auto Spares. 


Dr. Maina 
P. O. Box : 8187 
Nairobi 
Tels Nopore 8247306 
Fax Nor tis (250371 
Pharmaceuticals. 


M/s. Ombaka Enterprises 
PLOSB ox) 17165 


Nairobi 
Tel. No. : 336881 
Fax No. : Nil 


Corn-yegetable Sunflower Oil. 


Mr. John K. Magu 
P. O. Box : 40470 


Nairobi 
Tel. No. (0154) 72620 
Fax No. (0154): 72138 


Glass Jars. 


Mr. J. Mwangi 
P. O. Box ; 50509 
Nairobi 
Tel. No. : 250814 
Fax No. “3 Nil 


Jute Bags. 


Mr. P. K. Nduagu 
P. O. Box : 56998 
Nairobi 
Fel..Nos. 241¢339736 
Fax No. ,;»; OCdNil 


Water Treatment Chemicals. 


Mr. Sam Kamau 
BO Box 3220 


Nairobi 
Tet. No. on: 448366 
Fax No. as 448380 


Tea Packing machinery. 
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37. 


40. 


41. 


43. 
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Name and Address of the Firms|/Individuals Serial Name and Address of the Firms/Individuals. 
and Commodity No. and Commodity. — 
Mr. R. S. Shah 44. Mr. Allan W. Wanola 
P. O. Box : 49859 P. O. Box : 54556 
Nairobi Nairobi 
Teli:Noy: Ss -OtG6953 WelvgNow': th eBoas 
FaxiNo.. 2 (WaPGs758 Fax No.2 aNd 
Pharmaceuticals. 
Screws. 
45. Mr. Laurent M. Kyalo 
PwphOBox 393947 
Dr. Yunus Burhanuddin Nairobi 
POBox 21985 TélNo.) Soe 33655 1, 
a one hia sate FaxtNo. . 2" 213793 
Cha...) 5 : 2 . eo : ; 
BaxdNo. °.- (0123) 30924 Rice Milhing Machines. 
; sage 46. Mr. Shelmith W. Kiragu 
Jewellery equipment and tools. P. O. Box - 65082 
Nairobi 
F 5 gece Mana TEL WO 7% 767514 
Ve oe Fag No. cet ie 
Nairobi Tea Processing Machinery. 
Lelio. 2) - PQEGRI4 ei 4 
Fax No. : 250814 47. Mr. C. M. Muriuki ; 
P. O. Box : 67341 
Jute. Nairobi 
Tel. Now. tus 839988 
Fax No: | 2+ '336318 
Medispice Kenya Ltd. Small Glass Bottles, 
P. O. Box 
Nairobi 48. Mr. Wilson Karaba 
Mel No. 53 (9a8427 P. O. Box +79327 
; ; Nairobi 
Medical disposals. Tel: No, ip? 78a i197 
Fax No. : 783053 
Mr. (Bosco, Makéido Water Treatment Chemicals. 


POBox 's 17842 49. Ms. Agnes 


Nairobi : ; 
Tel.No. 9: | 543473 P. O. Box : 44033 
Fax No.  : | 544802 Nairobi 
ie heise aes Tel. No. : ‘242001 
Fax No. : 243035 


Jute Rags, 
Surgical Equipment. — 


Mr. Dada Mantra 50. Mr. S. N. Mwaura 
P. O. Box : 70202 P. O. Box : 78381 
Nairobi Nairobi 
Tel.No. | +: 369632311 Tel. No. - 5 =/784400 
Fax No. : 630590 Fax No. : 799168 
Shellac. 
Nuts and Bolts, 
51. Mr. Kyalo, 
Mrs. S. K. Bhamra Sorimba Ltd. 
P. O. Box : 3307] P. O. Box : 53947 
Nairobi Nairobi 
Tel. No. : 763481 Tel. No. : 336557 
Fax No. : 763482 Fax No. : 213793 
Physiotherapy Equipment, Theatre equipment. Coal Working Generators. 
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No. and Commodity 


52. Ms. Jane Wambui 
P. O. Box : 18783 
Nairobi 
Tel. No. 2: 542939 
Fax No.  : §52053 


Radiators. 


53. Mr. Batuk Hindocha 
P. O. Box : 46268 
Nairobi 
Tel./Fax No. : 228232 


Paper Mills. 


54. Mr. Deepak Pandit 
P. O. Box : 44303 


Nairobi 
Tel. No. 536445-9 
Fax No. : , 536452 


Compressors. 


55. Mr. C. Dodiia 
P. O. Box : 82025 


Mombasa 
Tel. No. (O11) 315905 
Fax No. (O11) 228521 


Paddy Rice. 


56. Mr. Williamson Mbararia 
P. O. Box : 52291 
Nairobi 
LelbeNo; 7: 222189 
Fax No. 4s Nil 


Corn, Wheat, Wheat flour, Rice. 
[Source : High Commission of India, Nairobi.] 


Ente ¢+*09 909804900 
: SINGAPORE 3 
OO $9$S5555555555%6 


fe 


Serial Name and Address of the Firms/Individuals 
= No. and Commoditiy 


5 1. Gems Inspiration, 

120, Hillview Avenue 

1 +=04-07, Kewalram Hillview 
Singapore 669594. 

Fel’! 107661610 

Fax 2 7655601 

Attn. : Mr. Mathew Cheng 


4 
-. 
% 


T-Shirts, Jackets, Windbreakers and Caps. 
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Bore Hole Drilling Rigs, Engine Driven 


Serial | Name and Address of the Firms/Individuals 
No. and Coimmodity 


2. Dunham-Bush International Pte. Ltd., 
146 B, Paya Lebar Road, 
240)5 -O1, Ace Building 
Singapore 409017 


Pel : 8422012 
Fax ; 8422013 
Atta. 3: Maa piv 


Silk Sarees and material. 


3. Woleco Hotel Supplies 
No. 2, Gul Link 
Singapore 629372 


Tel. : 8626780 
Fax : 8626782 
Attn. : Ms. Emily Tan 


Towels, Bedsheet, Plastic Bottles, Amenities, 
Printing companies. 


4. Hawaii Furnishing Pte. Ltd., 
60, Sungei Kadut Drive 
Singapore 729569 


Tel. : 3682802 
Fax ; 3686752 
Atingy: Ms. Karen 


Bedsheets, Cushion, cover, Table mat, Place 
mat, Carpet, Napkin, Kitchen towel. 


5. IL.M.T. Services 
Blk. 366 
Yishun Ring Road, 
3£02-1502 
Singapore 760366 
‘Farts i 7594734 
Attn. : Mr. Loga 


Cement. 


6. Kerry Hill Architects 
29, Cantonment Road, 
Singapore 089746 
C8 a 3235400 
Fax 3235411 
Attn. : Ms. Natalie Louey 


Sanitary ware (7.e. bathtubs-enamelled cast iron 
or Pressed steel) Toilet, Pans, Tabware (for 
bathrooms) Bathroom accessories (i.e. Toilet 
roji holders, Robe hooks, etc.) Stones (for- 
Floors/walls), Timber. 


7.. Alan and Black (F.E) Pte. Ltd., 


No. 2, Kallang Avenue 
+t 08-09 

Kallang Bahru Complex 

Singapore 1233. 


elses 2915574, 2915561 
Batt 2924519 
Attie \° Mr. Khong Yew Chen 


Castor oil. 
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Serial Name and Address of the Firms/Individuals 9496460060 
No, and Commodity . SRI LANKA : 


94OOOO 95S OO 
8. M Champaklal & Co. Pte. Ltd., by ‘ 


International Plaza 


Serial | Name and Address of the Fievapt ind vi 
co ) ividua\ 
a Peace No. and Commodity 
Singapore 079903 1. Noritake Lanka Porecelin (Pvt) Ltd 
Tel. 0 dederas P. O. Box : 30 
Fax : 2238083 Matai 
Attn. : Mr. Ketan Kumar Tel. No.- :  066-44432, 44192 


Fax No. : 066-44132: 


Confectionery products. Plastic Boxes. 


: 2. Dr. Shanthi Jayawardena 
9. The Barrel-Mart , 
Fax : 2769449 Fax No. : 590226 
Attn. : Mr. James 


Glass Bottles. 


3. Kiki’s Marketing 


Live crabs. 80B, Kalbamulla Road 


Moratuwa 
Wiese , Ler Nore’ 28" Goma 
10. Visy Source Asia i 4 
530, East Coast Road Fax No. : 610648 
+ 14-02, ie hee Ae 
Eucalia Ocean Park able Salis. 
ingar 458970 
a Bab 4428996 4. Lanka Globel Link (Pyt.) Ltd. 
Fax -: 4414313 57, D. S. Fonseka Road 
Attn. : CR McCall Thibrigasyaya 
Colombo-5 
Tele N@.we 58239] 
Stainless Steel Rolled plate. Fax No. ©: 75-342571 


Power High Tension Cables, 
11. Stamford Tyres International Pte. Ltd., 


21 Lok Yang Way 


Jurong 

Singapore 628636 

Téls ) 2 2085141 

Fax : 2640148 / 2644708 
Attn. : Mr. Wong Siew Peng 
Tyres. 


12. Malayan Traders Syndicate (Pte.) Ltd., 


601, Sims Drive 
+£06-09/10, Pan-I Complex 
Singapore 387382 > 

Teli! tiie J40614l 

Pens 7481929 

Attn ys: Su Khun Sin. 


Carbide Steel for Shoe hand tack. 


Cartec Trading (Pvt.) Ltd. 
133, Pannipitiya Road 


Battaramulla 
Tel: Nowa 864913, 873025 
FaxiiNo. 864913 


Enginnering Equipments. 


6. Swedish Trading Co. Ltd. 


“Viking House’’ 
#91 Galle Road 


Mt. Lavinia 
Tel. No. : 722677 
Fax No. .\: 735812 


Animal Feed/Seya Meal. 


7. R.M. R. Manufacturers 


15/3, Edirigoda Mawatha 
Nugegoda 

Pel. Nov: OFaS58724 
Fax No. : 448543 


(Source - High Commission of India, Singapore.] Candle Making Machinery. 
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9: 


10. 


Ef 


a2. 


13. 


14, 


Name and Address of the Firms/Individuals 
and Commodity 


Euro Impex 
P-193, Bodhiraja Mawatha 


Colombo-11 
Tek No. +: 075-352267 
Fax Now tu: 440925 


Hardware Items. 


Holiday Inn 
PsO: Boxes 1202430 
Sir Mohamed Macan Maker 
Mawatha 
Colombo-3 
meleNo: --s ~-422001 
Fax No. : 447977 


Capets. 


Samith Kodituwakku 
256/25, Rhunupura 
Hokandara Road 
Talawatugoda 


Medical Equipments. 


Lanka General Trading Company Ltd. 
100, Nawam 
Mw. 
Colombo-2 
Pel2Nowe #95 492341-4 
Fax No. : 447970, 436234 


Agricultural Equipments. 


Sansai Associates 
118/6, Novoda Udyanya 
Angulana Sataion Road 
katubedda 
Moratuwa 
Fel Noe 2° 6611656 


Laboratory Equipments. 


I. L. M. Noodeen Hadjar and Company 
47-2nd Floor 
Welikadda Plaza 
Rajagiriya (Kotte) 
Tel. No. :  323026/883859 
Fax No. «3: 883859 


Chemicals. 


Lanka Enamels 
60, 5th Lane 
Colombo-3 
Tel. No. : 565460, 565463 
Fax Wo. |”: 565462 


Enamel product. 


INDIAN TRADE JOURNAL @ September 15, 1999 


Serial 
No. 


1S: 


16. 


17. 


18. 


19. 


20. 


Name and Address of the Firms/Individuals 
and Commodity 


D. A. Abeysinghe and Company 
Ceylon (Pvt.) Ltd. 
29 1/1, S. D. E. S. Jayasinghe 


Mawatha 

Kalubowila 

Dehiwela 

Leh. Ne. | 7% 814718 
Fax No. :  074-512183 


Surgical Equipments. 


Dilan Girihagama 
56, Araliya Uyana 
Mattegoda 
Polgasowita 


Printing Materials. 


Ranjan Industries 
Kandy Road 
Vavuniya 
Tel No. \e 24 22859 


Bakery Equipments. 


Jezima Agencies Ltd. 
440, Galle Road 
Colombo-3 


Carpets. 


Nizam Kanaka 
18/5, St. Anes Road 
3rd Kurana 
Negombo 


Various Items. 


Hi-Tech Electronics 
324, Galle Road 
Colombo-3 
Tél No: 7 2" 576988 
Fax No. : 574456 


Nuts and Bolts. 


Rajah Amarasinghe 
7, Unit Place 
Off. Inner Flower Road 
Colombo-3 
Fel::No.. *: 2379232 
Fax. No. . “458200 


Various Items. 


B295 


Serial Name and Address of the Firms| Individuals Serial ° Name and Address of the Firms/Individuats 


No. and Commodity No. and Cemmedity 
22. Muller and Phipps (Agencies) Limited 26. M.S. J. Industries (Ceylon) Ltd.” 
PO. Box Siig, | P. O. Box ': 430, 126 1 6G 
York Arcade Bldg. (4th Floor) Aluthmawatte Road ‘ 
8-4/2, Leyden Bastain Road Colombo-I5 MF 
Colombo-1 : Tel. No. ‘: '431441-4 
Tel No: 422382, 422384 Fax No. : 447750 


Fax NOs. ey osose 
Bag Closing Machinery. bi} 


23. Hewa Rangamage Vijitha Kumara Pharmaceuticals. 
“Thilaka’’ 
Urubokka 
Via Mathara 
Tyre Retreading Equipments. 27, Kay Gee Enterpries 

24. Chandra Engineers pollo se ae rs piteet 
19C, Pagoda Road Fell We sag 448789 

lngesode , B ; 

Np eezOge Fax No. : 448789 
Hardware Items. 

25. Laksili Institute of Vacational Tranining 
10/04, Wewa Para Various Items. 
Maharagama 
Tel. No. : 642209 
Fax No. : 074-305973 


Computer/Computer Accessories. [Source : High Commission of India, Colombo.} 


——— 


Notes.—1. Firms or individuals in India while contacting the foreign enquirers whose names and addresses are 
furnished above may intimate the fact to the Directorate General of Commercial Intelligence ana Statistics, 1, Council 
House Street, Calcutta-1. This intimation may also contain a reference whether the party is registered with the above 
department and the registration number thereof. 

2. The Directorate General of Commercial Intelligence & Statistics, Minisizy of Commerce, Govt. of hudia, Calcutta 
do not accept any responsibility, either direct or indirect for the trade introductions accorded to these aforecited 
foreign firms, organisations, agencies and individuals and also for their fimancial soundness, capabilities, business 
integrity and experience or otherwise in the cited activities. Ne 

The negotiating/contracting parties are advised to refe:fully to the extant trade laws, rules and regulations enacted 
and framed by the Sovereign Governments of the Countries concerned, with respect to the import and/or export of the 
commodities and services in which they intend to trade. r 


> | INDIAN TRADE JOURNAL @ September 13, 1999, — 


FOCUS ON INTERNATIONAL TRADE 


9° 9O OSS S000 

@ ICELAND ¢ 

POSS SSS HESS 
: THE REPUBLIC OF ICELAND TODAY : 
{Location : The Republic of Iceland comprises one large island and numero ish 
5 smaller ones, situated mear the Arctic Circle in the North Atlaniics 
F Ocean. : 
iSize 103,000 sq. km. (39,769 sq. miles). : 
Population : 269,727 : 
‘Population Density 2.61 per sq. km. (approx.) é 
iCapital City >: Reykjavik. i 
i : 
‘Other Large Cities Akranes, Akureyri, Bolungarvik, Dalvik and Bolungarvik. : 
Religion Christianity. : 
? Language icelandic. i 
Literacy 100 per cent. : 
:Climate : The climate is cool temperate oceanic and rather changeable, but mildj 
: for its latitude because of the Gulf Steam and prevailing S.W. winds. : 
| 
international Membership Yceland is a member of the UN, EFTA, OECD, the council of Europe, : 
: NATO and the Nordic Council and is an Associate member of the : 
3 WEU, : 
REESE ANTE RENEE SORERNE OUARO SE CRU SUSAESUGRSAUWA» UYSAPETOUDRRENTUPEEOWSE GRAEOCEESEDICTERBERAME > COWRSERRSEDSAGURANDED 2) cr ecErc SCHRBESEESERERcUcrES} 
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5.4 


Recent History 


The first settlers _ came to Iceland in 874, between 930 and 1262 Iceland was an independent republic, 
but by the ‘Old Treaty’ of 1262 the country recognized the rule of the king of Norway. In 1380 Iceland, 
together with Norway, came under the rule of the Danish kings, but when Norway was separated from 
Denmark in 1814, Iceland remained under the rule of Denmark, Since, December 1, 1918 it has been 
acknowledged as a sovereign state. It was united with Denmark only through the common sovereign 


until it was proclaimed an independent republic on June 17, 1994 following a referendum favouring 
severance from the Danish crown. 


National Economy 


Iceland’s Gross National Product (GNP), measured at 1992-94 prices, was US$ 6,545 million, equivalent 
to $ 24,590 per head, according to World Bank estimation in 1994. During 1985-94, it was estimated, 
GNP per head increased, inreal terms, at an average annual rate of 0.3 percent Iceland’s Gross Domes- 
tic Product (GDP) increased, in real te rms, by an average of 1.8 percent per yearin 1982-92. However, 
real GDP declined by 3.3 per cent in 1992 and rose by only 0.8 per cent in 1993. 


Agriculture (including forestry and fishing) contributed 12 per cent of GDP in 1992. 
of the labour force were employed in the agricultural sector in 1995, 
67.2 per cent of total export earnings in 1995, 


Some 9.5 per cent 
Fisheries products accounted for 


Industry (including mining, manufacturing, construction and power) contributed 30.2 per cent of GDP 


in 1991. Some 25 per cent of the labour force were employed in the industrial sector in 1995. 


During 
1986-91, industrial production increased by 8 per cent. 


Manufacturing contributed 17.3 per cent of GDP in 1991, and to gether with mining and 


quarrying but 
excluding fish-processing, employed 17.9 per cent of the labour force in 1995. } | 


Banking, Finance and Currency 


The Central Bank of Iceland is responsible for currency note issue and carries out the central banking 
functions from 1961. There is a stock exchange. 


The unit of currency is the krona (ISK) of 100 aurar. There are coins of 1, 5, 10, 50 and 100 kr. and 
notes of 500, 1,000, 2,000 and 5,0 00 kr. 


The exchange rate of Indian Rupee (IR) per 100 unit of krona (ISK) in June, 1999 was :— 


100 krona (ISK) — IR 58.0754 


Foreign Trade 


Iceland’s total exports in 1993 were US$ 1,400 million. It stood at US$ 1,852 million in 1997. Exports 
in terms of percentage. grew the highest (15.92 per cent) in 1994 and fell (—-) 9.15 per cent) in 1996 
The annual average growth rate of exports worked out at 7.25 per cent. 


Imports in 1997 were US$ 1,992 million while in 1993 were US$ 1,342 million. Imports, during 1993- ; 


1997, were the highest (US$ 2,031 million) in 1996 and the lowest (US$ 1,342 million) in 1993. Imports 
grew annually by 10.38 per cent. 


5.3. The volume of trade registered annual compound growth rate of 8.81 per cent, from US$ 2,742 million 


in 1993 to US$ 3,844 million in 1997. 


Iceland enjoyed favourable balance of trade during 1993 to 1995 and faced deficit balance of trade during 
1996 and 1997, 


5.5 Iceland’s total export and import, volume of trade and balance of trade between 1993 to 1997 alongwith 
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their growth rates are depicted in Table-I. 


5.6 Iceland’s main export items are Fish, Crustaceans thereof, Non-ferrous Metals, Iron & Steel. Main 
import items are Road vehicles, Petroleum and products, other transport equipments. Iceland’s 


principal trading partners are Austria, Belgium, Brazil, Canada, Denmark, Finland, France, Italy, 
Netherlands, Norway and UK. 


6. Bilateral Trade with India 


6.1 India’s export to and import from Iceland of merchandise goods during 1994-95 to 1998-99 alongwith 
their growth rates are given in Table-II. 


6.2 Indo-Iceland bilateral trade in 1994-95 was Rs. 652.96 lakhs which increased to Rs. 3,319.31 lakhs in 
, 1998-99. Volume of trade registered annual compound growth rate of 50.16 per cent during the period 
from 1994-95 to 1998-99. 


3. India’s export to Iceland in 1998-99 were Rs. 1,739.90 lakhs while in 1994-95 were Rs. 555.38 lakhs. 
Exports, in terms of percentage, grew the highest (116.92 per cent) in 1997-98 and fell at (-——) 26.59 in 
1998-99. The annual compound growth rate worked out at 33.04 per cent. 


6.4 Imports grew annually by 100.58 per cent from Rs. 97.58 lakhs in 1994-95 to Rs. 1,579.41 lakhs in 1998- 
99. 


6.5 India enjoyed favourable balance of trade during the period from 1994-95 to 1998-99, 


6.6 Table-III gives India’s top twenty merchandise goods exported to Iceland alongwith their growth rates 
during the period from 1994-95 to 1998-99. 


India’s imports from Iceland of merchandise goods are presented in Table-I[V alongwith their growth 
rates. 


—) 


Names and Addresses of the Organisations engaged in Foreign Trade in Iceland are :— 


(a) Trade Council of Iceland 
Information Services 


ig Hallveigarstig | 

¢ 101 Reykjavik 

> Tel. : (354) 5514000 

2 Fax: (354) 5114040 

" iis, .: 208S-index 1s 

> E-mail : tradecouncil @ icetrade.is 


Url. http : || www. icetrade.is 


(b) Verzlunarral Islands 
(Iceland Chamber of Commerce) 
Kringlan 7 
103 Reykjavik 


ice gees 


3 Tel. : (354) 5886666 
Fax : (354) 5686564 
Thx. » : 2316 Chamber is 
E-mail. : mottaka @ chamber.is 
Url. http : || www.chamber.is 


p-Alapiec 


(c) Samtok Verslunarinnar-Fis 
(Federation of Iceland Trade) 
Hus Verslunarinnar 
103 Reykjavik 
Tel. .: (354) 5888910 
Fax ©: (354) 5688441 
E-mail. @ fis centrum.is 


we 
, 


NOTICE 


tMission for reproduction in part on entirety of this official paper on Bilateral Foriegn Trade of India 
blished in the INDIAN TRADE JOURNAL is reserved by D.G. C.1 & S., Calcutta. 
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FROM OUR EMBASSIES ABROAD 


I, BULGARIA’S ECONOMY FOR 1998-99 
(a) Economic Overview of the Post Cuntry (with Relevant Economic Indicators and Statistics) : 


It has been observed that Two Rather conflicting sets of signals characterize the Economic Situation 
in Bulgaria. A positive one comes from the International Financial Institutions and the exchanges 
at bilateral level. A negative one is prompted by the lag of the economic reform athome. The Interna- 
tional Monetary Fund finds that since introduction of the currency board arrangement, Bulgaria has 
achieved Political and Economic Stability. During September 1993, the IMF appro/eda Three-year 
Extended Fund Facility Credit for Bulgaria. The US$ 850 million loan is to be disbursed in 12 tranches. 
However, doubts about the planned growth are reinforced by the fact that here has been decline in 
exports, industrial output in Metallurgy, Chemical and Food Processing Industry. The State-owned 
enterprises have generated a steadily decreasing portion of gross value added whereas the share of the 
private sector investments in overall investments has been growing much faster than the decline of 
investments in the public sector. Cash privatization brought in less proceeds in 1998, and the sales 
of the largest and probably most attractive state-owned enterprises have been postponed to 1999, 


In 1998, inflation was approximately one per cent and the state budget enjoyed a small surplus around 
US$ 168 million partly because of the money it raised from the sale of state assets. The government 
is now meeting all its obligations towards external debts. The private sector now accounts for 67 per 


cent of the GDP. The economy grew by 4.5 per cent in 1998. Unemployment rate was 12.2 per cent 
at the end of 1998 against 14.04 per cent at the end of 1997. Bulgaria‘s foreign debt amounted to 
US$ 9,270.7 million at the end of 1998. 


(b) Economic Policies (includi ng Trade Policies ef the Post Country highlighting its Regional Agreements 
and arrangements and their effect on Bilateral Economic Relations with India) : 


Bulgaria liberalized its domestic trade in 1998 with the result that now only eight commodities such 
as Elctricity, Heating Power, Telephone Services, Postal Services, Tobacco Products, Coal, Briquettes 


and Natural Gas have Government-regulated prices. The year 1998 also saw changes in Bulgaria’s 

Foreign Trade Regulations that brought liberalization in line with the Country’s World Trade Organiza- 
tion Membership, agreements with the European Union and the Central European Ftee trade Agree- 
ment and Commitments to the International Monetary Fund and the World Bank. The number of 
goods subject to export tax has been reduced and the tax itself has been cut by 40 per cent. At present 

there areno quantity restrictions when exporting Bulgarian Goods. The license regime for Import 
and/or Export is applied only to a very restricted Number of Goods, in compliance with the WTO 
Tegulations. The registration regime for import and/or export is applied only for statistic purposes. 


Pylca is a signatory to 63 bilateral trade agreements, 15 of which were signed in 1998. Twenty-one 
tea ee on cooperation in Tourism, 41 on investment protection and promotion, and 29 against 
ation. 


Bulgaria jointed WTO in December 1995. Since 1995 Bulearia j e 
Under the European Agreement for associ tt the EU, Gncothe Ueeac 


the ) ) ating Bulgaria to the EU, since the beginning of 1998 all 
Bulgarian industrial products are imported in the EU with no import duties and mre quantity 
Gee The trade of agricultural goods between Bulgaria and 

mutual co 


BOE 1 2 the EU is carried out on the basis 

Heicae anche i ay: oe we quotas Ht lowered prices. It is envisaged to annually increase 
Or import Of Bulgarian agricultural goods in the EU er 

decrease the duties to the cuzrent level in the BU, a BY Super Gent 


In accoctdane with the agreeements dated 1-1-199 


I 8 to the expotrts of Bulgarian in rial i 
the EFTA is duty-free and has no quantity resetrictions. é eae ee a 


Bulgaria signed free trade agrement with Turke 


Bulgarian export of industrial produc yin June 1998, according to which 99 per cent of the 


iion for Turky is duty-free. 
B 
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Bulgaria jointed the CEFTA in 1998. The agreement with CEFTA came into effect on 1-1-1999. 
The duties on more than 80 per cent of industrial goods, traded among member-countries have been 

lifted since Ist January, 1999. For the remaining 20 per cent; 45 per cent of the main duties ate applied. 
By virtue of this agreement, by the end of 1-1-2002 it is envisaged to make the trade of industrial pro- 
duction among the CEFTA countries completely duty-free. 


It may be mentionegd that as a result of the associated membership of Bulgaria to the EU and the 
signing of free trade areements with EFTA. Turkey and CEFTA, more than 80 per cent of the Indus- 
trial Goods, manufactured in Bulgatia have already free access to over 500 million consumers. After 
1-1-2002 the trade of industrial products on this market will be completely duty-free and there will be 
no_ tariff restrictions. 


Information on Trade/Investment in Third Countries 


Czech Railways (CD) and German Railways (DB) signed a memorandum for modernising Prague- 
Nuremberg Railway Line and the work on this third rail corridor would commence after the first Two 
Corridors are completed by year 2005. Meanwhile, press reported that Transoprt and Communication 
Minister Antonin Peltram has offered the possibility of privatising CD to their largest competitor, 
German Railways. The next day in a radio programme Peltram denied having offered sale of CD 
and added that possibility of selling CD to a foreign investor was out of the question. A government 
draft for transofrmation of CD into a joint stock company with state being 100\ per cent owner in 
the'beginning was sent back to Cabinet for redrafting by the Chamber of Deputies. PM Zeman warned 
the Deputies that the rejection of the draft may result in EU not granting money for restructuring, the 
CR Railway Network. 


Skoda Auto, which is planning a venture in India, was reported to have nearly finalised a US£ 500 


(d) 


million venture in Russia to assemble cars. Skoda is apparently the number one imported car in 
Russia. 


Analysis of Imports and Exports : 


Reports indicate that during 1998 only 21 out of the largest 50 trading companies operating in CR 
were exclusively Czech and that foreign firms are beginning to dominate trade. Till 1997 the largest 
trading company was the local Interkontakt group with revenue around KC 13.32 billion in 1997. 
Makro CR which held the second spot has taken over the lead with revenue estimated around KC 
13.02 billion in 1998. Makro is sourcing textile and household goods from India through their repre- 
sentative office based in Delhi, Gemex Trading Limited. 


According to the Czech Statistical Office, the Czech Foreign Trade deficit for June, 1999 registered 
KC 3.2 billion, which was much higher than expected in view of the near zero trade balance during 
May, 1999. Imports grew 12.6 per cent year-on-year basis in June, while exports slowed down ‘to 8.5 
per cent. Jn the first 6 Months of the current year, the trade deficit reached KC 25.2 billion, which 
is KC 817 billion lower than for the same period in 1998. 


Prague Ruzyne Airport cleared 2,087 million pasengers and 11903 tonnes of cargo during the first 
six months of 1999. While the increase in passenger traffic was only 1.4 per cent, cargo traffic has 
increased by 85 per cent. 


According to Czech Statistical Office, in the first five months of 1999, CR’s trade with Russia dropped 
by 36.5 percenttoKC 21.9 billion asa result of Russian fiaancial and birkiag >risis last y2ar. [mports 
were down by 26.5 per cent to KC 17.3 billion while exports dropped by 57.9 per cent to KC 4.6 billion. 
The deficit has increased to KC 12.7 billion. Czech imports of Oil and Derivates dropped 24.3 per cent 
to KC 11.7 billion in the first five months of the year. 


[Source : Embassy of India, Sofia.] 
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Il. POLICY ANNOUNCED BY CZECH REPUBLIC 


T iy erce Minister of Czech Republic, Pavel Mertlik suspended the first issue of Eurobonds for EUR 300 
million (KC11 billion) according to the Finance Minisry spokesman on 29 July.The Czech Central Bank (CNB) 
considers that issue of such Eurcbord would have further strenghthened the Zech Koruna, which strenghtened 
significantly to USf=KC 33.8 by end-July, and that the foreign financing of the state debt would increase countrys 
indebtedness. The Finance Ministry is considering issue of Zech Koruna denominated bonds on the local 
market. 


It was announced on 29, July that the Zech Cabinet has decided to help the debt ridden largest comerical 
‘Bank of Czech Republic, Komercni Banka (KB) which has assests worth KC 400 billion (US$ 11 billion).Bad 
oans worth KC 23 billion (US$ 676 million) from KB’s portfolio will be transferred to State bailout institution 
K onsolidacni Banka (KoB) for KC 13.6 billion which will give a new impetus to the bank’s lagging privatisation. 


PM Milos Zeman said on July 19 after his meeting with French company Alstom that Government assis- 
tance to the engineering giant Skoda Plzen will basically consist in helping to findastable long-term partner who 
should maintain Skoda’s production line, save jobs and carry on the reserach and development. During 1998 
the company’s loss is estimated around KC 5 billion, up from KC 4.2 billion in 1997. 


On July 29 the Central Bank (CNB) decided to lower its key repo interest rate from 6.5 per cent to 6.25 per 
cent. The CNB has been gradually reducing its repo, rate from 15 per cent in July, 1998 as the CR economy 
started slowing down. According to analysts room for further rate cuts are negligible.The IMF annual report 
asia suggests that CR should further cut the interest rates and ease its fiscal policy to kickstart economic 
growth. 


The Czech Finance Ministry has revised the macro economic indicators for 1999. The GDP is thus expected 
to fall 1 per cent during this year, down from the April estimate of 0.8per cent. Inflation is set to come down 
to 2.2 per cent from 3.6 per cent estimated in April. There has been no change in the unemployment rate at 
the year-end which is 10.8 per cent. They also revised the estimate of budget deficit for 1999 from KC 49.9 billion 
to KC 64.4 billion (US$ 1.89 billion). The Finance Ministry anticipates shortfall in exports to Russia and 
Yugoslavia while exports to EU, especially Germany give reason for optimism. Estimate of trade deficit has been 
scaled down from KC75 billion to KC 66 billion. 


With effect from 1, July consumption tax on petrol went up by KC1.40 to KC10.84 and diesel oil by KCI to 
KC8.15 The consumption tax on cigarette has been increased by KC.97 per packet while rents were increased 
by approx. 10 per cent. The minimum monthly wage was increased from KCs 3250 to KCs 3600.A Government 
draft amendment for further increase in consumption tax from January, 2000 on petrol, diesel and cigarettes was 
rejected by the Chamber of Deputies by a huge margin. Parliament also rejected amendment to the VAT law 
to shift certain products and services from 5 per cent to the 22 per cent category. 


A survey report brought-out by a British Research Institute, the Economist Intelligence Unit (EIU) dealing 
with conditions faced by businessmen in CR state that the Czech Government is still acting against interests of 
foreign investors and thus delaying the CR entry into EU which is expected to be in 2005 at the earliest. The 
decision of Central Bank to cancel global guarantees regarding customs obligations resulting in higher costs for 
both importers and exporters, inadequate bankruptcy regulations and Government restrictions on lottereis as some 
of the conditions unfavourable for businessmen. EIU also reports that there is resistance in CR for further 
stimulating investment of foreign firms who are already in the Czech market and that though the Social Democrat 
Government has taken some steps in the direction of bank privatisation, it is far too divided in its opinion on the 
basic aims of reforms. 


[Source : Embassy of India, Prague.] 
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COMMODITY EXIM UPDATE 


IMPORTS 


Items covered this week : 


He Silk, Raw 


1999, the provisional value of import 
yf this commodity was of the order of Rs. 
,676.35 lakhs which accounted for 0.11 per 
ent of the total imports of India during the 
nonth in question. In May., 1998., the corres- 
jonding figures were Rs. 790.26 lakhs and 0.05 per- 
ent ( final figures ) 

People’s Republic China, Brazil and 
Uzbekistan have been respectively, the first, second 
ind third most important sources of these imports 
n May., 1999. China, alone, is the source of 
0.54 per cent of total imports of this commodity. 
Sorresponding figures for Brazil and Uzbekistan 
ire 6.52 per cent and 0.81 per cent respectively. 


In May, 


of 


he imports of this commodity have been done 
jainly through Chennai Sea Port ( 63.90 per cent 
f the total imports of this commodity valuewise) 


1 May, 1999. Bangalore ICD and Calcutta Sea 
lort come second and third with corresponding 
gures of 24.95 per cent and 7.58 per cent respec- 
vely. 

Po. ‘Wool, Raw. 

‘In May, 1999, the provisional value of imports 
f this commodity accounted for 0.24 per cent of 
he total imports of India during the month 
1 question. In 1998, the corresponding figure 
fas 0.32 per cent ( final figure). In absolute terms, 
lis month has been a downswing of imports of 
his commodity as compared to the corresponding 
ionth of the previous year a decrease of Rs. 
35.94 lakhs or 18.79 per cent. 


Australia, New Zealand and Italy have been 
spectively, the first, second and third most im- 
ortnant sources of these imports in May, 1999, 
ustralia, alone, is the source of 52.22 per cent of 
4 imports of this commodity. Corresponding 
ires for New Zealand and Italy are 29.43 per- 
‘nt and 3.44 per cent respectively. Last year, 
uring the corresponding period, Australia, New- 
‘aland and Iran were, respectively, the first, second 
sm third most importnant source of these im- 
orts. 


The ports through which this commodity has 
‘n imported mainly are Mumbai Sea Port, 
aldia Sea Port and Nhava_ Shiva Sea Port. 
64 per cent of the total imports of this commo- 
ty valuewise has been done through Mumbai 
ta Port in May, 1999. Haldia Sea Port and 
hava Shiva Sea Port come second and third with 
responding figures of 9.93. per cent and 7.32 
T cent respectively. 
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EXPORTS 


Items covered this week : 
L. “Cotton Yarn., Fabrics, Made ups, ete. 


In May, 1999, the provisional value of export 
of this commodity was to the tune of Rs. 
107,119.81 lakhs which accounted for 9,46 per- 
cent of the total exports from India during the 
month in question. In May., 1998, the corres- 
Ponding figures were Rs. 94,289.99 lakhs and 
9.77 per cent (final figures). 


U.S.A., Bangalore and U.K. have been respec- 
tively, the first, second and third most im- 
portant destinations of the exports of this commo- 
dity in May, 1999, U.S.A. alone, accoun- 
ted for 13.06 per cent of the total exports of this 
commodity in May, 1999, corresponding figures 
for Bangladesh and U.K. are 7.25 per cent and 
6.88 per cent respectively. 


The exports of this commodity are d i 
through Nhava Shiva Sea Port “ 37.25 per wen 
of the total exports of this commodity have been 
done through this port in May, 1999.) 

2. RMG Cotton including Accessories 

In May, 1999, the provisional value 
of this commodity accounted for Pie ae 
of the total exports of India during the month 
In question. In May, 1999, the corresponding 
figure was 7.66 per cent ( final figure ). In ab- 
solute terms, this month has seen an upswing of 
exports of this commodity as compared to the 
corresponding month of the previous year ( an in- 
crease of Rs. 28,616.83 lakhs or 38.73 per cent). 


U.S.A., U.A.E. and France have been res-= 
pectively, the first, second an third most im- 
portant destination of these exports in May, 1999. 


U.S.A., alone, the source of 34.09 per cent of 
total exports of this commodity. Corresponding 
figures for U.A.E., and France are 11.94 per cent 
and 8.80 per cent respectively. Last year, during 
the _ corresponding period., U.S.A., Federal Re- 
public of Germany and France were, respectively 
the first, second and third most important de- 
Stinations of these exports. 


The ports through which this commodity has- 
been exported mainly are Chennai Sea Port 
Nhava Shiva Sea Port and Tuticorin Sea Port. 


24.88 per cent of the total exports of this 
commodity valuewise has been done through 
Chennai Sea Port in May, 1999. Nhava Shiva 


Sea Port and Tuticorin Sea Port come second and 
third with corresponding figures of 23.15 per cent 
and 10.42 per cent respectively. 

co. GC To and, S.. 


[Source Calcutta.] 


B307 


GENERAL MATTERS 


Invitation of anti-dumping investigation concerning import of Ethylene Propylene Rubber (EPM) 
and Ethylene Propylene Diene Rubber (EPDM) from Korea RP. 


MINISTRY OF COMMERCE 
Directoradte General of Anti-Dumping & Allied Duties) 
INITIATION NOTIFICATION 
New Delhi, the 27th August, 1999 


Subject : Initiation of anti-dumping investigation concerning import of Ethylene Propylene Rubber (EPM) and 
Ethylene Propylene Diene Rubber (EPDM) from Korea RP. 


F. No. 28/1/99/-DGAD.—M/s. Herdillia Unimers Limited have filed a petition, on behalf of the domestic 
industry, in accordance with the Customs Tariff (Amendment) Act, 1995 and Customs Tariff (Identification, 
Assessment and Collection of Anti-dumping Duty on Dumped Articles and for Determination of Duty) Rules, 
1995 before the Designated Authotity (hereinafter referred to as the Authority) alleging dumping of Ethylene — 
Propylene Rubber (EPM) and Ethylene Propylene Diene Rupbber (EPDM) from Korea RP and have requested 
for Anti-dumping investigation and levy of anti-dumping duties. 


2. Domestic industry Standing: The petition has been filed by M/s. Herdillia Unimers Ltd., having regis-. 
tered office at 2/2, TTC, Industrial Area (D Block), MIDC, Thane, Mumbai. Applicant is the only 
producer of Ethylene Propylene Rubber (EPM) and Ethylene Propylene Diene Rubber (EPDM) in India, 
and, therefore, have a standing to file a written request on behalf of domestic industry under the Rules 


aforesaid. 


3. Product involved : The product involved in the present investigation is Ethylene Propylene Rubber 
(EPM) and Ethylene Propylene Diene Rubber (EPDM) (herein referred to as subject goods), originating 
in or exported from the subject country and classified under Customs Sub-headings 4002.70 and 4002.99 

respectively of the Customs Tariff Act, 1975. The classification is however, indicative only and is in no. 
way binding on the scope of the present investigation. 


4. Countries involved : The petitioner has alleged dumping of EPM and EPDM from Korea RP (herein 
referred to as subject country.) 2 


5, Like Articles : The petitioner has claimed that the subject goods produced by them wiz. Ethylene Propy- 
lene Rubber (EPM) and Ethylene Propylene Diene Rubber (EPDM) as classified by Custom Tariff under 
sub-heads 4002.70 and 4002.99 respectively have no substitute.The petitioner have further claimed that 
the goods produced by them and those imported from the subject country are technically and commercially 
substitutable, and therefore, be treated as like articles to the goods imported from the subject country 
within the meaning of the rules. a 

6. Normal Value : The normal value has been based on the export price of the product under consideration 
by South Korea producers and exporters to third countries other ta11 [111 , i 


7. Export Price : The petitioner has claimed Export price to India on the basis of information compiled’ 
from the transaction-wise imports received from ports. I 

8. Dumping margin : There is sufficient prima-facie evidence that the normal value of the subject goods. 
in the subject countries is significantly higher than the price at which it has been exporte to India indica- 

ting prima-facie that the subject goods are being dumped by the exporters from the subject countries. ~ 

f 

9. Injury : Various parameters relating to injury such as suppressed domestic prices, losses on domestic 
sales, rise in inventory etc. , prima-facie dumping indicate collectively and cumulatively that domestic industry 

has suffered material injury on account of dumping. t 


B308' INDIAN TRADE JOURNAL @ September 15, 1999 


10. Initiation of anti-dumping investigation : The authority in veiw of the foregoing paragraphs initiates 


LT 
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é 


anti-dumping investigation into the existence, degree and effect of alleged dumping of the subject goods 
originating in or exported from subject countries. 


Period of investigation : The period of investigation for the purpose of present investigation is Ist April, 
1998 to 30th June. 1999. 


Submission of information, : The exporters in the said countries and importers in India known to be 


concerned are being addressed separately to submit relevant information in the form and manner presc- 
ribed and make their views known to 


Mrs. Rathi Vinay Jha, Designated Authority & Additional Secretary, 
Government of India, 

Ministry of Commerce, 

Udyog Bhavan, 

New Delhi-110 011. 


Any other interested party may also make its submissions relevant to the investigation in the prescribed 
form and manner within the time limit set out below. 


Time limit : Any information relating to the present investigation should be sent in writing so as to reach 


the authority at the address mentioned above not later than 40 days from the date of publication of this 
notification. The known exporters and importers who are being addressed separately are however. required 
to submit the information within 40 days from the date of letter addressed to them separately, 


In terms of rule 6 (7) any interested party may inspect the public file containing non-confidential version 
of the evidence submitted by other interested parties after expiry of time limit set out. 
In-case where an interested party refuses access to or otherwise does not provide necessary informations 


within a reasonable period, or significantly impedes the investigation, the Authority may record its finding 


% the basis of the facts available to itand make such recommendations to the Central Government as deemed 
Up 


Sd./- 
Designated Authority 


[Source : Ministry of Commerce, Govt. of India, New Delhi. ] 
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PRESS NOTE 


FOREIGN TRADE STATISTICS 


India’s Foreign Trade in June, 1999 


Provisional data of India’s Foreign Trade in Merchandise during June, 1999 along with the compara 
data for the corresponding period of the previous year are given below :— 


(Value in Rs. lakh 


June | April to June 


Type of Trade 1999 1998 1999 1998 


——<—<=« 


Provisional Provisional Revised Povisional Provisional Revise 


data(a) data(b) data(c) data(a) data(b) data(< 
eae (aint (2) (iain oe iD (5) © (7) 
Exports and Re-Exports 1124698 990968 -:1035274.+~=«3424092 «3054645 «3171652 
Imports 1570470 +~—=«1262562 ~=«d1281886 ©» 4441025 © 4033904. ~=—-4293439 


(a) Crude Oil exports is NIL during June, 1999. Export data for June, 1999 include data for Petrol 
Products amounting to Rs. 8,046 lakhs received from Ministry of Petroleum & Natural Gas . Inj 
figures for June, 1999 include data for Petroleum & Natural Gas. Import figures for June, 1999 incl 
data for POL amounting to Rs. 3,33,511 lakhs received from Ministry of Petroleum & Natural Ga 


(b) As published in the Press Note for June, 1998. 
(c) Due to inclusion of supplementary data received from Customs Houses subsequently. 


(d) Include supplementary data for April 99 to May ’99 amounting to Rs. 33,214 lakhs for exports 
Rs. 52,861 lakhs for imports reported by Customs Houses after publication of previous month’s P. 
Note. The cumulative data for April to June, 1999 also include data of Crude Oil export amoun' 
to NIL. Expoit of Petroleum Products during April to June, 1999 amounts to Rs. 8,046 lakhs 
Imports of Crude Oil & Petroleum Products during April to June ‘99 amounts to Rs.8,69,021 le 
on the basis of infor mation supplied by the Ministry of Petroleum & Natural Gas. | 


Month-wise Break-ups of Supplementary Data are given below :— = 
(Value in Rs. lakh 


] 


Months Exports Impor ts 
April, 1999 8703 3237 
May, 1999 24511 49624 
Total 33214 52861 
Dated : the 4th August, 1999. Director General 


Directorate General of Commercial 
Intelligence & Statistics 
Government of India 
Ministry of Commerce, 
1, Council House Street, 
Calcutta-700 001. 
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PART-C 


ndian. Tender. Notices-~ 
MINISTRY OF HOME AFFAIRS 
CENTRAL RESERVE POLICE FORCE 


DirRECTORATE GENERAL, CRPF, 
(PROVISIONING BRANCH ) 
1, CGO Caomrriex, Loput Roan, 
_ New Devnt-110 003 
_— (TuLEPHONE No, 4360155) 


Cloth. Cotton 


‘Tenders .are invited on behalf of the President of 
ndia for the supply of following items :~— 


‘Tender, No.—-U. 11-33 99-2000-Prov, 


Last.Date Time for Receipt of Tender : 


11-00..hrs, 
m 9th November, .1¢S9, ;' 


Tender will, be Opened.on 9th November, 1999 at 
2-00, hrs. 


Earnest Money Kequired from Firms not Regis- 


ered, with. DGS&D» or. NSIC for; Subject. Stores: 
fee 21,226. 

tem Deseription of Stores Quantity 
No. 


1. Cloth Cotton Pugree Yellow 20,000 Mtrs. 


2. Clot Gotton Pugree Voil Khaki 11,900 ,, 


3. Cloth Cotton Pugree Blue 27,0005 - ,, 


As per IS : 7/19/1973 Amdt. 1,2 & 3. 


Packing & marking as per relevant clause of 
Specification. 


Tenders are available for sale. at. this Office. against 
ayment. of Rs. 100 from: 10-30:a.m. to 1-00°>p.m. 
nd 2-00 p.m. to 4-00 p.m. on all working days 
gainst Cash Money Crders. Payment can also be 
dade by Demand. Draft.drawn. in. favour of Deputy 
Yirector (Adm), payable at New Delhi. No other 
node of payment will be accepted. Tenderers de- 
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~~ 


LATE ENQUIRIES 


sizous to have tender documents by post shall add 
Rs, 15 towards postage, 


Sdi/- > , 
Addl. DIGP.( Prov. ) 
(No, U.LE53 99-2000-Proy., dated 23-8-99.] 


CENTRAL INDUSTRIAL ‘SECURITY’ FORCE 
BLocK No. 13, CGO CoMPLeEx,,LODHI ROAD, 
New De cri-110 003 


Tenders are invited on behalf of the President of 
India for the supply of following items ;— 

Last Date Time for Receipt of Tenders: 17th 
Novenaber, 1999. upto !1-00:a.m, 


Tenders will be Opened on 17th November, 1999 
at 12-00 noon. 


Item Description of Stores Quantity 
1. Cloth Cotton Ccliujar Shir- 1,14,000 Mtrs. 
ting Dyed Mineral: Khaki 84 
Cms. wide. 


Specification: IS 21144-1980 with Amdt. 
No. | (Re-affirmed 1992); 


Marking & Packing : 
with Amdt. Nev | 


As per IS: 1144-1980 
(Re-affirmed1992). 


Tenders are available fer sale at this Office against 
payment, of Rs. 200 only from 10-30 a.m. to 1 p.m. 
and, from, 2-3C p.m. to 4-00 p.m. on all working 
days. by Gash Money Order. Payment can also be 
made oy Demand Draft drawn in favour of A.O. 
DDO, CISF HOrs, puyable at New Delhi. No other 
mode of payment. will be acceped.. Tenderers 
desirous of having tender documents by post shall 
add: Rs. 30 towards: postage. 


All firms who are not registered with DGS&D' 
NSIC for the subject stores as per specification shall 
be. required ‘to deposit Earnest. Money of Rs. 57,000 
only maximum alongwith their .offer; The — firms 
registered with DGS&D NSIC with some monetary 
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limits for the stores of required specification shall 
also be depositing Earnest Money equivalent to 2% 
of their tender value over and above their monetary 
limit. 

Sd./- 


Assistant Inspector General! Prov. 


[No. PR-13013(1)|2'1999-2000|Proy. 1/06, dated 
23-8-99.] 


. 
— 


GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 


DIRECTORATE GENERAL, 
CENTRAL INDUSTRIAL SECURITY FORCE 
(PROVISIONING BRANCH) 


BLock No. 13, CGO Comp.ex,.Lopri Roan, 
New DE tui-03 


Peak Cap 


Tenders are invited on behalf of the President of 
India for the supply of following items :— 


Tender No, PR-13013(10)|1/1999-2000|Prov.-I, 


Last Date |Time for Receipt of Tender: 15-11-99 
upto 11-00 a.m. 


Tenders will be opened on 5th November, 1999 
at 12-06 noon. 


Item No. Description of Stores Quantity 
1. Peak Cap—Cap S.D. semi stiff 5,700 Nos. 
barathea made of khaki worsted 
barathea drab cloth including 
the peak with leather head 
band brown leather chin strap 
and bronze button. 


Specification : IND|TC|4102(F). 


Preservation ; TIND|TC/4102(F). 


Marking & Packing: Each Cap after treating as 
per clause 7 of Specn. No. IND TC4102(F) shall 
be wrapped in tissues paper and packed in the card 
board boxes of suitable size of best trade quality. 
Suitable No. of such boxes shall be finally: packed 
in a corrugated fibre board box double walled (Style 
No. 0620 of IS: 6481-71) Re-affirmed 1991 and - 
generally conforming to IS: 2771 (Part-I) 1990 
with Amdt. No. 1. The box. shall be lined inside 
with guiamcd paper tape 50 mm wide and shall also 
be secured with tape hoops of suitable materizl both 
in the length & width direction to withstand the 
transit hazards. The gross weight of the box shall 
not exceed 30 Kgs. 


Tenders are available for sale at this office against 
payment of Rs. 100 only from 10-30 a.m. to 1 p.m. 
and from 2-3G p.m. to 4 p.m. on all working days 
by Cash Money Order. Payment can also be made 
by Demand Draft drawn in favour of A.O./DDO, 
CISF HOrs, payable at New Delhi. No other mode 
of payment will be accepted. Tenderers desirous of 


having tender documents by post shall add Reo 2 
towards postage, | 


All furis who are not registered with DGS&D! — 
NSIC for the subject stores as per specification shall 
be required to deposit Earnest Money of Rs. eee le 
only maximum alongwith their offer. The firms 
registered with DGS&D|NSIC with some monetary 


limits for the stores of required specification shall 
also be depositing Earnest Money equivalent to 
2% of their tender value over and above | their 


monetary limit. 


This is Group IV 


is € item and exclusively reserved 
for SSI Units only. 


Fe SNS peer: 


f& «aa OS fe 
Assistant Inspector General!Proy. 


[No. PR-13013(10)|1|1999-2000|Prov.-Ii05, 
dated 23-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF FINANCE 
BANK NOTE PRESS} 
DEWAS (M.P.)-455 003 


Supply of Submersible Pump Set, etc. 


Sealed dual tenders in prescrib:d form a-e inv'ted for the 


supply of following itims upto 16.00 hrs, -— 


Bae Name of Items Quantity Cost of the Last Date of Selling Date of Opening 
: Tender the Tender th: Tender 
Rs. 
1. Submersibl: Pumn Set of 15 HP. Kim 2 
mikes only suitabl for 15 ete ee 3 


0mm @ bore as per 
our Sp cification, $ P 
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26th Octob-r, 1999 27th October, 1999. 
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peu Name of Items Quantity Cost of the Last date of Date of Opening 
i tie ' selling the tender the tender 
$3 


Two Lip Milling cutt.rTunguston car bide bid 50 Nos. *} 
15 mm length. 


ts 
& 


b. Diamond Tipped Engraving Point 4.00 mm ¢ Pees; 


Length 45 to 50 mm (Cylindrical). 
50 28th October, 1999 29th October, 1999. 


YS 


c. Diamond Tipped Engraving Point 4.00mm 1G) 
- b Length 45 to 55 mm (Conical). 


d. Two Lip Milling Cutter H.S.S. 4.00 mm ¢ 40 ,, 
Length 45 to 50mm. 


Prescribed tender form showing sp-cificati { conditi 5 i 

r od ter orm showing specifications, terms and conditions for supply of above items can be had from th Offic> of the 

eect Manager, Bank Not» Press, Dewas (M.P.) onany working day except Monday by M.O./D.D./LP.O. Cash/payable at Dewase 
avour of Chief Accounts Officer, Bank Note Press, Dewas (M.P.)-455 003. Please note separate tenders have to be purchased for 


each of the above itcms. 
[No. BNP/P/Civil/65/99/OT, dated 20-8-99.] 


ee en 


GLOBAL TENDER 
Supply of Vacuumatic Make Counting Disc, etc, 


Sealed dual tenderg in. prescribed form are invited for the supply of following items upto 16.00 His :— 


com Namie of Items Quantity Costofthe Last Date of Selling Date of Op<ning 
| O, Tender the Tender the Tender 
Rs, 
1. Vacuumatic make counting Disc Part No. 0023034 3 Nos. } 
‘suitable for vacuumatic make note counting | 
Machine model whirl wind Sr. No. KB 9058. | 
2. Spares for GTS make Not: counting machines | 400 {Sth Decemb-r, 1999 16th December, 1999. 
model countmaster V/VL machine No. G10.12/ | Or USD 10 
15-E10.12. 
a, Counting Disc (Clockwise) Part No, 46.5, 3 Nos. | 
Subject No, 10.0101046.5, | 
b, Counting Disc counter clockwise Part No. S15 sy Gl 
J 


46.5 subject No. 10.010146.5. 


 Proscrib: d tender form showing specifications, terms and conditions for supply of above items can be had fromthe Office of the 
Gen-ral Manager, Bank Note Press, Dewas (M.P.) onany working day exespt Monday by M.O,/D.D.//l.P.O./Cash Payable aat Dewas 


in favour of Chief Accounts Officer, Bank Note Press, D: was (M.P.)-455 003. 
[No. BNP/P/Import/CD/99/GT/11, dated 22-8-99.| 


GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA 


OFFICE OF THE CONTROLLER OF STORES, GSI 
DHARITRI BUILDING, CHO, 40, G.N. BLOCK, 
SecTOR-V, SALT LAKE City, CALCUTTA=9 | 


Procurement of Computer & Peripherals 
cost of Rs. 75,000. The tenders will be opened at 


Sealed tenders are invited from reputed firms for 
n 29th September, 1999. 


supply of Computer & Peripherals at an estimated 2-30 p.m. 0 
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Tender schedule containing the specilications ,of 
stores with detailed conditions may be had-from the 
Director of Administration (Cash Section). GSI, 4, 
Chowringhee Lane, Calcutta-16 at a cost of Rs. 10 
cach on any working day between 2 p.m. and 3.p.m. 
except Saturday. Perea 

7 = 


Stores Officer 
[No. 2437|F/124/3|10,99-26B, dated 25-8-99.] 
COVERNMENT OF INDIA 
NMINISERY: OF AGRICULTURE 


DEPARTMENT OF ANIMAL HUSBANDRY 
& DAIRYING 


CENTRAL INSTITUTE OF FISHERIES NAUTICAL 
& ENGG. TrainiInc DEwan’s Roap, E ,NAKULEAM, 
COCHIN-682 016 


An Overheed Electrically Operated Trolley 
Pender ‘Notice No, 1-24\98 ST. 


Sealed tenders are invited by the Director, CIFNET 
from the manutacturers suppliers distributors for the 
supply, installation and commissioning of Overhead 
Electrically Operated Trolley in the Gear hall of the 
new Institute building at CIFNET, Cochin-682 016. 


1. Brief Description of Work : 


1.1 An Overhead Electrically Operated Trolley of 
3 tons capacity with single electric motor for 
its ansverse movement. The trolley to be 
designed in such a way tO move on two ‘I’ 
beam of 250 mm installed with a gap of 19 
cm anc wiih long travel of 30 mtrs. 

"1:2 A power block of 250 Kgs. approximate to 
be fixed under the trolley. The power block should 
‘have free’ rotation of 360 degrees on the trolley with 
the help of thrust bearings (the power block will be 
supplied by the department). 


1.3 The eaisting Hydraulic motor System on. the 
power block to be replaced with a suitable electric 
motor tor hoisting and lowering 2 tons of weight. 


2. Scope of the Work : 

2.1 Fabrication, — installation; “modification — and 
commissioning of the Item 1 to 3 including — the 
supply of necessary electric motor (2 Nos.) with 
accessories and pendent type ‘control «switch with 
Jocking .arrangement, , power indication lamp,. emer- 
gency stop and. cable trolley system. 
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2.2 The system should be tested for satisfactory 
operation and u test certificate to’ that effect from: an 
Agency approved by Kerala Factory and _ Boiler 
Directorate is to be provided. 


2.3 The already ‘imstalled 7 beam, : power ~ block 
and other features can be inspected during the work. 
ing days from 9-00 to. 17-30. hrs. at. CLFNET Cochin 


2.4 The push button control is to be operatec 
irom six metres. “A power-supply conirol panel is 
to be provided. 


2.5 Work completion :' Bight weeks from the date 
of receipt of order. 


es : a3 
3.» (Guarantee: +. : 


3.1 Two years guarantee “against the material 
failure and for proper workmanship is to be provided, 


3.2 The cicctric motor and cabling should be ol 
ISI specification for crane installation. 


The: tender will be received upto 16-00 hrs. on 
Ith Gcieber, i999 and the same will be opened at 
16-30 hrs. on the same day in’ the presence of tender- 
crs present if any. No tender forms are prescribed, 
Sealed cnvelope containing the tender should be 
superscribed as “Tender for supply, installation and 
comnussioning ef Overhead Electrical Trolley system, 
duc on.l1th October, 1999” and sent.to the Director, 
CIVNET, Dewan’s Road, -Cochin-682 016 by regis- 
tered post and only such tenders“which are received 
within the stipulated time, will be accepted. The 
Director, CIPNET reserves the right to. accept ot 
reject any or all tenders received, without assigning 
any reason whatsoever, 

Sd./- 
‘Director 


[No. 1-24/98|ST, dated 13-8-99] 


| 
GOVERNMENT: OF INDIA - 
INDIA METEOROLOGICAL DEPARTMENT | 


OFFICE OF THE DikEector GENERAL OF METEORO- 
LOGY, MAUSAM BHAVAN, Lopi Roap, 
New DeELuI-110 003 
TELLGRAPHIC: ADDRESS 
DIRGENMET, NEW DELHI 


RTT Receiver Sets | 
Due for Opening : At 2 p.m. on the 12th October, 
1999, ‘a 


Destination : New Defhi. 


g 
Sealed tenders. are sinvited for the following “stores 
schedule containing complete speification of stores:with 
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detailed terms and condition of supply may be obtain- 
ed from the above Office on payment of Rs. 50 only 
through a Bank Draft drawn on ‘a Nationalised Bank 
in favour of “Assistant Meteorologist (DDO) DGM’s 
Office” payable at New Delhi. 

Sl. No. 


‘Description of Stores Quantity 


1. RTT Receiver Sets 12 Nos. 


[No. CPU/52:0899/5042|1132, dated 26-8-99.] 


PCm Based Flat Bed Scanner 


Due for Opening: At 3 p.m. on 8th. November, 
1999, 


Destination : New Deithi. 


Sealed tenders are invited for the following stores 
‘schedule containing complete specification of stores with 
detailed terms and condition of Supply may be obtain- 
ed from the above Office on payment of Rs. 50 only 
through a» Bank Draft drawn on a Nationalised Bank 
in favour of “Assistant Meteorologist (DDO) DGM’s 
Office” payable at New Delhi, 

SI. No, Description of Stores Quantity 
1, PCm Based Flat’ Bed Scanner (Fax 4 Nos. 
Scanners), 


[No. CPU 52/0899/5643|1131, dated 26-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF FINANCE 
INDIA SECURITY PRESS 


OFFICE OF THE GENERAL MANAGER, NASHIK Roap, 
PIN-422 101 


Supply of Automatic Performation Machine 
‘Tels 91-0253-561251/562481, Fax : 91-0253-562718 
Telex : 0752-238 0752-264 

Global. Tender Notice No. 23/99 
The General Manager, India Security: Press, Nashik 
Road-442 101, India, invites sealed Global Tender 
for and on behalf of the President of India, to supply 


Automatic Perforation Machine with Computerised 
Control for Perforation of Postage Stamp 2 Nos. The 
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prescribed. Tender Form showing detailed specitica- 
ucns, terms & conditions can be obtained on payment 
of US Doilars 30 (US Dollars Thirty only) by overseas 
suppliers or Rs. 1,100 only. by inland supplier on 
furnishing Demand Draft or Indian Postal Order 
drawn in favour of the General Manager, ‘India 
Security Press, Nashik Road. “These Tender ’ Docu- 
ments will be issued from 15-11-1999 to 23-11-1999. 


The completed Tender Form with validity for 180 
days shall be received upto 11-00 hours (IST) on 14th 
December, 1999, in the office of the General Manager, 
india Security Press, Nashik Road-422 101, India. 
The Tender shall be opened on the same day at 15-00 
p.m. (IST) in the presence of ‘Tenderer|Authorised 
representative who may like to be present, 


The General Manager, India Security Press, Nashik 
Road, has the right to reject any or all Tenders or in 
part without assigning any reason. ‘Tenders received 
late and not on prescribed form will be rejected. 
Postal delay will not be accepted. 


Sd.\- 
General Manager 


[No. 6965 SM-2-30, dated 30-8-99.] 


Tender Notice No. 22/99.—Supply of Synthetic 
Resin Adhesive 


The General Manager, India Security Press, Nashik 
Road, on behalf of the President of India, invites 
sealed Tenders on prescribed ‘Tender Form to supply 
of Synthetic Resin Adhesive white in Colour, 


Quantity : 6,000 kgs. 


Detailed set of Tender Documents can be had on 
request, on payment of Rs. 108 only (non-refundable) 
by Demand Draft or Indian Postal Order drawn in 
favour of the General. Manager, India Security Press, 
Nashik Road, upto 4th October, 1999. 


Sd.|- 
Chief Purchase & Stores Officer 


[No. 6774/Sy-14-3, dated 25-8-99.] 
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; GOVERNMENT OF 'tNDIA 
DEPARTMENT OF ATOMIC ENERGY 
DIRECTORATE QF PURCHASE AND STOEES 
Hyderabad Regional Unit, Nuclear Fuel Complex, E.C.1.L,-(PO), 
Telephane si Ldd2O2 di. 23925 


Telex : 0425-7014 
Telegram : NUCFEL Fax > 7121362 


Hyderabad - 500 062 


Automatic Conveyorised Sheet Belt Grinding 


The Regional Director, HRPU, Nuclear Fuel Complex, Department of Atoinic Energy, 


FCIL-(PO), Hyderabad -500 062 

on behalf of the President of India, invites sealed tenders as detailed below :— 

Serial Tender No, and Description of Stores Quantity 
No. 


1. HBRPU/NFC/CAP/6525, 
dated 16-08-1999, — 


Automatic conveyorised sheet belt grinding and polishing machine as per our tender specifications. 1 No. 


Last date for sale of tender set 4th October, 1999 upto 3.00 p.m. 


Last date and time for receipt of tender 2.60 p.m. on 14th October, 1999. 


Date of Opening of tenders 11.00 a.m. on 15th October, 1999. 


Tender documents priced at Rs; 100.00 can be obtained from Accounts Officer, Administrative building, Ind Floor 
Nuclear Fuel Complex, FECIl-(PO), Hyderabad - 500 062 between 11.90 a.m. and 3.00 p.m. on all working days. Requests for 
purchase of Tender documents should be acconipanied by a Demand Draft/Pastal Order, towards the prescribed cost of tender 
documents, drawn in favour of Accounts Officer, Nuclear Fuel Complex., Hyderabad, Payment in Cash or through Money Orde r 


will not be accepted. The right to acc>pt or rejoct the lowest or any tenders in part or full without assinging any reason is reserved 
by the purchaser, 


Sd/ . 
Assistant Purchase Officer 
[No. HRPU/NFC/CAP/6525, dated 16-8-99.] 


Madras Regional Purchase Unit, 6th rloor, Shastri Bhavan, 26, 


Haddows Road, 
Chennai-6 


Miniature Mechanical Test System 


Kor and on behalf of the President of India, the Regional Director, Madras Regional Purchase Unit, Directorate of Purchase 


and Stores, Departrient of Atomic Energy, Chennai invites sealed tenders as detailed below :— 
Serial Tender No. and Description of Stores Quantity 
No. 
1. MRPU/IGCAR/CAP/1039/PT,— ie. } 
Design, fabrication, testing, transpertation, crection ana commissioning of minature mec. canical test 1 No. 
system aS per purchascr’s tender documents for Indira Gandni centre for Atomic Research, 
Kalpakkam - 603 102. 
Cost of tender document Rs. J11 Inclusive of Tax. 
Last date for receipt of tenders 13.00 hours on 21st Qctober, 1999, 
Date of Opening of tenders 11.00 hours on 22nd October, 1999, 
Last date for sale of tender set : 30th September, 1999, 
2. MRPU/IGCAR/MTL/366/PT.—- 
Titanium. - 5 per cent,. tantalum plate 1,000 x 1,000 < 12 mm thick - 1. No. and tantalum plate 1 No. > 
650 X 650 X 2 mm thick - I.No. 


. aS per purchaser’s tender documents for Indira. Gandhi Centre 
for Atomic Research, Kalpakkam - 603 102. 


Cost of tender document : Rs. 111 Inclusive of Tax. 


Last date for receipt of tenders 13.00 hours on 26th Octeber, 1999. 


Date of Opening of tenders 11.00 hours on 27th October, 1999. 


Last date for sale of tender set 25th September, 1999, 
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Serial Tender No. and Description of 


"  Quant-ty 
No. Stores 
3. MRPU/IGCAR/FAB/259/PT.— . 
Plasma -ni.ciding vacuum chamber with pumping station as per purchasers tender documents for Indira I No 
Gandhi Centre for Atomic Researcn, Kalpakkam - 603 102. 

Cost of tender document é Rs. ltt Inclusive of Tax, 

Last date for receipt of tenders : 13.00 hours on 27th Octcber, 1999, 

Date of Opening of tenders : 11.00 hours on 28th October, 1999, 

Last date for sale of tender set : 12th October, 1999. 


Tender documedts priced as above can be obttied from Deputy Controller of Accounts, Madras Regional Accounts Unit 
Department of Atomic Energy, Directorate of Purchase and Stores, at 6 h Floor, S'astri Bhavan, Chennai-600 006 between 
10.00 a.m. and 1 p.m. on all working days. Postal requests should be aceompanied by a Money Order towards the prescribed 
cost vf tender document indicating the correct tender number and addressed. to Deputy Controller of Accounts, Madras 
Regional Accounts Unit at 6t» Floor, Shastri Bhavan. The right to accept or reject the lowest or any tendersin part or full 
Without assigning any reason is reserved, 


Sd/ 


Asst. Purchase Officer 


[No. MREU/IGCAR/CAP/1039,/PT, dated 18-08-99. ] 
GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 


Office of the Chief General Manager, Telecom Factory, 
248, Acharya Jagadish Chandra Bose Road, Ailpore, Calcutta-700 027 


No. TFCA/ITJ & Press/98-99/111,—Fibre Glass Rovings, etc. 


On behalf of the President of India the Chief General Manager, Telecom Factory, Calcutta, invites seale 


: s leco d tenders/quotations from 
the Manufacturers/Authorised Dealers/Govt. Contractors for the following items against the 


Tender Nos. noted below :__ 


Serial Tender No, and Date Ttem 


Quantity E.M.D. 
No. Rs. 
1. Pur/218A-CTBX/SPC/99-2000, Fibre Glass Rovings as_ per Spec. BS : 3691. The 10. MT 25,000 
dated 26-07-99. breaking load of the finished drop wire with above 
material shall not be less than 80 Kgs. 
2. Pur/219C-CTBX/SPC/99-2000, PVC Granules as per Type-2 Insulation of Table-III of 43.5 MT 50,000 
dated 26-07-99, IS: 13176-1991 : (a) Colour White—40 MT and (Total) 
(b) Colour Black (Master Batch)—3.5 MT. (Tender 
Forms will be issued only to the firms having CACT 
(DOT) approval for the ltem). 
3. Pur/220C-CTBX/SPC/99-2000, Copper Wire 0.5 mm as per Specification No. IS : 8130- 14 MT 50,000 . 
dated 26-07-99. 1984. 
4. Pur/221A-BHT/SPC/99-2000, Body and Cover for BHT as per the Drawing, Specifica- 5,000 Sets. 20,000 
dated 26-07-99. tion and Technical Requirements. 
$.  Pur/222A-CTBX/SPC/99-2000, Firm-out Job for Manufacture and Supply of Contract 80,00,000 Nos. 50,000 
: dated 26-07-99, Spring of CT Box (Disconnection Type) as per the 
Drg., Spec. and Technical Requirements, 
Notes : Materials and Tools will be supplied by TF, 
Calcutta and the firm will have to deposit 
necessary Security Money in the form of 
Bank Guarantee towards the Cost of Mater- 
ials and Tools taking out from the Factory. 
6. Pur/266A-LJU/SPC/99-2000, Wire Connector (2 Pin) for LJU as per the Drg., Spec. 15,00,000 _,, 7.500 
dated 19-08-99, and Technical Requirements (Tender Forms will be 
issued Only to the firms having CACT (DOT) approval 
for the Item. 
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Serial Tender No. and Date Ttem Quantity Nos... E.M.D. 
No. Rs. 
7. Pur/267A-LJU/SPC/99-2000, Hook Receiver Assly. for CBT-95 as per the Drawing, 4,000. ,, » 5,000 °- 
dated: 19-08-99. Specification and Technical Requirements. ; watt 
8. Pur/268A-CBT/SPC/99-2000, 4 Way Handset for CBT-95 as per the Drawing, Specifi- 4,000. 3,000. 
dated 19-08-99. cation and Technica! Requirements (Component should ives I 3 
be CACT/DOT Approved). 
9. Pur/269A-CBT/SPC/99-2000, Mini Toggle Switch for CBT-95 as per the Drawing, 3 5,000 .,, 6,000. 
dated 19-08-99. Specification and Technical Requirements. 3 lt sulasat) le set 
10. Pur/270A-CBT/SPC/99-2000, Double ended Bush Fitting Stainless Steel flexible Pipe 5,000) shez 467° 320,000: 
dated 19-08-99. for CBT-95 as per the Drawing, Specification and 
Technical Requirements: 
11, Pur/271A-DP/SPC/99-2000, Cable Gland for D.P. 5 Pr. as per the Drawing, Speci- 1,00,000 :Nos, 4,000 
dated -19-08-99. fication and Technical Requirements. ; 
Notes. — 

(1) Cost of Tender Documents is Rs. 1,000 for each Tender payable in Cash/Bank Draft and Cost of EMD is payable only in 
Bank Draft. 

"(2) Bank: Drafts towards the Cost E.M.D. or Tender Documents shall be. drawnin favour of the Accounts Officer (Cash), 
Telecom Factory, Alipore, Calcutta-27 and shall be of any Nationalised Bank/Scheduled Bank approved by the R.B.I. 

(3) Tender Documents may be obtained from the Purchase Section of this office on any weekday from 16th September, 1999 
to 24th September, 1999 (except Saturdays) between 10-00 a.m. and, 3-00 pam. on submission of application in duplicate to 
the Sr. Engineer (Stores and Purchase) with necessary Cost of Tender Documents. 

(4) Last Date for Submission of Tenders : 27th September, 1999 (upto 5 p.m.). 3 

(5) The Tenderers will be required to submit their offers in. Two Parts—One in Part-I (for pre-qualification for consideration 
of Price and another in Part-II (for Price Bids). Part-II of the offers will only be’ opened in respect of only such tenders 
as are found valid after scrutinizing of Part-I. Rates offered in Part-I} should be: firm and valid for acceptance within 
a period of 90 days from the Tender Opening Date and no price variation clause will be entertained. 

(6) Request letters of outstation firms for sending Tender Documents by Post must reach this office at least 7 days earlier than, 
the Closing Date for Issue of Tender Documents. 

(7) Opening of Tenders ; Tender Quotations in Part-I (for Pre-qualification for Consideretton of Price.Bid) will be . opened 
at 11-00 a.m. on 28th September, 1999 and Part-II (for Price Bids) will be opened at 11-00 a.m. on 5th October, 1999. 

(8) Firms registered. with NSIC or DGS&D seeking Tender Documents Free of Cost for any tendered item must submit their 
application in this regard to the Sr. Engineer (Stores and Purchase) alongiwth the attested copies of relevant documents 
of being registered with the NSIC or DGS&D for the specific tendered item. 

(9) Tender Documents are non-transferable and Cost of Tender Documents one: paid are non-refundable. 

(10) This Office will not be responsible for Delay/Late Reczipt, Loss or Non-receipt of Tender Documents/Quatations/Applica- 
tions sent by Post and will not entertain any correspondences in this respect. 
(11) The Chief General Manager, Telecom Fgctory, Calcutta reserves the right to reject any or all the tenders without assigning 


any -reason whatsoever thzreof and. also the right to increase or dec*ease the quantity of any tender orto split up,and.. distr- - 
bute the Work/Works of any Tender to more than One Tenderer.? : 


[No. TFCASITS & Press/ 99-2000/111/(1), dated.24-8-99;] 


Office of the Executive Engineer (&), Telecom Electric Division, Ambala | 


S/I, T/C of 3KVA Trolley Mounted Engine Alternator Sets 


The Executive Enginzer (E), Telecom Electrical Division, Ambala.invites on behalf of the President of India sealed item rate 
tenders for the following work from the contractors satisfying the undstrmentioned eligibiity conditions :—_ ; 


Serial Name of Work ' Estitnated Earnest Time for Period of 
No. Cost Money Completion RC 
Deposit | ABIL 
; Rs. Rs. Hani 
1. S/I, T/C for 5 KVA Trolley Mounted Engine alteranater Sets 22,50,000 56,259 2 months 6 months. 
for Small Exchanges in Haryana, . 
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Serial 


Eligibility Criteria— 


Py; 


Financial Norms : 


The contractor should have satisfactorily completcd similar natur, of works in Central Govt,, PSU with the work execution 
turn Over not loss than Rs. 50 lacks in the past three years. 


Physical Norms : 

The firm should have successfully completed atleast three works of similar nature witn equipment modules of 3.75 KVA 
and with the aggrrgatc capacity of works not less than !5 KVA during the last three years i Centrel Govt./PSU, reckon d 
from the date of NIT. 

Documentary proof of satisfying eligibility and Valid Income Tax Clearance Certificate to be furnished alongwith the 
application on printed letter heads. Testimonials of satisfactory completion should be ebtainded from an Officer not 
below the rank of Exzcutive Enginger. 

Condition and tender form can be had from the office of the Executive Engineer on payment of Rs. 500 (non-refundable). 
Last Date for Receipt of Application : 27th September, 1999, 

Last Date of Issue of Tender : 27th September, 1999. 

Last Date of submission of Tender (Date and Time) 29th September, 1999 at 3-00 p.m. 
Date of Openong of Vender (Date and Time) 29th September, 1999 at 3-30 p.m. 

Validity of Tend+r shall be for 90 days from the date of opzning of the Tender, 

The Tenders of contractors who do not deposit Earnest Money in the prescribed manner are liable to be rejected. 


Sd/- 
Executive Engineer(E) 


[No. AC/Works/1725/5873-82, dated 27-8-99.] 


Office of the Executive Engineer (E), Telecom. Eiect. Division, Ambala Cantt. 


S/I, T/C of Associated Works 


The Executive Engineer (E), Telecom. Elect. Division, Ambala invites on behalf of the President of India sealed item/rate tenders 
for the following works from contractors satisfying the undermentioned eligibility conditions :— 


No, 


1. 


Name of Works Estimated Earnest Time for Period of 
Cost Money Deposit RE. 
3 Deposit 
Rs. Rs. 
S/I, T/C of Associatd Works for Package Type Air-Cooled 23,08,706 57,718 3 months 6 months 
AC. units for various sites in Harayana. for each job 


Eligibility Criteria —- 


1. Financial Norms : 
The contractor should have satisfactorily completed atlast three works of similar nature in Central Govt./PSU with the work 
execution turnover not less than Rs. 30 lakhs in)the past three years reckoned from the date of NIT. 

2. Physicai Norms ; 
The firm should have successfully completed at least three works of similar nature each for atleast 21 ton capacity A/C Plant 
and for aggregrate capacity of 210 ton AC. plant. 
Documentary proof of satisfying eligibility and Valid Income Tax Clearance Certificate to be furnished alongwith the appli- 
cation on printed letter head. Testimonials of satisfactory campletion should be obtained from an Officer not below the rank 
of Executive Engineer. 
Condition and tender forms can be had from the Office of the Executive Enginerer on payment of Rs. 500 (non-refundable). 
Last Date of Recsipt of Application : 20th September, 1999. 
Last Date of Issue of Tender > 20th September, 1999. 
Last Date of Submission of Tender 22nd September, 1999 at 3-00 p.m. 
Date of Opening of Tender 22nd September, 1999 at 3-30 p.m, 
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Validity of | Tender shall be for 90 days fiom the date of opening of the tender. 
The Tenders of contractors who €o not deposit Eainest Money in the prescribed manner are aliable to be rejected. 


) Sd,/- 
Executive Engineer (E) 


[No. AC/Works/1723/5656-59, dated 18-8-99.] 


GQVERNMENT OF INDIA, 
MINISTRY OF HOME AFFA'‘RS 


NATIONAL SECURITY GUARD 
Office of the Group Commander (Proy.), N.S.G.,‘B’ Block, 12th Floor, CGO Complex, Lodhi Road, New Dethi-110 903 
Supply of Blanco Liquid White, ete, 
Prov. Date, National Security Guard(Ministry of Hom: Affairs) invites sealed tcnders on behalf of the President of India, fo 


Furc ase of following items :-— : 


‘ 


Description of Stores :— Last date Tim/for 
Serial Tend r No. and Nam» of Item Quantity Tender Submission — Tender Opening 
No, (Approx.) 
14° 38/99/CTS = 
Blanco Liquid White — , : ? 2 : ; 36,000 Nos. 7th Octobyr, 1999 7th October, 1999, 
at 11 Hrs. at 11.30 Hrs. 
Siz>: 120 ml bottle 
2, 9/99/CTS— 
Cotton Huck Back Towel Bleached 2 , : , 6,400 Nos. 7th Octob.r, 1999 7th October, 1999, 
at 14.30 Hrs, at 15 Hrs. 
Size: 15262 cms, ; 
3. °10/99/CTS— 
*Shamiyana Complete(with allaccessories) —. ; j 7 Nos. eth October, 1999 8th October, 1999, 
| at Jes: at 11.30 Hrs. 
Size: 9,156.10 mtrs, 
4. 11/99/CTS— & 
Cloth I/Cotton Black (for dangarce). é : : ; 16,320 Mtrs. 8th Octob r, 1999 8th October, 1999, 


| 7 at 14.30 Hrs. at’ S‘Hirs. | 
Size: 148 ems. width ' 


(Dtailed specifications with Tender documents) | 
*Sampl. cloth can be sccn at HQ NSG(Prov. Dt). 


Quotations should bein scaled cnvelopes superscrib.d “Quotation for(name of stor2/it m) duc for opening on (date)” and Tender. 
No. should be legibly mentioned at th» envelope, These can be dropped in T-nder Box by hand also. , 


mi nder documents can be purchased from Group Comdr.(Prov.), NSG HQS against each payment of Rs, 100 (Rupees one hundred. 
only) from 10-30 Hrs. to 13 Hrs. en all working days from 20th August, 1999 on wards upto one working day prior to last date for | 
submitting tenders, Payment can also be made by Demand Draftin favour of PAO, NSG, payable at New Delhi. No other mode 
of payment will be accepted. Persons desirous to have Tender Documents sent by post shalladd Rs. 15 towards postage. 

Sid.je 


Group Commander(Prov.) 


[No. P/608/99/T/2/NSG/1969-P, dated. 19-8-99,]_ 
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(PROCUREMENT WING) 
JAISALMER House, MAN SINGH ROAD, 
NEW Devut-110 O11 
UIF Single Channel Radio Relay Equipments 


Tenders are invited on behalf of. the President of 
India for the supply of following items :— 


Tender No. D|21013/2272)29-4-99)P-1. 


Closing Date and Time: 12th October, 1999 at 
11-00 hrs. 


Opening Date and Time: /2th October, 1999 at 
12-00 noon. 


Item Description of Stores 
No. 

1. UHF Singie Channel Radio Relay Equipment 
Comprising TX/RX, Subscriber Exchange In- 
terface and duplexer alongwith Antenna, 30 
Mtrs RF Cable, technical manual and other 
essential accessories. 


Quantity :—26 pairs (each pair consisting of subscri- 
bev & exchange end equipment). 


Specification : As per Appendix ‘A’ attached with 
the tender schedule. 

Tenders are avaliable for sale at this 
payment of Rs. 200 only (from 10-30 
p.m. and from 2-30 p.m. to 4-00 p.m. on all working 
days) by Cash Money Order. Payment can also be 
made by Demard Draft drawn in favour of Under 

cretary (Cash), Ministry of Home Affairs payable 
at New Delhi. No other mode of payment will be 
accepted. Tenderers desirous of having tender docu- 
menis by post shali add Rs. 10 towards postage, 


Office against 
a.m. to 1-00 


All firms 
NSIC for the 
be required to 


who are not registered with DGS&D' 
Subject stores as per specification shall 
deposit Earnest Money of Rs. 80,000 
Only maximum alongwith their offer. The firm's re- 
istered with DGS&D|NSIC with some monetary 
limits for the stores of required specification shall also 
be depositing Earnest Money equivalent to 2% of 
their tender value over:and above their monetary limit. 


mers . Sd./- 

Asstt. Director ( Procurement) 
| {No. D)21013/2272/2/9-4-99|p-1, dated 20-8-99.] 
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Supply of 500 WATT HF Transniitter 


Tenders are invited on behalf of the President of 
India for the supply of following items :— 


Tender No. D/21013/2327/2/99/P-3. 


Closing Late and Time: Ist October, 1999 at 
11-GO hrs. 

Opening Date and Time: Jst Octorber, 1999 at 
12-GO_ noon, 


Items Description of Stores Quantity 
No. 
1. 500 WATT HF Transmitter with 4 Nos. 


accessories. 


Specification : As per Tender Enquiry. 


Tenders are available for sale at this Office against 
payment of Rs. 200 only (from 10-30 a.m. to 1-00 
p.m. and from 2-30 p.m. to 4-00 p.m. on all working 
days) by Cash'Money Order. Payment can also be 
made by Demand Draft drawn in favour of Under 
Secretary (Cask), Ministry of Home Affairs payable 
at New Delhi. No other mode of paymeni will be 
accepted. Tenderers desirous of having tender docu- 
ments by post shall add Rs. 10 towards posiage, 


All firms who are not registered with DGS&D NSIC 
for the subject stores as per specification shall be 
required to deposit Earnest Money of Rs. 1,36,000 
only of the quoted price maximum alongwith their 
oiter. The firm’s registered with DGS&D NSIC with 
some monetary limits for the stores of required speci- 
fication shall also be depositing Earnest Money equi- - 
valent to 2% of their tendered value over and above 
their monetary limit. 


. 


Sri = 
Assistant Director (Procurement ) 


(No. D'21013|2327|2/99|P-3, dated 20-8-99.] 


Micro Processor Based Electronic Teleprinter 


Tenders are invited on behalf. of the President of 
India for the supply of following items :— 


Tender No. D21013/2315{3/99|P-_3. 


Closing Date 


, and Time: 7th October, 1999 at 
11-00 hrs. 
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Opening Date and Time: 7th October, 1999 at 


12-00 noon. 


Item Description of Stores Quantity 
No. 
1. Micro Processor Based Electronic 50 Nos. 


Teleprinter. 


Specification : Attached with Tender Schedule. 
Tenders are available for sale at this Office against 
payment of Rs. 200 only (from 10-30 a.m. to 1-00 
p.m. and from 2-30 p.m. to 4-00 p.m. om all working 
days) by Cash Money Order. Payment can also-be 
made by Deniand Draft drawn in favour of Under 


accepted. Tenderers desirous of having tender docu- 
ments by post shall add Rs. 10 towards postage. 


———- 


All firms wke are not registered with DGS&D|NSIC 


for the subject stores as per specification shall be 
required to deposit Earnest Money of Rs. 70,000 
only of the quoted price maximum alongwith their 
offer. The firm’s registered with DGS&D|NSIC with 
some mecnetary limits for the stores of required speci- 
fication shall also be depositing Earnest Money equi-' 
valent to 2% of their tendered value over an ea 
their monetary limit. 


« 


Sd./- 


Assistant Director (Procurement) 


‘Secretary (Cash). Ministry of Home Affairs payable 
at New Delhi. No other mode of payment will be 


5|3|99|P-3, dated 24-8.99.] 


GOVERNMbkawa OF INDIA, MINISTRY OF DEFENCE 
DIRECTORA£B GENERAL OF ORDNANCE SERVICES 
(Procurement Divislon) Army Hq MGOQ’s Br. Room No. 175 ‘B’ Block DHq P.O. New Delhi-11 


No. 94654/DGOS|] B&G (Proc.)/99/(13), dated 3-8-99 > Supply of Trouser, ete. 
Sealed tenders are invited by Directorate Gezeral of Ordnance Services for and on behalf of the President of India for supply on 
the following stores :— 


Time and Date of Subimission of Tender in te Tender Box pce adjoining 


11-00 hours on the Tender: Opening’ Date as 
Gate No. 175, ‘B’ Block (behind Room No, 475) DHQ P. O., New Delhi-11. 


shown below :— 


Time and Date of Opening of Tender at DGOS. Room No. 175, ‘B’ Block, 


11-30 hours on the Tender Opening Date as 
DHQ P. O., New Delhi. 


shown below :— 


{tem Tender No. and Specn./Drg. No. Quantity Tender Opening | 
No. Description of Stores Date PY 
1, 58563/DGOS/PROC— . 


Trouser Combat Disruptive « IND/TC/4635(e) and 
certified Sample Sch. No. 


CQA(T&C) TC-15/8(b) 


2. 58564/DGOS/PROC— _ a 
Jacket Combat Disruptive Me ae IND/TC/4340(e) and 1,31,550 Nos. Sth October, 1999, 
certified sample & Sch. No 
CQA/(T&C) TC-15/8(b) 


3. 91660/X2/500W/19/99-2000/OS-17B— ost ay 
Chg. Set 500 Watt. (Ruggedised) with ESP . CQAL-511 6th October, 1999, — 


4. 91660/X2/Chg. Bty/2KW/24/99-2000/OS -17B— ; . ¢ 
Charger Bty 2KW (Ruggedised) with ESP . CIL/321-B 6th October, 1999. 
4 


5. 91660/X2/2KW/20/99-2000/OS-17B— : 


6,97,800 Pairs Sth October, 1999. 


e e 


Chg. Set 2 KW (Ruggedised) with ESP CIL/321-B 15438," 6th October, 1999, : 
6, 91660/X2/2.KVA/22/99-2000/OS/17B— 

Gen. Set 2.5KVA (Ruggedised) with ESP . CQAL-496 BS3.453 7th October, 1999, 
7. 91660/X2/4KVA/23/99-2000/OS-17B— 

‘Gen. Set 4K VA (Ruggedised) with ESP CIP/11B BY ee 7th October, 1999, 
8. 91660/X2/5.6 KW/21/99-2000/OS-17B— 

Chg. 5.6 KW (Ruggedised) with ESP : © CQAL-538 125 cous 7th October, 1999. 
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Item Tender No. and i i 
: No. Description of Stores yoaley tals meee: gael a pe 


9. 40011/TPC/14— 
LV7/NSN/2805-001014/VFJ/14/01/271 Set Assy. Sample available wi 
Piston 0.5mm O/S (Less Oil Ring) ‘ COD Delhi abe 4,234Sets sth October, 1999. 


10. 40911/TPC/1I5— 
LV1/R-72-172-53-002SB 
Roller Suppozt (Applicable for Tank T-72) == Etta 340 Nos. 8th October, 1999. 


11. 58559/DGOS/PROC— 
Pressure Cooker 22 Ltrs. complete ; IS-2347-1995 and S§S-CQA 1,850 Nos. 12tn October, 1999. 
(GS) SS-387(b) 


12. 58561/DGOS/PROC— 


, Paper Wrapping Waxed 841mm * 100M. . IS : 3962-1967 with Amdt. 17,940 Rolls 13th October, 1999. 
No. 1 & SS No. CQA(GS) 
SS/361(a) 
13. 58560/DGOS/PROC-— 
Paper Wrapping Water Proof Plain 841 mm IS : 1398-1982 and SS No. 12,800... 13th October, 1999. 
100M No. CQA/(GS)/SS /363(a) 
14, 58562/DGOS/PROC— 
Bicycle Man's TP 24” Black colour without CIV/Veh/Gen/B/153 1,740 Nos. 12th October, 1999. 
accessories 
15. 40011/TPC/16— 
LV6/MT-14126101000220 Tyre Pneumatic CQAV Inspection Criteria 3,250 th October, 1999. 
15.00 < 21 Ply rating 12 Sand cum highway No. IND /VEH/2079 /98 Pea we Acne pobre 


double Cheyran Non Directional 


16. 58384 /DGOS/Proc/OSP-11/658/RP— 
Jacket Sleeping Cotton 1968 Pattern S-1 to4 TC/CLO/192(g) and certi- 26,624 Nos ist Uctober, 1999. 
fied samp e & CQA|(T &C) : 
Sch. No. CQA/|(T &C)/TC- 


15/8(b)’ 
17. 58047/DGOS/Proc. Sec/OSP-1/019/RP/102'RP/ 
170/97 /RP— : , 
Paint RFU Fin Matt. Air Drying Brushing CQAEM/SS/97 29,955 Ltrs. Zist October, 1999. 
Olive Green ISC-220 
18. 58015/DGOS/OSP-I1/044/RP— 
Shoes Canvas Brown Rubber Sole (S-4 to 12) IND/7TC /3758(1) 98,369 Pts. 271th October, 1999. 
19. 58543/DGOS/PROC/I— 
ECAD Head Percussion Type SDM filled IND/TC/2551 1,20,050 Nos. 22nd October, 1999. 
(750 * 400 < 150mm) 
20. 58100/DGOS/OSP-I1/Proc Sec /107/RP— 
Stove Oil Wickless No. 100 Complete. 4 . 4S-1342-1988 and SS CQA/ 1.522 26th October, 1999. 
GS/SS/397. ; 
21. 58565/DGOSIProc— 
Sleeper Men’s Black Rubber (S-5. 7.9) > . IND/TC/3797 (b). 24,250 Pairs. 26th October, 1999. 


22. 58102/DGOS/OSP-I1/IProc Sec/118 /RP— 
Shoes Canvas Brown Rubber Sole (Size-4,5, 6, IND /TC/3758 (t)’ 


9,10, 11) 


33. The tender bearing No. 58554/DGOS/Proc.for cloth Cotton for Pagrie and Pags 
1999 (as detailed at Sl. Nos. 9 in TIN No. 94654/DGOS/DDG (Proc)/99 (12) dated 20th Tuly. 


Intending tenderers may obtain the tender set either from the Procurement Division, MGO’s Branch, DGOS Room No. 175 

*B’ Block, DHQ P. O. New Delhi-11 (Beside South Block) or from COD Kanpur, COD Kandivili Mumbai, OD. Chennai, OD 

Alipore, Calcutta, ABOD Suranassi, Jalandhar on all working days between-10-00 hours & 13-00 hours against Crossed Demand 
Draft /IPO of Rs. 100 (Rupees One hundred only. If requisitioned by post cost of DD/IPO should be Rs. 115 (Rupees One hundred 
Fifteen only.) DD/IPO should be payable to CDA Hars., New Delhi-11, if tenders are purchased from Hats. and if purchased from 
Depot DD/IPO should be payable to the CDA of the area concerned. 


18,634 ,, 27th October, 1999, 


OG 81Cms due for opening on 15th September, 
1999) is hereby cancelled. 


Sd. |- 
Director (Proc. ) 


[No. 94654/DDG (Proc) /99/(3), dated 24-8-99.] 
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Office of DGAFMS ‘M’ Block, New Delhi-110 001 
Hapatitis B Vaccine, etc. 


_ Sealed Tenders are __ invited from the reputed manufacturers, who arc registered for the product with DGQA/DGHS by the 
Office of _DGAFMS., Ministry of Defence for and on behalf of the President of India for the supply of underm:-ntioned Medical 
Items, on Rate Contract basis, for a period of onc/two years, Ri, 


Serial —§ Tender Enquiry No. and Brief Description of PYMS Cost of Time and date fixed for Aa 
No, Stores Ahn, Tender Receipt of tender ‘Opening of tender 


1, 44845/DGAFMS/DG-2E/RC-Hapatitis B Vaccine/ “— 
99-2000/16.— 
Hapatitis B Vaccine (Adult Doss) 5 ML/10 ML. —-020081 200 22nd October, 1999, 22nd October, 1999 


10.30 hours 14.30 hours, 
2, 44846/DGAFMS/DG-2E/RC-Hapatitis B Vaccine/ / ota Ae 
$9-2000/17.— . 
Hapatitis B Vaccine (Paed Dose) 5 ml/10 ml. 020082 200 22nd October, 1999, 22nd October, 1999 
10.30 hours 14,30 hours. 
3. 44847/DGAEMS/DG-2E/RC-Tab Glibencmaide/ 
99.2009/18.— Dre | 
Tab Glinenclamide 5 mg. , 3 i . O1861A 200 22nd October, 1999, 22nd October, 1999 
N. 10.30 hours 14.30 hours. 
ores :— 


1. Complete Tender form are obtainable on working days between 2.30 p.m. and 4.30 p.m. from the Reception Office of L 
and M Block of DGAFMS,New Delhi- 110001 on payment of the cost ( Non-refundable) in the shape of Bank Draft 
in favour of CDA Hqrs ‘G’ Block New Delhi- 110011 together with registration certificate of DGQA/DGHS, valid manu- 
facturing licence, and latest Income Tax clearance Certificate, Tender will not be sold on the date of Tender opening and 
holidays. y 

2. Tenderers should specify thcir full postal address clearly in Block Letter in all correspondance. 

3. Tenders must be submitted in the prescribed forms fail/ng which these are likely to be ignored. 


4. Tender Enquiry sets will beissued on production of Registration Certificate of DGQA/DGHS and Drug Licence for each 
of Tender Enquiry item on deposit of requisite fee. 


5. 2.5. per cent of annual drawl will be deposited 4s security deposite, when the RC is to be concluded. 


6. Ifthe stores are not tendered for inspection within ginal delivery period i.e. before 21 days , 2 per cent LD/0.2 per cent 
token LD per month will be charged at the discretion of purchaser. apt 


7. The bills of all consignee will beforwarded together to CDA Individual consignee will not forwarded separately. 
8. For Destination (Door to Door delivery at consignee premises through Road Transport), 7 

9. . Tender Sets are not transferable, 

10. The purchaser reserves the right toacc pt or reject any or all the tenders without assigning any reasons whatsoever. 
ll, If the tender opening date fallsona holiday then the same will be opened on the next tender opening day. 


[No. 42202]DGAFMS/RC-Medical Items/99-2000, dated 23-08-1999} 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


INDIAN ORDNANCE FACTORIES 
Ordrance Clothing Factory, Avadi, Chennai-600 084 
Fabrication of Garment Shirt, etc. | 


The General Manager, Ordnance Clothing Factory, Avadi, Chennai-600 054 invites sealed tenders in Two Rid System on prescribed 
tender forms tor the following works ;— ts) e 


Tender Enquiry No. and Date ‘ 3780/ED/RR/05/GTE/99-2000, Dated 18th August, 1999, 


Nomenclature of [tem :  Fabwication of Garment Shirt Polyester Cotton K haki/Olive Green, Size 6B/6D 
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Quantity Required Two Lines-Capacity of 500 Nos. of Garmeiit/Line 


Tender Enquiry No. and Date > (2) 3780/ED/RR/06/GTE/99-2000 Dated 18th August, 1999 
Nomenclature of Item Overall Combination Drill Disruptive- 
Quantiy Required : One Line-Capazity of $09 Nos. of Garment/Line 


Scope of Work :—The scope of work constitutes design, supply, erection, commissioning, manufacture and performantice test as 
per the specified out put of the fabrication line of the garment. The boundary limites of the scope of work shall start from the Cut 
Components available at one point in the fabrication shop and would end after the garment is fabricated complete in all respects as 
per the specification and duly passed in Inspection. It would not include cutting and also finishing (viz. Dying, dry cleaning, pressing, 
ae etc.) but would include fusirg pressing button hole making and stitching, hand work and any other work necessary for 
fabrication. 


Delivery Period - Within three months from the date of receipt of Supply Order. 
Inspection by : The General Manager, Ordnance _Clcthing Factory, Avadi, Chennai-54 or his 
Auticrised Representative. 
Validity of tender > 180 Days 
Notes.— 


1. Last Date for sale of tender Form is 6th November, 1999, Tender Set wil! be sold/available at Ordnance Clothing, Factory 
Avadi after and only on the confirmation of release of advertisement which may please be noted. 


2. Completed Tender forms in all respect should reach this ollice by $.00 p.m. on 15th November, 1999 on prescribed tender 
forms obtainabie from the General Manager, Ordnance Clothing Factory, Avadi, Chennai-54 between 9.00 a. m. and 3.00 p. m. on 
any working day except Saturday on payment of Tender cost (Non-refuidubie) for Indian F rms of Rs, 1000 (Rupees one thousand 
only) by Der:and Draft/Bank Draft (Quoting the subject as ‘Request for issue of tender form, quoting Tender Enquiry No. and also 
name and address of the remitter) drawn in favour of the General Manager, Ordnance Clothing Factory, Avadi, Chennai-54, The. 
date cf issue of Draft should be after the date of publication of adveriiscment. For obtaininig teaderdocuments by Postal Service, Rs 
109 (Rupees on hundred only) will be payable extra along with the Tender Cost. In. case of Foreign Virms Tender Cost is $ 100 

_ for cach Tender including Postal charges. 


3. The Firms must state if they are registered with DGS&D or DGISM London or NSIC or SISI or any other Government 
Body and auote their Registration Number in their offer. Unregistered Firms have to furnish an Earnest Money @ 2 ver cent of the 
_ total Covtract Value whic’ will be refunded to the unsuccessful Tenderer and the Security Deposit of 5 per cent of the contracted value 

limited to Rs. 5.00 Lakhs will be deposited by the successful Tenderer(s) within 15 days of placement of order which will be refunded 
on completion of Contract. Tne Security Deposit will be forfeited in te event of breach of contract by the contractor. 


4 Tender ‘vill be opened at 10-30 2. m, on 16th November, 1999 in Ordnance Clothing Factory, Avaci Chernai-600 054. The 
Earnest Money Deposit i. e. 2 per cent of the Guotation value must accompany the Tender, failing which the tender would be treated 


as Null and Void. 
[.No. 3780/EO/RR/05/06/STE/99-2000, dated 18-8-99.] 


Ordnance Parachute Factory, Kanpur 
Supply of Cordage Keyler Coreless BS 
For and on brhatt of the President of Inida, The General Manager, Ordnance Parachute Factory, Kanpur invites sealed tenders 
for the supply of fcllowing stores:— 
' TE No. : CF 438/99000285/PROV/TENDER/Dated 24-08-1999, 
Numenclature to Sure : Cordage Kevler Corless BS 360 KG 
SPECI : > Cordage Kevler Coreless BS 60 KG. 


Specification ; 
No. of Spindle 2 jad 
No. of End. pion 
Length/KG in Metre 210 Min. 
No. of Plait Per DM : 34 

Test of Yarn LTO 

d BS in KG (1SCM Grp Distance) > 360 Min, 
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Quantity :  20834.00 Metre 


Delv. Read. : Withing 2 Months. 


Inspection Authority The Director ADR&DE. Agra. 


Inspecting Officer SQAE (GS) Area Concetn/Auth. Rep. 


n to tenderers are sacrosanct for considering any offer as 4 


Improtant Note :—All tender documents attached with invitatio 
ts duty completed and signed returned with your offer. Failing 


comptete offer. It ts therefore important that all tender documen 
which your tender will be treated as incompfete and ignored. 
Bank Gua- 


Earnest Money :—At the rate of 2 percent of the tendered value of the materiat in the shape of D. A. Call receipt 

rantee of the State Bank of India or any other Nationalised Bank of India for full quantity pledged in favour of. G. M.. 0.2m 
Kanpur should accompany with tender, failing which offer will be ignored without further reference, Bank Cheque will not be 
accepted against Rarnest Money. Further Earnest Money received against any other tender invited by this office will not be adjusted 
towards the current tender which please note. The firm whoever Regtstered with this Factory. DGSXD. other Ordnance Factory 


NSIC are also required to deposit Earnest Money alongwith quot ation. 


n.B.— 
In case fitm who wish to quote against tender enquiry in question is not registered with DGQA for material to be taken under 
erned/this factory and 


DGGA inspection must apply for regiseration on the format to be obtained from resident inspector of area cone 
submit the same alongwith quotation failing which their quotation will be treated as incomplete and will be ignored straightway 


without any further reference to them. 


‘Ves 


2, The contractors who are not registered with this factory should appty for thetr registraticn seperately. 
chaser reserves the 


The firm should quote with a clear validity of 90 days from the date of opening of tender. failing which pur 


right to ignore the offer straightway without further teference to firm) bidder. 
In case firm f ails to supply the material as per delivery period stipulated in the supply order, the purchaser reserves the right 
eral demage or pre-estimated damage at the rate of 2 per cent of value cf stores per month of default irrespective of the 
fact that the loss suffered by the purchaser for above defauft is quantitiable or not. Defauft by part of the month will be considered 

Iculation of pre-estimated damage. This is in adition to the rights and remedies reserved by the pur- 


as defauft by one month for ca 
chaser to procure the material from elsewhere at firm’s risk and cost in the event of your nonperformance. 


4. 
to claim gen 


5. Tender should reach in this office by 1.30 p. m. 22nd October, 1999 on prescribed tender forms non-transterable. Obtainable 
from this office between 9.00 a.m. and 3.00 p.m. on any working day except saturday on payment of tender cost of Rs.---> 
(Non-refundable) 10 the form of Indian Postal Order (Quoting Tender No.. Name and Address of the remitter). Tendets — will 
; “n this office at 2.30 p.m. on 22nd October. 1999. Last date for sale of tender is 18th October, 1999. Tender set will be 


be opened in 
sold/avaitable at O. P. F.. Kanpur only after the release of the advertisement in the News Papets. 


Sd.|- 
Works Managet 


[No. CH-438/99000285/PROV/TENDER, dated 24-8-99.] 
The General Manager, Ordnance Factory, Ambarnath-421 502 


Extension and Renairs of PCC Pathway 


30 P. M. on 5th October, 1999 to be 


General Manager, Crdnance Factory, Ambarnath-421 502, invites sealed tenders up to 2. 
be ; : a 
lass of contractors registered with Ordnance Factories/MES/PWD) 


opened at 3.30 p.m. on the same day from reputed appropriate c 
for the following Work :— 


Railw2ys, etc, 
Serial Name of Work Fstimated Earnest Cost of ss Completion 
No. Cost Mon-y Tender Period. 
RS. Rs. Rs. | 
CC Pathway from Main Gate 3,21,000 6,509 200 4 Months. 


{. Ext gnsion and Repairs of P 

to Dhobigat Bus-Stop in Ordnance Estate Ambarnath. 
(Cc. A. No. OF A/Cont/09/EO/99-2000.) 

er documents in the form of Postal Orde! 

f of registration,proof of executing simila 

ember, 1999. Blan! 

2.20p.m. to 4-3 


The application for blank tender documents together with Non refundable cost of tend 
of A/C payee DD drawn in favour of General Manag:t, Ordnance Factory Ambarnath, proo 
‘ax Clearance Cetftificate should reach on or before 24th Sept 


type of worxs of similar amount and latest Income ! 
tender documents will be issued to eligible contractors from 27th S-ptembcr, 1999. Visiting hours of the factory 1S 


p.m. from Monday to Friday exc2pt holidays, 
(No. 2029/Cont/G :nl/EO, dated 10-8-99,] 
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Ordnance Factory, Ambajhari, Nagpur-440 012 
Providing of New earthing to L. T. poles, etc, 
On behalf of th. President of India, The Gericral Manag, r, Ordnance Factory Ambajhari, P. O. Ambajhari Definec Project, Nagpur 


invites applications from Well cxtaklished Firms, perferably registered with MES, CPWD, Railway and Factory upto 30-9-99 for 
issue of tender decuments for the following :— 


Serial Description of work Esttd. Cost Period of Call Depoit 
No, : of work as Completion for EMD 
per MES 
SSR’ 91 
Rs. Rs. 
1, Providing of New earthing to L. T. poles in Fstate area at OFAJ : .  2,62,100.00 8,660 6 Months 
} 2. Repair works for barbed wire fencing with two M.S. Gates at Main Hospital 1,76,200.00 8,100 6 Months. 
3. Periodical service to type-I Qtrs. in sector No, 9 at DFAJ Estate. : . 7,59,700 - 14,200 6 Months. 


‘The prescrised tender forms can be had on application from the General Manager on payment of Rs. 10 only (Each) for the above 
works in Crossed Indian Postal Ord_r (Not refurdable), payabie to the General Manager, SOrdnance Factory Ambajhari, Nagpur. 
The Tenders on the prescribed forms must the submitted in this Office in sealed covcr with the Tender No. duly indicated on the 

- cover before 3.00 p. n.. on 15th October, 1999 and thay will be opened at 3.00 p. m. on the same date /. e. on 15th October, 1999, 
Last date for receipt Of application for tender papers : 30th September, 1999 upto 4,30 p. me 
Last date for receipt of completed Tender papers :3 00 p. m. on 15th October, 1999 


The tenders shail be based on the spccification prepared by the General Manager, Ordnance Factory Ambajhari, Nagpur on the 
basis of MES SSR 1991 


The following particulars are required to be furnished with the application :— 


; (a) A list of works carried out during the last 2 years and of works in hand together with cost, designation and full addresses 
of the officers under whom such works were being carried out shall also be given. 


(b) Acopy cach of-the certificates of appreciation granted, if any in connection with (a) above. 
(c) A Copy of the documents showing the applicants present enlistment if any, with the M. L.S. 
- @) | Banker's rference, 
(ec) Solvency certificate in respect of immoveabl¢s/properties possessed duly attested by the Collector/First Class Magistrate. 
(f) An affidavit t> the elect that ‘h> appiicantis the sole propritor ex>cuted on a Stamp paper b-foaee the Magistrate. 
(g) Acopy of power cf Attorney if sone onc is authorised to signi on belialf of the applicant. 
(h) © Up to date Income Tax Certificate 


") ; Sd/ 
Works Manager/CE 


[No. 9905/134/M&R/EO/CC, ‘date? 30-7-99.[ 


br ) The General Manager, Ordnance Factory, Muradnagar-201 206 Dist. Ghazibaad (U.P.) 
¥ Phone No. 0575-7 109 10-7 {0913 ; Moulding Machine, etc. 

>: The General Manager, Ordnance Factory, Mnradnagar, Distt. Ghaziabad (U.P.) invites applications from reputed Indian manu 

factures/reputed suppliers for issue ot Tender Forms for the supply of undermentioned machines :— : 

) Serial. TLE. No. Description of Machine Quantity Date of Opening of 
HeiNo, Tech. Bid. 

: Teapo3/237/ES | Moulding Machine - 5 A . - ° e ° . 1 No. 6th October, 1999. 
54 } 2. 756/586/ES Tractors . ; . ‘ . ° : ° ° . e 2 Nos. Ditto 

3 8. | 756/559/ES Mini Portably Welding Set . ; ; : ° 3 . : 1 No. - Ditto 

Be, 4 756/576/ES Submersible Pump Set , a 2 ° . ° : . 1 No, Ditto 
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General Ternis and Conditions i= 
Interested firmus should furnish the foliowing alongwith their request for tender documents. 


1. Tender papers can be obtained against deposition cf Rs. 50 for each set of tender in the form of Demand Draft drawn ir 
favour of General Manager, Ordnance. Factory, Muradnagar from any ationalised Bank or Crossed Indian Postal Order, 


2, Offer should be on F.O.R. destination basis. 


Deviation Statement must accompany the offer as laid down in our tender form IAFZ-2321 at SI. No. 3, 


w 


O.F, Muradnagar will not be responsible for non-receipt/date receipt or loss of tender documents /offer in Postal transit, — 


Esa 


Not withstanding anything stated above, OFM reserves the right toa choose/accept/reject any or all the applications in ful 
including rejection of any request for the issue of tender forms. | 


7, OFM also reserves the right to assess the capacity/capability of the applicantsin the overall interest of the factory withou 


Ssigni ny reason, i 
ana [No.753/237/E8., dated 21-8-99.] 


GLABAL TENDER 
Hich Exp.osives Factory, KHapki, Punt-411 003 
Grams : HIGHEX : KHADKI, PHONE : 5819566, PUNE 
TELEX : 0145-408 HEFK’IN Fax No. 026-5813204 
Supply of Corrugated Fibre Board Box 


The General Manager, High Explosives Factory, 
Khadki, Pune-3 invites sealed quotation for supply 
of 50,000 Nos. (Fifty Thousand Numbers ) of Cor- 
rugated Fibre Board Box in Layflat condition — for 
packing 20 Kgs. TNT with additional bottom liner 
to Drg. No. CQA(ME) 227 *(C) witb handles 
dimensions :—Length 500 mm., width 250 mm. and 
Height 270 mm. 


Copy of the Tender Form can be had from _ this 
office on application and on payment of Rs. 45 only, 
(non-rejundable) by Money Order made out in the 
name of the General Manager, High Explosives 
Factory, Khadki, Pune-411 003. Postal Order will 
not be accepted towards the cost of Tender Forms. 
The Money Order receipt should be attached along- 
with your application for Tender Forms, failing 
which Tender Forms will not be issued. Applica- 
tion for Tender Forms will be entertained upto 2 
p-m. on 30th September, 1999. Quotation will be 
opened at 2 p.m. on 2nd November, 1999. 


Estimated Value: Rs. 48,00,000 only. 
Firms who are not registered with this Factory or 
with DGS&D, New Delhi should submit name © of 


their Banker and the latest Income Tax Clearance 
Certificate alongwith their quotation. 


+ S4S4 os ’ 
Jt. General Manager 
[No, AD20000005, dated. 30-7-99,] 
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GLABAL TENDER 
OrD. CLOTHING FACTORY, SHAHJAHANPUR=242 001 


Fax No, 05842-23328. 
Telex No, 0534-218 
Tel. No, 05842-23704-23416. 
Fabrication Line for Shirt Angola. 
The General Manager, on behalf. of the President of 


India, invites tender in sealed cover in the prescribed 
form as per following :— a 


Machine : Fabrication Line for 
500 Shirts in 


Name of the Plant 
Shirt Angola (For producing 
18 hour shift). 


Quantity : 2 Lines. 


Last Date of Purchase of Tenders : 29th September, 
1999 by Post 14th October, 1999 upto 
12-00 hrs. in person from OCF, Shahjahan- 
pur (U.P.), India. 


Date of Opening of Tender: 14th October, 1999 
at 2-30 p.m. 
of . the 


Earnest Money Deposit: Minimum 2% 


quoted amount. 


Cost of the Tender Document : Tender Forms shall 
be obtained from Ordnance Clothing Factory, 
Shahjahanpur (U.P.),-242 001, India by 
Depositing Rs. 1,000 through Cash|Demand 
_Draft;/Bank Draft in the name of General 
Manager, Ordnance Clothing Factory, Sha- 
hjahanpur (U.P) at Bank Code No, 3085, 
S.B.I., Shahjahanpur (U:P.), India. — 


Sysiem of Tendering : Two Bid system (technical & 

commercial Bids to be given in separate 

sealed covers. a: 

Tender form will be issued to the manufacturer of 

their ‘sole selling agent (Necessary Authorisation for 
the same to be enclosed). 
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Accepting authority reserves the right to accept or 
reject any tender without assigning any reason. 


‘Quotation to be submitted only on the prescribed 
tender forms. 
4 Sd.|- 

Works Manone 


INo. EO|1705|TE|12, dated 11-8-99.] 


ey 


< etiy: 


ORDNANCE FACTORY, BHANDARA, (VIA) NAGPUR, 


PIN: : 441 906 
Reconditioning of Hydraulic Extrusion. Presses 


On behalf of the President of India, the General 
Manager, Ordnance Factory, Bhandara invites appli- 
cation, for Reconditioning of Hydrautic Extrusion 
Presscs- on or before 21st October, 1999 for the 
following job :— 


Ordnance 


Factory, Bhandara is having two 
Hydraulic Presses as per the following details. These 


presses are about 35 yrs. old and various parts are 
worm out due to continuous use. There is no struc- 
tural damage to machine. We are interested in getting 
these machines. overhauled) by complete dismantling 
and repairing|replace the worn out parts|components. 
We are interested in locating sources who have past 
experience in these kind of job. This advertisement 
is being published so that: interested parties can 
approach for seeing the machines and for making 
detailed job specification. 


The details of the press are as follows : 
(A) Construction: 


The press consists of following main compo- 
nents and units :— 


(i) Two 
| (ii) 
(ili) 
(iv)- 


uprights, base. and. press cylinder 


On 


eo) 


swinging pressure recipient 
One cylinder for preliminary pressure 
One ejection cylinder 


‘v) One return pressure cylinder. 


(B) Drive : 


(i) One, hydraulic triple piston pressure pump 


~~ operating. pressure 320 atm. actuating the 
| a press cylinder, 


\ 
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(ii) One hydraulic pneumatic control accumalat- 
or with 8 litre useful capaciiy and operating 
pressure of 130 atm actual the cylinder for 
preliminary pressure & the ejection and. the 

return, pressure cylinders. 


(iii) One hydraulic two pistol pressure pump 
operating pressure 130 atm. 
aaa 5 = ee i 
(iv) One three stage compressor. 
nee * . 
(C), Technical Data : 


“aa 


(i) Main Press Power 156 Tons 


(ii) Operating Pressure 320 Kg|cm? 
(iii) Ram Stroke 630 mm 
(iv) Pre-press Power 4,7 Tons 
(v) Operating pressure 130 Kg\jom? 
400 mm 
(vi) Inside Diameter of Pressure | 250 mm 


Recipient. 
Interested parties may: please write with full details 
of past experience and technical know how to on or 
before 27st October, 1999. 


Sd.|- 
General Manager 


[No, PV|SP|3018|Advt.[TE|BF, dated 10-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 


COMMANDER WORKS ENGINEERS, KATARIBIGH 
NAVAL BASE P.O., Kocui-682 004 


Speciai Repairs to. Refinishing Shop 
The Commander Works Engineers, Kataribagh, 
Naval Base -P.O., Kochi-682 004 invites applications 


for the issue of. tender for the following work :— 


Name of Work: Special Repairs to Refinishing 
Shop of Naval Air Craft Yard, Kochi. 


Estimated Cost: Rs. 15.00 lakhs, 
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Last Date cf Receipt of Application for Issue of 
Tender : 27th September, 1999, 


Contractois not enlisted with MES should submit 
alongwith their applications, copies of letters of. 
enlistment in other departments, income Tax Clear- 
ance Certificate, financial resources. and particulars 
of work carried out by them during last two years 
giving designation of the Officer under whom execut- 
ed. arnest Money to be deposited by the contrac- 
tors who have not executed Standing Security Depo- 
sit with MES is Rs. 27,500. 


Invitation of application for issue of tender to 
applicant even to enlisted contractors of appropriate 
class. Issue of tender will be decided on past track 
records, financial position, experience of similar 
work and decision for issue of tender or otherwise 
of the Accepting Officer shall be final and contractor 
vill not be enutled for any compensation for rejec- 
tion of his application. 


[No. 89083|3|/E8, dated 18-8-99.] 


GARRRISON ENGINEER(NW), MANKUURD, 
MUMBAI-88 


Periodical. Services to Certain Building 


The Garrison Engineer(NW), Mankhurd, Mumbai- 
88 invites applications for the issue of tender for 
the following works :— 


Name of Work : Periodical Services to Certain 
Buildings at CGAS, Daman. 


Estimated Cost: Rs, 5 lakhs. 


Last Date of Receipt of Application for Issue of 
Tender : 29th September, 1999. 
Contractors not enlisted with MES should submit 
Copies of letter of enlistment in other departments 
Where they are enlisted. They should also submit 
Income Tax Clearance Certificate, Solvency Certificate 
and particulars of work carried out by them during last 
{wo years giving designation of Officers. under whom 

work executed, 
[No. 8853|2/E8, dated 12-8-99.] 


. 
—— 


OFFICE OF THE GARRISON ENGINEER NW 
INS SHIVAJI-Post, LONAVLA-410 ns ‘ 


Special Repairs to Cooling Appliances 
The Garrison Engineer (NW), INS Shivaji-Post, 


Lonavla, invites applicatior . 
: a, plication for the issue of 
for the following work :— ee 


Name of Work : Special Repairs 


“to Cooli 
Appliances at INS Shivaji, Lonavla, Mes 
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Last Date of Receipt of Application for Issue of : 


Tender : 27th September, 1999. 


Estimated Cost of Work : Rs. 2.75 Lakhs, 


Date of Issue of Tender : 28th September, 1999, © 


Due Date of Receipt of Tender : 25th October, 
1999. 


Time and Date of Opening of Tender : 25th 
October, 1999 at 15.00 hrs. ” 


Contractors not enlisted with MES shall submit 


alongwith their applications, copies of letters of enlist- 
ment 
Certificate and particulars of work carried out by 
them during fast two years giving designation of 


Officer under whom executed. Earnest Money to be 


deposited with MES is Rs. 5,500. 


Invitation of application for issue of tender does not 
constitute any guarantee for 
applicant even to enlisted contractors of appropriate 
class. 
track records, financial position, experience of similar 
works carried out by  applicant|contractor. 


otherwise to the applicant,contractor shall be final and 


applicant|contractor wiil not be entitled for any com- — 


pensation for rejection of his application. . 
[No. &002A|2\E8, dated 16-8-99.] 


. 
—_ \o 


Supply of Chlorine Gas fius 
INS - Shivaji-Post, 
issue of tender 


The Garrison Engineer (NW), 
Lonavla, invites application for the 
for the following woik :— 


Name of Work : Supply of Chlorine Gas, Liquid 
Chlorine, Bleaching Powder and Connected Accesso- 
ries to GE (NW), Lonavla. 


Last Date of Receipt of Application for Issue of 
Tender : 27th September, 1999, ‘ 


Estimated Cost : Rs. 3.45 Lakhs. 


Date of Issue of Tender : 28th September, 1999, _ 


Wise Date of Receipt of Tender : 25th October, 


Time and Date of Opening of Tender - 25th 
October, 1999 at 15-00 hrs, | 


Contractors not enlisted with MES shall submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
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in other departments, Income Tax Clearance 


issue of tender to | 


Ft 


Fu oF 


Issue of tender will be decided based on past 


The 
decision of Accepting Officer for issue of tender or — 


Ss 


Certificate and particulars of work carried out by 
them during jast two years giving designation of 
Officer under whom executed. Earnest Money to be 
deposited with MES is Rs. 6,900. 


Invitation of appiicetion for issue of tender does not 
constitute any guarantee for issue of tender _ bo 
applicant even to enlisted contractors of appropriate 


class. Issue of tender will be decided based on past 
track records, financial position, experience of similar 
works carried out by applicant|contractor. The 


decision of Accepting Officer for issue of tender or 
otherwise to the applicant contractor shall be final and 
applicant|contractor will not be entitled for any com- 
pensation for rejection of his application. 


[No. 8003A|2|E8, dated 16-8-99.] 


Repairs io Feeder Piller Box, etc. 


The Garrison Engineer (NW), INS Shivaji-Post, 
Lonavla, invites application for the issue of tender 
for the following work :—- 


Name of Work : Repairs 
Pannel Boards, UG Cables and DG Sets at Air Force 
Station, Lonavla. 


Last Date of Receipt of Application for Issue of 
Tender : 27th September, 1999, 


Estimated Cost of Work : Rs. 4.70 Lakhs. 
Date of Issue of Tender : 28th September, 1999. 


Due Date of Receipt of Tender : 25th October, 
1999, 
Time ard 


: 25th 
October, 1999. 


Date of Opening of Tender 


Contractors not enlisted with MES Shall submit 
alongwith their applications, copies of letters of enlist- 
meht in other departments, Income Tax Clearance 
Certificate and Particulars of work carried out by 
them during fast two years giving designation of 
Officer under whom executed. Earnest Money to be 
deposited with MES jis Rs. 9,400. 


Invitation of application for issue of tender does not 
Constitute any guarantee for issue of tender to 


applicant even to enlisted contractors of appropriate _ 


Class. Issue of tender Will be decided based on past 
track records, financial position, experience of similar 
Works carried oui by applicant|contractor, The 


decision of Accepting Officer for issue of tender or 
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to Feeder Piller Box, 


otherwise to the applicant|contractor shall be final and 
applicant|contractor will not be entitled for any com- 
pensation for rejection of his application. 


[No. 8004A|2)E8, dated 16-8-99.] 


OFFICE OF THE GARRISON ENGINEER (E}M), 

KATARIBAGH, NAVAL BasE P.O., Kocui-682 004 
,* 22803 ue is 
Term Centract for Artificers Works 


The Garrison Engineer E'M, Naval Base P.O., 
Kochi-682 004 invites application for issue of tender 
for the following work :— 


Name of Work : Term Contract 
Work at Naval Base, Kochi. 


for  Atrtificers 


Estimated Cost : Rs. 3 Lakhs. 
Last Date of Receipt of Application for Issue of 
Tender : 25th September, 1999, 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
menis in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of 
Works carried out by them during last two years 
giving designation of the Officer under whom executed, 
Earnest Money to be deposited by the contractors 
who have not got Standing Security deposit with MES 
is Rs. 6,000. 


No. 8927|5|E8, dated 19-8-99,] 


—_\>— 


OFFICE OF THE COMMANDER Works ENGINEERS 
KATARIBAGH, NAVAL BASE P.O., Kocui-682 004 


Addition/ Alteration to Singie Officers Accommodation 


The Commander Works Engineers, Kataribagh, 
Naval Base P.O., Kochi-682 004 invites application 
for the issue of tender for the following work ;— 


Name of Work : AddnJ'Alternation — to Single 
Officers Accn. at Naval Base, Kochi. 


Estimated Cost : Rs, 20 Lakhs. 
_ Last Date of Receipt of Application for Issue of 
Fender : 27th September, 1999, 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
INenis in other departments, Income Tax Clearance 
Certificate, financial Tesources and particulars of 


works carried out by them during last two years 
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giving designation of the Officer under whom executed, 
Earnest Money to. be deposited: by’ the contractors 
who have not executed Standing Security Deposit with 
MES ‘is Rs: 30,000. 


Invitation for application for issue of tender does 
not constitute amy guarantee for issue of tender to 
applicant even: to enlisted contractors of appropriate 
class. Issue cf tender will be decided on past track 
records, financial position, experience of similar work 
and decision for issue of tender or otherwise of the 
Accepting Officer shall be final and contractor will not 
be entitled for any compensation for rejection of his 
application, 


[No. 89082) 1|E8, dated 10-8-99.} 


° 
a 


OFFICE OF THE GARRISON:‘ENGINEER (NW), KUNJALI. 
Dr. Homr BHABHA ROAD, NAvy NAGAR, COLABA, 
Mumesal-400 005 


Periodical Services to. Buildings, ete. 


The. Garrison Engineer (NW), Kunjali, Dr. Homi 
Bhabha Road, Navy Nagar, Colaba, Mumbai-400 005 
invites applications for issue of tenders for the follow- 
ing work. :— 

Name of Work : Periodical Services to Buildings 
and Struetures BY Yard, Oyster Rock, Middle Ground, 
Boat Poo} and BSO, Kunjali, at Colaba, Mumbai. 


Last Date of Receipt of Application for Issue of 
Tender : 27th September, 1999. 


Date. of Issue. of Tender 28th September, 1999. 
Date of Receipt of Tender : 27th October, 1999. 


Time and Date of Opening of Tender 
15-00 hrs. on 27th. October, 1999, 


Estimated Cost of Work : Rs. 3.90 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ments in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of 
works carried out by them during last two years 
giving designation of the Officer under whom executed. 
Earnest Money to be deposited by the contractors 


who have not got Standing Security Deposit with MES 


is Rs. 7,900, 
INo. 8404/02|E8, dated’ 17-8-99.] 
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: Upto . 


OFEIGH OF THE GARRISON ENGINEER (1), R&D, 


TRRIKKAKARA P.O., KOcHI-682, O21. 
Repairs and Maint. of NPOL. Building 
The. Garzison Engineer (1) R&D, -Thrikkakara, 


P.O., Kochi-682 021 invites. application for the 
following work :— . 


Name of Work: Repairs and Maint of NPOL... 


Buildings at NPOL Residential 
‘B’, Kakkanad. 


Estimated Cost: Rs. 4.65 Lakhs. 


Last Date of Receipt of Application for Issue of — 


Tender :. 20th September, 1999. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters 
enlistment in other departments, Income Tax Clear- 
ance Certificate, financial resources and _ particulars 
of work carried out by. them during. the last two 
years giving designation of the Officer under whom 
executed. Earnest Money to be deposited by con- 
tractors wnd have not executed Standing Security 
Deposit with MES is Rs. 9,300. 


(No. 8746]1/E8, dated 18-8-99.] 


I 5. F “gate 


Repairs and Maintenance of NPOL Buildings 

The Garrison Engineer (1) R&D, Thrikkakara, 
P.O., Kochi-682 021 invites application for the 
following work :-— 


Name of Work : Repair and Maintenance of NPOL 


of 


Area at Site ‘A’ and_ 


Buildings at NPOL. Technical Complex at: Kakkanad. — 


Estimated Cost : Rs. 5.30 Lakhs. 


Tender: 2/st' September, 1999. 


Last Date of Receipt of Application for Issue of — 


Conivactors not enlisted with MES should submit. — 
of | 


alongwith their applications, copies of letters 
enlistment in other departments, Income Tax Clear- 
ance Certificate, financial resources and particulars 


of work carried out by them during the last two — 


years giving designation of the Officer under whom 
executed. Earnest Money to be deposited by con- 


tractors »who, have not executed Standing Security 
Deposit with MES is Rs. 10,600. 
shod 


pred 


ems . 


. sane rs 


[No. 8748|1|E8, dated 18-8-99.] _ 
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~ P.O,, Kochi-682 021 


Maintenance of Electric Lift 


Engineer (1) R&D,  Thrikkakara, 


The Garrison Ds, 
invites application for | the 


following work :— 


Name of Work ; Maintenance of Electric Lit at 


executed. 


NPOL, Kakkanad. 
Estimated Cost : Rs. 3.05 Lakhs. 


Last Date of Receipt of Application for Issue of 
Tender : 23rd September, 1999. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of 
enlistment in other departments, Income Tax Clear- 
ance Certificate, financial resources and _ particulars 
of work carried out by them during the last two 
years giving designation of the Officer under whom 
Earnest Money to be deposited by con- 


‘tractors ‘who. have not executed Standing Security 


Deposit with MES is Rs..6;100. 


[No. 8747/1/E8, dated 18-8-99.] 


OFFICE OF THE GARRISON ENGINEER (NW), 
MANKHURD; MUMBAI-88 


Special Repairs to Electrical Distribution System 
Security Light 


The Garrison Engineer (NW), Mankhurd, Mumbai- 
88 invites application for the following work :— 


Name of Werk : Special Repairs to Electrical Dis- 
tribution System Security Light for Building Nos. 
P}7 & P\t3 at Mankhurd. 


-. Estimated Cost : Rs. 4.80 Lakhs. 


Last Date of Receipt of Application for Issue of 
Tender : 30th September, 1999. | 


Contractors not enlisted with MES shou!d submit 
alongwith their applications, copies of letters. of 
enlistment in cther departments, Income Tax Clear- 
ance Certificate, financial resources, solvency certi- 
ficate and particulars of work carried out by them 
during the last two years giving designation of the 


_ Officer under whom executed. 
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[No, 8855/2/E8, dated 16-8-99.] 


a 


~ 400 078 
‘for the following work :— 


(OFFICE OF 1HE» GARRISON ENGINEER (NW), 
BHANDUP, Mum2aI-400 078 


Periodical Services to Certain Building (MD Accn) 


The Garrison Engineer (NW), Bhandup, Mumbai- 
mvites application for issue of tender 


Name of Work : Periodical Services to Certain 
Building (Md. Accn.) at NSD, Ghatkopar. 


Last Date of Receipt of Application for Issue of 
Tender : 28th September, 1999. 


Estimated Cost of Work ::Rs. 4.00 Lakhs at par 
SSR ‘91, 


Contractors nct enlisted with MES should submit 
alongwith their applications, copies of Jetters of 
calistment in other departments, Income Tax Clear- 
ance Certificate, financial resources and particulars 
of work cairied out by them during ihe last two 
years gtving Cesignation of the Officer under whom 
executed. Earnest Money to be deposited by con- 
tractor Who .have not executed Standing Security 
Deposit with MES is Rs. 14,000, | 


[No. 8438}02|E8, dated 9-8-99,] 
Periodical Services to Certain Building (OTM) 


The Garrison Engineer ‘( NW), Bhandup, Mumbai- 


400 078 invites application for issue of tender 
for the following work :— 
Name of Work : Periodical Services to Certain 


Building (OTM) at NSD, Ghatkopar. 


Last Date of Receipt of Application for 
Tender :27th September, 1999. pe TOR LCE 


Estimated: C }> 7 
Sen sor ost of Work : Rs. 4.00 Lakhs at par 


Contractors not enlisted with MES Should . submit 
alongwith their applications, copies of letters of 
enlistment in Other departments, Income Tax Clear- 
ance Certificate, financial resources and particulars 
of work carried out by them during the last two 
years giving designation of the Officer under whom 
executed. Earnest Money to be deposited by con- 
tractor who have not executed Standing Securit 
Deposit with MES is Rs, 12,000. ee 


[No, §440/02|E8, dated 9-8-99.] 


C721 


OFFICE OF THE GARRISON ENGINEER, T{(RUNELVELT, 
VIJSAYANARAYANAM, NAVAL BASE POST, 
TIRUNELVELI-627 119 


Pa et 


Periodical Services to Certain Buildings, etc. 


The Garrison Engineer, Tirunelveli, Vijayanara- 
yanam, Naval Base Post, Tirunelveli Distt.-627 119 
invites applications for issue of tender form for the 
following :-— 


Name of Work : 


(a) Periodical Services to Certain Buildings at 
RS (Palayamkottai) and INS Kattabomman, 
Vijayanarayanam. 

(b) Repairs to Roads at INS, Kattabomman, 

Vijayanarayanam. 


Estimated Cost : 
(a) Rs. 5.00 lakhs. 
(b) Rs. 5.00 lakhs. 


Last Date of Receipt ef Application for Tssue of 
Tender : 20th September, 1999. 


Contractors net enlisted with MES should submit 
alongwith their applications, copies of letters of 
enlistment in other department, Income Tax Clear- 
ance. Certificate, financial resources and particulars 
of work carried out by them during last two years 
giving designation of the Officer under whom exeout- 
ed. Earnest Money to be deposited by the contrac- 
tors who have not executed Standing Security, Depo- 
sit with MES is Rs. 10,000 for each work. 


Invitation for application for issue of tender to 
applicant even to enlisted contractors of appropriate 
class. Issue of tenders will be decided based on 
past track records, financial position, experience _ of 
similar works and decision for issue of tender or 
otherwise of the Accepting Officer shall be final and 
contractor will not be entitled for any compensation 
for rejection of his application. 


[No. $754/02/E8, dated 24-8-99.] 


Obs ae ae . -r 


tase fp 


is ee 


GARRISON ENGINEER, GANDHINAGAR 
Repairs to Roads 


The Garrison Engineer, Gandhinagar invites appli- 


cations upto 9th October, 1999 from MES|CPWD| 


Railway PWD ccntractors for the following work :— 


Naine of Work : Repairs to Roads at Gandhinagar. 


‘ 
IES mai My ge 


Cost of Work ; Rupees Nine Lakhs approximately. 


Earnest Money of Rupees Eighteen Thousand only 
to be deposited by contractor who has not lodged 
Security Deposit. with MES. . | 


[No. 8755/E8, Telegram, dated 2-9-99.] 


Office of The Garrison Engineer (AF), Kolshet Road Sandoz Baug Post Thane-400 607 


Operation - 


of Water 


Supply 


. The Garrison Engineer (AF), Thane invites applications upto 25th September, 1999 from MES, P.W.D, CPWD and Railway 
Contractors of appropriate class for issue of tender fcr tne following work :— 


a 


Serial Name of Work Estimated Earnest 
No. ° Cost at Money 
par market 3 
Rs. e Rs. 
3.00 Lakhs 6,000 


1. Operation of Water supply Fire Fighting and Stand by DG Set; Installations 


at Married AccnSion. 


_ Contractors who are not borne on the approved list of Southern Command are requested to furnish alongwith their “epplica 
tion/attested copies of letters of enlistment with other departments/Commandts latest Income Tax Clearance Certifieate and parti- 
culars (Including Credentials) af works carried out by them during the last three years stating the designation of Officers under 


whom the same were executed, 
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Centractors who have not lodged Standing Security Deposited with MES will be required to pay Earnest Money as mentioned 
above whilse submitting the tender in case their aames are selected for issue of tenders, 


Sd/- 


Major 
Garrison Engineer( AF) 


[No, 8236/01/E8, dated 12-8-1999.]} 


Garrison Engineer E/M Mudfert, Secunderabad-500 003 


Repairs/Renewal of LT ever Head Transformers Street Lights 


The Garrison Engineer, E/M Mudfort, Secunderabad-500 003 invites applications by 27th Setpember, 1999 from enlisted MES 
CPWD, PWD and Railway contractors of appropriate class for issue of following tender :— 


Serial Name of Work Estimated Earnesr 
No, . Cost Money 
Deposit 
Rs, Rs. 
1. Repairs/Renewals of LAT over head lines Transformers Street Lights and other 3.70 Lakhs 7,400 
Mise External Electical works under AGE E&M No. I (North) of GE E&M Secunderabad. 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of © enlistment in other Depart- 
ment, Income Tax Clearance Certificate. Financial resources and Particulars of work carried out during the last two years giving the 


designarion of the Officers under whom executed. Rarnest Money to be Deposited alongwith the tender as shown against the works which 
is payable by the Contractors whe have no Standing Security wit MES. 


[Ne. 1001/Mon/B8, dated 23-8-99.] 


Garrison Engineer (P), Chilka, NTC Chilka-Post Khurda-Distaict (Orissa) -752037 


Special Repairs to Open Drains 


The Garrison Engineer (P), Chilka, NTC Chilka-Post, Khurda-District (Orissa) -752037 invites application by 29th September 
1999 from MES CPWD and Railway enlisted contractors for the under mentioned works :— 


Serial * Name of Works Estimated Earnest 
No, Cost Money 
Deposit 

Rs. Rs. 
1, Special Repairs to open drainsat INS Chilka . . A ° . . . ° - 10.00 Lakhs 20,000 


2. Special Repairs to sewage lines at INS Chilka . : : j ‘ : 5 - 9.00 Lakhs 18,000 
ad 


Provision of Ceramic glazed tile flooring in DES galley and other Buildings at INS Chilka . 10.00 Lakhs 20,000 


Contractors who have executedsimilar “works only should apply. They should furmish the details of such similar works executed 
by them during the last three years supported by certificates from authortties under whom the works were executed. Contractors not 


enlisted with MES are required to submit with their application copies of letters of enlistment in other department/other certificate 
and Income Tax Clearance Certificate. Earnest Money is to be Deposited alongwith the tender by contractors who have no Standing 
Security Deposit in MES ' . oh 


* 


[No. 8843/02/E8, dated 11-8-1999.] 
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Garrison Engineer (1), Air Force, Pathankot(Panjab)-145 001 
Special Repair to Roof CGI Sheets 


The Garrison Engineer(L) Air Fores, Pathankot(Punjab)-145 O9T, invited application, by 18th September, 1999 from enlisted M.E.S. 
C.P.W.D. and Railway coatractor’s of the appropriate class for th: following :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 


1. Special Repair to Roof CGI sheets Hanger No. T/176 at AF Station, Pathankot A ; : 7.75 Lakhs 15,500 


Contractor not enlisted with M.E.S., are required to submit with their applications, copies of letters of enlistment in other 
formations and latest Income Tax Clearance Certificate, particulars of work carried out by them during last two years, giving desig- — 


nation of the Officer under whom executed. Karnest Money as indicated above is to be deposited alongwith tender by contractor, if he 
have not deposited Standing Security with the M.E.S. 


[No. 8717/04/E8, dated 21-8-99.] 


. 
5 a sem 


Garrison Engineer, Kangra Hills Yol 
Quarters, etc. 


The Garrison Engineer, Kangra Hills Yol iavites applications by 25th September, 1999 from enlisted M.E.S., C.P.W.D. and Railways — 
contractors of the appropriate class for the following works :— 


Serial ~ Name of Works Estimated Earnest 

No. Cost _ Money 
Rs. Rs. 

1.. Certain Repairs to Officer Quarters at (N2) AGE B/R-II Yol : 4 : : 10 Lakhs 20,000. 


2. Certain. Repair to Drains in South Zone area AGE B/R-I, Yol satuoses man senor eee 9,000, 


Contractor not enlisted with M.E.S. are requested to submit with their applications, copies of letters of enlistment in other Deptt., 


Income Tax Clearance Certificate and particulars of work carried out by firm during last three years, giving designation of Officer under 
whom executed... 


* 


Sdl- 
Major 
[No. 8305/GEY-39/2/E8, dated 23-8-99.] 


The Garrison Engineer (West) Delhi Cantt-10 
Certain Repairs to Overhead Tanks, Plumbing Works, etc. 


The Garrison Engineer, (West) Delhi Cantt-10 invites applications by 30th Setpember, 1999 from enlisted MES, PWD. and Railway . 
Contractors of the approrpiate class for issue of tender for the under mentioned work :— 


Serial Name of Work Estimated Amount of Earnest 
No. Cost Money required to 
: be deposited with 
the tender 
: Rs. Rs. 
1. CANo.: GE/DW-117/99-2000 : Certain repairs to overhzad tank and plumbing works 5.00 Lakhs 10,000 


at Dundahera Camp in the area of AGE B/R-IV under GE (West), Delhi Cantt-10. 


Contractors not enlisted with the MES. Western Command, Chandimandir are required to submit with their applications, copies” 
of letter of enlistment in other department. Income Tax Clearance Certificate and particular of works carriéd out by them during the last 
three years giving, the designation and correspondence, address of the Officers under whom the works were executed. : ‘3 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with the MES. 
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Note :— 
Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicant even to enlisted 


contractor of appropriate class. 

___lssue of tender will be decided by the Accepting Officers based.on interalia past track records, financial position and experience 
of similar works executed by the applicant/contractor . The Accepting Officer shall consider applications received upto date of receipt 
of applications/extended date of receipt of applications for issue of the next higher Engineer Authority with copy of the Accepting 
Officer. No appeal/representation shall be entertained in the due date of reszipt of applications/extended date of receipt of applications, 

The decision of the next higher Engineer Authority shall be final. No applicant/contrator shall be entitled for any campensation 
whatsoever for rejection of his applications. 


[No. 8041/GE/DW-117/1999-2000/03/E8, dated 23-2+1999.] 


Garrison Engineer (Air Force), Bhuj-Kutch-370 001 
Telephone : 02832-23450-389 


Repairs to Roads 


The Garrison Engineer (Air Force), Bhuj invites applications upto.27th September, 1999 from MES. C.P.W.D., P.W.D., /Railway 
Contractors of appropriate cfass for the issue of tender for the following work :— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completio 
Fest, Rs. 


8.00 Lakhs 16.000 5 Months, 


° ® ° ry ° ° 


1. Repairs to Roads at (AF), Bhuj. ‘ : ; 


Contractors who are not borne on the approved MES list of Southern Command are required to furnich alongwith their applica 
tions, attached copies of letters of enlistment with other departments/Commands. Latest Income Tax Clearance Certificate and 
particulars (including ceredentials) of works carried out by them during the last three years stating the designations(s) of the Officer(s) 
under whom executed. Earnest Money to be furnished alongwith the tender by contractors who have no Standing Security with 


the MES, will be as indicated above, 


- 


Sd/ 
[No. 8757 /I/04/B8, dated.20-8-99.] 


—_— —— 


Office of the Commander Works Engineers, P. O.-Dekargaon (Tezpur), Dist.-Sonitpur, Assam-784 501 
Provision of Addl Septic Tank, etc. 


The Commander Works Engineers, Tezput invites applications upto 30th September, 1999 irom approved/entisted MES, C.P.W.D 
Railways and P.W.D. contractors for issue of tender for the undermenticned works :— 


ie Name of Works Estimated ’ Barnest ; Time of 
og Cost Moncy Completion 
Rs, Rs} 


2 


4,25 Lakhs 8,500 6 Months. 


{. Provision of Add.’ Septic Tank 300 user's to to existing toilets block at Bldg. No. 
ET-208, 211, 322 and provn of toilet block 6 WC’s at Staging Camp Rangiya 
2. Construction of Sanitary Block consisting of 8 WC’s an¢ 2 Bath Rooms for OR’s 3:7 5~ 45 7.500 6 Months. 


of 858:Fd Wksp at Changsari under AGE (1). Rangiya. 


q Contractors not enlisted wtth MES are required to submit with their applications, copies of letters of enlistment in other depart. 
~ ment. Income Tax Clearance Certificate and particulars of works carried out by them during the fast two years giving the eShanAH Oe 
and address of the Officers under whom the works were executed. Barnest Money mentioned above against the work shall be 


deposited by the contractors who have not Standing Security with MES, 
[No. 8013/589/E8, dated 20-8-99.} 
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Office of the Garrison Engineer, 867, Engr. Works Sec, C/o 99 APO. 
Repair to Barbed Wire Fencing . 


The Garrison Engincer, 867 Engr. Works Sec., C/o 99 APO invites applications by 30th September, 1999 from enlisted MES, 
C.P.W.D., Railway and P.W.D. contractors of the appropriate class for tssue of tender for the following works :— 


erty | Name of Work Estimated» Harnest  Potiod of 
No. Cost of Money © Completion © 
Work 
Rs. . Rs. 
1. Repairs to Barbed Wire fencing and RCC Posts in certain areas at Kalimpong. 4,41 Lakhs 8,820 6 Months. 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of enlistment in other Depart- 
ments. ‘income Tax Clearance Certificate and particulars of works carried out by them during the last Two years, giving the designa- 
tions of the Officers under whom the works were executed.~ Earnest Money is required to be deposited by the contractors who 
have not lodged Standimg Security with MES. 


[No. 8967/01/E8, dated 14-8-99.] 


Office of the Garrlson Englneer, 859 Engr. Works. Sec., C/o 99 APO 
Repair/Replacement of drying Wire 
The Garrison Engineer, 859 Engr. Wrks. Se¢., C/o 99 APO invites applications by 27th September, 1999 from 


enlisted MES, 
C.P.W.D. and Railway cantractors of the appropriate class for issue of tenders for the following works :— 
Serial Name of Works Estimated Earnest Period of 
No. Cost Money Completion 
Rs. £ J Re Rs. 
iF 


Repair/Replacement of drying wire for clothes in JCO’s/ORs acon. at Chindit 3.40 Lakhs 6,800 4 Months. 
Top, Tenga Ledge, Upper Dahung and Lower Dahung under GE, 859 EWS. ae, 


2. Certain Repairs to OTM acen of 5 Mtn. Divn. under GE, 859 EWS. 4.50 Lakhs) .°-9,000 . ..5 Months. 
Contractors not enlisted with MES formation are required to submit with their applications, copies of letters of enlistment in other 


departments, Income Tax Clearance Certificate and particulars of works carried out by them durig the last two years giving the desig- 
nations of the Officer under whom the works were executed. 


Sd/- 


Major — 
[No. 8090/AB/110/E8, dated 12-8-99,] 


s 
ee ee 


Office of the Garrlson Engineer, 867 Engr. Works. Sec.,C/o 99 APO 


Replacement of Unserviceable Tin Sheet 


The Garrison Engineer, 867 Engr. Werks. Sec., C/o 99 APO invites applications by 1st October, 1999 from enlisted MES, 
C.P.W.D., Railway, and P.W.D. contractors of the appropriate class for issue of tender for the following works :— Wg 
Serial Name of Work Estimated Earnest Period of | 
No. Cost of Money Completion 
Work 

| Rs. Rs. | 

1. Replacement of Unserviceable Tin Sheet in respect of 27 MTN Diyn. SIG REGT 3.54 Lakhs | 7,080 6 Months. 

at Kalimpong. | 


Contractors not enlisted with MES are required to submit with their applications.copies of letters of enlistment in other depart 


ments, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the designa- 
tions of the OMicers under whom the works were execute 


‘ d. Earnest Money is required to be deposited by ithe contractors who have 
not lodged Standing Security with MES. a oe : . 


[No. 8968/01/E8, dated 17-8-99.] _ 
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; Office of the Commander Works Engineers, Tezpur 
at To syivesqos > ‘Special Repairs to JCO’s/OR living Acco. 
The Commander Works Engineers, Tezpur invites applications upto 39th September, 1999 from approved/ealisted 7 MES, 
C.P.W.D., Raihvays and P.W.D: contractors for issue of tender for the undermentioned work :— 


Serial Name of work Estimated Earnest Time for 
No. Cost Money Completion 
. Rs. ri, Rss 
_1. Special Repairs to JCO’s/OR living accn. in Bldg No. T/12/13, T/12/14 and 4.30 Lakhs 8,600 6 Months. 


‘T/12/15 at 4 Corps Ct Irg. School under AGE (1), Charduar. 

Contractors not enlisted with MES are required to submit with their applications, copies of letters of enlistment in other depart- 
ments. Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the designa- 
tions” and address of the Officers under whom the works were executed. Earnest Money mentioned above against the works shall 
be deposited by the contractor who have not Standing Security with MES. 

[No. 8013/590/E8, dated 20-8-99.] 


: nfo Office of the Chief Engineer. R&D, Lucknow Road, Delhi-54 
Provision of Protective Works, etc. 


the Chief Engineer, R&D, Probyn Road, Delhi-54 invites applications from enlisted MES, P.W.D.. Railway Contractors of 
appropriate class for issue of tender tn respect of the following work :— 


Serial Name of work Esttmated Earnest Application 
No. Cost Money Invited upto 
| Rs. Rs. 
1. Provision of protective works and PCC approach Road from Language 45,00 Lakhs 67,500 27th September, 1999. 


- ‘School to sister Bazars at ITM Mussoric. 


Contractors not enlisted with MES are required tosubmit with their applications, copies of enlistment in other Departments, 
Income Tax Clearance Certificate. particulars of works carried out by them during last three years giving designations and address 
under whom the works are carried out being carried out. Contractors who have not deposited Standing Security with MES, shall 


furnish Earnest Money in fayour of GE (1), R&D, Dehradun along with the tender. 
[No. 84000/26/02/E8, dated 19-8-99.| 


Office of the Garrison Engineer, Khapral, Post : Matigara, Dist.-Darjeeling (W.B.) 


Repair! Maintenance of Street Light, etc. 


Matigara. Dist. : Dargeeling (W.B.). invites separate applications by the date shown 


The Garrison Engnieer, Khaprail, Post : 
. MES, C.P.W.D., P.W.D. and Railway contractors for issue of tender form — for 


against the work from appropriate categories of 
for the following :— 


Serial Name of works Value Earnest Last date of — 
No. Money Receipt of 
: applications 
Rs. Rs. 
1. Repait/maintenance of Street Light, certain internal and external Elec- 4.00 Lakhs 8,000 23rd September, 1999 


trification under GE, Khaprail. 


A a 5,040 23rd September, 1999 


2, Periodical Services to certain Bldgs. at corps compfex ‘A’ area under GE, 2.5 
Khaprail. 


3° Periodical Services to Bidgs of 33 CESR, 33 COSR. 112 Engr. REGT, 290+ jek, 
MES IB. W.O. 1 and Swimming Pool. 


5,600 23rd September 1999 


listment tn other 


Contracto s not enlisted with MES are required to submit afongwith their applications, copias of letters of en in 
o years giving the 


riment,| atest Income Tax Clearance Certificates and particulars of works carricd out by them during last Tw : 
ns and address of Officers under whom executed. Earnest Money is required to be forwarded alongwith the tender by pig 


depa 
ho have nat ledged Standing Security deposit with any of the MES formation. Invitation for applicatians for issue ° 


designatic 
contractors W 


Ch/ 


= 


tender dacs not constitute any guarantees for issue of tender fot appropriate class. Issue of tender will be decided based on past 


track records, financial position., experience of similar works and decision-for issue of tender or therewise of the Accepting Officer 


shall be final and contractor will not ba entitled for any compensation for rejection of the application. ~ 


[No. 8977/C/03/B8. dated 25-8-99.} 


Special Repairs to Building, etc. 


The Gartison Engineer, Kahprail, Post.-Matigara, Dist : Darjocling (W.B.)- invites separate appltcations by the date shown 


against the work fiom appropriate categories of MES., C.P.W.D., P.W’D. and Railway contractors for issue of tender form for the 


following works :— 


Serial Name of work Value ‘Earnest Last Date of 
No. Money receipt of 
Application 
Rs. Rs. 
1. Spel. Repairs to Bldg. No. T/0114 to T/0/36 located at Khaprail. . 3.72 Lakhs 7,440 24th September, 1999 | 


Contractors not enlisted with MES are required to submit-alongwith their applications copies of letters of enlistment in other 
departments, latest Income Tax Clearance Certificates and particulars of works catried out by them during last Two yeats giving the 
designation and address of Officats undet whom executed, Earnest Money is required to be forwarded alongwith the tender by thosee 
contlactots who havo not lodged Standing Sdecurity deposit with any of tho MES formation.Invitation for application for issue of 
tender does not constitute any guarantee, for issue of tender to applicant evon to enlisted contractor for appropriate class, Issue of 
tender will bo decided based on past track records, financial position, experience of similar works and decision (or issue of tender Or 
ping Oe of the Acsepting Officer shall be final and contractor will not be entitled for any compensation for rejection of the 
application, 


Sd]- 
Major 
{No. 8978/C/04/B8, dated 25-8-99.] 


ae ah ee ee 


Office of the Garrison Engineer (MES), Ranikhbet-263 543 
Special Repairs to Building 


Phe Garvison Enginecr (MES), Ranikhet invites applications by 20th Seniember, 1999 from enlisted MES, PWD, CPWD and 
Railways contractors of appropriate class for issue of tender for the undertaentioned works :— 


Serial Name of Worx Estimated Amount of Period of 
No. Cost Earnest © Completion 
Mcney 
Rs. Rs, 
1. Special Repairs to Building Nos. 34 and 6, EC Area at Nainital : : . 8.00 Lakhs 16,000 6 Months, 


Contractors not enlisted with the MES, Central Command, Lucknow are requested to submit with their applications, copies cf Ic tter 
of enlistment in other department. Income Tax Clearance Certifiate and particulars of works carried out by themduring the last two 
years giving the designation of the Offdcer under whom the works were executed. 


Earnest Money shall be deposited alongwith the tender by the contractors who have no Standing Security, with the MES. 
Invitation of application for issue of tender does not constiture any gurantee for issue of tender to the applicant, eVen to en. 
listed contractors of appropriate class. Issue of tender will b~ dicided by Accepiny Officer based on the past track records, financial 


position, experience of similar works of anplicant/coatractors, the dicision ef Accepting Officer fer issue pf tender or othetwise shall be — 
final and the applicant/contractors will not be entitled for any cont ynsation for rejection of his application. : 


[No. 8148/01/E8, dated 12-8-1999.] 
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Office of the Garrison Faginecr’s Office, Nasirabad (Raj) 
Manufactures and Supply of Steel Lockers 


The Garrisen Engineer, Nasirabad invites application upto the date indicated aginst the works from MES/CPWD/Railway con: 
tractorss cf approrpaite class for issuc of tender for the following works .— 


Serial Name of Works Estimated Earnest Period of Last Date of Receipt 
No, Cost Money Completion of Application 
Rs, Rs, 
1. Manufacture and supply of steel lockers Medium size 8.85 Lakhs 17,700 3 Months 25th September, 1999, 
for cadets in Hostal of Military School, Amj rat Nasi- . 
rabad. 
2. Provision of light and fan points in cad, ts dornietories 4,37 Lakhs 8,740 3 Months 25th Septembe., 1999. 


of Mily, Schocl, Amjer at Ajmer. 
Contractors who are not borne on the approved list of SC MES are to furnish alongwith tender applications, attested copies of 
letter of enlistment with othzr Dgpartment/Commands, latest Income Tax Clearance Certificat particulars (Includin Credentials) of works 


catried out by them during the last three years stating the designation of the Oficers, under executed, Earnest Money to be furinsh.d 
alongwith tender by the contractors who have no Standing Security with the MES as mentioned eginst works. 


[No. 8001/1065/E8, dated 23-8-1999.] 


INDIAN RAILWAYS 
NORTHERN RAILWAY 


Controllers of Stores., Baroda House, New Delhi-1. 
Tender Notice No. 24/99-2090 : Roller Bearing SKF 
GLOBAL BID INVITATION 


Bids are invited on behalf of the President of India from experienced manufacturers. 


Serial Global Tender No, and Description. Quantity Cost bid Bid Guarantee Due to be opened on 
No, Documents 
Rs. Rs. 
1, 2034/99/P-19,— 
Roller Bearing SKF NH-318 (ECM/C4/VA301) 320 Nos. a or 2.5 per cent 5th November, 1999, 
S$ 25 


(The sales tming ofthe bid docum2nts Will b> 11.00 hours to 15.00 hours on all working days except the date of opening. 
The offer complete in, allrespect willbe received upto 11.25 hours at COS office Northern Railway, New Delhi on the date 
specified abcve 

Bidders will be required to : 
1, Furnish a Bid Guarantee for the amount specified above. 


2. Keep their offer open for 180 days from the date of opening ofthe bids. A Contract performance guarantee bond for 10 
per cent of the contract price will have to be furnished by the bidder in the event of contract being awarded to them, 


3, Non- transferable bid docum-nts containing detailed description of the material required as also other te1ms and Condition 
_ may be had from COS/N.R. B.H./NDLS (India) against payment of Cost either in Cash or Crossed Demand Draft, Crossed 
Accounts Payee cheque to financial adviser and Chief Accounts Officer, N.R.B.House. New Deihi. 


4. Bids from tenderers who have not purchased the bid documents, bid not accompanied by the bid guarantee and bid from 
agents without letter of authority from the manufacturers are liable to be summarily rejected. 


5. Telex and _ incomplete offers are liable to be summarily ignored. 


6, For the tenderers guidance in submitting complete offer check list has also been enclosed with the bid documents, part of 
which must be filled in and furnished with the bid, 


Sd/- 
Controller of Stores. 
N.Railway, B. House, New Delhi- 110 001 


[No. 129-S/0/8/PG/Pt. I/Publication of Ady. : Tender, dated 18-08-1999] 
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GOVERNMENT OF KERALA 
STATIONERY DEPARTMENT 
Controller of Stationery, Thiruvananthapuram-695 033 


Tender No. 10591/B2/99/STY, dated 3-08-1999 : Maplitho Paper, etc. 


Sealed tenders are invited for the supply of the following Varieties of Paper and Pulp Board for Printing Text Books for the. 
year 2000-2001, 


Cost of Tender Forms . 
Se ee ee 


Serial Tender Number and Name of Item Quantity aor : ————, 
No. Original Duplicate 
Rs. zivoRs. 
1. 78/1999-2000— Bails | 
Maplitho Paper 60 gsm in 76 cm Width Reel, One Meter diameter with 1,500 M.T. 2,200 - 1,100, 
7.6 to 7.8 cm core diameter. The Reel should be free from excessive te 
Reel joints uncven Windings and Damage. The core should be strong. pee geen / 
2, 79/1999-2000— 
White Pulp Board in size 57 X 78cm X 200 gsm. 44.5 Kg. per Ream of 169 3:28 1,100 550 
500 Sheets Machine Finished for Printing Cover of Text Books, Grade ‘S’. (3,800 Reams) 
3. 80/1999-2000— 
White Printing Paper 60 gsm in 90 cm Width Reel, One Meter diameter 1,400 M.T. 2.200 1,100 — 
with 7.6to7.8cmcore diameter. The Reel should be free from exceSsive 
Reel Joints uneven Windings and Damage. Thecoreshould bestrong, 
4, 81/1999-2000— 
White printing paper 60 gsm in 60cm width reel, One meter diameter _ 3/0002) 3; 2,200 1,00 
with 7.6to7.8cm core diameter. The Reel should be free from excessive 
ReelJoints unvevn Windings and Damage. The core should be strong. 
5.  $2/1999.2000— | 
White Pulp Board in size 61 X 90 cm X 180 gsm. 49.4 Kg. per Ream of 632 M.T. 2,200 1,100 
500 Sheets one side Machina Glazed for Printing Cover of Text Books. (13,000 Reams) 
5 Rev} 


Notes.— 


1, 
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The covers containing the tenders shall be appropriately superscribed with the Tender Number and Name of, the itc™ 
(separate cover for cach tender) and addressed tothe ‘€ontroller of Stationery”, Thiruvananthapuram-695-033°. The 
tenders will be received only upto 15 Hrs. on 23rd September, 1999, The tenders will be opened at’ 16 Hrs.on thesame ~ 
day in the presence of the tenderers or their authorised representatives who may be present at the time of opening of the ~ 
tenders. Late Tenders will not be accepted, hee Kaneda 


es 


Intending tenderers may on applicationto the Controller of Stationery, Kerala, Thiruvananthapuizm-695 033 obtained 
requisit¢ tender forms on which the tcnders are to be submitted. Application for each tender form should be accompanied 
by cash remittance of pricc fixed for a Form/Sct of Forms for cach tender and whichis not refundable under any circum- 
stances. The tender forms are not transfrable. Spatate tender forms should be purchased for cach item and each tender 
should besent inscpafate s-alcd cover, The sale of Tender Forms will be closed at_16 Hrs,.on 22nd September, 1999. 
Cheques, Postage Stamps, D.Ds, etc. will not be accepted towards the Cost of Tender Form’, nor willthe forms be sent by 
VPP. Duplicate Tender Forms, if required will be issued as per the price fixed. | wee ha 


As the Reel Paper is meant for Printing Text Books at Kerala Books and Publications Society, Kochi the intending tenderer 
for Reel Paper should send one sample Reel of Paper as per specification notifi.d to the Managing Director, Kerala Book 
and Publications Society, Kochi before 16-00 Hrs. on 23rd Septembcr, 1999 for testing. The samples received after the 
stipulated tine and date will not be accepted. The rate should b: quoted excjusive of excise duty as the Paper and Puip 
Board are meant for Printing Text Books. it AQ 


Sd./- 
Controller of Stationery 


[No, 16195/F4/99/PR, dated 9-8-99, issued by the Dircctor of Public Relations, 
+ Thiruyananthapurami. | 
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DEPARTMENT OF DAIRY DEVELOPMENT 
DIRECTORATE OF DAIRY-DEVELOPMENT, PATTOM, 
THIRUVANANTHAPURAM-695 004 
Supply of a Deep Freezer (300 Litre) 


Tender No, 3\1999-2000. 


Sealed tenders (in duplicate) are invited for the 
Supply of a Deep Freezer (300 Litre) with Stabilizer 
for use of this department, 


_ The tenders should be superscribed Tender No. 
399-2060 supply of ‘Deep Freezer’ and addressed to 
the Director of Dairy Development, Pattom, Thiru- 
vananthapuram-695 004 (Kerala). Intending — ten- 
derers may on application to the Director of Dairy 
Development, Pattom, Thiruvananthapuram-695 004 
obtain the requisite tender forms on which the tenders 
should be submiited. Application ‘or the tender 
forms should be accompanied by a Cash Remittance! 
Money Order of Rs. 162 (including Sales Tax) which 
is the price fixed for a tender form and which is not 
rejundable unde: any circumstance. The tender 
forms are not-transferable. Duplicate tender forms, 
i required, will be issued at Rs. 108 (including Sales 

Tax) per copy. The sale of tender forms will be 
closed at 4-00 p.m., on 18th September, 1999. 
Cheque, Postal Stamps, Postal Orders, etc., will not 
be accepted towards the cost of tender forms. Tender 
forms will not be sent by V.P.P. 


Tendets will be received upto 3-00 p.m., on 8th 
October, 1999 and they will be opened at 4-00 
p-m., on the same day in the presence of the tender- 
ers or their authorised representatives who may be 
present at that time. . 


Kerala stamp paper for executing agreement will 
be supplied to firms. outside Kerala, in case they 
fequest for the same and remit Rs. 60 (Rs. 50 for 
‘Stamp paper and Rs. 10 towards incidental charges ) 
“Separately. Money Order, alone will be accepted 
for this purpose, 


' _ Sd./- 
Director of Dairy Development 


[No. 16473|F2|99|PR, dated 12-8-99, Issued Sy the 
Director of Public Relaticns. Th'ruvanarthapuram. } 


. 
—— * 
. 
o-, 


Ti 
GOVERNMENT OF PUNJAB 


PUBLIIC WORKS DEPARTMENT 
OFFICE OF THE EXECUTIVE ENGINEERR, 
CENTRAL Works Division, PWD, B&R, 
BRANCH ABOHAR (PUNJAB) 
Tender Notice No. 16 : Strengthening to Road 
_ Scaled item rate tenders are invited in two envelopes 
° behalf of the Governor of Punjab from the eligible 
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contractors in the prescribed proforma contained in 
the tender documents cbtainable from the Executive 
Engineer, Central Works Division, PWD, B&R, 
Abohar for the execution of the following work. 
The tenders shall be opened by the committee consti- 
tuted by the Chief Engineer (NH) Punjab, Punjab 
PWD, B&R Branch, Patiala in the Committee Room 
of the Chief Engineer (NH), Punjab PWD, B&R 
Branch, the Mail, Patiala (the date of opening of 
tenders shall be intimated separately) in the presence 
of the tenderers or their representatives who may like 
to be present at the time of opening of tenders :— 
Biybitess"™ 

Name of Work : Strengthening (including raising) 
'n KM 348.57 to 351.60 & KM 354.00 to 261.17 on 
Malout-Abohar of NH-10 in Punjab. Job No. 010) 
Pb.|99-120. 

Broad Scope of Work : Earth Work Granular Sub | 
Base W.M.M. Primer Coat Ist Coat Surfacing, 75.mm 
Thick B.M., 201mm Thick MSS Type ‘B’ and C.D. 
Works, etc. 


Estimated Cost of Contract : Rs. 705 Lakhs. 


BKarnest Money : Rs. 14.10 Lakhs. 


Time of Completion : 30 Months from the Date of 
Award of Work. 

Cost of Blank Tender Form : Rs. 4,000 in Cash 
(non-refundable), 

Date of Issue of Blank Tender Form : 11th 
October, 1999 upto 1-30 p.m. 
Date of Receipt of Tenders : 14th October, 1999 
at 3-30 p.m. 


The tender documents should be submitted in two 
separate envelopes duly sealed and put together in 
one envelope which is also to be sealed. The enve- 
ope No. 1 will have Volume-I, Earnest Money and 
conditions, if any. The Envelope No. 2 will have 
unconditional financial bid. 


The request for tender documents should accom- 
pany the attested copy of the latest enlistment letter 
and latest Income Tax Clearance Certificate. 


The details NIT drawings, etc. can be seen on any 
working day during office hours in the Office of the 
undersigned. 


Earnest Money in the shape of DAC only duly 
pledged in the name of the Undersigned Officer will 
be entertained. 


Sd./- 
Executive Engineer 


(No. 1973-A, dated 12-8-99.] 
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GOVERNMENT OF RAJASTHAN 
& 8 en IT 
Directorate OF MEbicaL HEALTH & F.W. 

_. SERVICES, RAJASTHAN, JAIPUR 


ath 


— ee 
SPO Q 
Treatment 


Séaled” ieriders from: manufacturers and importers 
are invitéd’ for the supply of the “3-D-Radiotheraphy 
Treatment Planning System (TPS)” to Medical 
& Associated Group of Hospital, Bikaner for the period 
ending 31st March, 2000. 


Tenders are to be submitted on prescribed tender 
form which can be obtained from the Secretary, Store 
Purchase Grganisation, Medical & Health Directorate, 
Raj., Jaipur, after depositing Rs. 1,000 only by Cash} 
Money Order on any working: day during Office 
hours. 


Tenders duly completed in all respect must be sub- 
mitted in properly sealed double envelope as per 
Terms & conditions duly marked on it “Tender for 
”3-D-Radiotheraphy Treatment Planning System 
(TPS)” and addresed to the Secretary, Store Purchase 


|EaT'99!2000/915 : 3-D-Radiotheraphy 
lanning System 


Organisation, Medical & Health’ Directorate, Raj:, Jai- 
pur so as to teach him on or before 4 p.m. on dated 
21st September, 1999. Tender will be sold upto 
2 p.m. dated’ 20th September, 1999 and received upto 
4 p.m. on dated, 21st September, 1999. Cover ‘A’ 


will be opened on dated 22nd September, 1999 at 
11 a.m, in the presence of intending tenderers or their 


representatives. 

The tenders received after prescribed time & date 
will not be accepted. , 
Sd./- 


Dirctor 


[No. DIPR'C,2673/99, dated 19-8-99, Bill Send to 


Director, Medical Health & Family Welfare Services, 
Jaipur. } 


Office of the Cup*rivtendent, Associated Group of Hospitals, Jodhpur 


Cextri! Monitor Console, etc. 


Sealed tenders are invited to the following equipments of diferent departments, tenders will be sold and receiving, date mention 


as under. The Earnest Money will accepted in way of D. D. or Banker Cheque only in favour of undersigned without Earnest 


Money tenders will not be considered. 


Serial Name of Equipment Quantity 
No. 
1. Central Monitor console. 1 No. 
2. Holter Monitoring with Edlt, facility phy: 
3. Cordless Drill . : . ; : | Sao 
4. Interlocking Nails - DAs, 
5. Drill $ret Arar Live 
6. General Instrument Surgery . j 4 Nos 
7. Pulse Oxymeter . ' e : ‘ 1 'N>. 
8. Ventilator . F 2 1}. 


Tender 


The above tenders will be open on 14 October, 1999 at 1-00 p.m. by a Committee.in presence of the tenderer. 


d= 
Superintendent 


[R..O. No. DIPR/C/2753/99. dated 23-8-99 


issued by Deptt. of Info & Public Relations, Govt. Secretariate, Jaipur, Rajasthau.| 
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Approx. Earnest Date of Date of 
Cost Money Cost Selling upto _ tender reed: 
Rs. Rs. Rs. . 
19.50 lakhs} 19,000 100 4-10-1999 14-10-1999 
at 12-00 Noon 
10.00 ,, ~ 203000 100 -do- -do- 
0.50 ,, 1,000 50 -do- -do- 
1.00 ,. 2.000 100 -do- -do- 
1.00 ,, 2.000 100 -do- -do- 
O:8oinet 2,000 50 -do- -do- 
Poo oad 100 -do- -do- 
4-00 ,, 8,000 100 -do- -do- 
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GOVERNMENT: OF UTTAR PRADESH OFFICE OF ‘THE EXECUTIVE ENGINEER, 
HYDEL GENERATION Divn., UPSEB, 

U. P. STATE ELECTRICITY BOARD te : -KUTETIDEVI, UTTARKASHI © 
OFFICE OF THE EXECUTIVE ENGINEER, 9 
ELECTRICITY: GENERATION DIVISION, t 
LOHIAHNEAD, VIA-PILIBHIT 


Tender Notice No. C9, HGD|1999-2000. 
‘Supply of Spares of ‘Kirloskar’ Make Pumps 


Tender Notice Ne. T-9,EGD|99-2000 :—Supply i 


“Sealed tenders‘ are invited for supply of spares of 
of Steel Filied ‘M’ Seal 


#drainage & dewatering ‘Kirloskar’ make pump of 
ie. Pe 4Tiloth Power’House, Uttarkashi from the manufac- 
Sealed tenders are invited in two parts (Ist part [urer, experienced suppliers & authorised dealers. The 
shall contain Earnest Money @2% and IInd part ~ftender shall be received upto 15 hrs. on 12th October, 
shall contain ratesiierms and conditions) from the [7999 and shall be publicly cpered at 15-30 his. 
Manufaciurers|Authorised dealers for ‘the supply of ‘fon the same day by the undersigned or his authorised 
Steel filled *M’ seal (Mahindra Engineering & Chemi-  frepresentatives. The tender documents can be obtain- 
cal products make )—50 Kg. for Khatima’ Power: House : from the Office of undersigned on any working day 


= Satis bi cata Ay ee Fae ere meh ipto 12:hrs., of 11th October, 1999 on payment of 

ier st toate a, Bee ae Bone ee Ones op Rs. 110 only inclusive Ne a ee San getian 
We + in’ ‘Tos ra - 

the undersigned on any working day upto 4th October, me i ee issieae a bee ge 3 at | ye saad 

ae eee sepals amie 940 adreouen tender documents are required through post, please 

EGD eehiahead payable at S.B.I. Khatima Be “30 send’ Rs.°30 extra with the tender cost. Earnest 

-extrasiif the ‘tender document demanded through post. Money ::Rs. 2,000 only. 

‘Undersigned =will not be responsible for any postal 

delay. . 

Sd./- 
Executive. Engineer 


“SAVE: ELECTRICITY FOR NATION” 
[No. 1965-HGD|T-1, dated 27-08-99. ] 


Sd./- 
Executive Engineer 


[No. 1445|EGD/|T-9&10/99-2000, dated 25-8-99.] | 
ES. 


. 


ale Notice— 


GOVERNMENT OF INDIA 
Tender Notice No. 10'EGD|99-2000 :—Annual 


Overhauling of Machine - MINISTRY OF URBAN AFFAIRS 


Pi. AND EMPLOYMENT 
Sealed tenders are invited in two. parts. (Ist part 


Shall contain Earnest Money @2% and IInd _ part 
Shall contain rates'terms and conditions) from the 
firms|contractors for Annual Overhauling of machine 
No. 3 of Khatima Power House, at 15 hrs. on dated - 
6th October, 1999 which shall be opened publicly at | 
15-30 hrs. on the same day. The tender document 
can be obiained from the Office of the undersigned } 
on any working day upto 5th October, 1999 on pay- 
Ment of Rs. 100 - Rs. 10 Sales Tax, through Bank | 
Draft or Cash deposited in favour of Executive Engi- 
neer, EGD, Lohiahead payable at-SBI, Khatima and | 
Rs. 20 extra if the tender document demanded through | 
post. Undeisigned will not be responsible for any 
postal delay. 


GOVERNMENT OF INDIA PRESS, 
RING Roap, NEw DELHI-110 064 


Contract for the Disposal of Waste Paper 
Arising of all sorts and used Mono Spool. Paper 
for the period from Ist April, 2000 to 31st 

March, 2001. 


oe 


Sale of Waste-Paper 


Manager, Govt. of India Press,,Ring Road, New 
§,Delhi-110 064 for and on behalf of the President of 
§\India invites sealed tenders in prescribed form obtain- 
Be able from this Office at the cost of Rs. 25 (non-refun- 

$f dable) on: any working day during the Office hours 
Executive Engineer jf for the sale of Waste Paper of all sorts and used 
@ Mono Spool Paper available (and also future arising 

[No. 1445|EGD|T-9 & 10/99-2000, dated 25-8-99.] during the period ist April, 2000 to 31st March, 


Sd./- 
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2001 in this Press. The tenders accompanied by 
Earnest Money of Rs. 15,000 only in one of the 
prescribed form addressed to Shri Harjinder Singh, 
Manager, Govt. of India Press, Ring Road, New Delhi- 
110 064 should 1each this Office before 1 p.m. on or 
before 3rd November, i999 which wili be publicly 
opened at 3-30 p.m. on the same day. The success- 
ful tenderer will be required to furnish Security Depo* 
sit at the rate of 1090 of the value of the contract in 
one of the approved forms. The approximate value 
of the total contract is Rs. 3,00,000. 


The tender form with detailed terms and’ conditions 
of the contract can be had at the cost of Rs. 25 (non- 
refundable) from the above Office from 10 a.m. to 
4-30 p.m. on any working day (Except Saturdays, 
Sundays and Holidays) from 25th October, 1999 to 
2nd November, 1999 upto 12 noon on 3rd November, 


Sd./- 
Manager. 


[No. D-270i4/1|98-Proc.|615, dated 31-8-99.] 


GOVERNMENT OF INDIA 


MINISTRY OF DEFENCE - 
iNDiAN CRDNANCE FACTORIES 


ORDNANCE FACTORY, MURADNAGAR-201 206 


Advertisement No. 715'56|DISP|ENGG.—Sale 
of Oid Plant & Machinery 


Sealed tenders are invited by the General Manager, 
Crdnance Factory, Muradnagar, Distt. Ghaziabad 
(U.P.) for the sale of approximately 90 oid Plant 
and Machinery i.e. Generators, Transformers, High 
Frequency Furnaces, HMT Lathes, EOT Cranes, 
Lathes, Jeep, Thread Milling, Station Wagon, Air 


Conditioners, Hand Roller, Weighing Scale, Moulding | 


Machine, Staff Cars (Ambassador), Maruti Gypsy, 
Tata Bus, Air Compressors, Ambulance, Diesel Dum- 
pers, etc. on “As it is where it is basis”. Tender 
Forms can be obtained from the General Manager, 
Ordnance Factory, Muradnagar-201 206, Distt. Gha- 
ziabad (U.P.) on payment of Rs. 50 only upto ist 
October, 1999. Mode of payment of Tender Form 


cost is either through a non-refundable Postal Order 
(payable at Muradnagar Post Office) or through a 
S.B.I. Bank Draft in favour of the General Manager, 
Ordnance Factory, Muradnagar and payable at S.B.L, 
(Main Branch), Muradnagar (Code-2425). Machines 
at the site can be inspected at this factory between 
10-00 a.m. and 4-30 p.m. on all working days except 
Saturday, Sunday & Holiday during the period from 
2nd September, 1999 to 7th October, 1999. The 
tenders will be accepted upto 2-30 p.m. on 8th Octo- 


ber, 1999 and will be opened on the same day at 
at 3-00 p.m. 


[No. 715!56'Disp|Engg, dated 21-8-99.] 
a 


Ordnance Facgory, Bhandara-441 906 


Non-kerrous Scraps, €tc, 


The Gcneral Manag: r, Ordnane: Factory, Bhandara invit. s sealed tend: r from the 
Sale of Scraps/Un-s: rvic:able it’ms upto 14 Hrs. on 9th S ptember, 1999, 


Serial 


Tvnd wr Enquiry No.,; Date and Nomenciaiure 
No. 


1. SP/3018/0563/M, 
dated 29.7.99__ 

Non-Ferrous Scraps 

2. Ferrous Scraps ‘ 


3, Unservic abl items e ° ° ° e 


4. Misc. Items 


e ® ° @ e 2 


reputed fiim and Contiectoisfor Digposals/ 


Quantity Earn: st 
Mon:y 


D»posit 


Date of Ovening 


Rs, 


é 2,675 Kgs. 


18,650 Kgs. 


7,400 9ti November, 1995, 
439 Nos, 


eed 


6,012 Nos. 


Note,—Details of items will be furnished in the tender documents 


only. 
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N.B.— 


Le 


Detailed of items and prescribed tender documnts will be available for sale at the office of General Manager, Ord- 
nance Factory, Bhandara w.e.f. 10 hrs. on 19th Septemb. r, 1999 upto 12 Hrs. on 9rh October, 1999. 


The price of each tenders tis Rs. 100(Rs. On> Hunéred only). It is to be paid by cross: d Indign Postal Order/De mand Draft 


drawn in favour of General Manager, Ordnance Factory, Bhandara payable to O.F. Bhandara Post Office, Jawaharnagar or 


SBI, Bhandara respectively. Tender f. cis non-returnable, Ti nd«rfoim will be post: d only aftcr last date of receipt of tinder 
request. 


The tender form duly completed alongwith Earnest Money in the form of Deposit-at-Call-Rec: ipt of any Nationalised Bank 
drawn in favour of Gen. ral Managir, Ordnene Factory, Bhancara must be submittid in the tendcr bex ki pt at Main Gate 
of O.F, Bhandara before 14 Hrs, on 9th November, 1999. 


The tender will be opened on the same day i.e. on 9th November, 1999 at 14.30 Hrs. 


The tenderer should submit the latest copy of Income Tax Clearance Certificate of the current year from the appropriate autho- 
rities alongwith tender form. 


The General Manager, Ordnanc* Factory, Bhandara reserves the right to rejecting or accepting any or all the tenders without 


Apsigning anyreason. Incase ofany dispute, the decision of the General Manager, Ordnance Factory, Bhandara, will be final 
and binding. 


Interested parties can visit O.F. Bhandara latest by 9th November, 1999. 


[No. PV/SP/3018/ADVT/TE/BF, dt. 2-8-99.[ 


U735 


Further L. E.— 


GOVERNMENT OF INDIA, MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES: 


The Garrison Engineer (East), Firozpur Cantt.-152 001 
Special Repairs to Buildings, etc. 


The Garrison Engineer (East). Firozpur Cartt.-152 001 invites applications by 30th September, 1999 from enlisted contractors of 
the ‘appropriate classes for issuc of tenders for the follewtng works:— ; 


‘Serial | Name of Works ‘Estimated ‘Earnest _—_— Period of 
“No! Cost Money Completion 
Rs. Rs. 
1. Special Repairs to Building No. T-12 B& C. 11-C& D and 10-C at FZR Cantt. . 3.00 lakhs 7,000 6 Months 
IN Repos to renin Carpet in Sector 3 at FZR Cantt. . " : F j ; 3.05 lakhs 8,000 6 Months 


[No. 8026/A/747/E8, dated 28-8-99 .] 


— — * 


Special Repairs to Roofs, etc. 


The Garrison Engineer (East), Firozpur Cantt.-152 001 invites applications by 30th September, 1999 from enlisted contractars 
of the appropriate classes for issue of tenders for the followtng works:— 


Serial Name of Works Ey timated Earnest Period of 
No. Ost Money Complet, oy 
Rs. Rs. 
1. Special Repairs to Roofs in 550 Acre Area at FZR Cantt. F : ; ‘ 4.00 lakhs 10,000 6 Monty, 4 
2. Special Repairs to Security Fencing at Kasubegu.. : f } 9.00 lakhs 20,006 6 Monel 
3, Painting to Joinery in 550 Acre Area at EZR Cantt.. ‘ 4 : : 3 4.00 lakhs 10,000 6 Months 


[No. 8926/A/746/E8, dated 27-8-99 } 


eS 


Special Repatrs to Building, etc. | 


The Garrison Engineer (East), Firozpur Cartt.-152 001 invites applications by 30th September, 1999 from enlisted contractors 
of the appropriate classes for issue Of tenders for the following works:— 


Serial Name of Works Estimated Earnest Period of | 


NG Cost Money Completion | 

Rs. Rs. | 
i. Special Repairs to Building No.1 BHM in Sector 4 at FZR Cantt. . : : 5.00 lakhs 13.006 6 Months : 
2. Painting to Joinery in Sector 3 at FZR Cantt. , : : i : : . 4.00 lakhs 10,000 6 Months : 


[No. 8026/A/745/E8, dated 26-8-99.) ~ 
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GOVERNMENT OF INDIA 


DEPARTMENT OF TELECOMMUNICATIONS 


O fice of the Chlef General Manager, Telecom Factory, Dlonar, Mumbai-88 


Supply 


of Cabinet, 


CLC. 


Sealed tender’s are invited by the Chief General Manager, Telecom Factory, Mumbai-88 on behalf of the President of India for 
the supply of following Stores :— 


Serial 
No. 


10. 


\1. 


i2. 


LD. 


C738 


Tender No. & Description of Stores 


ee ay -2000— 
U Cabinet for Hot Line (PWERS) 


TFM/RMP/SPC/P WER/377/99-2000— 
15 U Cabinet for Hot Line (PWERS). 


TFM/RMP/SPC/382/ 99-2000— 
Tricloroethelene . 


TEM/RMP/SPC/410/99-2000— 
Deal Wood 10025 (4” * 1”) 1 Meter 
Long. 


TFM/RMP/SPC/DP/415/99-2000— 
Nozzle Assly. for D. P. Box 5 Pair . 


TEM/RMP/SPC/DP/414/99-2000— 
Rubber Grommet for D. P. Box 5 Pair 


TFM/RMP/SPC/DP/413/99- 2000— 
Lock & Keys for D. P. Box 5 Pair . 


TFM/RMP/SPC/LJU/409/99-2000— 
Brass Insert M3 for LJU Body 


TFEM/RMP/SPC/LJU/404/99-2000— 
Spring for Shutter for LJU Mark 2 


TFM/RMP/SPC/LJU/406/99-2000— 
Slotted Pan Head Wood Screw No. 
mm. long. 


TFM/RMP/SPC/LJU/407/99-2000 
Slotted Counter Sunk Head Wood 
Screw ND 5 ffi15 mm. long. 


TFM/RMP/SPC/LJU/408/99-2000— 
Pan Head Special for LJU Mark 2. 


2X5 


TFM/RMP/SPC/384/99-2000— 
S. S. Screw CH HD M5 X 16 mm. . 


TFM/RMP/SPC/419/99-2000—. 


Solder Wire Resin Cord dia 1 mm. . 


TFM/RMP/SPC/420/99-2000— 
Sodium Hppochlorite 


20,00,000 


Quantity 


25 Nos. 


20: 5,3 


10,000 Nos. 


60 Cu. 
Mtrs. 


vl 


- 50,000 Nos. * 


'1,00,000 F,, ® 


50,000 ,, 


20,00,000 Nos. 


10,00,000_ ,, 


30,00;000 5, <Fix 


20;00,000_,, 
1,70,000 


. 1,000 Kgs. 


10,000 Ltrs. 


of 


2° 


Tender 
Fee 


Rs. 


250 


250 


250 


250 } 


250 § 


250 1 


250 


200.5: 


250 


250 


250 4 


Last Date of Issue Tender 
Form 


of Tender 


21st October, 1999, 
Upto 4 p.m. 


21st October, 1999,, 


Upto 4 p.m. 


21 st October, 1999, 


Upto 4 p.m. 


21st October, 1999, 
Upto 4 p.m. 


1st November, 1999, 


Upto 4 p.m. 


1st November, 1999, 


Upto 4 p.m. 


ist November, 1999, 


Upto 4 p.m. 


21st October, 1999, 
Upto 4 p.m. 


18th November, 1999, 


Upto 4 p.m. 


25th November, 1999, 


Upto 4 p.m. 


25th November, 1999, 


Upto 4 p.m. 


22nd 


22nd 


22nd 


22nd 


2nd 


2nd 


2nd 


22nd 


19th 


26th 


26th 


Due Date : 


October, 1999 


at 2.30 p.m. 


October, 
at 2.30 p.m. 


1999 


October, 
at 2.30 p.m. 


1999 


October, 1999 


at 2.30 p.m. 


November, 1999 
at 2.30 p.m. 


November, 1999 
at 2.30 p.m. 


November, 1999 ) 


at 2.30 p.m. 


October, 1999 
at 2.30 p.m. 


November, 
at 2.30 p.m. 


1999 


November, 
at 2.30 p.m. 


1999 


November, 
at 2.30 p.m.. 


1999 


25th November, 1999, 26th NMoibee 1999 


Upto 4 p.m. 


18th November, 1999, 


Upto 4 p.m. 


25th October, 1999, 


Upto 4 p.m. 


25th October, 1999, 


Upto 4 p.m. 
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19th November, 


26th 


26th 


at 2.30 p.m. 


1999 
at 2.30 p.m. 


October, 1999 
at 2.30 p.m. 


October, 1999 


at 2.30 p.m. 


@ September 15, 1999 


Intending tenderer’s may obtain tender forms along with terms and conditions from O/o The Chief General Manager, Telecom 
Factory, Deonar, Mumbai-88 on payment of Tender Fee (Non-refuneable) either in Cash or Money Order in favour of Accounts Officer 
(Cash), Telecom Factory, Mumbai-88 on week days (Monday to. Friday) at 2 p.m. to 4 p.m. 


Sealed Tenders should be addressed to Asstt. Engineer (PS) O/o The Chief General Manager, Telecom Factory, Deonar, Mumba; 
mmouid be superscribed “Quotatin for.... 0. .cccecccccveseece eevee, SLCRUCEIING? nthe | cc tine. DUGLOneLe 


[No. TFM/RMF/SPC/PWER/376/99-2000, dated 3-9-99.] 


GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT _ 
Office of the Executive Engineer (E), Ahmedabad Central Electrical Division, C.P.W.D., Ahmedabad-380 064 


Construction of Kendriya Vidyalaya, etc. 


The Executive Engineer (E), Ahmedabad Central Electrical Division, C.P.W.D, Ist Floor, Jawahar Saw Mill Building, Out- 
side Shaopur Gate, Ahmedabad-380 004 invites on behaif of the PresidentofIndia sealec item rate tenders from appio.cd and eligible 
contractors of C,P,W.D, and those of appropriate list of P&T, MES, and State PWD of Gujrat and those of registered with 
are [rigation, Public Health,Highways Deptt., etc. provided they are eligible for tendering for electrical works of State 

.W.D. © 


Serial Name of Work Estimated Farnest Tite Cost of 
No. Cost Money limit Tender (Non- 
Deposit refundable) 
Rs, Rs. Rs. 
1, C/o. Kendriya Vidyalaya A-1 Type & Staff Quarters C.R.P.F. 4,03,064 10,077 500 15 months. 


Campurs at Gandhinagar. 
(SH : Providing Internal E.1. & Fens & Telephone conduit 
in Schoo! Building.) 


Receipt of Application for Issue of Tender Forms : at 4-00 p.m. on 24th September, 1999, 
Issue of tender forms : . at 4-00 p.m. on 25th September, 1999, 
Receipt of Tenders > at 3-00 p.m. on 28th September, 1999. 
Openiag of Tenders : at 3-30 p.m. on 28th September, 1999, 


Tenders forms can be had from office between 11-00 a.m. and 4-00 p.m. every day except on Sundays and Public Holidays. 


Tenders forms will not be issued unless valid Income Tax Clearance Certificates, Registration Certificates and Electrical License 
is produced. 


Tender shall be accompanied by Earnest Moncy as above in the form of Receipted Treasury Challan/Deposit-at-Cal! Receipt ofa 
Scheduled Bank issued in favour of the Executive Engineer (Electrical), Ahmedabad Central Electtical Division, C.P.W.D. 
Ahmedabad. Guarantee! by the Reserve Bank of India. 


The Contractor shall be required to place the Earnest Money and the Tender in separate sealed envelopes marked ‘“‘Earnest Money”’ 
and “Tender” respectively . Both the envelopes shall then placed in another sealed evnelofie and submitted to the Tender Inviting 
Authority in the usual manner.The envelpopy marked ‘Teader’’ of only to32 co 1tractors shall be opened, whose Earnest Money 
Placed in the other envelopes is found to be in order. 


FDR/Cash will not be accepted. 


Sd.l- 
Executive Engineer (Elect.) 


[No. 69(1)/ACED/99/1065, dated 27-8-99.1 
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(GOVERNMENT OF INDIA : oS atoeait ashooel eae 

DEPARTMENT OF TELECOMMUNICATIONS | 1 mogalot dilea2 

- Office of the Chief General Manager, Teiccom Factory, ‘Deonar;, Mumbai-400 088 fie 2 yn ry 
Supply of Hook Receiver Assly., etc. | 


dat “4 


Sealcd tenders are invited by the Chief Gencral Manager, Telecom Factory, Mumbai-88 on behalf of the President of India f 
the supply of following stores :— 


Serial Tender No. and Quantity Tender Last date of Tender Due 
Oo. Description of Stores Tere Fee Tender issue Date 
Rs, 
1. TEM/RMP/SPC/CBT-95/184/99-2000— 
Hook Rec?iver Assly. -.) 25,000Nos.: 250 4th October, 1999 5th October, 1999. 
upto 4-00 p.m. at 2-30 p.m. 
2. TFM/RMP/SPC/CBT-95/398/99-2000— , | 
Relimate Female Connector 4:way.. sol) 10000. by; 250  21st'October, 1999 22ndOctober, 1999 
upto 4-00 p.m. at 2-00 p.m. 
3. TFM/RMP/403/PA/2000-2001— ¢ 
.Leather Shoes (Black) : : : 1;094 Pairs 250, .25thiOctober, 1999  26th,October,,1999 — 
| upto 4-00;p.m.. at 2-30 pam) 
(7) 0-4. DRM/RMP/SPC/CBT-95/369/99-2000— ) ib desl afiteS eoktgeer ogag 
sins elimate Female Connector 8 way . : 10,000 Nos. 250 21st October, 1999 22nd October, 1999 


upto 4-00 p.m. at 2-30 p.m. 


Intending Tenderers may obtain tender forms alongwith terms and conditions from Q@/o..the;Chief Gen>ral Manager,Delecom 
Factory, Mum bai-88 
y io ye : ‘ 


on paym >nt of Tender Fee (Non-re fundable( either in cash or M.O. in favour of Accounts Officer, (Cash), 
{i 1 a ok fi7s Pett trig pi fitam 2-9) siete 40. ma 


Sealed tender should be addressed to Asstt. Engineer (PS), O/o. the Chief General Manager, Telecom Factory, Mumbai- should 
be-superscribed “QUOTATION FOR Tend:r No........... 055. Due on 


. Wt) fipie Bh op fT L. hey rigun RYLID OA 6 yee 
“[No. TFM/RMP/SPC/CBT-95/398/99-2000, dated 31-8-99.] 
GOVERNMENT. OF INDIA. te 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
Ordnance Clothing Factory, Shahjahanpur-242 001 


&, Material Handling for Fabrication of Coat Combat Dis., etc. 
.., The General. Manager, Ordnanc? Clothing Factory, Shahjahanpur \(U, P.) invites sealed ‘tender for th* purchass Of following 
m(s) on bchilf of the President of India, 
Tender Enquiry No. 4108/PV/5650. 
Date 


4th September, 1999, 


Tender Opening Dateand Time At 14-30 hours on 7th October, 1999, 


Inspection Authority The Controllcr., COATEC) ‘PLB. No. 294, Kanpur. 


Inspecting Officer The SQAO/SQAE (GS) Shahj2hanpur or his authoriscd representative. 


AS tsa Itém Quantity x Sp-cification 48 
1, Material Handling for Fabrication of Coat Combat Dis. with detachabl: 25,000 Nos.) 
Lining, 1998 pattern. oY 
2. Material Handling for Fabrication of Jacket Combat Gaberdine 745500, 4; | , As per Material Handlin 
Polyester & Cotton Dis. 1998 pattern. Elements will b> attached 
i) <9 ax! Nae | with Tender Documents. 
3. Material Handling for Fabrication of Trs. Combat Garberdine Polyc- 70,500 rs 
'., ster & Cotton Dis. 1998 pattern. 
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Further details availabl>in T+ nder Form. Tender documents can be obtained from the officéof the General Manager,, Ordnance 
Clothing Factory, Shahjahanpur omany Wor king day by paying Rs: 50 as per schedule given below2 = 


On Cash Payment Only upto =. 4th ®ctob-.r; 1999." 
Note : Monsey Order/Dimand Draft/Ch: que and Postal Order as a cost of Tender ae ea will not be ace>pted, 
Tender sets duly completed should reach: before opening time and i is non-transfera ble. 
Sd./- 
Works Manager 
[No. 4108/PV/5650, dated 4-9-99.] 


MILIFARY ENGINEER SERVICES 
Headquarters, The Commander Works Engineers, Leh, C/o. 5 APO- 


Provision of Electric Supply, etc. 


The Commander Works Engineers, Leh, C/o, 56 APO invites applications by 22nd September, 1999 from enlisted M.E.S., 
P.W.D., C.P.W.D. and Railway contractors of eppropriate class for the following works :—*: 


Serial Name of Werks Estimated Earnest Period of Last date of 
No. “te it Cost Money completion , receipt of 
application 
Rs. Rs. 

1. Provision of Electric Supply, by providing 1X320KVA 36,00 lakhs 54,000 6 months. 22nd September 1999. 
and. IXl1IOKVA DG Set and. external electrification * ny? fee 
at Karu. 

2. Addn./Alteration to Karu. . ba ae 4 o 2. BOOO 5. 45,000 8 months 22nd September, 1999. 

3, Construction of bathing points and toilets blocks 19.00 ,, 37,500 Saris 22nd: September, 1999, 
at Karu. 

4. Provision of external electrification and Watr Supply 37.00 Ss 55,500 St ss 22nd. September, 1999. 


at MAC Hunder. ~: se 


Notes :-— 
1. Contractor not enlisted’ with: M.E.S. are required to submit applications alongwith :— 


(2) Copies Of letter of enlisinuent in other department and latest Income Tax Clearance Certiticate, 


(b) Particulars of works carried out by them during the last two years, designation of officer under whan executed. 


Standing Security wit the M.ESS. 
Sd]. 


ASW 
[No. 8000/ADV/404/E8, dated 4-9-99,] 


| 
| 
| 2. Earnest Money to be ravided alongwith the tender as mentioned above, payable by the contractors wio Have not deposited 
| 
| 


—— }|— -— 


Special Repairs to. EPO Building 


| The Commander Works Engineei, Leh, C/o 56 APO invites applications by 22nd September, 1999 from™ =enlisted MES, PWD 
ew and Railway contractors of al appropriate class for the following works :—- 


‘Serial Name of Work m4 Estimated Earnest » Period of Last Date of 
| No, : Cost Money completion of receipt of 
; a pli-aton 
Rs. Rs, 
1. Special Repairs to EPO Building at Kargil . : 3.00: lakhs 6,000° 4 months 22nd September, 1999. 


_ 2, Contractors not enlisted with the MES are required to submit applications alongwith. :— 
(a) Copies of letter of enlistment in other department and latest Income Tax Clearance Certificate, 
(b) Particulars of works carried out by them during the last two. years, designation of officer under whom executed, 


3, Earnest Money to be provided alongwith the tender as mentioned above payable ty the contractors who have not deposied 
Handing Security with the M: RS. St 

| | Sd.|- 

| a ASW 


| [No, 8000/ADV/401/E8, dated 2-9-99.] 
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{ GOVERNMENT OF INDIA 
“MINISTRY OF DEFENCE 

. MILITARY ENGINEER SERVICES 
GARRISON ENGINEER (ARMY), BARODA-9 


‘Repair/Repiacement to Roof Covering to 
Certain Buildings 


The Garrison Engineer (Army), Baroda-9 invites 
applications upto 27th September, 1999 from MES| 
CPWD|Railways|PWD contractors. 


Name of Work: Repair|Replacement to Roof 
Covering to Certain Buildings at L|L area Baroda. 


Estimated Cost of Work 


Five Lakhs 
approximately. 


is Rupees 


Earnest Money is Rupees Ten Thousand for the 
above mentioned work to be deposited by contractor. 


' if o. 
LAftS 


es 


5 


GOVERNMENT OF INDIA | 
MINISTRY OF DEFENCE SoH 


|. INDIAN ORDINANCE FACTORY 


| ORDNANCE EQUIPMENT Factory, Kanpur-208 001 


i 


_ Purchase of CNC Lathe: Extension of Time 


Reference : This Factory Letter of Even No. 
Ist July, 1999. a aa ae 


The following amendment has been authorised :-— 


_ The o ening date of Tender Enquiry N 
y No. EO/451 
2/RR/06 199-2600 MS for procurement of ane 


item is hereby extended from 27th A 
24th September, 1999, ugust, 1999 to 


Ail other entries will remain unchanged. 


WHIT 


Sd./- 
nn RRA OR I Works Manager 


_ INo. EO/451|2/RR|06|99-2000, dated 2-9-99 
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[No. 8553|E8, Telegram, dated 8-9-99.] 


GLOBAL TENDER 
BURN STANDARD COMPANY LIMITED 


(A Govt. OF INDIA UNDERTAKING UNIT) 
SALEM-636 005 


No. 2/99. : Supply of 1 No. 2500 MT Capacity 
4 Column Construction Hydraulic Press, etc. 


Global Tenders are invited for supply of following 
items :— 


(a) Tender No.—T)40|99 : Supply of 1 No. 
2500 MT Capacity, 4 Column Construction Hydraulic 
Press for Manufacturing of Magnesia Carbon Bricks. 

~1 1 OSES 

(b) Tender No.—T|41|/99 : Supply of 1 No. 
X-ray Fluorescence Spectrometer, Swing Grinding Mill 
& Briquetting Press for analysis of Refractory Mate- 
rials and Products. 


(c) Tender No.—T|42\99 : Supply of 1 No. of 
High Temperature Polarizing Microscope with Auto- 
matic Photomicography Attachments for Studying Re- 
fractory Products. 


Detailed tender documents can be obtained against 
application on prospective bidders letterheads on 
payment of Rs. 200 per tender by Indian Bidders and 
USD 5 by Overseas Bidders by way of a Crossed Bank 
Demand Draft or Pay Order in favour of Burn 
Standard Company Limited, payable at Salem, 
India. . Tenders will be sold upto Ist October, 1999 
at Burn Standard Company Limited, Salem. 


(No. S|Advt.|360|7745, dated 3-9-99.] 


hte Jar pate 
-s- - Ge tu . re. 


ee 25% bt (2.47.42 ED 
Be { jOui V3 


GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 


DIRECTORATE GENERAL, ASSAM RIFLES 
SHILLONG-793 011 


No. Vill. 11014!PFS|99-Engr. : Supply of Pre- 
fabricated Tubular Structures 


Applications are hereby invited from fabricators and 
AR enlisted contractors for issue of tender documents 
along with particulars of execution of similar works 
in the past for Supply of Pre-fabricated Tubular 
Structures complete with columns & trusses purlins, 
base plates in the size of 15 Mtrs. % 8 Mtrs. and 
ancillary services, Quantity—30 Nos. at an approx. 
value of Rs. 18 Lakhs for supply to Assam Rifles at 
different locations in the North-East States (Manipur 
Nagaland, Agartala and Aizwal), 


C743. 


ipt.of Application: 30th Septem- Tenders will now ibe. received ‘upto:i2-30) p.m. on 
vee fi See areata the above mentioned date and will be opened at 3 p.m. - 
rn ceri on the same day.” PAYNE) 
The Chief Engineer, Assam Rifles reserves the 


right to reject: any. application for. issue. .of . tender Other terms. and: conditions shall\temain unchanged. — 
documents without assighing amy .season. 


| re | Saypaowd 
[No.. VIL. 11014|\CP|Pre-fab.|99-Engr,, Superintending Engineer (SSPC) 
was dated. 31--8+99.] “05 : | 
| [No. RSEB|PR|Advt. 8331 (95-96) |F 1910, 
are 3 dated oe Oe diy 
pe , Sey Oey 2 ibe ite g ‘Ctewr-eroetel 
GOVERNMENT OF INDIA ss) Dea ele ee 
} . ' dee § aoe 
MENISERY. OF LABOUR | eae ae ee 
: ADVANCED TRAINING INSTITUTE ~ é | GOVERNMENT OF INDIA . }3}3©|— 
r wales Sait aN a: buat oinhtae 
Upyog, Naar, .KANPUR-208.022, NATIONAL SAMPLE SURVEY ORGANISATION... 
PHONE, ;, 296273; Fax.: (0512).296273. eas | 
ids : UPRASTHAN DaTA PROCESSING DIVISION, MA4HALANO pS eh 
te "164; GLE Roan, ,CALeUtEA TOO G35. 


ioe Re Arrmeeees Supply and Installation of Computer Hardware and. 
The; following, amendment has been authorised: :— raG.e Software . Se 
Last Date of Receipt of Tender being 10th Septem- pape. pee aggown. ir  rorkehope foie ate 
ber seid peniamber, 1999) respectively. Installation of Computer Hardware ~ 4 eae ee 
? : Calcutta, Delhi, Nagpur, iridih, angalore an 
Inthe continuation, to the above Advertisement, you. Ahmedabad, Detailed specification may be collected 
are requested,.to issue a, corrigendum as follows : irom Room No. 202 of the above ac ened 
ae i eee a : Last date of submission. of technical: and: financia 
(1) i i; Re {pita aro oe 5 Eau bids will be within 75th days after ey Dllcation of 
oread as,“DIN, or L:quivalent: Specificatio: 0 tis MORES: 
valent Specification. must; be: specified). 


=e sai [No. DPD (SW)|COMI2. (398,995: dated: 3:9:99,] 
; Joint Director of Training 
[No. T/AVES}26|HT|94-95|Vol.-IV, | “I 
dated 9-9-99, Received through’ Fax.] ~ 


— 


Tat e 


ae Shes 


MINISTRY OF DEFENCE Si 
DIRECTOR GENERAL BORDER ROADS 


COMMANDER, HQ 32 BRTE, (GREE). iC|oi56iAPO! 
(SUBSTATION .PROCUREMENT CIRCLE) | 000%: i 


GOVERNMENT OF RAJASTHAN - 
RAJASTHAN STATE ELECTRICITY BOARD 


New Hotep, BurLpinc; AJMER Roap, Supp ly OF GSB: and. WBM,Materials:. : Ay} 2 

_ Jaipur-302 006 7 The Commander, HQ 32 BRTF (GREF), Clo 56 - 
byt re APO invites applications on_or before.22nd “Séptem- 
ABE NoticeNo. TN-2499. : L. T. Switched ber, 1999 from approved DGBR|MES|PWD|CPWD} 7 
qpacuoer: Bank.--Extn. of Due Date Railwaylany other Govt. Agency contractor for issue 


alia 101 ar ; . of tender documents for supply of GSB and WBM 

The; following;.amendment has been authorised, :— materials (Ston Metal 90415. MM, Stone Metal. 

AE ede 63-45 MMuand Screening 13.2 MM) to be executed __ 

The,. Due, Date of Opening _of Tenders .against; . in between KM 83.00 to.85.00. on ~ road Srinagar- 
Notice..Na, TN-2499 \for L.T. Switched Capacitor, Sonamarg-Gumri in. J&K.State..~ > 

Bank, is. extended upto. 20th September, 1999 which. ©0700 ts 


was due on 25th August; 1999, Estimated Cost of Work ; Rs... 12,00, Lakhs. 
CTA. 
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oaks Wagon, to be. fixed on 


Applicants must attach with their application a 
valid Income Tax Clearance Certificate, Registration 
Certificate from MES|PWD)Railway|Other Govt. 
Agencies, experience certificaté of similar works execu- 
ted during past three years and details of technical 
aud financial resources. 


[No, 8245|03|E8, dated 26-8-99.] 
» GOVERNMENT’ OF INDIA 
“MINISTRY ‘OF COMMUNICATIONS 
DEPARTMENT OF TELECOMMUNICATIONS 
M.P. TELECOM, CIRCLE, Buopat-15 
Narrow Base Tower: Extension of Date. 
CORRIGENDUM . 
Tender enquiry, No, MM|SP-11-02)Tender!99- 
2000|/NBT|6, dated 19th July, 1999 for supply of 40 
Meter Narrow Base Tower alongwith accessories is 
postponed due to technical ground & to be held open- 
ing of tender at 15 hrs. on 16th September, 1999. 


__. Tender forms will be supplied ‘upto 15th September, 
1999. " Eligibility may be read as below. 


1. TAC & Past performance is proposed to be 
taken at the time of placing P.O. 


All other terms & conditions remain same, , 
Sd./- 
Asstt. General Manager (MM) 


“Oy ENG. ‘MM)SP-11-02/Tetidet|99-2000/NBT. dated 


BS aoe vn 1-9-99,] 


GOVERNMENT OF DELHI 
PWD ELECTRIC DIVISION 


EXECUTIVE ENGINEER, PWD ELECTRICAL Division, 
MSO. BLvG., ITO, New DELHI-110 002. 


OW vérauticall Y Operated Aerial Tower ‘Wagon 


ewe item ‘rate  quotati 
Of ihe President of India, by the Executive Engin 
‘PWD: Electricat Division-V; MSO Bidg., for the fabri 
cation of Hydraulically Operated Aerial Tower 
} 7 Ashok Leyland. C 
chassis. The. detailed pocifiveiticas and sda tea 
can be obtained from this Office before 22nd Septem- 
6 ber, -1999, on. any working day, during Office -hours. 
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tations are. invited on béhalf 


Qnly' the manufacturers or their authorized dealers 
should only apply, enclosing list of clients to whom 
suchequipment has been’ supplied in the past and 
performance certificate from them. 


The quotations duly filled should reach this Office 
ue 4 15-00 hrs. on 27th September, 1999. The 


quotations shall be opened on same day at 15-30 hrs, 
in the presence of intending fabricators present. 


Sd./- 
Executive Engineer 


{No. 54|18;/PWD ED-V|D.S.|1743, dated 2-9-99.] 


GOVERNMENT OF INDIA 
"MINISTRY OF DEFENCE 
BORDER ROAD TASK FORCE 


OFFICE OF THE COMMANDER, 46, BRTF, BAGHMARA, 
P.O.-NAWAGARH, Dist.-DHANBAD (BIHAR) 


Handling and Conveyance of Cement 


The Commander, 46, BRTF, Baghmara, ’P.O.- 
Nawagarh, Dist.-Dhanbad (Bihar) invites application 
on or before 22nd September, 1999 from suppliers| 


contractors. enlisted with BRO|MES|CPWD and Rail- 


ways, etc. for issue of tender documents for the work 
“Handling and Conveyance of Cement by road ffom 


Railway Wagons at Jharsuguda Railway Station to 


various locations under’ 109 RCC in Orissi State and 
104 RCC in Bihar State.” 


Total Estimated. Value of Work ** Rs. 11 Lakhs. 
Earnest Money : Rs. 21,500. 


Contractors who are not enlisted with BRO are 
requested to submit alongwith their applications, 
copies of letters of enlistment in other departments, 
latest Income Tax Clearance Certificate in the new 
proforma and particulars of works executed by them 
during last two years giving designation of the Officers 
under whom the works were executed. Earnest Money 
is to be deposited alongwith the tender as” ‘noted 
against work payable by the contractors who have no 
Standing Security Deposit with’ BRO. 


Applicants must attach with their applications, a 
Call-Deposit Receipt!Bank Draft for Rs. 300 for each 
tender separately pledged in favour of the Commander, 
46, BRTF, Baghmara, P.O.-Nawagarh, Dist.-Dhanbad 


(Bihar) which will be refunded on receipt of bonafide| 
blank tender. 


C745 


Invitation of application for issue of tender docu- 
merits does not guarantee issue of tender to applicants 
even to enlisted contractors of appropriate class. Issue 
of tender will be decided based on the past track 
records, financial position and experience of similar 
works. Decision of issue of tender or otherwise by 
the Accepting Officer shail be final and contractor will 
not be entitled for any compensation for rejection of 
his application. 


[No. 8099|23|S8, dated 27-8-99. ] 


GOVERNMENT OF INDIA 


Institute of Himalayan Bioresource Technolosy (Council 
of Scientific and Industrial Research) Palampur (HP) 


Prequalification Notice for Construction of Hostel Building 


Applications are invited from established firms for pre-quali- 
fying the contractors for the work of “Construction of Hostel 
Building” at LH.B.T. Palampur (HP). The estimated cost 
of the work is Rs. 120.00 lacs and the completion time will be 
18 months. The scope of work includes civil construction, water 


supply and sanitary installation and electrification wotk. 


Interested parties who have successfully carried out at least 
three similar works of Rs. 40.00/lacs and above in cach case during 
fast five-yeats for Govt./Semi-Govt/Public Undertakings oF 


CSIR and its laboratories need only avply alongwith the following 
information and supporting documents. : 
(a) Name and style of the firm with — their constitution 


proprietorship partnership detail etc. with date of establish- 
ment/regisiration. 

(b) Organizational structure echnical and other Saaiewith 
their quialification indicating details of workshop factory, etc. 


(c) Enlistment status with CPWD/MES/Railways for other 
Organisations as above. 


(d) List of T and P available with the firm and can be spared 
for above projects. 


(ce) List of works successfully completed in the last five years 
ag above with testimonials and completion certificate. {rom de- 
partment concerned. 


(f) Copy of Income Tax Clearance Certificate for last three 
years of the organisation. 


(gy) Details of works in hand with yalue and likely dates 
completion’ ; 

(h) Annual Tutn-over during last three years with Baiance 
sheets. 


(i) Arbitration cases if any- 

Application alongwith supporting document may_be sent to 
the Director. 1.H.B.‘T’. Post Box No. 6, Palamput-176 061 (HP) 
50 as ta reach him by 28th September, 1999. tis 3 p.m. Director, 


I.H.B.T. Pafamour teseryes the right to reject any or all the 
applications, without: assigning any reason thereof. 


Sthelo ge 
Executive Enginser 


[No. 2881, dated 2-9-99.] 


‘C140, 
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INDIAN RAILWAYS 


SOUTH EASTERN RAILWAY | 
, SEER! 
witto Chief Engineer (Con) Gardea Reach 
Calcutta-700 043 


oe 


GE NCC 
Construction of Coyer Shed 


Sealed tenders (Tender Notice No. CE/Con|GNC/26/99) in 
the prescribed form are invited by the Chief Engineer (Con) S-E. 
Rly Garden Reach/Calcutta-43 on behalf of the prescdent of 
India’ ftom th: contractor who will fulfilled the following eligt- 
bitily criteria for Execation of works for construrction of ket 
nos. Cover shed of size 39 m X 13-7 m each with gantry anc 
lean ta shed at both sides. dtsmantling of existing shed and igi 
porting the dismantling, materiafs laying, of track inside the 
iranning shop modification of existing AC shop shed etc, > 
connection with augmentation of POH of AC coaches q 
Kharagpur workshop. AES 


i t Money Is 
Approx value of work is Rs. 1,51,52, 701, Earnes 
ph depositis Rs. 50.000 period o completion ts 18 (Etghteen) 
months from the date of issue of acceptance letters. 


Fligibility Criteria :—Satis factory completion, of ATS ces 
similar work i é. suprly and jabrication of 1 ‘ a less than 
including RCC foundation of columns etc. of ya aced of copy 
Rs. 50 lakhs during last three years deel gia ation to_ that 
of certificates issued by Govt/State Govt. apse . 


effect. 


ve ted 
Tenderer who fulfilled the abave conditions only ne lela agl 
to collect the dctailed tender document in Sn Fineet 
their authorise¢ reqpresent ative from the one Q 
\Con)/S.E. Rly,/Gatden Reach, Calcutta-4>. 


: ecaipt 
sold on production of money Fecal 
f 1200 (not-refundable) All cation Estimate ae amet 
C 730308 per set to be deposited either with ae “ay, Stas 
ein (Con) S.E. Rly Garden Reach Calcutta A a 1 apt 
See of thistailway. The tender forms will be $ 


11.15 hrs. on 12th October, 1999. 


Tenedet forms 


i nm 12th 

drop their tender upto 15.00 hts. re) 

Mice baie Sad ak will be opened in eet + ete re 

ie 12th October, 1999 in pee isu a ae cae 

EB: Reach Calcutta-4> \ : on) 

ERY Oa emesWat and {c) .Chief Engineer (Con), S.E.Rly 
Visakhapatnam. 


¥ 


i i ificates at the time 
roduce their requistte certifica ‘ 
‘Sor m from the office of Chief Engineet (Con), 
Reach, Calcutta-43. 


Tenderer(s) mus 
of purchase tender 
S.E.Rly /Garden 


ic 1 ing will be 2 

rence for public sector undertaking W! a 

Pe 25 an cate the over all value of tender by @ a 
spies dertaking of the State of Central Govt. is ih 1 be 
Mer than the lowest tender of a provate tenderer the 


: en eto the tender of such 
i reset ves the rtght to give preferen e | 
Ravlie sector undertaking ignoring the lowest tendet. | | 


No tender form will be sent by post or receved by post. 


: } 5 god: Melalby a 
_ PR/Engg-292/99. dated 2-9-1999, issued. by th 
C.P.R.O. IN eat Garden Rea h Road, Calcutta-43.] 


September 15, 1999 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


Army Purchase Organjsation Room,*No, 392-A, Krishi 
® Bhavan, New Delhi 


Dal Arhar, ete. 
Tender Notice No. J-11012/2/98-Purchase, III, 


_ The Chief Director of Purchase, Ministry of Defence, Army 
Purchase Organisation, Krishi Bhavan, New Delhi, invites 
tenders for the following items from enlisted State Level Fe- 
derations, State/National Cooperative Federation and Public 
Sector undertakings 


Serial Items Quantity 

No, 

1, DalArhar . 4 . ° : - 3,000 MT. 
2.- Dal Moong .. A : 2,000 MT. 
3. Moong whole : 4,000 MT. 
4, Dal Urd : é ° ° 2,000 MT. 
5. Urd Whole . 3 : 2 3,500 MT. 
urd Dali Zig’ ws); 1,700 MT. 
7. Gram Whole 1,000 MT. 
8. Dal Masur (Tentative) 500 MT. © 


(Specifications and other details are given in Tender Docu- 
ments). 


Tender forms can be collected from this office during the 
Office timings period 9 am to 3 p.m. with effect from 13th Sep- 
tember 99 upto 22nd September, 1999 on submission of Rs. 100 
demand, draft drawn in favour of Assistant Chief Director of 
Purchase, APO, for each tender set. In case of requisition by 
Registered Post, the rate henceforth will be Rs. 125 
and for requisition by Speed Post, the rate. will be Rs. 155. 
Tenderers are advised to affix coupon Rs. 100 on tender set 
Submitted by them failing wbich their tender may be ignored. 
Requisition for Tender Forms should indicate the name and full 
address of the applicant. 


Negotiation for procurement of Gram whole and Dal Masur 
(tentative only) will be held on 23rd September, 1999 from 11.00 
hrs. onwards in Room No. 5-A, South Block, New Delhi and the 
Negotiation for procurement of other varieties will be held on 
14th October, 99 from 1.100 hrs, onwards in Room No. 102, 
South Block, New Delhi. 


In case of any PSU s)Government Undertakings/State level 
Federations desire enlistment with APO they may approach 
DP (APO) during the period 13th ‘September! 1999 to 20th 
September, 1999 alongwith written application and necessary 
focuments. 

| 
The Chief Director of Purchase (APO), reserves the right to 
‘Teject any application for enlistment and his decision in the 
‘Matter will be final. and binding. 


(No. J-23012/1/99/28-CDN, dated 30-8-1999.] 
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GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATION 


Office of the Executlye Engineer, Teiecom Civil Division 
Hubli 
Construction of Staff Quarters 
The Executive Engineer, Telecom Civil Division, Hubli invites 
on behalf of the President of India, sealed item rate tenders for 
the work of Construction of 1-B and 1-C Staff Quarters I/C 
services in T.E. Compound at Raghavendra Colony. Bellary, 
from eligible contractors form the approved list of DOT, 


CPWD, MES Railways, local state PWD (B&R) and allied 
Departments of local state PWD eligible for tendering in 
respective state PWD (B&R) for building works. The Central/ 
State Government undertakings and shall also be eligible 
under the usual terms and conditions applicable to tham from 
time to time. 


2. All the intending eligible tenderers other than. those en- 
listed with DOT/CPWD should have completed _ satisfactorily 
at least 3 (three) building works under Central Government/ 
State Government/Public Sector undertaking Department each 
Costing Rs. 8.00 lakhs (Rupees Eight lakhs only) or more during 


_ the past fiye years. 


3. Thecontractors shall submit current Income Tax Clearance 
certificate and prof of enlistment and the list of works completed 
and in progress of reqisite magnitude alongwith originals of cer- 
tificates/testimonials of their satisfactory completion from the 
Department concerned, obtained from an officer not below the 
rank of an Executive Engineer-in-Charge of the work while 
applying for issue of tender forms. 


4. Estimated cost put to tender is Rs. 11,04,316. 
Money to be deposited in Rs. 27,608 . 
allowed in 6 (Six ) months. 


Earnest 
Period of completion 


5. Tenders will received upto 3.00 p.m. on 29th September, 
1999 and will be opened at 3.30 p.m. on the same day. The 
Earnest Money in the form of Demand Draft of a scheduled 
Bank guaranteed by the Reserve Bank of India drawn in favou 
of Account Officer, Telecom Civil Division, Hubli must accom- 
pany each. tender. 


6. Conditions and tender forms can be had on applications 
from this office on payment of Rs. 525 (Rupees Five hundred 
twenty five anly) per Set (Non-refundable) upto 4 p.m. on_ all 
working days. Applications for tender forms will be recived 
upto 4 (Four) p.m. on 24th September, 1999 and tenders sold 
up to 4 p.m. On 27th September, 1999 . The tender fee is pa- 
yable by Cash. 


7. Tender of contractors who do not Deposit Earnest Money 
in the above said manner are liable to be rejected. 


Sd/- 
Executive Engineer 


[No. 24 (310) /99/TCD/HBL/785, dated 24-8-1999.] 


GOVERNMENT OF INDIA 
CENTRAL PUBLIC WGRKS DEPARTMENT 


Office of the Executive Engineer (E), A.C.D. IT, Room No. 13h, 
Vidyut Bhawan, New Deldi. 


Constn.-of International Training Instt. 


Sealed applications for prequalification are invited on behalf 
of the President of India, by the Executive Engineer (E)., Air 
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Conditioning Division-IIf, C.F.W.D., Vidyut Bhawan, New Delh ~ 
110001 for the work of ‘Construction of Taternationa] Training 
Institute for CAG at Noida (U P) (SIL: Air Conditioning) from 
the registered contractors of CPWD,MES, P&T, Railways- 
U P -State P WD and from contractors/firms specialised in the 
field of airconditioning works. The work involves supply and 
installation of 3 X 85 TR reciprocating water chilling machines 
with associated Air Handiing Units, Plumbing, ducting, electrical 
works, etc Thework is to be completed in eight months. Com- 
plete tender papers and specifications for the work are available 
in the office of the Executive Engineer(E), Firms who wish to 
tender for this work shall have to satisfy the following pre quali- 
fication conditions beforethe tender papers can be issued to them. 


1, Only those firms are eligible for tendering which are specia- 
lised firms and have cornpleted successfully. atleast two 
airconditioning, works each of 190 TR aggregate capacity 
with atleast, 60. TR capacity units or two similar works 
of over. Rupees 60 lakhs each in Cenual. Governmeitt/ 
State Government or Public Sector Undertakings during 
the last 3year sending July*99, They shall have to produce 
documentary proof giving the date of award/date. of com- 


2. The firms/contractors, should, have valid. Income Tax 
Clearance Certificate. The Contractors shouid furnish 
in respeci of above two items Recessary centifieates either — 
in Original or attested copies thereof. : 


een Oh caencnd eld 

The department, however, reserves the right to refuse the sale © 
of tenders to avy cf the applicant firm: without assigning any — 
reasoh, 


Applications, for tender, documnts alongwith attested,.copies 
of Income Tax Clearance Certificate (I.T. C.C.) and documentary 
proof of experience as above will, be received. by the, Executive — 
Engineer(E) upto 3.00 p.m, on 29th September, 1999. 

Repay Bfp. ugk ene 

The date of sale of tenders, date, of receipt, and. opening, of } 
tendersshallbeintimated later to the contractors/firms. who ate. _ 
found eligible for tendering, 


eer | 
1 


Sd]/- 
EXECUTIVE ENGINEER (E) 


mencement and date of completion from competent ‘ gE HN 
authority, No. A.C.D, II/AB/99-2000/534, dated 7-9-99.} 
GOVERNMENT OF INDIA ; Ye fal 
DIRECTOR GENERAL, NATIONAL SECURITY GUARD P bsiGe tah ae 


(PROVISIONING DIRECTORATE) 
‘B’ Block, 12th Floor, CGO Complex, Lodhi Road, New Delhi-3 


Synthetic Plastic Slide, etc. 


Ae 


Prov. Dte., National Security Guard (Ministry of Home Affairs) invites sealed tenders on behalf of the President of India, for pur- 


chase of following items :— 


Serial 
No. 


Description of Stores Sizes 


1, (a) Synthetic Plastic Slide Fasteners/Zips 
Size ; 79 


Tentative 


Last Date/Time for’ . Tender Opening Date] 
Quantity 2G fed Soe 


Tender Rcceipt Tine! eee 
* 3,400 Nos, y Ist October, 1999 — 1st October, 1999, 
at at £ ‘ ~ Loh 


L ut 


(b) Syne Plastic Slide Fasteners/Zips 2,600 Nos. } 11-00 Hrs. , 11-30 Hr! a 
“L-Type’’ autolock, medium fabric, higher life cycle, high ore sis 4 ‘oh i 7 
abrasion, black colour, designation code-MS, tno way . se iB 
fasteners conforming to BIS Specification No. 14181 / 1994, ‘ 

2, Fire Extinguishers/Refills, : 4 

(a) CO4¥ Type Fire Extinguishers (3.2 Kgs.)(IS : 2878/1986) 15 Nos. ) | we fi 7 s 

(b) Foam Type Fire. refills (9 Itrs)(IS : 5490/1977) 286 Nos. | t O01 mai ee aad qi 

(c) Soda Acid Type Fire Refills (9 Itrs)(IS : 5490/1977). 584 Nos. $ Ist October, 1999, Ist October, 1999, 

(d) Foam Type Fire Refills (50 Itrs.\(S_: 5490/1977) 2'No. were Moy ak PH ni 

(e) Water Type Fire refills (Gas Cartridge)(IS : 4947/1985) . 120 Nos. J 


3. Socks Nylon Plain Knitted 5th October, 1999, 
11-30 Hrs. Fe 


mi 
RE 


Sth October, 1999, 
11-00 Hrs. 


7 : ; 13,760 Prs. 


Dyed, Black, Gents size made on 102 mm, dia 11 guage 


double cylinder machine with reinforced Head and Toe 
(IS : 5084/1990) (Full Size), yee 
4. Wool Cotton Vest Bleached 


a 
opie 
or: 


~ «  -H1,350 Nos, 5th October, 1999," 5¢h October, 1999; 


ie . 14-30 Hrs, 15-00 Hrs. 
(Of different sizes) Specification No, IS: 3330-1988(Second S 
ReVision) rite : * 
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Serial Descriptioh of Stores and Sizes Tentative Last Date/Time for Tender Opening Date/ 
No. Quantity Tender Receipt Time 
5. Cloth Terry Wool Stcel Grey. . ? : : 2,280 Mtrs. 6th October, 1999, 6th October, 1999, 


f ; 11-00 Hrs. 11-30 Hrs. 
138/140 cms. wide Polyester, viscose and wool blended, 


(Specifications may be obtained from NSG) 


6. Stitching Material 


. 


(a) Button Black ( Big Size). : ‘ ; 20,294 Nos. } 
(b) Thread T/Cotton BLK No. 40 (300 Mtrs) . : ; 4,026 Reel | 
e2 (c) Thread T/Cotton BLK No. 10 (400 Mtrs) . ° : 221 Reel 
(d) Thread T/Cotton Grey No. 40 (300 Mtrs) 3 4 5,995 Reel | 
{e) Press Button . : 5 : i 4 ; 13,952 Nos. }6th October, 1999, 3th October/ 1999, 
(f) Pocketing Cloth Popline Cotton. . 5 hid pate 4,410 Mtrs | cai ae Lie 
(g) Buckram (105 to 110 cms width). " ; : 576 Mtrs. ) 
lear: (h) Hooks . » . 6 ° ‘ 4 2 , 4,632 Nos, | 
(i) Synthetic (Plastic) Slide Fasteners/Zips for Trousers- | 
v Ripert. Pane lk thie of ak. 4118 
(ii) Zip ( 22 cms) . ‘ . : 4 : 5,000" ss } 
we | 20 “L” Type, Light Special, Black Colour, Auto Lock, 
‘(Specification No. IS ; 14181 / 1994) © ; 
a .; , 


Quatations should be in sealed envelopes superscribed “ Quotatioo for ( name of store/item) due for opening on (date)”. 
These can be dropped in Tender Box by hand also. 


Tender documents can be purchased from Group Comdr. ( Prov)., NSG HQs. against Cash payment of — Rs. 100 (Rupewes 
‘ane hundred only) from 10-00 hours to 13-00 hours on all working days from 16th August, 1999 onwards upto one day prior to 
to last date for submitting tenders. Payment can also be made by Demand Draft in favour of PAO., NSG., payable at New 
iDelhi. No other mode of payment will be accepted. Persons desirous to have Tender Documents sent by post shall add Rs. 15 
towards postage. 


‘* Sd/, 
; Group Commander (Prov.) 
. 


[No. P/608/99/T/1/NSG/1911-P, dated 1999.] 


rex 
: GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
» MILITARY ENGINEER SERVICES 
| Office of the Garrison Engineer, Kamptee-441 001 
‘Gen 


Manning aud Operation of Chilled Water Type A/C Plant 


‘The Garrison Engineer (M.E.S,), Kanptee invites separate applications for following works from eulisted M.E.S. contractors of 


{appropriate class for issue of tenders for the following :—- 
\ Berial Name of Work ' Eatimated ‘ Earnest Date of receipt 
| No, . Cost Money of tender 
Rs. Rs. 
| RE MM enpine and Operation of Chilled Water Type A/C. Plant at MH, 3.85 lakhs 8,000 14th October, 1999. 
be. |) wamptec. ; 


[No. $857/2/E8, dated 26-8-99.] 
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Rewiring of Certain Buildings ripe. . ae 

The Garrison Engineer (M.E.S.), Kanptee invites separate ay plications for following works from enlisted M.E.S, contractors of 
appropriate class for issue of tender for the following :— 7 ’ 
Estimated Earnest Date of receipt | 


Serial Name of Work 
No. Cost Money of tender 
Rs. Rs. fers ‘4g 
1. Rewiring of Certain Buildings in NCC OTS ‘A’ Line, Kamptee, 6.70 lakhs 14,000 21st October, 1999. i 
Sd/- 
Majorg 


[No. 8850/3/E8, dated 24-8-99) 


. 


Repairs to Roads 


The Garrison Engineer (M.E.S.), Kamiptee invites separate applications for following works from enlisted) M.E.S. contractors of 
appropriate class for issue of tenders for the following :— 
Bstimated Earnest Date of receipt 


Serial Name of Work 
No. Cost Money of tender 
Rs: Rs. ; 
"4.7 lakhs 10,000 21st October, 1999. 


1. Repairs to Road/Approach Road in Area I at Kamptee ° - 
[No. 8827/2/E8, dated 23-8-99. 


3 


GOVERNMENT OF INDIA ) tec 

DEPARTMENT OF TELECOMMUNICATIONS 10 

Office of the Chief General Manager, Telecom Factories, 248, A. J. C. Bose Road, Calcutta-700 027 
Supply of Telephone Test Setup 


On behalf of the President of India, the Chief General Manager, Telecom Factories, 248, A. J. C. Boae Road, Calcutta-27, (TFC-27) 
invites sealed tenders/quotations for the following items :— 


Serial Tender No. , Date and Quantity Tender Earnest 
No. Item Description Cost Money — 
Rs. if Rs: 


1. CGMTECA/Tel-Tester/Dev-36/99-2000, 


dated 2-9-1999— ; 
Supply of Telephone Test Setup capable of measuring Accoustic, Trans- 1 Set 1,000 25,000 


mission, Dialing & Ringing parameters and as per the detailed speci- 
fications to be given alongwith the tender documents. ; 


16th September, 1999 to 8th October, 1999 with AE (R&D) Telecom Factory. 


Tender Documents available from & with 
Calcutta-700 027. 


Last Date of Submitting Sealed quotation : 14th October, 1999 upto 17-00 hours at TFC-27. | is ‘is 


Technical Bid Opening : 15th Octeber, 1999 at 14-30 hours at TPC-27. 


Commercial Bid Opening 29th October, 1999 at 14-30 hours at TFC-27. 


N.B, 


1. Firms are required to quot 
submitted at the same time. Seale 
sealed commercial bid. Those firms who haye quoted 


e Technical as well as Commercial bids for the Tender separately. Both the bids have to be 
d envelope superscribing the Tender name and number should contain sealed technical bid and 
valid technical bid will only be considered for the Commercial bid. 4 
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2. Earnest Money mentioned against the tender should be submitted alongwith Technical Bid only in the form of Demand Draft 
or Pay Order payable to Accounts Officer (Cash), Telecom Factory, Calcutta-700027 failung which offer will be ignored. 


3. This Office will not be responsible for the dealy/late receipt, loss or non-receipt of tender/quotation or application sent by post. 
This office will not entertain any correspondence in this regard. 


4. The Chief General Manager, Telecom Factory, Calcutta reserves all the rights to reject any or all the tenders/quotations 


without asigning any reasons whatsoever. 
[No. CGMTFCA/Dev.-30/Pr. Tender/99-2000/9, dated 3-9-99. ] 


. 
a 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES , 
The Garrison Engineer’s Office Khadakwasla, Pune-411 023, 
Diversion of Sewage Line 


The Garrison Engineer, Khadakwasla, Pune-411 023 invites applications upto 20th Septemher, 1699 from MES/CPWD and 
Railway contractors of appropriate class for issue of tenders for the works as given below :-- 


“Serial Name of Work Estimated Earnest 
No. Cost Money., 
Rs. Rs. 


1, Diversion of Sewage Line under Augmentation of Water Supply System at NDA, Khadakwasla 4.50 Lakhs. 9,000 

Contractors who are not borne on the approved list of Chief Engineer, Southern Command/CWE, Pune are requested to furnish 
alongwith the applications, attested copy of letters of enlistment and particulars of works carried out by th-m during the last three years 
stating the designation(s) of the Officer(s) and the Otficer(s) name under whom the same were executed. Contractors who have not 
lodged Standing Securitydeposit with MES will be required to pay Earnest Money as nientioned above while submitting the tender in 


case their names are selected for issue of tender. 
Sd/- 
Major 


[No. 8244/04/E8, dated 20-8-99,] 


Repairs to Flat Roof, ete. 


The Garrison Engineer, Khadakwasla, Pune-411 023 invites applications upto 27th Sepicmber, 1999 fron. MES/CFWD/Rail- 
Way contractors of appropriate class for issue of tenders for the works as given below :— 


Rerial Name of Works Estimated Earnest 
No. Cost Money 

: Rs. Rs, 
1. Repairs to Flat Roof in }CO’s/NCO’s Quarters at NDA, Khadakwasla ° . ° » 5.00 Lakhs, 10,000 
4.00 Lakhs. 8,000 


2. Repairs to Plinth Protection, Gates and Compovnd Wall in Officers Quarters at NDA, 
Khadakwasla. 


Contractors who are not borne on the approved list of Chief Engineer, Southern Command/CWE, Pune are requested to furnish 
alongwith the applications, attested copy of letters of enlistment and particulars of works carried Out by them during the last three years 

- stating the designation(s) of the Officer(s) and the Officer(s) name under whom the same were executed. Contractors who have not 
» lodged Standing Security deposit with MES will be required to pay Earnest Money as mentioned above while submitting the tender 


in case their names are selected for issue of tender. 
[No. 8248/02/E8, dated 24-8-99,] 
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Repairs to’ Joinary, Cupboards, ete. —° - DONOUNGHE CHIN PRgayAR “ae . 


ai 


The Garrison Engineer, Khadakwasla, Pune-411 023 invites applications upto 27th September, 1999 from MES/CPWD and — 
Railway cortractors of appropriate class for‘issue-of tenders for the work as given below :— s CANE OGRE PURE Be a 


rt 


Serial Name of Works Estimated ke _ Earnest 
No. bis : ; SEIORU Ft _ Money 
: : Rs. Rs. 
1. Repairs to Joinary, Cupboards and Shelves in Officers Quarters at NDA, Khadakwasia . . 3.50 Lakhs. 7,000 
2. Repairs to Joinary, Cupboards and Shelves in ‘C’ Zone Residential Accommodation at NDA, 4.00 Lakhs. 8,000 | 
Khadakwasla. 


Contractors who are not borne on the approved list of Chief Engineer, Southern Command/CWE, Pune are requested to furnish — 
alongwith the applications, attested copy of letters of eniisiment and particulars of works carried out by them during the last three years — 
stating the deaignation (s)of the Officer(s) and the Officer(s) name aunder whom the same were executed. Contractors who have not 
lodged Standing Security deposit with MES will be required to pay Earnest Money as mentioned above while submitting the tenderin 
case their names are selected for issue of tender. ; } 


[No. 8250/02/E8, dated 25-8-99,] 
The Garrison Engineer Mamun, Pathankot-145 001 
Proyision of Anti-termite Treatment in Certain Buildings 


The Garrison Engineer Mamun (Pathankot) invites applications by 22nd September, 1999 from enlisted MES, CPWD and 
Railways contractors of the approprirate class for the following :— ov 


Serial ~ Name of Works Estimated Earnest 
No. ' : Cost peck Money — 
e Rs. : Rs. ; 
1. Provision of Anti-termite Treatment in Certain Bldgs. (Post Constn.) in NBC/OBC and 4,80 Lac. Ae rit 9,600 
NOC at Mamun. Oe ene 
2. Provision of Spl. Rep. toleakage/seepage joinery plasterin Bhattacharjee encl.atMamun. . 8.00 Lac..° bis 16,000 ' 
3. Provision of Spl. Rep.to leakage/seepage joinery in Jacob encl. at Mamun. . y : . 9.80 Lac. 19,600 
4. Repair to wooden and steel furniture at Mamun . : : : : ‘ ; 4 > 2s D) Aas 5,400 


Contractors not enlisted with MES are required to submit with theit applications, letters of enlistment in other department, - 
Income Tax Clearance Certificate and particufars of work carried out by them during last three years giving designation of the Officers 
under whom executed. o 


Major 
[No. 8329/115/4/E8., dated 27-8-99.\ 


Sens Smee 
. 


The Chief Engineer (AF) Camp Hanuman, Ahmedabad-380 003 i 


Provision of Central Sewage Scheme a 


ee nla ea vies icati  W8th 
The Chief Engineer (Air Force) Ahmedabad, Near Camp Hanuman, Ahmedabad-380 003 — invites applications upto: 2 ; 
September, 1999 from MES, CPWD, PWD and Railway Contractors of appropriate class for issue of tender for the following works : 


fale: e of : : Estimated Earnest — 
ay .Name of Work. . ; OC gett of tiene A Maney 
, ‘RS. OY aati ¥ { Rs. i 


tral e Scheme fot domestic area at A.F.Stn., Utterlai . . . 60.00 Lakhs. 90,000 | 
1. Provision of Centra Sewag Schem omes a at. : * At par SSR-91 } 

Contractors who are not borne on the approved list of Southern Command arc requested to 4 {utish pa dor Sislean ae 
cations, Jattested copies of letters of enlistment with other departments/tcommands latest Income Tax Cleat oie on ere saab nh i ; 4: 
culars (including credentials) of works carried out by them during the last three years stating tha gr eS baba € feels ne ath re J 
to,clients the tenders by contractors who have not deposited Standing Security with the MES as indicated ‘above. fonts, i” 


[No, 82149/C/06/E8.. dated 30-8-99.] : 
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Commander Works, Engineer's Office, Gen. Cariappa, Marg, Pune-411 001 
Construction of Officers Mess 


The Commander Works Engincers, General Cazianpa, Marg, Puns-411.001 invites applications upto: 20th Septeaber, 1999 from 


MES/CPWD and Railwey contractors of approprirate class for issuc.of tenders for the works. as given below :— 
Serial : Name of Work : Estimated Earnest 
No. fe Cost Moncey 
Rs. Rs. 
1. Left over work in respect of Construction of Officars Mess.alongwith two guest rooms and 14 12.00 Lakhs 23,000 


single officers quarters including garage at NDA Khadakwasla, Pune. 


Contractors who are not borne on the approved list of Chief Engineer, Southern Command/CWE Pune are requested to fuse-2h 
alongwith the applications attesteed. copy of letters of enlistment and Particulars of works carried out by them during, the lagt innee 
years stating the designation(s) cf the Office (s) and the Officer(s) name under whom the same were executed. Contractors who 
have not lodged Standing Security deposit with MES will be required to pay Earnest Money as mentioned, above, while submitting 


the tender in case their names are selected for issue of tender, 
[INo. 80046/2552/E8., dated 30-8-99.] 


Garrison Engineer (Project) Hisar Mil Station P.O. : Satrod Khurd Hisar-125 044 
Manufacturing aid Supply of Certuin Items of Furniture 


The Garrison Engineer (Project) Hisar Caatt, invites separate application, Immediately from the emlisted MES/CPWD/ 


Railway Cozitractors of aporopriate class for the work :-— 


Serial “Name of Work | Approximate . Earnest 
No, Estimated forney 
Cost 
Rs. Rs. 
1, Manufacturing and Supply of Certain Items of.Furniture at Hisar Cantt. — . st ; . 2.65 Lakhs 2,300 


Contractors not enlisted with MES are required to submit their applications with copies of letter of enlistment in other depart- 
ments. « Income Tax Clearance Certificaté and Particulars of works catried out by them during the last two years giving the desigia- 
tion of Officers under Whom executed. Earnest Money as shown aboye is. to be deposited alongwith tender by contractors who have 
not got Standing Security with the MES, 

Sd/- 
Major 


[No. 8199/F-1/99-2000/02/F8., dated 29-8-99.j 
Garrison Engineer, Subrote Park, Delhi Cantt-110 010 
Resair/ Replacement of Water Supply Line 


The Garrison Engineer, Subroto Park, Delhi Cantt-110 010 invites applications upto 


; 20th September, 1999 from approved MES/ 
CPWD/Railways contractors of any class foi, the following works :-—~ fa 


Serial Name of Works Estimated Earnets 
No, Cost Money 
Rs. Rs, 

he Repair/Replacement/Maint of Water Supply distribution line of HQ WAC under GE Subroto 2.60 Lakhs 5,200 
| Park Delhi Cantt-10, 
! " . 

2. Repair/Replacement of C.1. Pipe line and fitting i Camero Complex under GE Subroto Park 2.60 Lakhs 5,200 

Delhi Cantt-10. 

e Contractors not enlisted with the MFS.are requested to submit with their applications, copies of enlistment ietter in other Govt. 


“ Department, Income Tax Clearance Certificate and Particulars of works catried out by them during last 2 years giving designation of 


~ O'ficers under whomsthe same were executed. 

Contractois who have not lodged Standing Security with the MES shall’submit Farnest Money at the time of submission of their 
wetender. - 

. [No. 8099/SP-129/01/E8., dated 28-8-99.]§ 


4 ‘ at 


JOURNAL, ®:. September 15, 1999 C73 


| INDIAN TRA DE 
k 


Headquarters Conmander Works Engineers, Mamun Cantt. 
Provision of Security Fencing 


The Commander Works Engineer, Mamun (Pathankot) invites applications by 29th Sepienber, 1999 from enlisted MES, CPWD 
and Railway contractors of the appropriate class for the following works :— 


Serial Name of Work Fstimated Earnest* 
No. Cost Money 
Rs. Rs. 
1. Provision of Security Fencing at Mamun Complex (Pathankot) . : J 3 : . 26.00 Lakhs 39,000 


*(Pyayable by the contractors who have no Standing Security with MES). 

Contractors not enlisted with MES are requited to submit their applivations, copies of letters of enlistment in other department, 
Income Tax Clearance Certificate aud Particulars of works carried out by them during the last three years giving the ; designation of 
the Officers under whom executed. 


SdJ- 
ASW 


[No. 8219/08/02/E8., dated 27-8-99.] 
Office of the Garrison Engineer (Army) Dhar Road, Udhampur 
Improvement of Power Factor in E]ectric Supply, etc. 


The Garrison Engineer (Army), Dhar Road, Udhampur invites applications by 25th September, 1999 from the contractors of 
appropriate class for the following works .— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs, 
1. Improvement of Power Factor in Electri¢ Supply distribution at Jindrah F ; - . 4.50 sLaasy 9,000 
2. Provision of ration/POL store, bath room and connected services at Dhansal, near Jindrah. .. 4.00 Lacs, 8,009 
2, Certain repair to hardstanding in AD Bde area at Dhar Road, Udhampur_. : : . o.o0 acs 7,000 
4. Periodical services to certain bldgs. of Md. Accn. for JCOs/HAV/ORsat Dhar Road, Udhamipur 4.80 Lacs. 9,600 


Contractors not enlisted withthe MES are required to submit alongwith applications, copies of letter of enlistment with other 
Department, Income Tax Clearance Certiticate aud Particulars of works carried out during last two years by them giving desig- 
nation of the Officers under whom executed, 


Sd/- 
EE 


[No. 2013/CE/ADR-29/99-2000/03/F8., dated 26-8-99.] 
Office of the Garrison Engineer, Bengdubi, P,O.-Bengdubil Dist. - Darjeeling (W.B.) 
Repairs, etc. of Wooden/Sreel Furniture, etc. 
The Garrison Engineer, Bengdubi, P. O. : Bcngdubi, Dist. : Darjecling (W.B.), invites sc parate applications by 25th September, 


1999 from enlisted MES, P.W.D.,C.P.W.D., 4nd Railway Contractors of the appropriate class for issue of tender for the following 
works— 


Serial Name of Works Estimated Earnest 
No. ost ~ Money 
Rs, Rs. 
1. Repair/Painting and polishing of Certain items of wooden/steel furniture at Jalapahar. f 5.95 Lakhs 11,900 
2. Repairs to wooden flooring skirting in certain building at Lebong, Darjeeling. P : ‘ 3.70 Lakhs 7,400 
3. Special repairs to Bldgs. No. 12 for Md ORs accommodation to certain unit at Katapahar, 6.25 Lakhs 12,500 
Darjeeling. 
4. Addn./Altern. to Bldgs. No. P/3 (New BSO-I) at Bengdubi. : : : 2 : ° 3.86 Lakhs 7,720 
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Contractors not enlisted with MES formations are required to submit their applications, copies of letters of enlistment in other 
departments, Income Tax. Clearance Certificate and particulars of works carried out by them during last two years giving the 
designation of Officer under whom the works were executed, 

[No. C/8534/3/E8, datéd 12-8-99.] 
Garrison Engineer (P), No. 1, Delhi Cantt-10 
Modification of Existing Water Drainage System, etc. 


The Garrison Engineer (P), No. 1, Delhi Cantt-10 invites applications by 25th September, 1999 from enlisted MES, P.W-D. and 
C.P.W.D., Railway contractors of the appropriate class for issue of tender for the undermentioned work :— 


Serial Name of Works Estimated Amount of 
No, Cost Earnest 
Money 
required to 
be deposited 
with the 
tender 
Rs. Rs. 
1. Modification of existing water drainage system and Provn. of MS grating at CSD Depot, Delhi 5.50 Lakhs 11,000 
Cantt. 
2. Renewal of flooring at SS Complex at C’Puri, New Delhi under Garrison Engineer (P), No. 1, 3.00 Lakhs 6,000 


Delhi Cantt-10. 
3. Provn. of Steel furniture for NSB-1, C’ Puri. : 5 ; ; aod ‘ : ; 8.00 Lakhs 16,000 
Contractors not enlistcd with the MES Western Command, Chandimandir are required to submit with their applications, copies 
of letters of enlistment in other departments, Incom2 Tax Clearance Certificate and particulars of works carried out by them during 
last three years giving the designation and correspond: nce address of the Officers under whom the works were cxecutcd. 
Earnest Money shall be deposited alongwith the tender by the contractors who have no Standing Security with the MES. 


Note ; —Invitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even 
to enlisted contractors of appropriate class. 


Issue of tender will be decided by the Accepting Officer based on, interalia, past track records, financial position and 
experience of similar works executed by’ the applicant/contractor. The Accepting Officer shall consider applications 
received upto the date of receipt of applications/extended date of applications for issue of tender. The applicant/con- 
tractor will be informed regarding non issue of tender without assigning reasons. The applicant/contractor if he so 
desires, May appeal to the next higher Engineer Authority with copy to the Accepting Officcr. No appcal/representation 
shall be cntretained in respect of applications for issue of tenders as received after the date of applications/extended 
date of receipt of applications. a 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitle for 
Compensation whatsoever for rejection of his applications. 


Sd. /- 
Major 
[No. 8000/105/E8, dated 27-8-99.] 


Garrison Engineer No. 1, Bareilly 
Special Repairs to Building 


____The Garrison Engineer No. 1, Bareilly invites applications from enlisted MES., CPWD. and Railway Contractors of the appropri- 
ate class for the work mentioned below :— . ; 


Serial Name of work Estimated Earnest Last date for receipt 
_ No. Cost Money of application 
Rs. Rs. 
1. Special Repair to Buildings No. 67, 68 and 69 in Outram Linos 5 lakhs 10,000 30th September, 1999. 
| at JRC, Bareilly. 
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Contractors not enlisted with the MES are required to submit with their applications, copies of the letters of enlistment in - 
other Department. ITCC and the particulars of similar works carried out by them during last two years giving the designation(s) © 


of the Officers under whom the work have been/ are being executed. Earnest Money is payable by the contractors, who have no 
Standing Security with any formation of the MES. 


Invitation of applications for issue of tender does not constitute any guarantee for issue of tender ta the applicant even to 
enlisted contractors of appropriate class. Issue of tender will be decided based on the past track records, financial position, ex- 
perience of similar works and decision for issue of tender or otherwise of the the Accepting Officer shall be final and binding. 
The contractors will not be erMitled for any compensation for rejection of his application. 


[No. 8348/2/E8, dated 17-08-99.] 


Office of the Garrison Engineer, (AF), Adampur 


Replacement of Ber Furniture 


The Garrison _ Engineer (Air Force), Adampur invites applications upto/by 30th September, 1999 from the contractors enlisted 
in MES/CPWD/Railway and DGBR of appropriate class for issue of tender forms for the work :— ‘ 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Replacement of ber furniture at AF station, Adampur. : g 6.70 lakhs 13,500 6 Months 


[No. 8013/NOT/66/E8, dated 01-9-99.] 


Office of the Chief Engineer, Jabaipur Zone, Jabaipur Cantt. 
Provision of OTM Accommodation 


The HQ Chief Engineer, Jabalpur Zone, Jabalpur Cantt. invites applications from enlisted MES, PWD and Railway Con-- 
tractors of the appropriate class for the work mentioned below and by dates shown against each :— 4 


Serial Name of Work Estimated Earnest Last date of receipt 
No. Cost Monry of application. 
Rs. Rs. 
1. Provision of OTM Acsn for Platoon Wing of Infantry School, Mhow. 700 lakhs 14,00,000 18th November, 1999. 


Contractors not enlisted with the MES are required to submit with their applications, copies of the letters of enlistment in 
other Department, ITCC and the particulars of similar works catried out by them during last two years giving the designation(s) 
of the Officer (s) under whom the work have been/are being executed. Earnest Money is payable by the contractors who have no 
Standing Security with any formation of the MES. 


Invitation of applications for issue of tender does not constitute any quarantee for issue of tender to the applicant event 
to enlisted contractors of appropriate class. Issue of tender will be decided based on interalia, past track records, financial 
position, experience of similar — works executed by the applicant/contractor, The Accepting Officer shall consider applications re- 
ceived upto the date of reczipt of applications/extended date of receipt of application for issue of tender. The applicant/con- 
tractor will be infarmed regivding nonissie of tender without assigning reasons. The applicant/contractor, if he so desires 
may appeal to the next higher Engineer Autho-ity with copy to the the Accepting Officer. No appeal/representation shall be enter- 
tained in _tespect of applications for issue of tenders as received after the due date of receipt of applications/extended date of re- 
ceipt of application. The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be en- 


titled for any compensation what so ever for rejection of his application. 


The Accepting Officer reserves his right to accept a tender submitted by a public undertaking, giving a price preference over 
other tenders which may be lower as are admissible under the Government Policy. No claim for any compensation or otherwise 
shall be admissible for such tenderers whos: tenders may be rejected on account of the said policy. a 


[No. 752092-A/02/E8, dated 17-9-99,] _ 
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INDIAN RAILWAYS 
SOUTHERN RAILWAY 
Controller of Stores, Materials Management Department, Ayanavaram, Chennai-600 023 


Tender Notice for the Supply of Stores No. 25/99 ; Field Coil, etc. a 


Sealed Tenders invited for the following to reach the Cortroller of Stores, Southern Railway, Ayanavaram, be ig lk es He 
the dates shown against each. The Terder Fo:ms( non-transferable) can be had from the above office on PRE INT LLIKEAS 
or Morey Order) Drawings/Specifications wherever indicated can be had from R.D.S.O./Lucknow, I.C.F./Chennai, C.M.E. 

on payment (non-refundable). . 


Any request for suppy of Tender documents should be made before 15 clear working days of Opening of the Tender for tr il 
parties and 7 clear working days for local parties failing which their request for supply of Tender Forms may not be entertained. 


Requisitions for Tender Schedule on Free of Cost should te accompanied by Original/Latest NSIC eontanale om Yes 
ITCC both duly attested. NSIC Registered firms should ensure thasti necessary Po*'3! Crargss ere accornpatied with their req 
‘tions, 


pel Tender No. and Description of Stores Quantity Due on 
0. 
1,  21/99/8329/OT/0207— 
Field Coil with Copper Conductor formed as per Drg.and Specn. details 40 Nos. 14th September, 1999 


available in the Tender Schedule. 
Tender Schedule Cost Rs.500 in Person : Rs.525 by Post. 


2.  21/99/2530/OT/378— 999 
Seat-cum-Back Rest Pressing to Drg. No. EMU/M2/6-1-507, Alt.-"F’ . : pe elt rer 16th September, 1 


Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 


3. 09/99/3030/OT/0171— b 1999 
Aluminium Cheguered Sheet to Size 2.03 < 880 mm x 3380 mm. Speen. 52,378 Kgs. 21st September, 
IS : 737-1986, Grade HS 20 WP RDSO- STR C-8217( Rev.-I) 1997. : 


Tender Schedule Cost Rs.1,000 in Person ; Rs.1,025 by Post. 


4. 27/98/0136/OT/130— . . 9 
Boots Leather Safety for Heavy Metal Industries with Durable Toe and Sole 15,307 Pairs 24th September, 199 
with Steel Metal Cap only confirming to IS: 1989, Part-II(Steel Bottom 
Toe Plate ard Steel Nails totally prohibited). 


Tender Schedule Cost Rs ; 1,000 in Person ; Rs.1,025 by Post. 


5. 11/99/6528 & 6568/OT/1212— 
Emergency Ligitting Box with complete accessories suitable for 110V Coaches 162 Nos. 29th September 1999 
confirming to RDSQ Dig. No. SKEL-2356( Latest). 


Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
6. 21/98/7959/OT/0388— 1999 
Traction Axle Gear Wheel to Item No.5, Drg. No. TRT-A-600-316 RDSO sat shahegts 2 
Specn. No, 71-BN-55. 
Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 
7,  26/99/8526/OT/1401 
eae Motor Contractor 1500 Amps. continuo us rating type TCP 3421- 39 9 ist October, 1935 
25-2M as per CLW Drg. No. 4 TWD/i12/043. 
Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 
8. 05/99/5485/RP/OT/214— iS 
Direct to Line Multiplex Equipment 5 Groups 60 Channels with E&M and I Set Sth October, 1999 
Piggy Pack arrangements latest details available in the Tender Schedule. 


Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 
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42, 


13, 


14, 


13; 


16, 


17. 


18, 


19. 


20. 


Zi. 
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Tender No. and Description of Stores 


29/99/0117/OT/0895— 2 
Cylinder Head without Valve and Guide (Engine Model-21) and as per CLW 
Drg. Nos. given in the Tender Schedules. 
Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
Drg. Cost Rs.1,040 extra. 


06/99/0037/OT/0068— 
Paper Printing White Super Calendar 61 X 86 Cms. 15.7 Kgs. per Ream of 
500 Shects 60 GSM to IS:1848 with minimum Brightn: ss of 80 per cent. 


Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 


09/99/0125/OT/175— 
Decorative Thermo s-tting Synthotic Resin bended laminated Sheet Colour 
Star Dust Grey Size 3.00 % 1200 X 2400 mm to RDSO Sdchedule No. 
C-9602 with fully Glossy Finish. 


Tender Schedule Cost Rs.2,000 in Person ,; Rs.2,025 by Post. 


~ 27/99 /0081/OT/106— 


Cloth Woollen Bunting Red 138 Cms to IS:675/1973. ; ‘ 
Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 


27/99/0082 /OT/107— 
Cloth Bunting Green 138 Cms. Wide to IS-675/1973 . i : ‘ ‘ 


Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
27/99/0036/OT/108— 
Woollen Blankets Camel of Supcrior Quality with Front Side Satin Piping 
as per Tender Schedule. 
Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 
27/99 /0058/OT/110— 
Synthetic (Plastic) slide fasteners slideasper Item-2, Table-6 of 18:14181/1994 
different Colours as per Tender Schedule. 
Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 


27/99/0031/OT/109— 
Polyurethene Foam Pillows (P.L. No. 7998/9720) 


Tender Schedule Cost Rs.1,000 in Person ; Rs.1,025 by Post. 
27/99/0068/OT/111— 
Sarees T.C. Dark Blue 67/33 composition 5.5 Metres and 120 Cms. width to 
1S:11814/1986, 
Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 


13/99/0981/OT/0885— 
Lub Oil Pump Assembly (YDM 4) Drg. No. 10060418, Alt.-(RDE) .  . 


Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
Drg. Cost Rs,160 extra. 


13/99/0148/OT/0886— 
Floating Bushing Fuel Pump Cross Head Lifter (Wide) Drg. 
No. SR/D/DE-185/BM, Alt. No.4, Specn. No. SR/DL/N4. 


Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
27/98/0034/OT/113— 
Bed Sheet Mill made Superior Quality Assorted with I/R Monogram in all 
Four Corners with Indelible Ink as per Tender Schedule. 
Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 
09/99/0113/OT/167— 
Woollen Carpet Tuffed Machine made Colour Maroon 10 mm Pile for 
A/C-I Class, AC Composite and Inspection Carriage, 


Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
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Quantity 


38 Nos. 


6,28000 Nos. 


13,456 Nos. 


3,240 Metres 


3,240 ,, 


2,267 NOs. 


T4125: Sas 


10,529 ,, 


1,800 ,, 


2,818 Nos. 


1926+ 5; 


1,300 Sq.mrs. - 


-Dueon 


5th October, 1999 


6th October, 1999 


6th October, 1999 
a 


7th October, 1999 


7th October, 1999 


“7th October, 1999 


7th October, 1999 


8th October, 1999 


8th October, 1999 


11th October, 1999 


11th October, 1993 


12th October, 1999 


14th October, 1999 


Serial 
No. 


oid 


23. 


24, 


maSt 


26. 


oa 


28. 


ao, 


30. 
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Tender No. and Description of Stores Quantity 


Due on 
09/99/0088/ OT /0168— : 

High Quality Oil Resistant Rubber Sheet Size 10” * 4” X 3” thick material 622 Nos. 14th October, 1999 
Rubber to confirm PC-R2, 2 
Tender Schedule Cost Rs.150 in Person. + Rs.175 by Post. 

28/99 /2375/ OT /674— 

Commutator Seasoned for Traction Motor Type HE, 165M to BHEL Drg. "kee 14th October. 1999 
No. 043942 0000 V 00. 

Tender Schedule Cost Rs.1,000 in Person ; Rs.1,025 by Post. 
43/$9/2506/OT/409— 

Equaliser Beam (Long) to Drg. No. SKDL-3368, Alt.-10, Ref.-1 . d : pA Sis 14th Octo3er, 1999 
Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 

Gost of Drawing Rs.80 extra. 
. 21/99/2192/OT/0393 

MGACEMU Traction Motor Brush Holder complete Set to Drg. No. ERS/ 4 i Nak 15th October, 1999 
ACU/682-R1, Item-1 Q. . 

Tender Schedule Cost Rs.150 in Person ;. Rs.175 by Post. 
28/99/2412/OT/675— 

Magnet Valve complete Metal Seated to BHEL Drg. No. 158805 30004 V00 694 15th October, 1999 
DRP No. ACS;2217/000. J 
Tender Schedule Cost Rs.500 in Person ; Rs.525 by Post. 

43/99/2507/OT/410— 
Equaliser Beam (Short) to Drg. No. SKDL-3368, Alt.-10, Ref.-2 . é é 5 ae 15th October, 1999 
Tender Schedule Cost Rs.500 in Parson ,; Rs.525 by Post, 
Drg. Cost Rs.80 extra. 
44/99/5118/OT/267— 
Supply of modified Draw Bar with Nutin ass>mbled condition to 250 Nos. 


15th October, 1999 
Drg. No. W/BD-418, Alt.-05 and W/BD-419, Alt.-02. icra 


: ++ 30 per cent 


z Option 
Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
43/99/2487/OT /412— ; : 
Modified Clevis Assembly for Transition Screw Coupling to Drg. No. SKDL- 384 Nos, 


20th October, 1999 
2496, Alt.-5; Item-A&B, Alt. No. 5. 


Tender Schedule Cost Rs,150 in Person ; Rs.175 by Post. 
Drg. Cost Rs.80 extra. 


01/99/2302/OT/0184— 


Wool Felt pressed White Soft Type -13mm thick < 1320mm width to IS-1719/ 2,403 Kgs. 
79 (Second Revision) used for BG & MG DSL Locos. 


“21st October, 1999 
Tender Schedule Cost Rs.150 in Person ; Rs.175 by Post. 
CORRIGENDUM 


The Due Date in respect of Open Tender No. 26/99/1240/OT/015 against SI. No.17 of Tend-r Notic2 No, 24/99 may please 
beread as 23rd September, 1999 instead of 5th October, 1999. -Allother Terms and Conditions remain unaltered, 


The Description against Open Tender No. 04/99/03339/OT/316, Due on 10th September, 1999 SI. No.19 of Tender Notice 
No. 22/99 may plzas2 be read as “HDPE Chute” instead of “MDPE Chute”. 


The Description against Open Tender No, 40/99/2101/OT/233, Duc on 27th September, 1999 SI]. No.27 of Tender Notice 
No, 23/99 may please be read as follows : 


Existing To Read As 


Cleaning Solvent for Electrical Rotating. Cleaning Solvent for Electrical Rotating Machine. 


Sd/- 
Controllr of Stores 


[No. S-233/Advt. of/Vol.-IV, dated 3-9-99,] 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Office of The Garrison Engineer (West), Allahabad, 


Periodical Services to Certain Buildings., etc., 


The Garrison Enginecr ( West), Aliahabad invites separate applications by 23rd September, 1999 from enlistcd MES, CPWD 


PWD and Railways Contractors of appropriate class for issue of tender for the undermentioned works :— 
Serial Name of Works Estimated Earnest Date of receipt of 
No. Cost Money applications.- 
Rs. Rs. 
1. Periodical Services to Certain Buildings in CCDA (P), Allahabad. 4.50 Lakhs 9,000 23rd September, 1999, 
2. Provn: of Cold Storage Plantat MH, Allahabad. . , ‘ , . 210 Lakhs 5,400 23rd September, 1999. 


Contractors not enlisted with the MES Central Command, Lucknow of Garrison Engineer (West), Alld. are required to sub- 
mit their application alongwith copies of letters of enlistment of other department. Income Tax Clearance Certificate and 
Particular of Works carried out by them during the last two years giving the designation of the officer under whom the work 
were executed. 


Invitation for application for issue of tender docs not constitute any guarantee for issuc of tender ot the applicant even 
to enlisted contractor in appropriate class. Issue of tender will be decided by the Accepting Officer bascd on the Past track ré- 
cord, financial position, experience of the similar work of applicant/contractor. The decision of the Accepting Officer for issue 
of tender Or Otherwise shall be final and the applicant/contractor will not be entitled for any compensation for rejection of his 
applications. Oo 


Earnest Money mentioned against the above work shall be deposited by contractors who have not lodged Standing Securtiy 
with MES. 


[No. 8223/Con/02/E8., dated 7th September, 1999, received through Fax on 
~ 8-09-99, ]. 


Office of The Chief Engineer, R and D Picket., Secunderabad-500003. 
Provision of Covered Sheds. 


The Chief Engineer, R and D Picket, Secunderabad-500 003 invites applications from enlisted MES, CPWD, Railway con- 
tractors of the appropriate class to issue of tender documents for the following work. Last date of receipt of applicational, 
Estimated cost of Earnest Money to be deposited for the work alongwith tender by the contractors who have no Standing Security 
Deposit with MES are shown below. 


Serial Mame of Work Estimated Earnest Last date of 
No. Cost Money application, 
Rs. Rs. 
1. Provision of covered sheds at various facilities at RCI, Hyderabad. 19 Lakhs 30,000 29th September, 1999, 


Contractors not enlisted with the MES are required to submit copieS of letters of enlistment in other departments, fresh © 
income Tax Clearance Certificate in the new proforma and particulars of work carried out by them during the last three years giving 
the designation of the officer under whom works were executed along with the applications. ae 


Invitation for application for issue of tender does not Constitute any guarantee for issue of tender to applicant even to en- 
listed contractors of appropriate class. Issue of tender will be decided based on past track recrods, financial position, experience 


of similar works. Decision for issue of tender or otherwise of the Accepting Officer would be final and contractor will not be 
entitled for any compensation for rejection of his application. 


[No. -84459/04/E8 dated 26-08-1999} 
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Office of the Garrison Engineer (AF), Bamrauli,-12, Allahabad 
Repair of Furniture, etc. 


The Garrison Engineer (AF), Bamrauli, Allahabad invi icati 
I > ’ \bad invites separate applications by 24th September, 1999 from enlisted M.E:S, 
C.P.W.D., P.W.D. and Railways contractors of appropriate class for issue of tender for the undermentioned works sage 


7 Name of Works Estimated Earnest Date of receipt of 
Cost Money Application 
Rs. Rs. 
1. Repair of Furniture at AF Stn., Bamrauli . ; 4 . $ ; 3,11,000 6,220 24th September, 1999. 
2. Renewal of Furniture at AF Stn., Bamrauli q ’ r 4,65,000 9,300 24th September, 1999. 
3. Renewal of Electrical Distribution System to HQ CAC OPS Room and 4,37,C00 8,740 24th September, 1999. 


Signal Centre at AF Stn., Bamrauli. 


4. Construction of Logistic Section Building at 820 SU. AF Station, Tiwari 465,000 9,300 24th September, 1999. 


Talab at SF Stn., Bamrauli. 


5. Addition/Alteration to Buifding No. 479 &T-40 at AFStn.,Bamrauli . —-3,44,000 
7,50,000 15,000 24th September, 1999. 


6,880  .24th September, 1999, 


6. Provision of Brick Pavement with Chequered Tiles along with Road from 
Main Guard Room Entrance Gate to Refuelling Section Culvert at AF 
Stn., Bamrauli. 


7. Repair to Road from Refuelling Section to 30 END of Runway at AFStn.,  4,70,000 9,400 24th September, 1999, 


Bamrauli. 


Contractors not enlisted with the MES Central Command. Lucknow or CSWE, Allahabad are required to submit their application 
alongwith copies of letters of enlistment in other department, Incume Tax C!earance Certificate and particulars of works carried on by 
them during the last two years giving the designation of the Officers under whom the works were executed. 

Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicant even to enlisted 
contractors of appropriate class. Issue of tender will be decided by the Accepting Officer based on the past track record, finalcial pogj. 
tion, experience of the similar work of applicant/contractor.The decision of the Accepting Officer for issue of tender or otherwiseg 
shall be final and the applicant/contractor will not be entitled for any compensation for rejecticn of his application. 


Earne.t Money mentioned against the above work shall be deposited by contractor who have not lodged Standing Security with 


MES. 
Sd|- 


Major 


[No. 8025/50/E8, dated 30-8-99, | 


—_——— — | 


Office of the Garrison Engineer (1) (P) Fy., R.&D. Complex, Bhusawal-425 203 


Demolition of existing ola unservtceable OH rese rvir 


_ The Garrison Engineer (I)(P) Fy.. Bhusawal. R&D Complex, Bhusawal-42 520 invites applications from enlisted M.E.S. C.P. W.D. 
Railway Contractors of appropriate class for the following work:— 


Serial Name of Work Estimated . Earnest Last Date of receipt of 
No. Cost Money applications 
Rs. Rs. 


ble OH reservoir and constn, of 7.18 Lakhs 14,400 30th Septem ber , 1999. 


at par matket 
Tate. 


1. Demolition of existing old unservicea 
new one 50000 Itr capacity at Ord. Fy., Bhusawal. 
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Contractors not enlisted with MES. are requested tosubmit with their applications, copies of theletters of enlistmentin other depart- 
ments, valid ITCC and particulars of works carried out during past two years supported with certificates from the authorities under 
whom they were executed. Earnest Money as indicated above in the form of Call Depcsit Receipt from any Scheduled Bank is to be 


deposited. 


[No. 8925)02/E8, dated 26-8-99.)- 


. 
—— 


Garrison Engineer (Air Force), Bhuj-Kutch-370°001 
Provision ot Joint Filling 


The Garrison Engineer (Air Force), Bbuj invites applications upto 25th September, 1999 from M.E.S., C.P.W.D., P.W.D., Railway 
Cortrastors of appropriate class for issue of tender for the following work :— ; 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money... Completion. 
, Rs. Rs. 
1. Provision of Joint Fillingto Concrete Pavements with Bituminous Compound at 10.00 Lakhs 20,000... Five Months. 
(AFP), Bhuj. 


Contractors who are not borne on the approved MES list of Southern Command are required to furnish alongwith their applica- 
tions‘attached copies of letters of enlistment with other. departments/Commands, latest Income Tax Clearance Certificate and parti- 
culars (including credentials) of works carried out by'them during the last thres years stating the designation(s) of the Officer(s) unde, 
whom executed. Farnest Money to be furnished alongwith the tender by Contractors who have no Standing Security with the MES.© 
will be as indicated above. 


beers) v2 cade Hi) 
[No. 8788/T/04/E8, dated 25-8-99.]. 


——— | 


Garrison Engineer, Bengdubi, Post-Bengdubi, Distt.-Darjeeling (W.B.) 
Repair/Painting and Polishing of certain items, etc. 
The Garrison Engineer, Bengdubi, Post-Bengdubi, Distt.-Darjeeling (W.B.) invites separate applications by 25th September, 1999 


from enlisted MES, P.W.D., C.P.W.D., and Railway Contractors of the apprporiate class for issue of tender for the following 
works :— 


Serial \ Name of work s Estimated Earnest 
No. Cost Monev 
Rs. Rs. 
1. Repair/Painting and polishing of certainitems of wooden/steel furniture at Jalapahar. ; 5.95 Lakhs 11,900 
2. Repairs to wooden flooring skirting in certain building at Lebong ,Darjeeling. ; , . 3.70 Lakhs 7,400 
3. Special repairs to Bldg No. 12 for Md. ORs accommodations to certain unit at Katapahar, 6.25 Lakhs 12,500 
Darjeeling. 
4, Addn/Altern to Bldg No. P/3 (New DSO-Ij, at Bengdubi. . . 3  » ~ . >...) 3.86 Lakhs 5 h20ip 


Contractors not enlisted with MES formations are required to submit their applications, copies of letter cf enlistmeat in their 
Departments, Income Tax Clearance Certificate and particulars of works carried out by them during last Two years giving the desig- 
nations. of Officers under whom the work are executed. 


[No. C/8534/3/B8, dated 12-8-99 .] 
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INDIAN TRADE JOURNA 


GOVERNMENT OF INDIA 
WONAAAG HO AaLSINGA 
SHOIAYHS UAANIONA AUVLTTUN 
OFFICE OF THE GARRISON ENGINEER (1) Navy, 
OSL LOE-UVOVNINVE ‘VaosIvA 
Special Repairs to Switches, etc. 


The Garrison Engineer (1) Navy, Valsuta, Jam- 
nagar-361 150 invites application for the following 
work :—— 


Name of Work : Special Repairs to Switches Sock- 
ets and EM fitings of certain tech and md accn at 
INS Valsura, Jamnagar, 


Last Date of Receipt of Application for Issue of 
Tender : 4th Octcber, 1999, 

Estimated Cost of Work: Rs. 11.12 Lakhs. 

Contractors net enlisted with MES shall submit 
alongwith their appleations, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of 
works carried out by them during last two years 
giving designation of Officers under whom executed. 
Earnest Money to be deposited by the contractor 
who have not got Standing Security with MES is Rs. 
21,700. ; 

Invitation of application for issue of tender does 
hot constitute any guarantee for issue of tender to 
applicants even to enlisted contractors of appropriate 
class. Issue of tender will be decidsd based on 
past track records, financial position, experience of 
similar nature of works carried out by applicant 
contractor. The decision of the Accepting Officer 
for issue of tender or otherwise shall be final and the 
applicant contractor will not be entitled for any com- 
pensation for rejection of his application. 


[No. 8753, VAL/02/E8, dated 20-8-99.| 


OFFICE OF THE GARRISON ENGINEER (WEST), 
“LLINY) undzoul.y 
SPDOY O1 awday 
The Garrison Engineer (West), Firozpur Cantt. 
Invites applications upto 22nd September, 1999 for 


Repair to Roads in Sector 1 and 2 at Firozpur, EC 
? 
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is Rs. 4.80 Lakhs. Repair to buildings in Saragarni 
Park at Firozpur. Estimated Cost is Rs. 2.70 Lakhs. 
Special repairs to Bldg. in Aliwal line at Firozpur— 
Estimated Cost is Rs. 7.50 Lakhs. 


[No. 8054|1026,E8, dated 31-8-99.] 


jp 


INDIAN ORDNANCE-FACTORIES 


OFFICE OF THE GENERAL MANAGER, 
ORDNANCE EQUIPMENT FACTORY, 
KANPUR 


Tender Enquiry No, EO .451)2}RR|99-2000|26|LT : 
Supply of Single Needle Heavy Duty Lock Stitch 
Sewing Machine . 


The General Manager, Ordnance Equipment Factory, 
anpur iavites sealed tender in two part bid system 
viz. (1) Technical Bid—Indicating payment terms and 
Other specific coinmercial terms, etc. (2) Financial 
Bid (basic cost, duties, P&F charges, spare cost, 
commussioning charges, etc.) in a separate sealed 
envelope conspicuously marked on top cover as” 
“Technical Bid” and then placed duplicate together 
in another cnvelope for the following item on behalf 
of the President of India for supply of :— . 


single Needle Heavy Duty Lock Stitch Machine 
Complete with Stand, Table & Motor. 


Quantity : L101 Nos. 


Tender should rcach this office by 12-30 hrs on 
29th October, 1999. Prescribed tender form (not 
transferable) with detailed. tender specification is 
obtainable from the Office of the General Manager, 
Ordnance Equipment Factory, Kanpur-208 001 
between 9-00 hrs. and 15-00 hrs. on any working day 
except Saturday on payment of Rs. 50 each tender 
(not-refundable) in L.P.O.'D.D., quoting Tender No, = 
Name & Address of Remitter. Please note that 
Banker's cheque will not be accepted. Tender will 
be opened on 29th October, 1999 at 14-00 hrs. 


INo, EO 451 '2)RR|99-2000)26|LT, 
dated 4-9-99,] 
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YAUNAL TRIOTO 


RASHTRIYA CHEMICALS &-FERTILIZERS 
LIMITED 
(ONINVLUAGN(, VIGN[T JO LNAIWNYTAON) 


CHEMBUR, MUMBAI-400 074 
Priong : 556 3478/550 6835/557 6678 
a Fax: 91-22-556 4319, #4 GRAM: FERTILIZER 


MATERIALS DEPARTMENT 
Global Tender Notice No. DC MR-40788 for:Sulphur 


Supply of 50,006 M.T. Sulphur 


Sealed tenders are invited from’ producers) their 
authorised agents traders backed by producers for 


Supply of 50,000 M.T. (+: 10% at RCF’s option). 


“Sulphur” in bulk (iocse) as per our NIT specifica- 
tions. 


Tender documents coutaining all the relevant detaiis 
and terms & conditions can be obtained from the 
Office of the Dy. Generai Manager (Commercial), 
RCF Ltd., Adininisirative Building, Chembur, 
Mumbat-400 074 against payment of Rs. 1,000 by 
Demand Draft in favour of Rashtriya Chemicals & 
Fertilizers Limited, Mumbai-400 074. Tender docu- 
ments will be issued on ail working days from Monday 
to Friday between 10 a.m. and 5 p.m. except holidays. 
RCF will not be responsible for postal courier delays 
When tender Gocuments are requested by post courier, 


Tender documents shall not be issued to authorised 
agent trader without support letter from the producer, 


Last Date of Issue of Tender Documents. : 
17-00 hrs. on 22nd September, 1999, 


Last Date for Receipt of Tenders : 


!4-00 brs. on 
231d September, 1999, 


' 


Date & Time of Tender Opening : 15-00 hrs. oa 
23rd September, 1999. 


Place of Opening : RCF Administrative Building, 
Chembur, Mumbai-400 074, 


RCE Ltd. reserves the right to accept oF reject any 
or all part of the tender at its sole discretion. with- 
Out assigning any reason thereof and also reserves the 
fight to order part quanbty or full at its discretion, 


Sd. /- 
‘ Dy. General Manager (Commercial ) 


: [No. DC MR-40788, dated 2-9-99,] 
INDIAN TRADE 
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GOVERNMENT OF INDIA 
WADIA INSTITUTE OF HIMALAYAN GEOLOGY 


(AN AUTONOMOUS INSTITUTION OF DEPARTMENT OF 
SCIENCE TECHNOLOGY) 
33, GENERAL ManabDEO SINGH ROAD, 
DrevrA Dun-248 OOL (INpIA) 


No, S-15-P (Computers) WLHG 99-2000 : Supply of 
PC Pentium LI, etc. 


The Director, Wadia Institute of Himalayan Geo- 
logy, 33, General Mahadeo Singh Road, Dehra Dun 
invites sealed tenders from interested manufacturers 
suppliers for the Supply of PC Pentium I, Laser 
Printers, Scanners, Palm Top Computers, etc. 

Estimated Cost : Rs. 5 Lakhs. 

Interested tenderers can buy tender forms from the 
Finance & Accounts Officer, Wadia Institute of Hima-: 
layan Geology, Dehra Dun. after payment of non- 
refundable tender fee in Cash or by Money Order! 
Demand Draft in favour of the Director, Wadia 
Institute of Himalayan Geology, Dehra Dun. 


Correspondence regarding tender form with aly 
Officer, other than the Finance & Accounts Officer. 
will not be entertained. Photostat copy of the receipt 
issued’ by our Finance & Accounts Officer in support 
of ‘the evidence of purchase of tender form must be 
enclosed with the offer from the tenderer. 


Last ‘Date lor Sale of Tender Forms is 4th October, 
1999 and tenders wi'l be Opened at 3 p.m. on J/th 
October, 1999, : 


The Director, Wadia Institute of Himalayan Geology 
reserves the right to reject any or all quotations with- 
out assigning reasons thereof. 

Sa. /= 
Stores & Purchase Officer 
[No, 18 259/99-Estt.|1990, dated 30-8-99,] 


. 
— * 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 
OFFICE OF THE CONTROLLER OF STORES, 
GARDEN REACH, CALCUTTA-700 043 
Spring Axle -—Amendment 
CORRIGENDUM 
The following amendment has been authorised -— 


In Tender No, S$ 18/1999 2000'4 due on 17th 


Sep- 
tember, 1999 at Srl. No, 592 invited for suppl 


y of 
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Spring Axle outer, etc. for 28 Nos. + 30% option 
as notified earlier vide Release Order No. Stores-26) 
99, the description should be read as “Axle outer 
Drg. No. SKMP il6 Alt. ‘b’ or latest C & D No, N 
501,050” instead of “Spring Axle outer Drg. No. 
SKMP 116 with latest alt C & D No. N 501/050 or “B’. 


> iRas  © ae 


All other terms and conditions of the original notice 
will be remain unaltered. 
Sd./- 
Controller Stores 


[No. PR Stores-35'99, dated 1-9-99, Issued by the 
C.P.R.O,, S.E. Rly., 11, Garden Reach Road, Cal-43.] 


° 
Se eee 
. 


wif 
“ 


GOVERNMENT OF INDIA. 
Wine 


MINISTRY OF COMMUNICATIONS 
DEPARTMENT OF POSTS 


Dak BHAVAN, SANSAD Marc, NEw DELuHtI-110 001 
Supply, Installation and Commissioning of VSATs 


Seaied tenders on behalf of the President of India 
are invited for supply of Installation and Commission- 
ing of 62 VSATs of a minimum baud rate of 64 kbps 
on TDMA F-TDMA iechnology, alongwith necessary 
Controllers, Computers and other peripheral devices, 
details of which are given in the detailed tender form. 


Schedule of the Tender : 


er 


Tender No, 40-26'99-Tech. 


Due Date and Time of Receipt of the Tender : 27th 
September, 1999 by 12-00 hrs. 


Due Date and Time of Opening of the Tender : 
27th September, 1999 at 15-00 hrs. 


Intending tenderers may obtain a copy of the de- 
tailed Notice Inviting Tender (NIT) alongwith the 
relevant specifications from Desk Officer (Tech.-1), 
Department of Posts, Room No. 348-A, Dak Bhavan, 
New Delthi-110 001, on any working day between 
10-00 a.m, and 4-00 p.m. on payment of Rs. 2,000 
only (non-rejundable), till a day before the last date 
prescribed for submission of tenders. The payment 
will be accepted only in the form of original ACG-67 
leceipt issued by any post office in token of having 
received the amount. An Earnest Money Deposit of 
Rs, 30,060,000 lakhs shall be payable and the receipt 
in form ACG-67, in original, from a post office in 
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support of the payment should be furnished along-— 
with the tender document. The Department reserves — 
the right to accept or reject all or any of the tenders — 
without assigning any reason, 


Sd./- 
Director(Tech.) — 


GOVERNMENT OF UNDIA: 
MINISTRY OV DEFENCE 
INDIAN ORDNANCE FACTORIES 


Rifle factory, Ishapore., Nawabganj, Distt :- North 
24 Parganas, West Bengal., Pin:- 743-144 


Supply, erection of CNC Cylindrical Grinding M/C 


The Gencral » Manager, Rifle Factory, Ishapore., P.O.: 
Ishapore., Nawabgani, Dist : North 24, Parganas, Wes: — 
Bencal,, Pin + 743-144 invites application for tender fot 
supply, erection ana commissioning of the CNC Cylindrical 
grinding M/C as per the — brief specification furnished below 1 


Spccification for CNC Cylindrical Grind ng M/C 
Configuration 
Left hand wncel mounting at 0° inclination for straight feed 


and right hand » wiecl mounting ac 300° inclination for an- 
gular feed. 


General : 
Distance between centres 550 nun 
centre peignt 150 mm 
Swing over table 300 mm. 


Wheelhead : 


Motor power 5.5 KW 
CNC System FANUC 
Note 3- 


These machines. are to be. supplied in tooled up condition 
for 2 components, ; ; 


The tender = form will be issued 10 only manufacturers of 
foreign machines and Indian  manvfactuers/sole _ selling 
agents, 


Application for tender papers should be forwarded 
along with full particulars of suppliers, performance certifica- 
tes issued by.» users of the machine of similar model supposed 
io be quoted by the supplier and Indian Postal Order 
of Rs. 200 in favour of General Manager, Rifle Factory, 
Ishepore which is non-refundable. i 


Application for tender papers — will ‘be received upto 30 
days from the issue of the advertisement, : 


[No: 6725/4/1166/EO., ated 31-08-1999.) 
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GOVERNMENT OF INDIA 
MINISTRY OF COMMUNICATIONS 


- Department of Telecommunications Sanchar Bhavan., 
20 Ashok Road., New Delhi:- 110001. 


No.- ]1-20/99-MMT ( TPS) :- Procurement of DLC 


Equipment 
NOTIFICATION FOR POSTPONEMENT OF 
TENDER OPENING 
Amite Tender No. MM/SW/051999/000178 issued on 9th 


July, 1999 for procurement of DLC Equipment is hereby 


Postponed. Following will be the revised schedule : 


Due Date of Receipt :- 21st September, 1999, Time 10.30 
fiturs. 


Opening Date :- 21st September, 1999, Time:- 11.00 hours 


Venue :- Committee Room, 2nd Floor., Sanchar Rhawan, 


New Delhi. 


Sale of _ Bids Documents —:- Upto 20th September, 1999 be- 
tween 15.00 and 16.00 hours ( on all working days). 


All other terms and conditions of the Bid documents re- 


main unchanged. 


Sd/ 
Assistant Director General (MMY) 


[No: 7-1/99-PP (36)., dated 7-09-1999.] 


. 
— 


GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 


O/o The Chief Generat Manager, Telecom Stores 
3A.. Chowringhee place, Caleutta- 700013 ) 


Tender Notice No. CL/S-102)/NIT/1999-2000/49 
Self Supporting drop- wire. 


Sead  tendcrs are invited by the Chief General Manager 
~ Telecom Stores, Calcutta - 700013 on behalf of the Presidi nt 
_ of India for the supply of following items of stores :— 


Itm Tender Enquiry No. and Description Quantity 
No. of Stores 
1. TE No, SC-1999-2000/06— 
Self-supporting. drop-wirc with steel 5,000 Kms. 


‘Cable as strength m: mber 


Spc cification : TEC Draft 
—sional)., June , 1999, 


Cost of bid documents : Rs. 1,000 (Rupees One Thousand 
Thousand only.) 


Bid Security : Rs. 45,000.00 ( Rupecs Forty Five Thousand 
Only) in the form of Bank Guarantee valid for 300 days. 


Latest Time and Date of Receipt of tender : 11.30 a.m, on 
Sth October, 1999. 
*NDIAN TRADE JOURNAL @ Septamver 15, 1999 


z 


Spce No. G/WIR-15/01( Provi- ~ 


Time and Date of Opening of tender : 12 Noon on 5th 


October, 1999, 
Notes :— 


1. All the vendors who have the valid Type Approval 
Certificate from TEC for the manufacture of the SSDW 
with glass Pprovings as strength member or SSDW with 
steel cable as a strength member on the date of opcning 
of the tender are eligible to participate in this tender. 


N 


Firms registered with the National Small Industries 
Corporation a Governm:nt of India Undertaking 
under Single Point Registration Sch me for the items 
of stores under procurement are not entitled to get 
the Tender Documents free of cost as the value 
of th: procurem: nt is more than Rs, fifty lacs. 


will beavailable from SDE (SPC), 
O/ othe CGMTS., Calcutta - 700 013 on payment of 
Rs. 1,000 ( Rupees One thousand) only. The bid 
pric’s are Non-refundable, non-transferable and will be 
accepted in the form of Crossed Demand Draft on 
any Schodujed Bank drawn in favour of Administra- 
_-tive Officer ( Cash)., o/o the CGMTS,, Catcutta- 
700013. Tender forms maybe had betwen 2.30 
p.m, to 5.30 p.m. on any working day from the 
O/o the CGMTS, Calcutta-13. The sale of tender 
document will b: closed on2 day before the date 
of opening, viz. on 4th October, 1999. Bid Documents 
will also be available with Cash Receipt in original 
against payment made in Cash with Administrative 
Officer ( Cash).. O/o the CGMTS, Calcutta :- 700013 , 


3. Tender Documents 


[No: CL/S-102/NIT/1999-2000/49., dated 
8-09-1999] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


MILITARY BNGINEER SERVICES 
HQ., Chief Engineer, Jajjur Zone Power House Road. 
Bani Park, Jaipur - 302 006. 


Amendment 


Reference :- This Haq letter No, 96569/04/E8., dated 12th 


August,, 1999 
The following amendment has been authorised ; 
Reference Para 1, Sub-Para 1. 


(a) Under Col 3 ;: 


Estimated Cost For Rs. 80.00 lakhs 
Read Rs. 30.00 lakhs 
(b) Under_Col 4 : 
Rarnest Money For Rs. 1,20,000 
: Read Rs. 45,000 


[No; $3$69/€8/E8., datcd 26-08-1999.) 
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GOVERNMENT OF INDIA 
MINISTRY OF COMMUNICATION 
DEPARTMENT OF POSTS 
Office of the Superintendent Postal Stores Depot, Ludhiana 
Loose Leaf Binders Model ‘‘B”’ 
Seared Tenders are invited on the prescribed form on behalf 
of. the President of India, by the undersigned for the supply of 
Loose Leaf Binders for use in Head Post Offices in Punjab Circle, 


The specification and quantity of Loose Leaf Binders required 
is given. below, i— 


Serial Specification Proposed 
ue Quantity 
1. Loose Leaf Binders Model “B” with 3,000 


extend Aluminium 
bound «size 27.5 


pressure plate 
22. Cms with key. 


The tender form and terms and conditions for supply can 
be obtained from Shri Jarnail Sing, Supdt., Postal Stores Depot, 
(behind village Sunct) Bhai Randhir Sing Nagar. Ludhiana on 
payment of Rs- 50 (Rupees Fifty only) in the shape of Indian 
Postal Orders or any working day. 


The sealed tenders duly superscribed at the top ‘Tender for 
supply of Loose Leaf Binders)’ and addressed to Shri Jarnail 
Singh, Supdi. Postal Stores Depot, Bahi Randhir Singh Nagar, 
Ludhiana-4. should reach this office on or before 15th October, 
1999 upto. 1400 houts which wil be opened on the same day 
i.e. Sth October, 1999 ai 14-30 hours in the presence of such 
tenderers whe wish to be present. The tender received atter 
the stipulated date and time will not be entertained. 


Sal- 
Superientendent 


(No. §D/2-16/98-99,d ated 30-8-1999. | 


MINISTRY OF LABOUR (DGET) 
REGIONAL VOCATIONAL TRAINING INSTITUTE 
FOR WOMEN 
Hosur Road, Bangalore-560 029 

Ref. No. RVTI/D-21013/15/99/PS :—Inkjet Plotter Colo yy 

Sealed item rate tenders in duplicate are invited on behalf of 
the President of India, from the reputed Indian Manutaturers 
or their authoriscd dealers/distyibutors for reputed brands 
for the purchase of siores as detailed below by the Deputy 
Director, RVTI  (W), Hosur Road, Bangalore-560029. 


1. Standard accessores included in the price of the Machine(s)/ 


equipment should be mentioned in details and special 
accessories considered necessary should be quoted — extra, 
individually priced. Stores should conformtoB.1.S. specifications 


if exisitng. Nearest/better specifications too will be considered 
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7 
= | 
and in such cases detailed variations with justification should 
be stated. Detailed literature should be supplied in duplicate, 
In case stores offered are on DGS&D~ Rate -Contragt, 
copy of the R/C should be supplied, ; = 


are 
» a 
* 


2. Prices should be F.O.R. destination basis and if for any 
particular reson, any tenderer wants to quote Ex-Works__ basis, 
he should state the difference between the Ex. Works and station 
of despatch prices alongwith other details of the consignment, 
Packing, forwarding and freight, etc. shoutd be shown as separ te 
items and should nat be indcluded in the basic price of the machine 
to facilitate the evaluation of Tender(s), Component of Excise 
Duty, Sales Tax, etc, should be clearly indicated in percentage as. 
well as amount. Form ‘D’ relating to Central Sales Tax and other 
relevant documents will be supplied. Purchaser will .not pay 
separately for transit insurance and supplier will be responsible 
unti the contracted stores arrive at destination in good working 
conditions. Full payment will be made by Bank Draft within 
15 days after the Installation/Commissioing of stores.. Tenderers 
should also submit the photostat copies of their Jatest/cutrent 
Income Tax Clearance Certificate and also Sales Tax Registration 
Cenificare. Equipment should be guaranteed for ithe capacity and 
sat isfactory performance for on2 ycar from the dat: Commission- 
ing at the Consignee premises. Tenderers should also state their 
previous experience in the fiicld. 


3. Tenders should consist of Two parts :— Technical and 
Price Bid ard sealed covers should be marked “Yechnical Bid’ 
and ‘Price Bid’. Technical Bids wilf be opened first and only 
technically acceptable tenders shall be evaulated as. competitive 
/qualified offers. Tenders not comforming to, minimum  speci- 
fications or continuing equivocal/Evasive details will be out ri- 
ehtly rejected. Delivery period should be stated clearly from 


the date of receipt of the order. 
| 


4. Tenders should be submitted in dobule cover, inner 
cover should, be; sealed and should contain reference No. of 
Tender Enquily and date of Opening in Bold Letters. : 


cetved upto 21st October, 1999 uptil 
d on the same day at 11.00 a.m. 
to be present. Tenders, 
0 days from the date of. 


| 
} 


§. Tenders shall be re 
10-00 a.m. and shall be opene 
in presence of tenderers who may like 
shall remain valid for acceptance for 6 
opening. , | 
not be ° accepted. Undersinged 


Delayed/late offers will sing 
pe ot all offers without assigning 


reserves the right to reject, any 
any reasons. 


Details of Stores 


nt for Architectural Assistantship (Advance) Trad 


Equipme 

Serial Description of Items Quantity 
No, 4 
{. Inkjet plotter colour A-1 size with Roller. 1 No. | 
feed cutter and stand. : 
Resolution 300 DPI Colour. F 

600 DPI Monochrome. 2 

One yeat on-Site Warranty. ‘ 


Assistant Director ' 


[No. RVTL/D-21013/1/99/PS/1635, dated 7-9-1999.] : 
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GOVERNMENT OF TRIPURA 
DIRECTORATE OF INFORMATION, CULTURAL AFFAIRS & TOURISM 
Office of the Executive Engineer, Electrical Stores Division, Arundhutibnagar, Agartala 
G. I. Barbed Wire \CAT-C-647 
The Executive Engineer, Electrieal Stores, Division, Arundnatinagar, Agartala, on benalf of the Governor of Tripura, invite 


C je acvel « ] 1j o 
sealed tender in form Ne. PWD-9 from tae enlisted contractors in appropriate class of Tripura or sal tal spl ene Sanu 
facturers/Small Scale industrial Corporation of Tripura/C.P.W.D./M.E.S, & Railway for supply of tne following material : 


Serial N. I. T. No. and Estimated Earnest Cost of Last date of pee 2 
No. Description of Item Cost Money Tender Selling . 
Rs. Rs, Rg. 


BRR areca vice LaPeer ce 2,595 100 _27tn October, 1999 28th October, 1999, 


2, NLT. No. 27/1999-2000— | 
mm? 
orale ae atre vical 27,86,000 20,000 150  27tn October, 1999 28th October, 1999, 


3. NLT. No. 05/1999-2000— 
200KVA, 31SKVA & 500 KVA | 


Transformer 36,44,614.10 20,000 150 3rd November, 1999 4th November, 1999. 
4, soe - No.04/1999-2000— 
r V 
ee nia 91,84,725 20,000 150 3rd November, 1999 4th Novemberr, 1999, 
5. NLT. No. -2000— | 
BieraNS gatas 2+ = 5 | 89,50,000: ., 20,000 15@ 9th Novenber, 1999 10th N9vember, 1999. 
6. N.LT. No. 03/1999-2000— : 
Steel tbe Safad ; G : 19,66, 500 20, 000 150 9th November, 1999 10th November, 1999 
4. N.ET. No. 22/ & ae 
Reel ee fg weit : < 1,04,000 1,040 100 16th November, 1999 17th Novembre, 1999. 
8. N. LT. No. 18/1999-20 - 
11 KV tive ese top “ - 25,71,200 20,000 150 16th November, 1999 17th November. 1999: 
9. N.ILT. No. 23/1999-2000 | : 1999, 
Single Insulator Tension Fittings 12,25,000. 12,250 100 16th November, 1999 17th November. 


2. Tender form will be sold in the office of the undersigned during working hours On payment of pronprengidgiie Toss a5 Stee 
above. Payment will be received in Cash or by Demand Draft on S. B I., Agartala and made in favour 0 tae tenderer(s) 
Tender will be received upto 3-00 p.m and will be opened on the same day, if possible in presence of the eer volt pavable 
at 3-30 p.m. Tender without Earnest Money (to be deposited in the form of D/Call/Bank Draft on any scheduled Be 9 
at Agartala) shall be liable for rejection. 


, ‘dav by the State Government 
(In case the above scheduled last date for reeceiving of tender against any N.I.T is declared holiday by the Siate Governnici 


tender(s) in response to the said N.LT will be received upto 3-00 p.m on the following working day keeping other clauses 
of the N.L.T, unchanged.) : 


3. Issurance and despatch of tender documents by post is subjected to payment of following additional charges. ae request shall 
be entertained if not received by this office 10/15 days prior to the due date of opéning as indicated below: 


(a) Ordinary po-t :; Rs. 5.00 15 (fifteen) days, (b) Registered post : Rs 25.00 15 (fifteen) days, (c) Speed post Rs. 75.00 
10(ten) days. 


Tais office shall not share any liability for postal delay, if any, after the documents been sent/despatched. 

4. SST Unit(s) permanently registered with the Dept., of Industries, Government of Tripura are exempted from hep eae 
Earnest Money and Security Money for the item of tneir product only. provided attested copy of such exemption Ce 
as issued by the competent autnority is attected with the request/tender documents. 
Government of Tripura has not extended sucn exemption to other Small Scale Industrial Unit(s). 
In case of Government purchase, price preference will be censidered for the SSI Unit(s) of Tripura manufacturing product(s) 
In the State depending upon quality of product(s) vis-a-vis Rate(s) quoted thereof. 
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Sy, 
to be submitted with the application). 


Selling of tender form will be subjected to the preduction of following documents (copies duly attested by Gazetted Officer 


(i) Tax Clearance Certificate of current validity Income for outside agencies, Income Sales and professional for agencies 


of the State. 


(Ga) Performance Certificate from Government Department/State 
supply of value of at least 25 per cent put to tender. 

(iti) 
of the Unit including items in (i) and (iy), 

(iv) Excise Hence for excisecable goods, 


fed, ; 


Electrical 


Board, etc for similar nature of work/ 


In dase of Jocal-SSI Unit(s) registration Certificate of current validity and (b) Certificate regarding production capacity 


. Sd/- ©. 
Executive Engineer 


[No. F. 58(4)-ICAT )98/4259-62, dated 31-8-99.] 


see ae 


GOVERNMENT OF INDIA 
- MINISTRY OF URBAN DEVELOPMENT 


DIRECTORATE OF PRINTING 


*B’ Wing Nirman Bhawan.. New Delhi:- 110 011 


Airmail] Paper in Sheets 


Tender No.- — Proc/033/D-15017/22/99P/30-8-99/99-2000. 


Due for op ning on 23rd September, 1999 at 3-00 p.m. 


Sealcd Tcnders on prescribid tender forms are invited on 
bchalf of the Presid.nt of India for the following :— 


Ttem 


No. 


Description of Stores and Speen, Quantity 


in MTs 


i, Seay Pap: r in Sheets as per lat: st 
> 1848/91. Serial No. 2 of Table I 
: ‘40 GSM. 


1,282 Reams 


Siz: 20° << 307. Slt 16 cms) 
Brightn ss»: 70 per c nt ( Minimum) 
GSM : 40. GSM. 


Note ;- Int nding tend-rer may obtain a copy of the come- 
pl te invitation .to-tender anditender set from th: Cashicr, Dte. 
of Pig.,‘ B’ Wing Nirman Bhawan, New Dthi:- 110011 on 
paym nt of . Rs. 100°( Rupees On» hundred only) towards each 


tcndr set -+ Rs. 50 postal charges, in case of tenderers de- 
siring tender set by Post thy mayscnd D: mand Draft in 
favour of Asstt. ~Director, Directorat: of Printing ‘B’ Wing 


Nirman Bhawan, Now Delhi. Tenders not  accompained 
bys: Earnest.Mon.y at the. rateof 2 per cont of the valu? of 


tenden submitting to a ceiling Rs. Twolakhs and are liable 
to be ignored. 


Th: tenders should reach this office on or b. fore by 2 2 30 
p:m., on, 23rd September, 1999 through tender box at: Room 
A 104 *B’ Wing Niiman Bhawan, New Dilhi and the same 
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shall be opened at 3- 00 p. mm. on 23rd September, 1999 in the 
presence of tenderers or th:irauth yrised representative if any: 
jdt oa 
Asstt. Director. 


[No. Proc/033/D- 15017/22/99P/30- a saiigee ia Wa) dated 


Art Paper and Art Card 
Tender No. Proc/019/D-15017/23/95P/28-08-98/98-99, 


Due for 


rete fecoeet eng t 5 
opening on : 28th September, 1999 at 3.00 p.m. 


RAG te AIP L ease : ; 
Sealed, tenders on prescribed tender forms are invited on 


brhalf of the President of India. for the following : — 


Item Description of Stores and Specn. Quantity 
No. in Mts, 
( free dslivery 
to Consignee 
basis ) 


1, Art paper and Art Card conforming 40 MTs fae 
to sp -cification as under : Pap 
17 MTs Art 


Card. 
Specifications £ 


Art paper in 130 GSM, 
Art Card in 250 GSM 
1, ‘Sizs :- 6186 em3/23"X36” 


aR Brightn2ss $7 per cent 87 per cent. 


3. Capacity. 97 percent 99 por cent, 
4. Gloss 86.5 per cent 81 per cent. 


For :) detailed Specification as per tender enquiry, 
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56X71 cms/22”X 287 _ 


¥ 
3 
; 
% 


bo es ends 


Note, ~ 


Intending tend-rs may  obtaina copy of the complete jn- 
vilation to tender and tender set fromthe Cashier, Dte. 
Pts. ‘B’ Wing, Nirman Bhawan, New Dethi :- 110011) on pay- 
mnt of Rs. 250 (Rupes Two “Hundred fifty: onty) 
towards each tender set + Rs, 50 (Rupers — fifty. only) 
postal charges, in case of tenderers. desiring tender. st 
by post they may send D>mand Draft in’ favour of Asstt. 
Director, Directorate of Printing ‘B’ Wing., Nirman Bhawan, 
New Dthi. Tenders not accompained by Earnest Money 
at the rate of 2 per cent of the value of tender subject toa 
Cellling Rs. Two Lakhs are liable to be ignored. 
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The Tenders 


Should reach this offic? on or b fore by 2.30 
pan: You > 2oth 


September, 1999 through tender box at 
Room No. 104 ‘B’ Wing, Nirman Bhwan, Now Delhi and th» 
same shall — be opened at 3,00 p.m. on 28th Septemb-r, 1999 
in the presence of tenderers or his authorised ropres ntative 
if any, 


Sd/ 
Asstt. Director. 


€ 


[No : Proc/819/D-16017/23/95P/28-8-98/98-99, dated NIL] 
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Directorate General of Supplies and Disposal, 


Battery Charger : Corrigendum 
Office of Issue ~~ The Directorate General of Supplies and 
Disposals, Jeevan Tara Building, Parliam: nt Stret, New Dethi- 
110 001, 


The following corrections/amendm: nts are hereby authorised to 


this office Tender Notice/Tender Enquiry No, ME-6/14900407/ 


121999/Battery Charger/99-00/06, 
1. Time and Date of Tender Opening :— 
For : The existing enteries :— 


Read: Timeand date of receipt of tender in this office 


at ll a.m. on 30th September, 1999, 


Time and date of opcning of tender jn this office 
at 12.30 p.m. on 30th September, 1999, 


Tender shall remain open for acccptanee till -— 
90 days from the date of opening or extended date of tender 


‘Op: ning, Validity poriod notificd in the tender cnquiry excluding 
datc of tender opening, 


All other terms and conditions of the tend r 


“nquiry remain 
unchanged, 


Sd/- 
Dy. Director 


[No. ME-6/14900407/121999/Ba ttery Chargets/99-00/06., 
dated 3{-8-99,] 


Amendment 


: Office of Issue ‘~The Directorate Gin ral of Supplies and 
Disposals, Parliament Strect, New Defhi-110 001. 


The following amendments in the schedule of Tonder Enquiry 
are hereby authorised -— 


Por ie 
Date of reevipt of tender : 19th Octeber, 1999. 


Date of opening of tender : 19th October, 1999. 
Read : 


Date of receipt of tender : 21st Octob: r, 1999, 


Date of Opening of tender : 21st October, 1999, 


All Other t MS ¢ i wi eiacsue Le é*Taqds 
Die PM and conditions of the Tender Enquiry shall 
Sd/- 
Section Officer 
[No. PP-1/RC-06090100/032000/Straw Board) 2000-2001 | 
P-1,, dated 31-8-99]. 
Auto-refracto With Keratometer 
O fice of Issue :—The Directorate General of li 
Disposals, Parliament Strect, New Delhi-110 Mice — 
Advt. Tender No,—E1-3/215/2159/1 2-8-99/83/Cell-954, 


Time and date of 1 


“eceipt y 7 i 4 
November, 1999, ceipt of tender upto 11 a.m. by 11th 
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Time and date of opening of tender at 12.30 p.m. by 11th is os 


November, 1999, 


a 
' 


The tender shall remain open for acc*Ptence till 90 days frem 


the date of tender opening (.xcluding ‘the t-nder opening or any 


other extended date ef tender opening), Sra peg 
Sealed Tenders are invited for the following — * 


Pa 


Quantity 


Item Description of Stores 
No. 
1. Auto-refracto with Keratomcter (Indian) . 1 No. 


Notes :— 

1. Specification as per tender schedule, 

2. Tendersto be quoted in two bid system 
as per para(5) of ccver letter DGS&D- 
241 (A). 


3. EMD should be enclosed with techni- 
cal bid, 


Intonding tenderers may obtain a copy of letter of invitation to 


‘{ nder and tender forms complete with the schedule. from the 


DGS&D and its Regional Offices at Bombay/Caleutta/Madras 
and its Regional Inspection Offices m ntioned und -r . ndorse- 
mnt cn payment of Rs. 100 only or equivalent foreign currency 
per set. Tender submiited in the prescribed form duly com- 
pleted tender documents in original with quotation and 
catalogue/drawings and in duplicate will only be consid red. — 


iS. =) 
Asstt, Director of Supplies 
[No. EI-3/215/2159/12-8-99/83/Cell-954., dated 31-8-99], 


Opthalmic Surgical Microscope — 


Office of Issue :—Th Directorate General of Supplies and — 


Disposals, Parliament Strect, New Delhi-110 001, 
Advt, tender No, El-3/215/2758/12-8-99/83/Cell-953, 


Time and date of reccipt of tender upto 11 a.m. by 11th 
November, 1999, 


Time and date of open.ng of tender at 12,30 p.m. by 11th 
November, 1999, : , 


The tender shall remain open for acceptance till 90 days from 
the date of tender opening (-xluding the tender opening or any 
other extended date of tender opening). 


Ttcm DescriPtion of Stores Quantity 
No. ' 
1. Opthalmic Surgical Microscop. (indian) 1 No. 


Notes :— 

1, Specification as per tender schedule, 

2. Tendersto be quotedintwo bid system 
as per pata (5) of cover letter DGS &D- 
241(A). 


3. EMD should b> encloscd with techni- 
cal bid. 
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Intending tenderers may obtain a copy of letter of invitalio’ 
yf tender and tender forms complete with the schedule from +1 
IGSED and its Regional Offices at Bombay/Caclutta/Madtas 
ind its regional inspection offic s m ntioned under — cndors- 
nent on payment of Rs. 100 only or equivalent forcign currency 
yrset. Tender submitted in the prescribed form du.y com- 
ted tender docum nts in original with quotation and cata- 
ogue/drawings and in duplicate will only be considered. 


Asstt. Director of Supplies 
[No. Ef-3/115/1158/12-8-99/83/C.Il-953, 
dated 31-8-99.] 


wer) pie 


Procurement of Ambulances : Amendment 


O flice of Issue :—The Dte. General of Supplies and Disposals 
(World Bank Directorate) 
5, Sansad Marg, New Delhi-110 001. 


This Office T/E No. WB/NCT Delhi/Ambulances/ 
S-4/98/Revised for the procurement of Ambu- 
lances Due to open on 7-9-1999, 


Reference : 


The following amendment to the schedule of the subject Tender 
Enquiry are hereby carried out :— 


(i) Under clause 3 —Time and Date of receipt of Tender — 
FOR : upto 11.00 a.m. by 7th September, 1999, 
READ : The date of Tender opening is deferred till 


further notice. The new date will be intimated 
in due Course of time. 


| (ii) Under clause 3 —Time and Date of Tender Opening — 
FOR 


READ 


: At 12-30 p.m. on 7th September, 1999. 


: The date of Tender opening is deferred till 
further notice. The new date will be intimated 
in due Course of time. 


All other terms and conditions of the Tender Enquiry remain 


unaltered. 

Sd/- 

| Asstt. Director (Suppiles) 
| (No. WB/NCT Delhi/Ambulance/S-4/98/Revised, dt. 2-9-99,] 


Viny! Coated Fabrie 


2 fice of Issue :—-The Directorate General of Supplies and Dispo- 
tals, Jeevan Tara Building, 5, Sansad Marg, New Delhi-110 001. 


| Tender No. WL-1/RC-030103/Vinyl Coated Fabric/2000-2001 161, 


|) per Tender Setis — Rs. 1,000/- (Rupees One thousand 
) y ” 

Time and Date of Receipt of Ten le : g 
ober. 1599, p der Py : 11.00 a.m. on 21st 


Time and Date of Opening of Tender at : 


7. 
Detoher, oy 12-30 p.m. on 21st 


INDIAN TRADE JOURNAL ®@ September 15, 1999 


a 
UJ 


Offers to be kept valid upto : 90 days from the date of tender 


Opening. 


Scaled tenders on prescribed tender form are invited on behalf 
of the purchaser named in she invitation of tender form. 


Description of Stores and 
Specification 


Item 
No. 


1. Vinyl Coated Fabric to IS : 1259-84 with Amdt. No. 1, 
2 & 3 (Reaftirmed 1996) Grade-I, Class A 127/ 132 cms. 
wide different shade/colours. 


2. Vinyl Coated Fabric to IS : 1259-84 with Amdt. No. t, 
2 & 3 (Reaffirmed 1996) Grade-Il, Class A 127/132 cms. 
wide in different shade/colours. 


3. Expanded Vinyl Coated Fabric to IS : 8698-84 (Reaffirm- 
ed 1991) Grade-I, Type A, Class A, 127/132 cms. wide 
in different shade/colour. 


4. Expanded Vinyl Coated Fabric to IS : 8698-84 (Reaffirm- 
ed 1991) Grade-II, Type A, Class: A, 127/132 cms. 
wide in differeat shade/colour. 


5. Solid Layer Vinyl Coyted Fabric as per Type-I of C-9503 
with Amdt. Slip Ne. | & 2 (RDSO Schedule of Tech- 
nical requirement) wide in different shads/colour. 


6. Solid Layer Vinyl Coated Fabric as per Type-IL of C-9503 
with Amdt. Slip No. 1&2 (RDSO Schodule of Tech- 
nical requirement) wide in different shade/colour. 


(Detailed description of stores, specification, marking 
packing, preservation, advance sample, reference sample 
and inspection of basic material are available in the 
Schedule to Tender Enquiry). 


Notes,— 


1. The store will be purchased on Rate Contract basis for 
one year. 


rw 


Specification and drawing can be had from the Office of 
Bureau of Indian Standard, Manak Bhawan, 9, Bahadur 
Shah Zafar Marg, New Delhi-110 002 or its regional 
offices. 


3. Intending tenderers may obtain a copy of the letter of 
invitation ta tender and tender forms, complete with 
Schedule. from DGS & D, New Delhi or its Regional 
Offices/Quality Assurance Offices located at Bangalore, 
Hyderabad, Kanpur, Jamshedpur, Bhilai, Ahmedabad, 
Indore, Ludhiana, Jaipur, Patna, Maligaon (Assam), 
Cuttack and Ernakulam on payment of Rs. 1000/- (Rupee 
One thousand only) or from NSIC, New Dethi against 
their registeration with NSIC from 10.30 a.m. to 1-30 p.m. 
and from 2-30 p.m. to 3-30 p.m. on all working — days, 
Tender submitted in the prescribed form will only be con- 
- sidered. 

Sd/- 


Section O flicer 


[No. WL-1/RC-0301031/Viny! Coated Fabric/2000-2001/61, 
dated 2-9-99.] 


Tri-axial Testing System 


O fice of Issue :—The Directorate General of Suppltes and 
Disposals, Parliament Streot, New Delhi-1 10001. 


Tender No,—EI-1/203/1332/5-6-98/81/Cell-764, 


C775. 


Time and date of receipt of tender upto 11 a.m. by 5th November, 
1999, ; 

Time and date of opening of tender at 12.30 p.m. by hSth Noyem- 
ber, 1999. 


The tender shall remain open for acceptance till 90 days from 
the date of tender opening (excluding the tender opening date 
or any other extended date of T.O.). 


Item Description of Stores Quantity 
No. 
1 No. 


1. Computer Controlled Tri-axial Testing 
System. f 


Notes.— 
1. Spn. as per tender schedule. 
2. EMD should be enclosed with technical bid. 


3. Tenders to be quoted in twa bid system as per para (5) 
of cover Iétter D.G.S. & D.-241 (A). 


Intending tenderers may obtain a copy of the letter of invitation 
to tender and tender forms complete with the schedule from the 
D.G.S. & D. and its regional offices at Bambay/Caleutta/Chennai 
and its Regianal Inspection Offices mentioned under endarsement 
on payment of Rs. 100 only or equivalent foreign Currency per 
set. Tender submitted in the prescribed form duly completed 
alongwith tender dosuments in original, quotation and catelogue/ 
drawings in duplicate will anly be considered. 


Sd/- 
ASSTT. DIRECTOR (SUPPLIES) 


[No. El-1/203/1332/5-6-98/81/Cell-764, dated 31-8-99.] 


Fioureseent Attachment for Mi icroscope Nikon Optishot, etc. : 
Cance |lation 


AMENDMENT 


! 


Office of Issue :—The Directorate General of Supplies and 
Disposals, 5, Sansad Marg, New Delhi. 


**Advt. T.E. No. El-3/215/1955/1956/4-1-99/83/Cell-919 & 939, 
due far opening on 17th September, 1999 for (1) Flourescent 
attachment for Microscope Nikon Optishot and (2) Electrophorosis 
apparatus. 

In the above quoted Tender Enquiry Item No. (1) Flourescent 
attachment for Microscope Nikon Optishot may be treated as 
-Gancelled and withdrawn. 


All other entries in the tender enquiry remain unaltered.” 


Sd./- 
Asstt. Director (S) 


[No. NIL, dated 7-9-99.} 
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REGIONAL DIRECTORATE, CALCUTTA 
DWHP Mark I / I: Amendment; . >. |, tg 


O ffice of Issue :—Departmont of Supply (Bogrti Vibhag), PF 
Directorate of Supplies and Disposals, 6, Esplanade, East, Cal- 
cutta-700 069. 


Tender No.-©P=3/RC-13020900/032001/DWHPR ‘Mark I & it a 
2000-2001 due by 22nd October, 1999 at 3 p.m. 


The following amendment against the Tender Notice of even 
No. dated 30th August, 1999 is hereby authorised : 


FOR : Item reserved for Purchase from KVIC/Women’s 
Development Co-operation/Small Seale Sector and 
will be purchased from them Gnly. Quotation 
recd. from other Sector will not be considered. 

Read : Deleted. 


All other tems and conditions of T,M, Notice remain Unaltered , - 
Sdl>, 
Asstt. Director of Supplies 


[No. CP-3/RC- 13020900/2032001/DWHP Mark-U & TH 
2000-2001, dated 2-9-99.] 


Bottle Water Plastic 


:—Department of Supply (Poorti Vibhag), 


O ffice of Issue 
Disposals, 6, Esplanade East, 


Dircetorate of Supplies and 
Calcutta-700 069. 


Tender No.—CP-3/RC-0000/ Water Bottle Plastic/99-2000. 
Due on 21st October, 1999 at. 1.30 p.m. 


Item: reserved for purchase from KVIC/Women’s Develop- 
mnt Co-operation/Small Scale Sector and will be purchased ~ 
from them only. Quotation reczived from other sector will not — 
be considered. 7 

Sealed tenders on prescribed tender forms are invited on behalf — 
of the purchaser named in the scheduled to the invitation to — 
tender form for Rate Contract for ‘Water Bottle Plastic’:— 


Item Deser iPtion of Stores Specification 
No. ae 
1. Bottle Water Plastic with eover capa- ENDIGR/TSE(H P 


city | litre as per Specification No. 
IND/GS/1758(b). 


(Details may be secn in the Tender 
Enquiry). 


N. B.—Intending tenderers may obtain the tender roth with: 
complete tender schedule from this office or from DGS&D., — 
New D-lhiand its Regional Offices of DS&D, Chennai/Mumbai 
and Director of Quality Assurance circlewiselist_as mentioned in 


the endorsement on payment of Rs, 250 from 10 a.m, to | 30m 
p.m, and 2.30 p.m. to 4’p.m. on all working days. oe 
Tenders in the requisite, tender (prescribed) form. are to be 3 
submitted to’ DS&D, Calcutta only. ~ pe a 
£ 


[No. CP-3/RC- 0000/Water. Bottle Plastic/99- 2000,. same 
dated 2-9- 99] : ‘ 
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Piywood 


Office of Issue :—The Directorate General of Supplics and © 
_ Disposals, Parliam:nt Street, New Dethi-110 001, 


Scaled tender on prescribed form, are invit-d, which are sch-- 

- duled to be open-d on 27th October, 1999 on b-half of the 

Purchaser named in the sch dule to th: invitation of tender 
for :— 


Item DescriptionofStores and Speen. governing 
No. supply 
1. Plywood fo: Gensral Purposes, resin bond:d, as Per 


Specn. No. IS : 303-1989 and also suppl-m-ntary 
Schodule No. CQA (GS)/SS/242 (b) in following thick- 
ness, and plyratings and grads, ; 


(a) BWR Grade (AA)— 


(i) Sply xX mm 
Gi) » Sply< 9mm 
. (iii) 7ply X 12 mm 
veoGivj— al ply x 16 mm. 
(b) MR-Grade (4A)— 
(i) 3 ply X3 mm 
(ii) 3 ply <5 mm 
(iii) 5 ply * 6mm 
(iv) 5 ply 9 mm 
(vy) Tply X12 mm 
(vi) 7 ply ¥ 16 mm 
(vii) 9 ply 19 mm 
(vii) 11 plyX 22 mm 
\ 
; (c) MR-Grade (AB)-- 
2 (i) 3 ply X 3 nim 
| : Gi) 3ply x 5 mm 
: (iii) S ply X 6i%m 
} (iv) Sply X¥ 9mm 
AWW) e7 ply X 12 mm 
(vi) 7ply X 16mm 
(Vii) 9 ply X 19 mm 


1i ply X 22 mm 


| 
6 (Viii) 
h 


(d) MR-Grade (BP) -— 


qys3 ply < 3 Fite 
(ii) 3 ply 5mm 
Gili) 5 ply X 6mm 
(iv) 5S ply X9mm 
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Item 


2 - 


Description of Stores and Spenc governing 
Supply 


(v) 7 ply X 12 mm 
(vi) 7 ply < 16 mm 
(vii) 9ply * 19 mm 
(vill) It ply X 22mm 


Rate / uniy in Sq. Mtrs. 
Terms of delivery : F.O.R. Destination/F.O.R. Station of 
despatch. 


Note for tenderer ; 


1 


ta 


The sizes required for above thickness and plyratings 


against all tac items shall be as under :— 


(i) 900 * 900 mm 
(ii) 1500 X 900 mm 
(ili) 1500 * 1200 mm 
(iv) 1800 * 1200 mm 
(v) 2100 % 1200 mm 
(vi) 2400 * 1200 mr 
(vii) 1000 * 1200 mm 


The. tendering tirm shali indicate the specific preservative 
being used by them and method of its application. The 
recommended preservative are as per Appendix-A, SI, 
No VIII of IS : 5539/1969 i.e, type-4 (Copper, Chromo, 
arsenaic composition or acid, copper chrome) or type-2. 
The recommended preservative ate type-2 not colour 
imparting as per Appendix-A, Sl. No. IX of IS : 5539/ 
1969 with Amdt. No, | by pressure impreynation or seak- 
Ing methods. 


The tendering firm shall quote separately for each item, 


Period of Rate Contract : One year from the date of 
conclusion, 


The purchaser intends to purchase only ISI marked stores 
aginst this teadsr, However, the purchaser reserves the 
right to purchas stores strictly coaforming to IS specifica- 
tion though not ISt marked. In the event of placement of 
order for ISL marked stores it shall be the responsibiliy 
Of the cdAtractor to ensure that only such stores are sup - 
plied against the contract, Failure to do so will entitle 
ihe purchaser for action in ternis of the provision of the 
General Conditions of the Contract, DGS&D-68 (Revised 
and DGS&D-1001, firn:s oftering stores with ISI mark 
ing should indicate the details of ISI licence held by 
them and its validity period, The stores must conform 
to CQA Schedule CQA (GS)/SS/542. (bd). 

The intending tenderer may obtain a copy of the invita- 
ion to tender and the tender formscoinpletein all respect 
from DS&D and its Regional Offices on payment of 
Rs 500 only, Terider on preseribed form will only be 
considered 


The Rate Contract shall be operated DDOs under 
Miuisiry of Defence, 


Sd/- 
Section Officer 


[No, MS-2/RC-05010500/101999/Plywood/Defence/ 
Z-2, dated 1-9-99,| 
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REGIONAL DIRECTORATE, CHENNAT 


Disposable Skin Stapler, etc. 


Office of Issue :—The Directorate of Supplies and Disposals, Shatri Bhawan, No.26, Haddows Road, Chennai-600 006. 


Sealed Tenders cn the prescribed Tender Farms in duplicate are invited on behalf of the Purchaser named in the schedule to the 


Invitation to Tender for the following items :— 


Serial Indent No., Date and 
No. Description of Stores 


1.  218/3276/10-08-99/M3, 
dated 18-08-99— 
Disposable Skin Stapler. . 


2. MDS/M1/RC-03070800/022000/Mats Door, 
dated 02-09-99— 
1. Coir Mats (Corridor Mats) 
2. Door Mats (Creel, Bit and Fibre) 


3. Door Mats (Rod) 


WN. B.— 


(1) Intending Tenderers may obtain a capy of 


Quantity E.M.D. Destination Due by 
Rs. 
1,200 Nos. 10,000 L.N.J.P.N. Hospital, 26th October, 1999, 
New Delhi. : 


| 
[ - 
J 


Regional Offices at Calcutta/Chennai/Mumbai. 


(2) Tenders submitted in the prescribed Tender Forms only will be considered. 


if 


Hilo Ho Ho (to fava), SATIME — Ae 21, 3a, 441, Sal, oat; 1087, 11 att 1247 —47 ove 48 Al ATs Va/99 —15 9 99—92 


Te mt dn ccc ee 


MGIP (Pub. Unit), Sant.—Sec. 2nd, 3rd, Ath, 8th, ae 10th, With & 12th-—47& 48 CS /99—1 5-9-99I— 9 )2 
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Nil Anywhere in India 17th November, 1999, 


the Tender Form complete with Schedule from DGS&D, New Delhi or its 


j 


_ Sdl- 
Asstt. Director of Supplies 


[No. MDS/PUR/STAT/ITJ, dated 6-9-99.] 


— soe a 


_———_— 
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| / 
Period | 21.6 CMxie 8 CM | 10.8CMxX15.8CM | 10.8CMx7.9CM &CMx 16.8 C 


| or 21.6 CM X7.9 CM | or 8.4CM X15.8CM 
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3 Rates of Advertisements Is . 

he | | TRADE N 
IN] m 

; THE INDIAN A JOURNAL : 

3 Casual Insertions iz 

¢ | |Single Columma 6 CM ® 

€ | | | jhe. 1CMxX79 CM®@ 

€ Period /Frequency | Full Page | Haif Page | Quarter Page iCM*xS.C. for? 

: ' | hese’ ah 1/4 Page @ 

} | er DSCTiICR. 

e PR SR eS Oe OY ee 

$ Per Insertion Rs. 1,750.00 | Ra. 1,010.00 | Re. 635.00 | Re. 65.00 

4 Ordinary Positions _ 

‘ Half Page Quarter Page One Eighth Pege> 
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WEEKLY | | 
62 Issues in 12 months | Rs. 49,760.00 | Rs. 27,370.00 Re. 14,420,00 Rs. 7,980.00 


FORTNIGHTLY \ 
26 Issues in 12 mooths Rs. 34,100.00 Rs. 17,930.00 | Kea. 9,335.00 Re, 4,870.00 
MONTHLY 
12 Issees in 12 months Rs. 20,170.00 | Rs. 10,450.00 | Re. 5,480.00 Re. 2,880.00 
 Spectal Positions 
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1. ADVERTISEMENT ON— 


(i) First opening page (page along 
inside front cover) and outside 


back cover. ‘ ; . 50 per cent extra of the scheduled rates. 
(#) Inside front cover . 25 per cent. extra of the scheduled rates. 
(wi) Inside back cover ia page 
facing the contents 10 per cent. extra of the scheduled rates. 
(iv) Interleaved Eee ents cin 
side the text page) : . 15 per cent extra of the scheduled rates. 
(Only full and half page advertisements 
are accepted.) 
52 Weeks Single 
2. LINE ADVERTISEMENTS (2.5 CM X 15.4 CM)— 
At the foot of text page. : Rs. 9,960.00 Rs. 310.00 
At the foot of First Tender Notice page . 10 per cent. extra of the scheduled rates. 


FOR STATE GOVTS., PAYING DEPART- 
MENTS AND LOCAL BODIES— 

Tender Notice Pages Rs. 65.00 per Single 

Column CM or 1 CM Single Column (With 15 per cent, discount.) 
FOR GOVT. SPONSORED FIRMS— 

Tender Notice Pages Rs. 65.00 per Single 

Column CM or 1 CM Single Column . (Without discount.) 


» 


> 


Note.—(i) For further particulars please write to— 
THE CONTROLLER OF PUBLICATIONS, CIVIL LINES, DELHI-110 054, 
(ii) Advertisements booked for 8 months or more at a stretch will be entitled to the 
benefit of contract rates. 
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If PAYS [TO ADVERTISE 


TRADE JOURNAL - 


FOR RATES AND OTHER PARTICULARS 


OPES SOEE SS VEHOCOERY 


Cecctccsdcecnecceteeaeetitil. 


& 
© 

° Please Contact } 

; 

~ The Asstt. Controller (Business), The Supervising Officer, — 

ee 

~ Department of Publications, ' Govt. of India Book Depot, 

~ Civi} Lines, Delhi-110 054, 8, K. S. Roy Road, CALCUTTA-1. 
® phone No. 011-3962527 Phone No. 248-3813 | 

© Fax : 011-3967846 

LOLR ONG ME>YOLLL DOOPOOOPOPIIOOPOOE LED POPE OODOOSESED 9 OOOSF 
; NOTICE & 

> 


ee = 


Blocks used for insertion of 
advertisements in the Indian Trade Journal! are 
returned on demand at the cost of the adverti- 
sers when sach demand is accompanied by the 
requisite postage stamps. If, however, the 
demand for their return is not received within a 
fortnight from the termination of the contract, 
the blocks will be disposed of as waste article. 
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LIST OF DGCI & S, PUBLICATIONS 


1. Indian Trade Journal (Weekly) : 
Rs. 25.00 (Foreign £ 2.00/$ 3.00). 


Subscription per annum : 
Rs. 1250.00 (Foreign £ 100.00/$ 150.00). 


2. Monthly Statistics of the Foreign Trade of 


é- 
dia ; 
Rs. 760.00 (Foreign & 88.62/$ 27 : 
(i) Vol. I (Export & Re-export), s i ‘= (& 21300). ys 
July, 1998. (Part 1 & ID) 8. Directory of Indian Exporiers, 1997 $ 
Rs. 1479.00 (Foreign £ 53.94/ (24th Vdition). : a 
$ $4.90). Rs, 339.00 (Foreign £ 13.50/$ 22.00). ¢ 
ie ae : & 
(ii) Vol. 11 (Imports), August, 1998, 9. Selected Statistics of the Foreign Trade of 
Rs. 970.00 (Foreign £ 35.59/ India, 1996-97. fl 
$ 56.02). Rs. 36.00 (Foreign £ 1.26/$2.11). r 
3. Statistics of the Foreign Trade of India by 10. Indian ‘Trade Classification (Based on * 
countries (Quarterly) : Harmonized Commodity Description and $ 
Ceding System) (Revised Edition effective ¢. 
(i) Vol. I (Export & Re-export), from Ist January, 1996). ¢ 
March, 1998. ‘ ¢ 
$ 102.43). 11. tar Trade Statistics of India rs 
fee ommodities & Countries)\—Monthly— ¢ 
Nol. teers) Mach, 1998, vale nly trot DGUIAS. Coca by $ 
$ 58.87). payment of annual subscription of ¢ 
Rs. 3,190 for April 99 to March, 2000 m »@ 
4. Statistics of the Customs and Excise the form of Demand Draft on any Calcutta 4: 
Revenue Collections of the Indian Union, based bank to be drawn im favour of Direc- rf 
1995-96. tor General, Directorate General of Com- 9 
mercial Intelligence & Statistics, Calcutta— 
Rs. 115.00 (Foreign £13.41/$41.40). Latest Issue: June, 1999 (Speed. @ 
a 
5. Statistics of Foreign & Coastal Cargo Move- Post Charges of Rs. 1,020/- or Regd. 2 
ments of India, April, 1996 to March, 1997 Book Post Charges of Rs. 666 for all 
(Vol. I. Rs. $0.00 (Foreign £ 3.35/ the 12 issues are to be borme by the subs- ¢ | 
$ 5.50). criber extra). . 
ro 
e& 
} 
Aa a] $ 
Copies of the Publications at Serial Nos. 1 to 10 are available on payment from the Con- 4. 
trolier of Publications, Civil Lines. Delhi-S4 (Tel: 396-2527 (Direct), PBX No. 011-396- ¢ 
7846/7823/3302, Fax: 011-396-7848) by sending Bank Draft of the requisite amount * 
drawn in his favour or from the Book Depots/ Agents authorised to sell Govermment of India ¥ 
publications. o. 
Aiso available at Govt. of India Book Depot, 8, K. S. Roy Road, Czicutta-1 (Tel: @ 


248-3813)/Govt. of India Book Depot, New Marine Lines, C.G.O. Complex, Bombay-20/ 


Govt. of India Kitab Mahal, Emporium B 


Idg.. Baba Kharak Singh Marg, New Delhi (lel: 
336-3708) /Publications Branch, Udyog Bhavan, New Delhi (Tel : 301-2082). 
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Statistics of the Inland Coasting Trade * 
Consignments of India, 1995-96, 


Rs. 80.00 (Foreign £ 9.33/$ 28.80). 
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Inter-State Movements/Flows of Goods by 7 
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NOTICE INVITING TENDER NO. 24 f 


Sealed tenders are invited from bonafide manufacturers/dealers exclusively authorised by the manufacturers for 4p 
_BCCL only for supply of the following materials :— 


> 


— 


A A A A LT, AT 


Serial} Tender No. Description of Materials Last date Date for Cost of 
No. for receipt Opening tender 
it, - of tender of tender document 
1. PUR/200208/ Cylinder Assy suitable for LW-35, 14-10-99 14-10-99 Rs. 100 
CYLINDER D-155 and PC-300 Shovel. . es 
ASSY/A-66/ a" 
99-2000/37 
2. PUR/590000/ Pre-despatch inspection at supplier’s 27-10-99 = 27-10-99 Rs. 100 
a # INSPECTION/ end by Third party against orders 
99-2000/38 to be placed by BCCL. 
3. PUR/590098/ (i) Body for mobile service van without 
Mobile Service/ Chassis—5 Nos. 
Van and Fuel 14-10-99 14-10-99 . Rs. 200 
 Bowler/99/39 (ii) Body for fuel bowler without chas- 
sis— 5 Nos. 
4. PUR/550000/ Ordinary portland cement conforming % 14-10-99 14-10-99 Rs, 200 


ADV ACT/CE - to IS :269/1989 and amended upto 
MENT/99-2000/40 | date packed in new gunny/BDPE 
bags at 50 KGS Cap. 


cm nce ge nt eg Se SE Se ee mene ea tes sc ni ee cee 


Tender documents can be obtained from : 


(i) The office of the Chief General Manager(MM), BCCL, Koyla Bhawan Commercial Block, P.O.-Koyla Nagar 
Dhanbad-826005. 


(ii) The office of the Dy. Chef Materials Manager(Pur.), BCOL, 6 Lyons Range, Calcutta-700 001. 


(iii) Materials Management Cell, Coal India Ltd. 402-404, Ansal Bhawan, 16 Kasturba Gandhi Marg, New 
Delhi-110 001. 


on payment of requisite cost of the tender documents by way of Indian Postal Orders in favour of Bharat Coking 
Coal Limited. The tenders wll be received upto 1 p.m. on the due date and will be opened at 3 p.m. on the same 
day in the presence of attending tenderers. Sale of tenders shall close 10 days prior to the due date if the request 
for tender papers is received by post or 3 days prior to the due datein person. BCCL isnot responsible for any 
mis-print in the newspapets and delay in receipt of documents by post. 
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'BHARAT COKING COAL LTD, 


(A SUBSIDIARY OF COAL INDIA LTO.) 


( 


N 
x 
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NOTICE: INVITING TENDER NO, 25 


Sealed tenders are invited from bonafide manufacturers/dealers exclusively authorised by the manufacturers for 
BCCL only for supply of the following materials :— 


ee 


: 
if 


SI. Serial 


Terder No. Description of Materials Last date Date for Cost of 
No. No for receipt Opening Tender 
of tender of tender document. 
1. PUR/563176(A)) 3°3 KV PVC/DWA Mining Cable 11-10-99 11-10-99 Rs, 200/- 
3.3K V/Mining Gr.'E: 
Cable/AA/ 3X25 Sqmm—6 kms. 
99-2000/41 3X35 Sqmm—10 kms. 
3X70 Samm—38.5 kms. 
3120 Sqmm—6 kms. 
2. PUR/550000/ Calandum Cement or its equivalent 14-10-99 14-10-99 Rs. 200/- 
FC/99-2000/42 product as per IS No. 4031 (Part-6) 
1988. 
Tender documents can be obtained from : 
(i) The office of the Chief General Manager (MM), BCCL, Koyla Bhawan, Commercial Block, PO-Koyla 
Nagar, Dhanbad-826 005, 


(ii) The office of the Dy. Chief Materials Manager(Pur), BCCL, 6 Lyons Range, Calcutta-700 001. om 


¢ fi) Materials Management Cell, Coal India Ltd., 402-404, Ansal Bhawan, 16 Kasturba Gandhi Mare, New ‘ 
Delm-110 001, 


\ y , 4 

on payment ‘of ‘requisite cost of the tender documents by way of Indian Postal Orders in favour of Bharat Coking 
Coal Limited. The tenders will be received upto 1 p.m. on the due date and will be Opened at 3 p.m. on 
the same day in © the presence of attending tenderedrs. Sale of tenders shall close 10 days prior to the 
due date if the request for tender papers is received by post or 3 days prior to the due 4ate in person. BCCL is 
not responsible for any  mis-print in the newspapers and delay in receipt of documents by post.” 
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PART A 


FOREIGN ‘TENDERS 


Indian tenderers should ascertain the exportabili ty of a commodity in the tender notices publised below 
in the light of the rules and regulations in force before negotiating for actual business. Firms participating 
in these tenders are requested to inform the Director ate General of Commercial Intelligence and Statistics, 
1, Council House Street, Calcutta-1, when they succ eed in their bids. 
FOO OS 9 09999 
: SYRIA @ 
© OO094O94O9 HO 


Miscellaneous Stores 
Sealed tenders are invited for the followings :— 


Maintaining and Modernizing the Formatting Machines 
—Br. 1/9115. Requirement : Maintaining and Modernizing the Formatting Machines of the bottles. Bid 
Bond : USD 200,000. Booklet : Obtained at USD 15 from Gen. Co. for Glass Industries, Damascus. Perfor- 
nance Bond ; 10 per cent. 


Deadline : 4th October, 1999. 


Erection, etc. of Metallic Moulds Working on Injection Moulding Machines 


—Br. 2/9118. Requirement : Erection, test running and operation of set of metallic moulds working on 
ttogallis injection molding machine type B2 S-12. Bid Bond : USD 10,000. Performance Bond 10 3 per cent. 
Booklet : Obtained from Al-Ahlia Co. for Rubber and Plastic Products, Damascus. 


Deadline : 10th October, 1999. 


White Thermoplastic Enamels, ete. 


—Br. 1/9119. Requirement : Various items for decor department/glass enamels as follows : 


White thermoplastic enamels : Bid Bond : USD 2,250 
Red thermoplastic enamels : Bid Bond : USD 2,000 
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Royal blue thermoplastic enamels : Bid bond : USD 1,500 


Medium yellow thermoplastic enamels : Bid Bond : USD 1,250] 
Stainless Steel mesh 200 : Bid Bond = USD 1,625; 
Stainless Steel mesh 180 : Bid Bond : USD 1,625; 
Photo emulsion : Bid Bond : USD 88 


Performance Bond : 10 percent. Booklet : Obtained at USD.5 from Gen. Co. for Glass and fin miplinatustcis 
Aleppo. ) hoa  fiondol? Et 


ane 


Deadline : 13th October, 1999. 


Mechanical and Electrical Equipment 


—Br, 2/9120, Requirement : Mechanical and Electrical, Equipment for supplying water to the villages of 
Jarid Al-Enaza in the governorate of Tartous. Bid Bond : USD 50,000. Performance Bond : 10 per cent. Booklet: 
Obtained at USD 300 from Ministry of Housing and Utilities, Damascus. 


Deadline : 11th October, 1999, 
Pump Set with Diesel Engine Driver 


—Br. 3/9120. Requirement: Pump Set with Diesel Engine Driver. File Ne. 96021, Bid Bond : US! 


»' 3,000 
Booklet : Obtained at USD 25 from Gen. Co. of Homs Refinery, Homs. “eg nT 


Deadline : 13th October, 1999, 


Installation of Level and Flow Regulators 


—Br. 1/9121. Requirement : Installation of Level and Flow Regulators needed for the project of reutilising 
treated water in the sewerage project of Damascus for the irrigation of Ghouta: Bid Bond : USD 60,000. Perfor- 


mance Bond : 5 per cent. Booklet : Obtained at USD 150 from Ministry of Irrigation, Gen. Directorate of Irriga- 
tion for Barada and Awaj Basin. serine) ¢ tatdod 


Deadline : 12th October, 1999, 


Radio Communication Network 


—Br. 1/9118. Requirement : Radio Communication Network. Bid Bond : USD 12,500. Perfo 


: : rmatice Bond: 
10 percent. Booklet: Obtained at USD 25 from Banias Refinery Co., Banias, File No.j25/99. YE EO\E ox "hee 


| Deadline : 14th October, 1999, 
National Internet Backbone, ete. : itegt 

—Br. 1/9120. Requirement : National Internet Backbone and STE ISP on two stoups : 

‘Group 1 : The International Internet gate way, equipment and other required accessories. ee 


Group 2 : STE ISP. 


Bid Bond : USD 250,000. Performance bond : 10 per cent. : Booklet : Obtained at USD 200 from Syrian 
Telecommunication Pstablishment, Damascus. 


Deadline : 19th October, 1999, 
Complete Dehulling and Separating Unit 


—Br. 3/9113. Requirement : Complete Dehulling and Separating Unit. Bid Bond : USD 12,500. Com- 
plete Unit for cotton seed cleaner. Bid Bond : USD 5,500. Cascade air separator ; Bid Bond : USD 5,000. 
Performance bond: 10 percent. Booklet : Obtained at SP 200 from Homs Sugar Co., Homs. 


Deadline : 20th October, 1999, 


Drum Spraying Plant and Drying Oven 


—Br. 2/9117. Requirement : Fully automatic drum spraying plant and drying oven. Bid : Bond USD 5,000, 
Booklet : Obtained at USD 25 from Gen. Co. of Homs Refinery, Homs. File No. CD/93002. 


Deadline : 10th October, 1999, 
High Pressure Valves 


—Br. 5/9117. Requirement : High Pressure Valves for A.U. Plant +25 per cent. Bid Bond : USD6,000. 
Performance Bond : 10 per cent. Booklet : Obtained at USD 20 from Gen. Fertilizer Co., Homs. File No. 33/98. 


Deadline : 16th October, 1999, 
Spinning Rings 


—Br. 3/9118. Requirement : Spinning Rings. File No. 1058/99. Bid Bond : USD 5,000. Performance Bond : 
10 percent. Booklet : Obtained at USD 5 from United Commercial Industrial Corp., Damascus. 


Deadline : 11th October, 1999, 
Communication Including Cameras, ete. 


—Br. 1/9114. Requirement : Communication Including Cameras, 
ment shall be supplied for the Agricultural Development Project in J 
cent. Performance Bond : 10 per cent. Booklet ; 

Reforms, Damascus, 


Video recorders, tapes. The equip- 
abal Al-Hoss in Aleppo. Bid Bond: 55 per- 
Obtained at SP. 200 from Ministry of Agriculture and Agrarian 


Deadline ; 2nd October, 1999, 
Notes :— 


1. Most Syrian Organizations require payment or tender docu 


ments to be made in Cash, either in US$ 
or in Syrian Pounds (US$ 1=S.P. 11.20 official rate). 


' 2. Firms in India wishing the Embassy of India, P.O. Box 685, Damascus to purchase tender documets ou 
their behalf, may telex IND EMB 411377sy this Mission giving full details of tender documents to be prchased 
. confirming that payment by the firm would follow in due course by Bank Draft. 


3. The documents can be sent directly by courier service (DHL/SKYPAK) _ provided the firm makes such a 
'Fequest. In this courier charges (approx. US $ 15 for 1/2 kg) will also be payable by the firm to the Embassy. 


4. Owing to the difficult logistics involved at present, 
| ment personally through representatives of the Embassy, 
| outstation tender documents the Embassy will request th 
‘forward documents by local post/courier to the Embassy 
| guarantecing payment of tender document charges by th 


the Embassy of India is able to purchase tender docu- 
only from Syrian Organizations based in Damascus. For 
e concerned outstation Syrian Organization , by telex, to 
in Damascus, for onward transmission to India an 
¢ Embassy, This usually involves considerable delay in 
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the Embassy receiving documents. In some cases the Embassy has requested the Syrian Organization for exten- 
sion in deadline, which has been acceded to occasionally. These facts may please be borne in mind in requesting © 
outstation tender documents, especially those with short deadlines. For procuring outstation documents — 
expeditiously, it would be useful to have a Syrian Party for local liasision and follow up as is the formal practice 
here. The Embassy , on request, can recommend names of local parties with whom the Indian side can settle 
terms mutually. Sucha local contact is also useful for follow up on offers made by Indian side, 


Tel : 3739081, 9082, 9083 Fax ; 963-11-3316703. 


A694 INDIAN TRADE JOURNAL @ September 22, 1999 


as 
. 


7s 


aaa 


ureara fafaare 


are wet art sifaarfeal # snared 


. 


ties seer ge asawee aefeteran, Saye era ert “afeae ge ade” ara @€ ws 
Ree GATE Mee AMET STAT aif) ce sree fami) SY are B uw oot afine eR 
anrere val 8 at fear or ase (ware fale faray & fay 102 % aqame et ne 


Wo 29) ane Bele awnre/usy aw ¢ Seni/eqmy & sade fier or gies ca suis 
or avieda Gq sare wi 


fafer qearg qt afeal 8 aerate, arfafsos sreartl ca aedeea nerfeeerea, 1, sifea 
som tele, Saper-1 8 de aes St ad arfer | 


fafaer gear afe fieegt area}, ae famca ce ee. part faewren, af faeit ween eqzan 
sm—eram. efeerfeal eeaife aru seer et srl aafers ey, at ga cere wf) frfaer et ofa ca feed 
©) ga: Sfeq age ort area er aetm F aan e) eae ea ay fafaer “efeaa ae wae” 
® gl az serfme © wed gi fare (a ard era na sofsera eh Ff afafafe ¥ warara 
& facherz gia: 


afs quan #) srl Mane “fea es oie” A soma gaad arfnfsas amar oF ae daa 
uginemma HR Ma eee qa cea Sih wifes 


fafacraiatal st aah ce am set fq ada gare se) fafa 8 15 fea m1 ana fear srr artes) 
aan fafa qaaral * gra sae fgec) earar fafeas oy 8 Met ar arfzc) 


“tfeaa 8a aaa” géefoa stare * aqar aqaen a fee ara Ie seq PRat’ frmaa.afe |g), 
SY wre forehead eelwre agh wear g 


“vizae §¥ ode” @ serine fafaer qeaiel w fee fen he sera fdas, sera fawn, fafae 
aera, feeet—110 054 5) “rare fates” feet! Go F garea, teifea feate se sea as Mz 
sy STAY} 


srt #22 era wifserfza) 8 sqzie fear sr g fe afesi fe wang aa Senate’ arofeai 
Q eq? ¢ feu fae en: fey vr ee cemre quem BU | 


sfsaq ds sat @ fadtat 22, 1999 


(2a) 


#101 


qa 


faga : drosffowmo UWS To-135 HA (Gfawal H far wT GT) 
ait Wadt—an—aay free BT Weare | 


gang sifirerdt are ae facia feat wat & fa stosffoudo UWE sto-135 
(qfanat & far at art) ca oradt—an—aa fae HT FT Aca 1 Fa, 1985 


& fart cart gn : 


(t) dfosffowao use go-135 HA (qfrnat F fat wT HI) FT ata 
aft a vp eat wiz sfaai wv; Va 


(ft) oradt-au—ae faer ar ara 25 Ta ofa wre I 


HH satseat A star git fHam srosffouso Us Go-135 HA FH AIT 
a wa qadiau—aaH fate mA Hl BIT Ae Til 1 FostowsTo Ws B-135 
SIH Ft At Fel wr aaa fara aes ko 5 Va BT Tadi—HA—aw fare wa 
Sit fara a ant amas, wt fast qea to 5 eri F Grd sraea fast feral 
aq sma fea at aa | 


afe Graf st sited sta at Gctea Wee git ATT Bl AlaerHar st ar 
afafad aa wat aut aifer 1 Aer ead aT adierst H BT A gM atfar 
Grea atev/fere/aa ate & Sa q Aa wat Hea eatery set fear saa 


#102 sfem gs TIT @ fasrat 22; 1999 


APT=F 


areata fafaer gaat —- 


AIA ATHIZ 
ard a-dafre aaa 
ST Fal FAITE, ATo To Fo AAo, TfIaAtl ea, ATA FAA, TAIT, 15-16, Araar Sez, WATZ-302 004 
sraaes aie fees o fecorta Teqi FY argia, ahs 


ST Feat frame, wide w-asfie adam, ofiadt da, nia gay om, 15-16, MATA EA, TAGT-302 004, (zrsteaT7 ) ; 
ufiediea Wied & ‘srrare atx feea a feta edi at argia 2q feate 11 agree, 1999 am dtaaea fafaar armfaa wet 21 


erat AMT : ETT 49,50,000 1 


fafaar wrtae angie at 1a, faa od ama arfe % eae 10 off Ae A ez a awe oT AAaTet, oa Aer feow ada aaah aan, 
afer aa, ar emt, wAYz—-302 004 *® aa F Ay ae Fare; adie! w-aarfas ada, ofeadt aa, sara eazy, 
*IIZ——302 004 A frat vt wrt faaa ai feaiw 10 waraz, 1999 am SITq far oT aaa 21 


[Ho 10/4/ataa-In/tto To aTto/tH. wAo/9s—99, feat 6-9-99] 


Usq ACHTC—— 


WHAT ATHTT 
area aatlara, HaTaTe ATA fafRearay, HIATT 
aAtaA—ASIT/Ao So Ato Fao /to/99/4895 
afaar qaqa aT 1999-2000 : grt va Hetfaa Ft argfa, arte 


ay 1999-2000 % fan farafafad Felfaa, anait (ararr sq % fac), after saa, a eedtater aa Bq afrna 
fatarat / wiferdt aife & fasifea soa a aiztare fafaeid oammfad at oot 21 mlezas fafaer fare oz fafaer qaar 
areal, aaa, afiaa saat a eeflater et afaer ar seme sar aravaw gia) fafaar ova aWerqrereat F amtaa a feaia 
27 faaraz, 1999 #T Zset 1.00 at am faaifea aH TAT HraT HT ats oT aed 21 fafaar ova gol ae aaa faazn /aRat/ 


fan 22 wit @ fara 22, 1990 103 


feetax alfa ra etext ulm % ferme 4 SeQez, 1969 Hl BRT 12.00 FH eH Hae HY TIC Miz gira fafaarl cel fea atqzz 
0 


1.00 aW sofiga fafeaicie al ar cuh aftga ofafifeal F ane Gat Teal -—— 
aH fear aaatita qUet fafaa, 
Real atea Fa aft eR 
uf 
(a1aT #) 
agg aqa eqa 


1. Sry avg Retfaa —— 


qé—(z) : ; , ‘ : 3.00 6,000 100 
qté—— (11) : : : 2.00 4,000 100 
q7é—— (111) : - : : 1,00... jpyQOOdeie! BSPriE 
2. Arad (aTara sat) 1.00 2,000 50 
3. ware afar STH TIE 1.00 2,000. 50 
4.  aratyatez 15.00 30,000 100 
ieee 


(1) sata fafaatt “31 ara, 2000 am at aafr % fan area avir 
(2) faat atec ufe & aa ana qvara grea dia are fafaerd eaa: A faea aril area 


atdlo - 


HATH 
fat arava :——areiters, | 


watare aat Pafearay, WaT | 


qa Ud ga ares faeaaa, age sta ATT | 


[ao eyo argo Fo ato /Ato/ 2966/99, featH 30-08-99] 


wart wellery, AL TeATA Are wa fore eareeT GEA, HAT 


aia ——aesit/tat/F4/99-2000/5823 : fafearfen aztaer faa weaaz—3 a argfa, arfa 


aa fafeca ara eg fara ara aa get faa cat qa faniamal gaat sat afana clad a fafaar omifaa @ —- 


Se Oe arma et farce aaatiaa ama, = fafarar avet 
ae Ia Teh arti 
ery eq RA 
1. fafearfen adtaex faa artes ‘ 3 ? ‘ i ; 18.00a@ — 100 36,000 
2. Tee arate far cafaeqara—5 A : “ ‘ 5.00 ara 100 10,000 
3. fafearen farcighta ras faa gare ue fafsaniez— 1 é ; 5.00 aa 100 10,000 


F104 afeaa ge wit @ faarax 22, 1999 


aie) rata at fare oF mat wens mina fe fet PUTER 
amt lH eH wife 
ea eqa tag 

4, afaae ated tz fafeo aa-1 : : j 4,00 414 100 8, 000 
5. write fadet aree—1 : 4 , ; 3.00 Wa 100 6,000 
6. aeafen fren saat 1 ; : ; - ; 3 tYr w 3.00% . 100 10,000 
7. Balatee-1 : f “ 5 ; “ 8 20.00 41a 100 40,000 
8. FAUT H Acararsts thax fast sito Fo AILo Zho-3000-1 $ : ‘ 1,00 aa 100 2,000 
9. 5-UHo WFo TSo AAA Haw TASAAT—-1 : ‘ : ‘ 2,00 71a 100 4,000 
10. Zafeea watet-2— ‘ , ; : : ; A 1.00 7a 100 2,000 
11. HTH 300 Aee—1, 165 Alex : i ‘ 0.85 aa 50 1,700 
12. farstoquaetsqi 2.074-3 i , : f u 1. 20 aa; 100 2,400 
13, wan ete1 ; ; : é : 0. 30 ae. 50 600 
14. ATeRteRTT—-1 ‘ : : , ; ' ; A 0.30 Te 50 600 
15. fafaaatfeqza G afaz oa fHaaz i . < : i 4.00414 100 8,000 
16. fafaa sitfen watae : % . d ; : : : 3.00 T1e 100 6,000 
17. fafaa Afsana efeartee F a ; : f é ; 3.00 ae 100 6,000 
1s. fafaa aftaa gree ieee! : é : : i 1. 00 aa 100 2,000 
19. #ene anfe eqeatar Ae fez Ua Alo Fo Fo faa HAIAH HT BANAT AAA : 3.00 ara 100 6,000 
20, ado faqen, frases fears, Adie carrrenx ca ufsartteczafaea . 1.00 aa 100 2,000 
21. waar free od afrace a Fie Pry ; 7 : f 2,00 ae 100 4,000 
22, fatwa, argo Fto az, at§o ao Hq, em aife feetTs aTEera : ; 3,00 aT@ 100 | 6,000 
23. Alaa, tHtfaT Wesy, feeatee greet arts faqs arawY : : b 2.00 We 100 4,000 
24. ewe seem ca aT ATTY : i ; é : ; 1,00 11a 100 2,000 


feeqat :-— 
fafaat faaifea Zost Gd  oega weal aril at faain 5 waqaz, 1999 aH HdletH, at Tana AMG Ua fay care aea, 
Usa waa F AAA, TaTet ATA ASS AM, TIT F aA saaraare faaifea Zest Gt ew ana, sade ar fears graze fawarae 


aia feat ot agar 21 fafaer wat sre gia Haat % fac sofa fafaar waa 30.c0 Him ea Ffraifa aca F afafkaa fawara 
ium 


fafaar at faeqa wd od aa fea ort aa arezra #1 Fear fafaarar err sa deta WT saftaa Alex fafaa Bt a qa Bai 
a andl Zz 


fafacrarat at fasifea aztec uf fafaer # ara sega weal evil, frat aera q fafaat ge faare adi fear saa | 


fafaararat a1 araae andl sary ca wa fasta aadt sam oa fafaar ae ara sega wea at faa aaa a fafaarfreea at oT 
aaa et 


gisaa ge via @ faataz 22, 1999 _ F105. 


aTRER arate 1 & 14% faq sea m1 ag fafaar ® ara amex aa alaaar auewtian od fafacrara % afiea ter gt 
at feafa qo qa faaiar ar amusing aet geez aT gal F samz fasta THA aA geaa sear siawzaH gent ama A fafaet 


fara sl wt aad 21 


fraré @ aecara Pataer fee ge ere et i eee edew aye ss (HTEeH FT ATA) % fere_fafaer’ 
frat et faate 11 #aqaz, 1999 am sa arataa q oa oral arfead 1 srea fafaa fetta 12 q4qaz, 1999 aT diqax 12,00 44 


seen fafactaraat at sat sfafafaal & amet. all saat | 


faaifer arr % wre ater ge fafaaral ve Fle faare gt fear aaa | 


aeare 
wera 


faa Aaa ales, 
at Tania Ha wa fam eaeey ata, 


TAGE 
gaat Ga wa ate faemray, wre Bret aTet.) 


lao Sto ao Fo HTXo /eito/2839/99, featH 24-83-99] 


arias adie afaarean, a4 carey afraian fear, ae aTaTT 
AIH /AA Cato /AA TT0/99-2000 : AaAfaaa Teqq Ae Fl AeA, anfs 
aera F Users a ae a fartfafad ari ag atecara fafaard featw 11 waqaz, 1999 a1 1 a ae arated at ont 


@1 fafaere vet fer 2 am sofeaa fafaararamat % amet ateit smait | fafaet sca 8 waqax, 1999 aH UaHg agay AAlaet aT 
WA HATH a fea aT ana %:—— 


7 fafaert aeat wit a afaa atet — fafaat 
Tet facaa faaxot aT aft eh 
(areata) (arat #) 
ery eq qq 
afen 2 adfaar * state ae aanfaaa ofeaat ae al arma va frarsfeen ar ad :=- 
1 40/99-2000-— , 
qs mat 4 a A : i eae : 12.00 0.24 100 
o; 41/99-2000—— 
aus faciay’ 4 th i al ; F i 2 7.00 0:'32° T00 
2: 42/99-2000—— 
qv wana. * . wee 4 ‘3 ; ; ‘ irr yx6YO0 0. 32 100 
4, 43/99-2000—— : . ne 
FA ATA ATSC ata SF SreleaTAT TT Fz : : , : 1.00 0.02 50 


F106" sfeaq ees @ faaraz 22; 1999 


fecruir :—— 
FH aeqT 40-42 0% % fafaamat fac fafaerararal ar agar aia oat qadata sat /farer frat a ztar afarara & aeray 
fafaat eatere adt a maa | 


arato 
wfyaret afar Tz Ao Fo 
faa rata :——afaaret afearar, 
aq tareq ufaatan fart, 
FA—ATAAT | 


gat cd aa ara faaarayy 
HATE SIT TET | 


[Wo ge ITFo Flo HXo /Fto/2769/99, fart 24-399] 


-« 
oe eee 


arias satan afro, qa careca afaotiaa frat, atarax aq, araraz 
FATF——7252/067301 
areas ter ae at argla, atte 
fafaar qaat 


carers crea BT ae a fret aril & angi aq fratfer saa ae aremar sree argfanaiat ox aq sett eared, doltea 

gai & atatara fafaar arfaa at art 21 fafaar fara afea feare ay ATs 3.00 ah fafaarararati sera sas afaza ofafafaat 

oot ¥t safera ati, & ant @leal wait! say mlacae fans & fafaerararat at enaraa cfs araz ata /fartraz atta /fasstra 

mat eaTare STA BI Qaar aay ert farts Aerae fash X arta ¥ soasy waa we fafser waa F HTN wat fafaar ax sat 

Brit wae wtecare fora st gear yo Aatass erat ax fetta wecaa fers st lar gaat) afer saa aratag ang 2 frstfca 

men HAT HeaTHT sea fa oT aaa faar utter cfs ¥ fafaar sea adh at oat Stara Ca ATT A ray facia & req fafaard 
eter adh atit i wan oa facia atecara farsret et cH art ater qlacara fame @ Rar art :— 


pata fafaat Hear Wtz Haat  — aNx fafaat fafaar aaa ar fafaat ata at 
gear argta at faacor aT afer wen ufay artra artte 
(arat #) 
eqq Lup eq 


1. 3/99-2000—- 
fafaa amar 4 aervane oieq Aza at argh 3.00 6,000 100 5 WFTaT, 1999 7 HAA, 1999 


2. 4/99-2000-—- 
area eeTaSAT HT ATG ‘ » 14.00 28,000 100 5 Wa¥a%, 1999 7 BPE, 1999 


fecafinarr -—— 
(1) ‘fafaar at fact wren agra faced eet sr afirere after afaaear BY etait | 
(2) at et daar ey & sm Go fer a att arian) 
(3) faaifer ferret er saat tet at gam ome fer fafear Fat/areq xt ora | 


- 


(4) wamfia ara a sdf % waare strat ula were/are oT aad 21 
(5) fafaar/qen/atter cfr axe/eto to/aae Ae H eT AW At edad gh 
“afaa ort, atfaa ofeare”’ 


sretent afraay 


fae sprata -——afaeart afar, 
aa careey afaaitan fart, Faraz, 
FA—ANHTAT | 


qa ua aa ara faemTa, 
AAATE BT ATA 
[Ho Sto ATso Tro HTto /Ato/ 2784/99, faatH 24-8-99] 


ee eee 


artiara wararara fafaeer vallaaras va frien dam fafacaraa ama, Het, (TAIHeATT) 
wie: To ( _ ) fafaat/99-20001600-604 
fafaar aa dem 6/99-2000: Ga aaa FT argta, ania 


fafecrr Hetfaaraa wa aa arag fafacarrat eg fred faacoraare ararat at angfa/fafan sat % faa fantat/afana fares/ 
afsana fatarti/aearal/astraa aterrael AEST afafa/asitea Shari & atecaa fafaa anifaa at ondy @1 fafaar aan fafaar q 
mat #1 soa fara geavartaat * araiay A faatita wer apa/Aaaret ster gare HA Ge (MT Aare wat sail) sais FAT 


feats 14 waqaz, 1999 FT AIT 3.00 3H an ora fear aT aHaT ZI 


gor Stor AT ge fafaar aiacarz fans a faa oe fafaar ar faato aia zy, fara seaattHal F arta ¥ feats 16 aga, 


1999 FT AWE 2.00 AT TH AT zAa qa anfaama BT A waar UES STH BIT WA arat afer : 
gia fafaard faate 16 Aeqar, 1999 FT ATL 3.00 ax faca geartcaat azar alana afaret sre safera a 
azar sfatafaat amet altel oral -— will 
aut fare arafra = atretsftfever 
Taq ata arfar We 
(arat a) Bo Bo. 
Eo 
1. Sa areal 1.50 3,000 1008 
2. FATAAAT 10:00: s¥3720;000;%5. 100 ‘ 
3. sfraea a fara 15.00 30,000 - 100. 
4. fafaeat fasta geat 4 aAee 10.00. » 20,000 100. 
PR CCRC , 2550 Hee $5,000 100 
2.50 - 5,000 100 : 


6. aH HI : ' ; 5 whike a 


#108 toad ge wit @ faarac 22, 1998 


aT faazy 


aH aa faa attet  faferar 
aeay afar afer Teh 
(rat 4) 
%o %o bo 
7. Wea aera a , 0.40 800 50 
8 Fa aa ATF ; ; ; 5 ; 3 : 5.00°° - 10,000 100 
eato 
yararara wa fara 


fae arate -—saratard od fia, 
Wafaaaa va fran adam fafseraa aye, 
BET, UAEATA | 


Gat os a4 arash fremras, WATT are TTT | 


[ ao qo/fafaar/99-2000/600-604, feria 23-8-99] 


aataa, wale, seta fafacaag, strgz 


fafaat qaat aeqt——4 : srilatex 


ea fafecaraa a1 facta ad 1999-2000 @@ farafafad samen at aa Her 2a faainnat/sfaaa fatarai 4 fasifea 9a 
H alecare fafacre anifat Ft oat & :— 


aa STHLT FT ATH HTaT arrartat CEAres fafaar 
ve alaqa afar We 
(atal F) 
eq aay Sqr 
1. salatez A : ‘ 15.00 30,000 109 
fafaat #1 oa :—— 


(1) attez afin fears eye FH eT A edrare st omedt 1 faa atta aie % ora fafaaral ce wre faare al fear sear | 


(2) faaifer soa at ea araiaa & aaar ca FH are eT 100 aHe AMAA aay AMaTST GT oreilera, stHs fafa, 
Wage F gat Het Aoae sera fear at anmat 21 ae fafaar mew Alera ae sear | 


(3) fafaer saraa fafa @ feria 12 saqat, 1999 FT Zee 10-00 at am fafaat sca ati aT aad ZI 


(4) fafaar atexcare fawn & fa ce eae eT A. ee, ” (sqact at ara) % fac fafaar afsd 
at eafaana =o & azar Uaees rH gre za arataa & feria 15 aeqaT, 1999 FT MWe 12.00 At TH IGA AAT 


atfec | sia fafaarai a afea afafa ara sat fat avet 1.00 at sofenfa fafaarcramat azar gam afaaa ofafafaat 
a safeafa a atl stot | 


(5) farageatataat aaaa ax are fafaer at eilea wea aq area adt 2, site aed fret ay fafaar at qi stat ation 
7 eq & faa aren aa aedtare wet at qt afaare aM) 


tfsaq te waa @ faatax 22, 1999 
2B 


$109 


é 


(6) faatfea anarafn % qeara area fafaarat qx te fae aét fear arom) fafaerarat #t fafaat soa % ata aafaa 
aaat afaardt A aaet ata gam oa aar ddfxa fasaax afaartt & fattet aaa TAIT Ta aa HAT SMT | 


fast aarata ales, 
saa fafacatay, 
HIATT | 
gaa 0s wa arr Peay, 
HITT TT ATT | 


[ao Sto aT§o Fro ato /zto/ 2822/99, feats 25-08-99] 


ayaa, arade fraaraa, UME, AHAT 
sata : wat—3 (1) 98-99/34024-30 ; faat# 25-8-1999 
Tso {to /ato Glo arafaat, arte 
aerial fafaar fast ay 1999-2000 


armada faarmenia darted caraaararay % aqitmed feata 31 ata, 2000 aH at aafa 2g amaT 29.00 ara BF FT aaa 
atfo Fo/fte To Arafyat Fa Het 2g Aetara fafaare atdfad #t aay gs 


ate || ART aT AIGA ACT FT ATA aaatfaa = fafaar fafaat 
ii afar aft =| ort 
(art #) a 

era aq ETA 

i; (#-11) atéo Gto/ato To mufaat (eam a at sararey fafaar = aa 19.007, 35,009 ... 100 


fae oa ST areaeat ef) | 
(a) Gta arat : ‘ ; es 10.00 aa 12,000. 100 
ate -—fafrar & alfa argedt at arar # at/afs a ot andl Bea faa aqarfsa ule serg/agre at ata | 


fafact oH aT qt faacy cd wat % feria 21 wAqaz, 1999 BT amet 12.00 at (AE aT) TF fafeqa eR TAT 
at ayat wdlarsx da ax fataraa armada fam, asec & feet at ari faa at orca fea or aaa @1 Ae ge fafaare feata: 
21 waqax, 1999 FT ATAFTA 4.00 ag aa car at await) fafeaa ana an ora fafaare fatin 22 aaqaz, 1999 aT aa: 
11,00 am frame areas faa ame % get H oafera fafaararnat saat sat afaga sfatafen % Het areal aay 


BEd 


afess crearfiraret CF 
wae afar 
; Hara wert +a afata, 
fazaraa, aga faa, 
| AHA, (TET ) 
faq unata : afece warfaarty, 4 
aqag fear, 
AAA | 
qa Fa aes Ts faery, 
FATT STAT ITT 


[Ho Ho ark Ho atte /Ato / 2945/99, featH 30-8-99] 


#110 sfert ze att @ fraraz 22, 1999 


waits, alate Ses AT We, WATT 
FAH > AlLo THe Wao Fo/99-2000/6201 
amar aaa ast, arte 
fafaat qaar 


aa are Ft sam gat a taiax fanin aq facta ay 1999-2000 * fac ata card avast gat axa # fan glares 
fafaart avafaa as) oat & :—— 


aaa aed FT ATA araarfaa afer fafaat aqarat 
We uta 
qq cb Eqa 
1 ara THST | : , : : s°0 4.25 ee 2 
: > 100 11,000 
. TIA AST : 1.25ara J 
5.50a1a ~ 


fafaar fafea fafaar sted a Zt seat at ord 21 fafaar sca wr aca ama ar AelaTse gra aay HA Tt aeAH Heda 
IMS, FAT a Sia feat at awar 21 fafsar sca ar nea arqa adt fear aaa fafaar aazaraz faorn A fra oz am qa EI 
& “guredy wast & few fafaar’ afea ziar arfen | 


fafaar soa feat 14 Haqat, 1999 eae 12 at aH Ura fan oT aad 2, FT feaiw 14 AAqaT, loggaeaTe Hat 2aT 
ae Mega el ar aay &1 siea fafa sit fer 3 aa aq afafa ar aan, eg A oifasa afaaret % srt seem fafaar arama at 
sat sifana ofafafa st sofeaa ain saat sufeafa F aict oat aa fat aa ara arara at arat aeré/aars ar awal 21 


fafaararatat 4 fafaar sca % free % arg om ate nacae fore fad aaraa ule arenc/fattee aaa sat afaga 
fata att art ca-Ta Zt staat wear Ziati fa ae aew asa ea A ana ule ar fase aifea Zlar arfec is arrar uta aadtaa, 
wea ara, wage % arm fears sre a dad dae He eg a gt edvere A wai earedt awst Ft area Arar aa wey wal FT 
aaa araifar & fad at ara fea A sre at ot andl 21 a fanre % aura a fafacretara) # ac are ferarh at adt aat 
aaa | 


atato 
HATAF, 


faa wrarat : wales, 
HBT AME, 


FATT | 
{aa va wa ans fateray, HATE arer ATT 


[Ho Sto atgo Fro atxo /Ato /2875/99, feat 27-08-99] 


erated afar fataa, andiat fana, wa caren afaarfan faart, areAx 
aaa : afro /efto /aa ato /ats/#A/99-2000/8587-8611 
fafaar qaat deat 99-2000/154% 220% : as aa are 


WAI FB USAT BY MT A adleaawal F malay F ada aac Wa yay aaa % faw ae 1999-2000 ® faa 
farafafaa arma aa aa % fac Mazar fafaaio qafad at mal 21 WT cela fafaer F ara wfsa ea fearH SI NeaS 12 qt 
qx ara at atex sat far 2 at sofeaa fafaciarti * aaa aiet wach fafaar aaeit faeqa faa fafaer wa aa ferin a 2 


tfeqa Ze waa @ faatat 22, 1999 W111 


faq qa fafaer qe oat Haat ara fae aT aad B1 fafaarere st fafaat 2 ferprat F aaa aay eri, fart Te AAMT: fervent em 
avlex ufa va ad afeafaa grit wa fede & at seated cll 


14 2 aft ari yaa fanre F araac/fatiae Barat TATA, 
em t 


ay fafaat deat wIt 
AeaT argia feu srt are arara at fracor 


i. 99-2000/15— 
as aa ; < 


2. 99-2000/16—, 
Slo ateo fart 


3, 99-2000/17—— 
aie Hlzx/aHo Alex 


“4. 99-2000/18—— 
HAA AL tala 


fs. 99-2000/19—. 
SUA UF 


"@. 99-2000/20-- 
UHo UFo AHA ALE FFT 


“7. 99-2000/21-— | 
UHo UAo Alara Freq 


[s. 99-2000/22—- 
UH Uo THT HAL 


(1) ae are Sfaa fafaat edtea adh anit 


(3) fara aeqrerepat at fad at fafaer aarar gam art at tat aed BT Go afsare SMT | 


(4) se fafaer vans frame 2 Sfra seat attr 


CORUGG! 
arta 


aqy 


(5) faarita wat # afafeat aq are at ard area at anit 


faa amara :——afamey fares, 
anarer fara,’ 


aa carerg afaattaa fear, 
aTSAT | 


Aaa Us Ta ae rh frsaTy, 
FATT STAT ATA | 


awtet fafaar 

afar Teh 
eqT equ 
1,000 50 
2,000 50 
4,000 100 
2,000 50 
2,000 50 
4,000 100 
1,000 50 
2,000 


“sa él Saat 2, seal arq—-are gare 1” 


#112 


668 


aq feria 


HAqay, 
HATA, 
HATA, 
HATA, 


HATE, 


qaqa, 


FATA, 


waqar, 


1999 
1999 - 
1999 
1999 
1999 
1999 
1999 


1999 


ait adex ufa/fafaar men war ard Sfaa fafaar oe fare at feat araar) attex fT tae/ae eee eq ® 
al ealare Snir 


 afirarrit fe, 


[ac So also Fo atXo /Ato/ 2913/99, feat 31-8-99] 


dfeqa ts saa @ faarat 22, 1999 


waaat faqera netfazaraa— 


gta aar fared watftearay, sftaa are waa, 5, daa ami, aé feet—110 001 


fafaar deat——Tto Fro—4/atto Ato—06140300/121999/aTaA FIZ/1999-2000/Fto—4 
fafaar srfta at artra aut aqa——24 faaraz, 1999 FT aqag 7 
fafaat @at at arte aur awa—24 faataz, i999 Ft are 3.00 at | 

fafaar aqqet a arfha Fat et are a faaifea crt aq dtecde fafaart anifaa at ordt 21 


at afar tl wafa 1 Waa, 2000 A 31 faaraz, 2000 ae AMAT aa ala FT atta A om aq am | 


aera a faa: 


qe WS Ht faa te 
oem fafafte eer 


4, favafafaad ara Hara tr at ofa & ara sfaat aa FH fac ato Alo 3450-1994 F AzEI Hd 


art (at ates) 
(i) v= aefer — 
(#) 21.5 Ao Alo X 34.5 Ao Alo 
(a) 21.0 %o tox 29.7 Ao HYo 
(7); 43.0 &o Hto X 34.5 Ao Alo 


(=) 42.0 Wo HloX29.7 Ao Alo 


ATCT ATHTIS 


alaq Wt, atfe 


(ii) farafafaa avert & saat xe (saa ares) aos wefem 


(* 21.5 Wo Alo X 34.5 Fo Ato 
(4 21.0 %o HloX 29.7 Ao Ato 


) 
) 

(7) 43.0 &o to X 3425 Ao Ato 
) 


42.0 Wo HloX 29.7 Fo Afo 


(ili) farafafad aarti # art tr at ofaa A wat sfaat AIF fa. aro Aro 3450-1994 % AAST TAT 


qx (at ares) avs cefer :— 
(#) °° 21.5 Fo Alo X 34.5 Ao Alo 
(@) 21,0 & Flo X29 7 Ho Afo 
(tT) 43.0 Ho HYoX34 5 Fo Alo 
(1) 42.0 %> to X 29.7 Ao Ate 
 ¢fsqq te aaa @ faarax 22, 1999 


| 


1.30 am | 


at/afas 


#113 


aeat 


aierel ar faacor AIT | _az/afae 
fafafce dear 


(iv) farafafaa aad) @ ara ta at Gfaa a araa ofaat at % faq Ato Alo 3450-~-1994  AAeT FAT 
qaz (sat aren) aos usfed :—-- 


(#) 
(3) 
(") 
(7) 


Aste 


91.5 42) ao X34." 42. 4-0 
21.0 & Fo X 29.7 Ao Flo 
43.0 Yo WloX 34.5 Ao Alo 
42.0 Ho HloX29.7 Ao Alo 


er faaxo : 


9, farafafaa areri cd ai a arerceet @ vate feo oat H fro aida Ws sts @_ Ao ATo 1551-1991 — 
® HAST HAT TT TET Weer -—— 


eiia 


21.5 Yo AYoX 34.5 Mo Ato 


(2) 21.0 % eX 29.7 Fo Ato 


(3) 43.0 Ao Flo X 34.5 Fo Ato 


(4) 42.0 Wo eX 29.7 Ao Alo 


(1) 

fot——(2) Alfsaa az 
(3) 
( 


age ae 


‘gauss az 


Sjoft——(4) adr az 


econ fafaarare fafact arian qa at um ofa ate aaqat afer 9% fafaar ort gto silo Udo ams sto ae faeel/ 
Hae/Aas/samat att Sto ato Tames to F anate/Zacrare/saaage Pacer /aenarara rage /Sate/ ahaa / HATE / TEA 
qatar nen /waigaa fest ayat areavaa arataal F 1,000 kIT Fr AMAT HLH ITeT HT and ZI 


qa aic/are gr ast we #lma ox faare adt fear sear fafaarardl & aaqde fear arat & fH a sfaa fafa 
ea F aa Fema AT Tt at ave a VT at aeqar saat gine Te faare adi feat area 


Sat a sa fafaar Gra ge faare adl feat sear 


faafaa ax afaat ga vat at A oroct at fafaar aaa at arta at gto Sto Wao UIs lo/TIo UAo aTgo Ato A 
asea 2g aT at at atta & 90 feat F gee aoa Soiec He ail ae eae feats @ fF atsiea/arifert Fat 
Bary cea at axe wea Hue at fear atom aa daitea/ardfea wat aT cra ax afaat ea aT sat sit ats at 
we 21) GMtga/aaahaa wa ale ait ar arhat ay sa faafay ae afar a oor ante) aa aay fafaarardl at 
gam aaa fer X sare A art & fH J Mo sto Uae Tas Go/vto Uae ato Ato F ata Falwet HT Al | 


fafaar Gr tt fafaar wa aoa aaoa a fara stat arfeq 


gato 
qaarr afr 


fao Flo PYo—4/atto AYo—06140300/121999/HIat FZ/99-2000/dto—4, featia 18-8-99] 


feat 2s ait @ faarat 22, 1996 


(1) 


(2) 


(3) 


(4) 


(5) 


(6) 
(7) 


(8) 


(9) 


NOTICE 
INDIAN TENDERS 
ATTENTION FOR ISSUING AUTHORITIES 


The Indian Trade Journal Issued by tke Director General of Commercial Intelligence & 
Statistics, Calentta should be regarded as the standard medium for public advertisements in India. 
Where necessary, advertisements may also be inserted in one or more principal newspapers in 
India (item 29 of the Annexure to Rule 162 of the General Financial Rules). All Central/State 
Govt. Departments/Undertaking are requested to take note of this provision for guidance. 


Tender notices should be sent in duplicate direct to the Director General of Commercial Intelli- 
gence and Statistics, 1, Council House Street, Calcutta-700 001 preferably by Telex No. 21-7902 
DGCS IN/FAX No. 033-2486528 or by SPEED POST. 


If it is desired to send the tender notices through some media or relevant Public Relations 
Officers, etc., no copy of such tender notice should be sent to this Department again. Non- 
compliance of this instruction may lead to double insertion in the Indian Trade Journal for 
which issuing authorities would be liable for payment for both the insertions. 


The notices alongwith Hindi versions, ff required should be sent to the DGCI&S so as to 
reach him at least three weeks before the date of publication of the Journal which fs issued on 
every Wednesday. 


The tenderers should be allowed at least 15 days margin of time from the date of issue of the 
Journal to enable them to submit their quotations. 


Hindi version of tender notices should invariably be sent with the English version. 
The Indian Trade Journal accepts no responsi bility for 


complaints. if any, 
adherence of the aforesaid requirements. 


arising from non- 


The payment of bills and correspondences, ff any, for tender notices published in the Indian 
Trade Journal will be made direct to the Controller of Publications, Department of Publica- 
tions, Civil Lines, Delhi-110 054 by Crossed Demand Draft or Cheque drawn in favour of the 
“Controller of Publications, Delhi”. 


The issuing authorities are requested to make payment immediately on presentation of bills te 
avoid accumulation of bills and audit objections. 


DIRECTORATE GENERAL OF SUPPLIES AND DISPOSALS, NEW DELHI 
NOTICE 


Ali Communications intended for the Directorate General of Supplies and Disposals, New Delhi or 
iis Regional Offices at Bombay, Calcutta, Madras and Kanpur should be addressed by titles, e.g., the 
Director General of Supplies and Disposals, New Delhi or the Director of Supplies and Disposals, 
Bombay, Calcutta, Madras and Kanpur as the case may be and NOT by name to any of the Officers. 


Gonerval Condiéians of Tender 


The following information is published for the guidance 
of parties intending to quote in respect of tenders issued by 
the Director General of Supplies and Disposals, New Delhi 
and its Regional Offices at Calcutta, Bombay, Madras and 
Kanpur :— 


1. Tenders should reach the Office issuing the tender 
notice by the time and date specified therein. In the event 
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of the date being declared a closed holjday for Government 
Offices the due date wiil be the following working day. 


2. Tender forms will be issued on pre-payment from the 
Director General of Supplies and Disposals, National Insur- 
ance Building, Parljament Street, New Delhi-1 or from the 
Regional Offices at Calcutta, Bombay, Madras and Kanpur. 


A695 


3. Tender forme wili be issued on pre-payment of the 
fees prescribed which may be paid in Cash or by Money 
Urder or Indian Postal Order quoting tender number, name 
und full address of the remitter. 


4. Tender fees paid are not refundable nor are the 
tenders transferable. 


5. Tenderers not in the approved list of Contractors 
maintained by the Director General of Supplies and Dis- 
posals must give the name of their Bankers and submit 
alongwith tenders an Income Tax Clearance Certificate duly 
countersigned by the Income Tax Officer of the Circle 
concerned under seal of his office. 


6. It is notified for’information of all suppliers that ordi- 
narily tenders offering firm prices are preferred where a price 
variation clause is insisted upon the tenderers’ quotations 
providing for a reasonable ceiling have better chances 
being considered. Tenders for imported stores which are 
subject to variations of F.O.B. rate must stipulate jn the 
tender itself both the F.O.R. and F.O.B. rates. Where the 
F.O.B. rates are not furnished originally alongwith the tender 
itself such tenders may be considered “Late” and are liabl 
to be ignored, 


SPECIFICATIONS AND DRAWINGS 


A 


DIRECTOR GENERAL OF SUPPLIES AND DISPOSALS 


(1) Specifications :-- 


(a) LS.I. and Directorate General of Supplies and Dispe- 
zals’ Standard Specifications which are priced publications 
can be had on pre payment in Cash or by Money Order 
from-— 


Calcutta Inspectjon Circle 


The Director of Inspection, 
Kees Soy tne Chandra Bose Road, 


23414A, Acharya Jagadish 
Calcutta-700 020. 


: ' At a per 

2. The Director of Inspection, Bombay Inspection Cire 
Block No. 1, 4th Floor, “Shastri Bhawan”, New 
Marine Lines, Bombay-1. 


The Director of Inspection, Madras Inspection Circle, 
‘ Block No. 1, 4th Floor, “Shastri Bhawan”, 95, Had- 
dows Road, Madras-6. 


4.. The Controller of Publication, Civil Lines, Delhi-6. 


N.B.—See Important Notes to Tenderers at the end of 
Section D. 


(b) The Director General of Supplics and Disposals’ 
epecifications which are not priced (non-saleable) cam be 
sbtained free from the Office of the Deputy Director General 
(Inspection), National Insurance Building, Parliament Street, 
New Delhi-1. 


(c) L.T.O. Specification are priced publications and can 
be obtained from the Controller of Telegraph Stores, Jabal- 
pur on pre-payment in Cash or by Money Order_or Indian 
Postal Order to the Accounts Officer, Stores and Workshops, 
Jabalpur. The price of Specification is Re. 0.75 per copy. 
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(2) Dra wings i— 


(a) The Directorate General of Supplies and Disposals’ 
Standard (Saleable) Drawings can be obtained on pre-pay: 
ment in Cash or by Money Order from the Office at 
the price mentioned in the relevant tender schedule. 


N.B.—(a) (1) LS.D. and Directorate General ef Supplies 
and Disposals’ Standard Drawings are available only — 
for certain P&T Departments, Hardware Articles and 
Lextiles Stores. Copies of Drawings for P&I, Depart 
ment and Hardware Articles ere available from the 
Office of the Deputy Director General (Inspection), 
Supplies and Disposals, National Insurance Buildings, 
Parliament Street, New Delhi and copies of drawings 
for Textiles Stores from the Director of Inspection, Ist 
floor, Aayakar Bhavan Annexe, New Marjne Lines, 
Bombay-l. 4 


by | 


(2) See Important Notice to Tenderers at the end of 
Section D. 


(b) 1S.D. and Directorate General of Supplies and Dis-— 
posals Drawings which are not priced (non-refundable) are 
supplied free by the Deputy Di General of 2 
New Delhi. Copies are normally issued free with tender. 


B 


BUREAU OF INDIAN 8TANDARDS f 
(a) Indian Standarde published by the Burean of Indie 


Standards aie priced publications and can be obtained on 
payment in Cash or by Money Order from Sale and Services 
at the following addresses :— 


Headquarters : 


Manak Bhavan 9, 
Dethi-110 002. 


gahadur Shah Zafar «Marg, New 


Regional Offices : 


Eastern : 5. Chowringhee Approach, P.O. Princep Street. 
Calcutta-700 012. } 


Southern : C.L.T. Campus, Adyar, Madras-600 029, 


Branch Offices: 


‘Pushpak’ (3rd Floor), Nurmohamed Sheik Marg, 
Khanpur, Ahmedabad-280 001. 


‘F’ Block, Unity Building. Narasjmheraja Square, Banga- 
lore-660 002. 


Ahimsa Building. SCO 82-83, Chandigarh-160 017, 5-8-55] 
67, Namapallly Station Road, Hyderabad-500 001, 175-18 B. 
Sarvodaya Nagar, Kanpur-208 005, i 
eta Bhavan (3rd Floor), Gandhi Maidan; East Patna 


Hantex Bujlding (2nd Fioor ily tati 
Trivandrum-695 001. Oo 


Road, 
(6) Copies’ of JS’ 
U.K. from the §S 
British Standard 


Specifications: are also available in the 
ales Managtr, British Standard Institution, 
House, 1, Park Street, Londca, W-1l. 


(c) In cther countries, copies of Indian Standards are 
available from their National Standard Organisations. 
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INDIAN RAILWAYS 


Specifications :— 


; ifications are also priced publications and can be 

ee ee hen the Manager (Business), Government of 

India, Publication Branch, Delhi-6 on pre-payment in 
Cash or by Money Order. 


Drawitg s :— 


; vawi e@ ricec blications and can be 
LR.S. Drawings are also priced pub t 
obtained from the Director General, Research, Design and 
Standard Organisatjon, Alembagh, Lucknow-6. 


D 
DEFENCE SPECIFICATIONS AND DRAWINGS 


Defence Specifications and Drawings can be obtained on 
Pre-payment @ Rupees Fifty Five and Rupees Forty Une 
respectively per copy by Money Order/Postal Order/Bank 
Dra{t/Cash quoting the number and date of the tender en- 
quiry from the undermentioned authorities :— 


1. The Controller, ; f 
Controllerate of Quality Assurance (G.S.), 
P.B. No. 127, Kanpur-208 004, 


(/fems :—All General Stores items including Metal and Non- 
metal items, Hand Tools, Brushwares, Hardness and 
Saddlery, Surgical Instruments.) (IND|GS-Series of 
Specifications| Drawings. ) 


2. The Controller, 
Controllerate ot Quality Assurance 
Clothing), P.B. No. 294, Kanpur. 


(Textiles and 


(liems :~-All Textiles and Clothing items including Tentage, 


Rubber items, Footwear, Parachute Cordage.) (IND) 

IC Series of Specifications|Drawings. ) 

3. The Controller, ; 
Controllerate of Quality Assurance (Materials), 


P.B. No. 229, Kanpur-208 004. 


{items :—All Chemicals and Laboratory Store including Oils, 
paints, lubricants, fuels, drugs.} (IND|SL-Series of 
Specifications| Drawings. ) 


(N.B,—Cost of each drawing ts Rupees Fifty Five.) 


4. (1) The Controller, 
Controllerate of Quality Assurance 
Aurangabad Road, Ahmednagar, 
414 001. 
(Telex No. 0143219.) 


(/tems :—All Vehicles, Stores components pertaining to 
Enfield Motor Cycle, Ambassador, M&M Jeep, Maruti, 
TATA, Leyland Cabs & Bodies, Trailers, Crawler, Trac- 
tors, Motor Grader, Scraper and Wheeled Tracked and 
Armed Vebs.) 


(ii) The Controller, 
Controllerate of Quality Assurance 
Dehu Road-412 113. 
(Telex No. 146294.) 


(Items :—All Vehicles Stores pertaining to T-54, T-55, APG 
Track, Topaz) (ICV, BMPI, APC Wheel Skot, Kraz Maz 
Ural, Zil, Tatra, East European Trailers.) 


(Vehs.), 
Maharashtra- 


(Spl. Vehs.). 
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(ut) The Controiler, “3 
Controllerate of Quality Assurance (Heavy Vel.) 
Avadi, Madras-600 054. 
(Telex No. 4122003.) 
tems :—All Vehs. Stores and Components Spares|Assys of 
Armoured Vehs, Vijayanta, T-72.) 
(iv) The Controller, 
Controllerate of Quality 
Secunderabad-500 003. 
(Telex No. 04252012.) 
(/tems :—-All Vehs, Stores pertaining to ICV, BMP-II.) 
5. The Chief Inspector of Electronics, 


Assurance (ICY), 


Chief Inspectorate of Electronics, P.O, Hebbal, 
Bangalore-6, 
(/tems :—AI Electronic and Electrical Stores. ¢.g., wireless 


sets telegraph and teleprjnter equipments, sound repro- 
duction equipments, charging and generating equipments 
battery charger, measuring and test instruments and 
associated stores and components, primary and secondary 
batteries, cables, switches, insulating materials, etc.) 
6. The Controller, 
Controlierate of Quality Assurance (Military Explo- 
sives), Aundh Road, Kirkee, Pune-411 003. 
Telegram : ASSURMIL, KIRKEE. 
(Items :—Explosives and connected items.) 


7. The Controller, 
Controllerate of Quality Assurance (Metals). 
P.O. Ichapur-Nawabganj, Pin: 743 144, 
West Bengal. 
(Telex No. 21-5012;) 
(dicms :—Metal and Steel items.) 


8. ©The Controller, 
Conirollerate of Quzlity Assurance (Ammunitjon), 
Kirkee, Pune-411 033. 
(/tems :—Ammunition Packages, etc.) 


9. The Controller, 
Controllerate of Quality 
Raipur, Dehra Dun-248 008. 
Gram : ASSURINSTRS 
Telex-0585319 CQA(I) IN, 


(dtems :—All drawings and Survey Equipments, all optical 
instruments, microscopes, cameras, binoculars, watches,’ 
clocks, compass and other fire control instruments, ) 


Assurance (Instruments), 


10. The Controller, 
Controllerate of Quality Assurance, 
(Engineering Equipment), 
Aundh Camp, Pune-411 027. 


(Liems -—AIl drawings and Survey Equipments, all optical 
equipment, water supply equipment, compressors and pneu- 
matic tools, machine tools and workshop equipment, refri- 
geration and air-conditioning equipment, field work and 
mine cleaning equipment, industrial gas producing equip- 
ment, prefabricated structures, construction plants, fire 
fighting equipments, earth moving plants. CI/SI/Steam 
engines, electrical equipment, petroleum distribution equip- 
ment, transportation equipment, basic building material 
stores, bomb disposal equipment, cooking apparatus and 
stores, sanitary fittings, laundry equipments, textile and 
boat repair machinery, mobile bakery equipment.) 


Notes.——“TIn respect of Defence Armament : 

tlassified stores the tenderers will not be RppLCaH ice 
classified specifications|drawings. For quoting they may 
inspect the relevant paper, particulars in the Office of the 
DGS&D, New Delhi or _ its Regional Offices at Calcutta] 
Bombay] Madras|Kanpur. These Classified documents will 
however, be supplied, if required and considered necessary 
by Defence—A.H.S.P, only to the successful tenderers on 
hire charges of Rs. 55 for specifications & Rs. 41 for draw. 
ings per copy. Postal Charges extra to be pre-paid in Cash 
or by Money Order to the concerned AERF”, 
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GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 
DIRECTORATE GENERAL ASSAM RIFLES 
MAHANIDEHALAYA ASSAM RIFLES, SHILLONG-793 O11 
No. 1V.17011|98-ORD KC-II. : Cooking Utensils 


Applications are hereby invited from registered 
dealers for issue of tender papers for supply of follow- 
ing Cooking Utersils required to be delivered by Road 
Transport at No, | Maintenance Group Assam 
Rifles, Dimapur (Nagaland), No. 2 Maintenance 
Group Assam Rifies, Silchar (Assam) and No. 3 
Mainienance Group Assam Rifles, Jorhat (Assam) 


Serial Nomenclature Approx. Qty. 

No, 
(a) Degchi 45 MS Lid 11” 252 Nos. 
(b) Degchi 45 M'S Lid 10” 249 Nos, 
(c) Degchi 45 M/S Lid 9” 181 Nos. 
(d) Degchi 45 M|S 26” (650 mm) 61 Nos. 
(e) Pona 6” Iron 555. -Nes, 
(f) Shieves Atta Circular 1,107 Nos. 


Tender fee is fixed at Rs. 100. ‘Tender fee as 
fixed to be deposited by intending tenderers in the 
State Bank of India under head “2055” Police 
(Central) Assam Rifles, tender fee miscellaneous to 
be attested by this Directorate on the vody of challan 
and two copies of challan should accompany the 
letter asking for tender form. Payment in the form 
of Demand Draft/Postal Order in the name of Esta- 
blishment Officer, Directorate General Assam Rifles, 
Shall be accepted. The application should be 
addressed to Ordnance Branch, Directorate Genexal 
Assam Rifles, Shillong-793 011. Details of terms 
and conditions will be issued alongwith tender papers. 


The tender papers will be accepted till 14-00 hrs, 
on Sth October, 1999 and opened on the same day 
at 14-30 hrs. If the date of opening of tender 
happens to be a Holiday, the tender will be opened 
on the next working day, 


The tender should be accompanied by Earnest 
Money Rs. 10,060 only to be submitted duly pledged 


in favour of Director General Assam Rifles, Shi ~ 
793 O11. eM hai 


Director General Assam Rifles reserves the right 
to acceptireject all or any tender without assigning 
any reason, 


[No. 17011/98-ORD|KC-II, dated 30-8-99.] November, 1999 upto 11-00 


A698 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
DIRECTORATE GENERAL BORDER ROADS 


OFFICE OF THE CHIEF ENGINEER (PROJECT), HIRAK 
(0 DIRECTORATE GENERAL BORDER ROADS 
Design and Construction of Bridge, etc. 


The Chief Engineer (Project), Hirak C)o Director- 
ate General Border Roads, E8, Wing No. 1, West 
Biock IV, R.K. Puram, New Delhi-110 006 invites 
separate applications by or before 8th October, 1999 
from approved contractors for issue of tender docu- 
ments for :— 


(a) Design and construction of 193.50 mtr, long 
pmt. bridge over river Bandiya at Km _ 8.200 
on road Ettapalli-Gatta under Project Hirak 
(Distt. Gadchiroli) in Maharashtra State. 
The approximae cost of work is Rs, 320.00 
lacs only. 


Design and construction of 48 mtr. long pmt. 
bridge over river Titoda at Km 27.900 on 
road Ettapalli-Gatta under Project Hirak 
(Distt. Gadchiroli) in Maharashtra State. The 
approxiniaie cost of work is Rs.' 85.00 lacs 
only. : 

Applicants not enlisted and/or not working with 
BRO must submit alongwith their application, valid 
IfCC, Parmanent Account Number, particulars — of 
fechnical and Financial resources and list of similar 
works executed by them during fast three years 
indicating the designation of the Officers under whom 
such works were executed. 


(b) 


[No. 24427, DGBP | Hirak|05/E8, dated 25-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 
CENTRAL INDUSTRIAL SECURITY FORCE 


j Hats SE Rithe, RIS 
OFFICE OF THE DIRECTORATE GENERAL 
CENTRAL INDUSTRIAL SECURITY FORCE 
(MINIstry or HOME AFFAIRS) 
BLocKk No. 13, CGO COMPLEX, LopHI Roap, 
New DeELni-110 003 


Supply of Lathies Short (Cane) 


Tenders are invited on behalf of the President of 
India for the supply of following items :— 


Tender No. PR-1 3Gi3(10)|2| 1999-2000) Prov.1| 


Last Date ‘Time for Receipt of Tenders: 19th 


a.m. 
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Tenders will be Opened on 19th November, 1999 
at 12-00 Noon. 


Item Description of Stores Quantity 


No. 


1. Lathies Short(Cane) 20,000 Nos. 


Specification ; DGS&D Drg. No. 23208)2 with 
following : 


“The Thong Loop shall be of Web Thin 13 mm 
Sulphur Khaki and shall confirm to IS : 6488-87. 


Marking & Packing: As per clause 12 General 
Conditions of Contract DGS&D-68 (Revised ). Abi 
ETT! 
Tenders are available for sale at this Office against 
payment of Rs. 100 only from 10-30 a.m. to 1-00 p.m. 
and from 2-30 p.m. to 4.00 p.m. on all working days 
by Cash!Money Order. Payment can also be made 
by Demand Draft drawn in favour of A.O|'DDO, CISF 
Hars., payable at New Delhi. No other mode of 
payment will be accepted. Tenderers desirous of 
having tender documents by post shall add Rs. 30 
towards postage. 


All firms who are not registered with DGS&D/ NSIC 
for the subject stores as per specification shall be 
required to deposit Earnest Money of Rs. 16,000 only 
maximum alongwith their offer. The firms registered 

- with DGS&D NSIC with some monetary limits for the 
stores of required specification shall also be depositing 
Earnest Money equivalent to 2% of their tender value 
over and above their menctary limit. 


ET TARE 


This is Group 1V item and exclusively reserved for 
SSI Units only, 


Sd./- 
Assistant Inspector General!|Prov. 


[No, PR-13013(10)'2'99-2000 Proy.1'07, 6-9-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
GENERAL RESERVE ENGINEER FORCE 
755 BRTF Project SETUK, C'o 99 APO 


Supply of Hine Pipes, ete. 


sor ere 


The Commander, 755 Border Roads Task Force, 
Clo 99 APO invites application by 73th October, 
1999 from approved BRO|MES/CPWD'Railway 
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contractors for issue of tender documents for the 


following works :;~— 

(a) Supply of Hume, Pipes of different length’ 
collars at various locations on Rushiabari- 
Boalkhali Road under’ 120 RCC in Tripura 
State. 


Estimated Cost : Rs. 2 Lacs. 
Supply of Hume Pipes of different length and 


collars: at various locations on Boalkhali-SK 
Para Road under i120 RCC in Tripura State. 


(b) 


Estimated Cost: Rs. 8 Lacs. 


Applicants must attach with their applications a 
valid Income Tax Clearance Certificate alongwith 
Permanent Account Number, particulars of financial 
and technical resources, list of similar works executed 
by them during last three years and similar works in 
hand indicating the designation of the Officers under 
whom such works were executed being executed. 


Sd./- 
ASW 
No. $061/Adv|91/E8, dated 27-8-99.] 


. 
. 


GOVERNMENT OF INDIA 


GEOLOGICAL SURVEY OF INDIA 
DIRECTOR GENERAL, GEOLOGICAL SURVEY OF 
INDIA, WESTERN REGION, JHALANA DOONGRI, 

JAIPUR-302 004 (RAJASTHAN ) 


Dy. 


Diamond Core 


The Dy. Director General, Geological Survey of 
India, Western Region, Jhalana Doongri, Jaipur- 
302 004 (Rajasthan) invites on behalf of the 
President of India sealed tender from the recognised 
parties upto 1/th November, 1999 for the supply. of 
Diamond Core Drills and Triplex Pumps. 


Estimated Cost of Rs. 49,50,000. 


Tender Forms with terms, condition, description 
and specification, etc. can be had from the Cashier, 
Geological Survey of India, Western Region, Jhalana 
Doongri. Jaipur-302 004 on payment of Rs. 10 only 
per set in the form of Cash or Money Order (in 
favour of the Dy. Director General, Geological 
Survey of India, Western Region, Jhalana Doongri, 
Jaipur-302 004 on or before 3 p.m. of all. working 
days upto 10th November, 1999, : 


10'4'/Vol.-IT]/PUR!MM'98-99, dated 
6-9-99.] 


[No. 
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GOVERNMENT .OF INDIA 
GOVT. OF INDIA TEXT BOOKS PRESS 
P.O,, 


MANCHESWAR RLY. COLONY, 
BHUBANESWAR-75 1 017 


Handling and Carrying of Papers 


Tenders are invited. in sealed cover by the P. 
Manager before 28th September, 1999 which will 
be opened at 3-30 p.m. on the same day from lead- 
ing Carrying Contractors for Handling and Carrying 
of. Papers and other Printed Materials to and from 
Bhubaneswar Rly. Station}|Goods Shed and __ this 
Press. Prescribed tender forms will be issued to 
them free of cost on their demand upto 4 p.m., dated 
27th Sepiember, 1999 except Saturday, Sunday and 
other Govt. Holidays. 


The detailed terms and conditions may be seen in 
the Tender Form, 


Sd./- 
P. Manager 
[No, P-11011|2/99/1074, dated 1-9-99,] 


GLOBAL TENDER 
GOVERNMENT OF INDIA 
INDIA METEOROLOGICAL DEPARTMENT 


OFFICE OF THE DIRECTOR GENERAL OF 
METEOROLOGY, MAUSAM BHAVAN, Lopr Roan, 
NEw DELHI-110 003 


TELEGRAPHIC ADDRESS : DIRGENMENT, 
NEW DELHI 


Laser Ceilometers 


Sealed tenders are invited for the following stores 
schedule containing complete Specification of stores 
with detailed terms and condition of supply may be 
obtained from the above office on payment of Rs. 
200 only through a Bank Draft drawn on a Natio- 
nalised Bank ia favour of “Assistant Meteorologist 
(DDO) DGM’s Office” payable at New Delhi. — 
si for Opening at 3 p.m. on 15th November, 


Destination : New Delhi. 
‘SL. ‘No. Description of Stores Quantity 


Laser’ Ceilometers for Installation at 


Airport. tO 98: 


[No. CPU|51|0899/4028, dated Nil.] 
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GOVERNMENT OF INDIA 
INDIA SECURITY PRESS 


Tut GENERAL MANAGER, NASHIK RoAD-422 101 


Tender Notice No, 29/99 : Supply all over Ashoka 
Pillar Water Marked 


The General Manager, India Security Press, Nashik 
Road, on behalf of the President of India, invites 
sealed tenders on prescribed Tender Form to supply 
all over Ashoka Pillar Water Marked duly Gummed 
and Superealendared Postage Stamp Paper in Sheet 
Size (1) 50.8X%71,,CMS—50, .M.T., (2). 51x76, 
CMS.--50 M.T. 


Detailed Set of Tender Documents can be had 
on request, on payment of Rs. 540 only (nen-refun- 
dable) by Demand Draft or Indian Postal Order 
drawn. in favour of the General Manager, India 
Security Press, Nashik Road, upto 76th October, 
/Y99, Tender documents will be issued to the Paper 
Mills or those having their own gumming plant only. 
No offer from the Tenders for whatsoever reasons, 
Wili be entertained, (2 

“is SA, PANE ae 
Chief Purchase & Stores Officer 


[No. 7312/PR-65, dated 2-9-99.] 


GOVERNMENT OF INDIA 


MINISTRY OF URBAN AFFAIRS AND 
EMPLOYMENT if 


GOVERNMENT OF INDIA PRESS 
RING Roap, NEw Detui-110 064 


Contract for Transportation Work, 


Contract for the Transportation Work for the 
period ‘from 1-4-2000 to 31-3-2001 or fiom the 


date of finalisation of — the Contract'Agreement to 
31-3-2001 whichever is later, | 


Manager, Govt. of India Press. 
Delhi-64 for and on behalf of. the 
Invites tenders for Trans 
cribed form, 


Ring Road, New 
President of India 
portation Work in the pres- 


Prescribed Tender Form alongwith and 
conditions for submission of tender obtainable from 
the Manager, Govi. of India Press, Ring Road, New 
Delhi-64 @ Rs. 25 per set (non-refundable) on any 
working day during the office hours from 8-11-99 
te 16-11-99" and upto’ 12-00 Noon on 17-11-99, 


terms 
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Rates should be quoted per Qtl. for the following 
items of works :— 


l.. Carriage of consignments of 
stores from Delhi New Delhi Rly. 
Sheds to this Press: and vice versa 
weighing :— 


(a) 
(b) 


all types of 
Station Goods 
for consignment 


upto 5 Quintals. 

above 5 Qtls. and upto 50 Qils. 
(c) above 50 Qtls. 

2. Carriage of consignment of all types of stores 
from Govt. of Tadia Press, Ring Road, New Delhi 
to ciher places located in the territory of Delhi New 
Delhi and vice versa for consignment. weighing :— 

(a) upto 5 Quintals. 

(b) above 5 Qtis. and upto 50 Qtls. 

(c) above 50 Qtls. 

3. Carriage of consignment of all types. of stores 
from G.I.P., Ring Road, New Delhi to GIP. at 
Faridabad and vice versa weighing :— 

(a) upto 5 Quintals. 

(b) above 5 Qtls. and upto 50 Qtls. 

(c) above 50 Otls. 

Note :—The Ttransportation charges tc be quoted 


should include loading, unloading and stacking of the 
material at appropriate places and in case of the 


work relating to receipt of material fiom Railways 
and booking by Railway other Transports, the work 
of clearance bocking, loading and unloading and 
all other formalitics as required by the Railways 
Jransport Agencies as may be involved, will be in- 
clusive and implied. 


4. The tenderer will have to furnish on Earnest 
Money of Rs. 2,000 alongwith the tender. The 
Successful tenderer will be required to furnish Secu- 
rity Deposit of Rs, 10,000 in one of the approved 
form. 


5. The approximate value of the coviract would 
be Rs. 1,00,000. 


G. The tenders should be sent’ in double sealed 
cover subscribed “Fender for Transportaticn Work’ 
and addressed by name to Sri Harjinder — Singh, 
Manager, Govt. of India Press, Ring Road, New 
Delhi-64 so as 1s reach latest by 1 Pmoucon I 7th 
November, 1999. The same will be opened = on 
the same day at 3-30 p.m. in the presence of the 
tenderer or their authorised representative who may 
like to be present at that time. 


7. Submission of tender will signify the 
anee of terms and conditions 
tender and the agreement, 


accept- 
of the invitation to 


8. Full details, terms and 
comasned in the Tender Form. 


conditions would be 
Sd./- 
Manager 

[No. D-27014/2/98-Proc.|670, dated 2-G-99 1 


GOVERNMENT OF INDIA 


DEPARTMENT OF SPACE 


ISRO Satellite Centre, Airport Road, Vimanapora Post, Vangalore-560 017 


Tender Notice No. 23, datcd 30-98-99 : 


The Head, Purchase aad Stores, ISAC 


» Bangalore 17, invites sealed tenders for supply of the following itenis 


Supply of Bench Tov Voltaze Reference Source, ete. 


Serial Tender Ref. Brief Description Quantity Tender 
No. Fee 
Rs, 
I. “PDC/91Q/0263L Bench Tep Voltage Reference Source 2 Nos." 100 
2. PES/9XA/0281L (a) Design, Manufacture, Supply, Erection and Con:missioning of Single 1 No. 
Gider 2 Ton Capacity B.O.T. Crane with suitable Height of Lift, 
J 200 


(b) Design, Manufacture, Supply, Erection and Commissioning of 2 Ton | 
Wire Rope Electric Hoist with Cross Travel Motion. 
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Importanis <= Auingeccree 20 FIN Brien 
a ; ' I USAR TY 400 IR a i 


1. Non transferable Tender Forms with our Terms and Conditions can be had from the Pee: office 4 in person between 
14,00 and 16. 00 hrs. on Working Days. } 


Separate Bank Drafts in favour of ‘Accounts Officer ISAC” shall be sent towards Tender Fee alongwith the request for 
tender to Purchase Division. Tenderer’s Name/Tender Ref. should be nientioned on the reverse side of DD. No ssi 
moce of payitent towards Tender Fee is aecepiable. f 4 


ho 


The DD should not be dated prior to date of this Advt. 

The offer should be valid for a perioa of 90 days from the Date of Opening. 
Tender No. or Due Date should not be superscribed on the envelope while requesting for Tender Documents. 
Specification Details/Quantity are furnished in the Tender Documents. 


ISAC will not be responsible for Postal Delays/Loss of documents in transit. 


Quotations received without sending Tender Fee will be treated as unsolicited. 
9. The tender requests received on or after 15th October, 1999 will not be entertained, 
10; in case of public holiday declared on the Opening Date of Tender, the same will be opened on the next Working Day. 


Bk: No request for the exiension of the due date will be entertaiiied.. Head Purchase and Stores reserves the right to. accept 
or reject any tender in part or ful! without assigning any reasons thereof. 


Issue of Tender Forms Upto : 45th October, 1999 at 16.00 hours (IST). Feb Fake 
Submission of Tender : 25th October, 1999 at 16,00 hours (IST). 
Tender Opening : Next Working Day i.e. 


26th October, 1999 at 10,00 hours. 
Correspondence should he addressed to : 
Purchase Division, 
ISRO Satellite Centre, 
Airport Road, Vimanapura, 
Bangalore-560 O17. 


Phone : O80-5266251 Extn. 4027. 
Fax : +91-80-5263622. 


Sd/- Si 
Head, Purchase & Stores vig oytek A 


[No. PUR/PT/23/99-2000, dated 20-8-99.] . 


GOVERNMENT OF INDIA 
ISRO TELEMETRY TRACKING AND COMMAND NETWORK (ISTRAC) § 


Department of Space, 4-1-6, Peenya Industrial Estate, Peenya, Bangalore-560 058 


ee a ee een 


Tender Notice No. 05/99-2000 :—Test Signal Generator for Bore S te, etc. 


4 


Phone : 080 8394824, 8395131 Ax. : 085 5066 & 2996 TRACK IN 
Fax > 080 8394824. Gram) i GIsSTRAG 


‘a For and on behalf of the President of India, Purchase Officer, ISTRAC, Bangalore invites sealed Tender for the supply of the 
@) owing items ?— eri halal 


ae Tender No. Description of Items Quartity 
O 
1. P99F80317 Test Signal G Senerator for Bore Site . i k i ‘ : x 2 Nos. 
2.  P99F80326 S-Band to 400-500 MHz 6 Channel Dowh Cofiverter yarn ‘ x x 1 No. 


(Detailed Specification is available in the Tender Form). 
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While making request for Tender Documents, the following Points shall be noted : 


Wy Only Breif Specifications are furnished here. Detailed specifications are available in the tender documents and the quola- 
tio 1s should be in the pre cribed form only. 

3. Request shall be made for tender document indicating Tender Number and Item Nuniber together with prescribed Tender 

Fee to the Purchase Officer, ISRO Telemetry, Tracking and Command Network (ISTRAC), Al-6, Peenya Industrial Estate, 

’ Peenya, Bangalore-560 058 only. The envelop containing such request shall indicate the request for Tender Dcectn cls. 


4, The Ténder Fees should be in the form of Crossed Demand Draft from any Nationalised Bank, payable at Bangalore in 
favour of Accounts Officer, ISTRAC, Peenya, Bangalore-560 058 only. 


(a) The non-refundable/non-transferable Fee for the Tender Document is Rs. 200 each. 
(b) The Sale of the Tender Documents shall be closed on 11th October, 1999. 
(c) Last Date for Receipt of the sealed quotations shall be on or before 12th October, 1999 at 15.00 hours and 


(d) Bids received shall be opened in the presence of attending tenderers or their authorized representatives on 13th Octelct, 
1999 at 10.39 hours. 


Di In the event of any date indicated above is a declared Holiday, the next working day shall becorne operative for the respe c- 
tive purpose mentioned therein. 


6. Late/Delayed offers will not be accepted. 


ih. ISTRAC, Bangalore will not be responsible for any delay/loss of documents in transit, 


o 


Right to accept or reject any quotation in full or part thereof without assigning any reason whatsoever is reserved. 
Sd/- 
Purchase Officer 


[No. PT No.05/99-2000, dated 26-8-29,] 


GOVERNMENT OF INDIA 
DEPARTMENT OF ATOMIC ENERGY 


Directorate of Purchase and Stores, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbaj-400 094 
Neoprene Gauntles 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department of 
Atomic Energy, Mumbai invites sealed tenders as detailed below :— : 


‘Serial Tender No. and Description of Stores Quanitty 
No. 
1. DPS/04/LAB/17193— . SA ioltits : 
Supply of Neoprene Gauntles Ambidextrous for use in Dry Gloye Boxes required for Bhabha Atomic 300 Nos. 
‘ Research Centre, Trombay, Mumbai-400 085 as per purehaser’s Tender Documents. 
Last Date for Receipt of Tenders : 16-30 Hrs. on 26th October, 1999. 
Date of Opening of Tenders : 11-30 hrs. on 27th October, 1999. 
Last Date for Sale of Tender Set : 21st October, 1999, 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of Purchase 
and Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, An ushaktinagar, Mumbat-400 094, between Ll a.m. 
and 3-30 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the prescribed cost of tender 
document and addressed to Accounts Officer at tho Public Relation Cells, The right to accept or reject the lowest or any tenders in 
part or full without assigning any reason is reserved. 
Sd, /- 
Asstt. Purchase Officer 


[No. DPS/04/LAB/17193, dated Nil and DPS/Tender/DAVP/161 dated 30-8-99.] 
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Cannulated Power Drill 


rived spa Vy 


’ Ty . ‘ a ‘ . ; sesh ; ae A Ais Pa yyy as 
Yor and oa behall of the President of India, the Director, Pueahase and Stores, Directorate of Purchase and Stores, Department s 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— ' ; ae 
Tender No. and Description of Stores . rt a | Quantity “ 
‘DPS/04/LAB/17187— Mel Ano ralueend eyngg’ 
Supply of Cannulated Power Drill required for BARC Hospital, Anushatinagar, Mumbai-400 094 as per purchaser's 1 No. 
Tender Documents. : Abeta! 
Last Date for Receipt of Tenders 16-30 hrs. on 27th October, 1999. ) ‘i MPN ee - 
% 4p 
: t 
Date of Opening of Tenders : 11-30 brs. on 28th October, 1999. LAAT Cet) : 
Last Date far Sale of Tender Set 22nd Octoder, 1999. tall $23 4 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of Purchase \ 
and Stores at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushaktinagar, Mumbai-400 094 between 11 a.m 


and 3.30 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the prescribed cost of 


tender 

document and addressed to Accounts Officer at the Public Relations Cells. Ths right to agcept or reject the lowest or any tonders in 
part or full without assigning any reason Is reserved. pr aisciana lion ics : 
“ SUSdisyalth\gied ame 

Asstt. Purchase Officer ; 


[No. DPS/04/LAB/17187, dated NIL and DPS/Tender/DAVP/161, dated 30-8-99.] 


Optical Profile Projector th 


; 
4 
Ni 
; 


% 


For and on behalf of the President of India, the Director, Purchase and Stores. Directorate of Purchase and Stores, Departmen 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No, and Description of Stores 


Quantity 

LP /11806— 1¥ payee nrdtvorntt . bs 

Dad Paety Testing, Supply and Guarantee of Optical Profie Projector with Digital Readout and edge sensing 1 New 
system as per purchaset’s Tender Specification required at Directorate of Purchase and Stores, Mumbat. 3 
Last Date for Receipt of Tenders * 16.30 hrs. on 28th October, 1999. ‘ 

t} ; { ty fA @ 

Last Date for Sale of Tender Documents ¢. 25th October/1999: a een le 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depattmet 
of Atomic Energy, at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai 
between 10.30 a.m. and 3 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the prescribe 
; ut of tender document and addressed to. Accounts Officer at the Public Relations Cell. The right to accept ‘or reject the lowest ( 
fe tenders in part or full without assigning any reasons is reserved. jo aM heyeysse ; 


Sd|- 

Asstt. Purchase Officer ‘ 

[No. DPS/04/CAP/11806, dt. 25-8-99 and DPS/Tender/DAVP /161, dt. 30-8-99], 
Hage tay AL a 


Purge Rotameters 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Depattmet 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— ww Nh a 


Tender No. and Description of Stores 


Quantity | 

1C/34012— ; i 
DPS MM athire, Inspection, Testing, Supply and Guarantee of Purge Rotametets with flow controller as per pur- 300 Nos. — 
chaset’s Tender specification required at our Project Kalapakkam, Tamilnadu. 2 


yey || 
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Last Date for Receipt of Tenders _? 16.30 hrs. on 29th October, 1999. 
4 Date of Opening of Tender : 11.30 hrs. on ist November, 1999, 
Last Date for Sale of Tender Documents > 26th October, 1999. ° 


Fender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department of 
omic Energy at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94 
yeen 1la.m. aud 3p,m. on all working days. Postal requests should be accompanied by a Money Order towards the prescribed cost 
ender document and addressed and Accounts Officer at the Public Relations Cell. The right to accept or reject the lowest or any 
aders in part or full without assigning any reasons is reserved, 


Asstt. Purchase Officer 
[No. DPS/04/MIC/34012 dt, 24-8-99 and DPS/Tender/DAVP/161, dt. 30-8-99.] 


— 
Digital Storage Oscilloscope 


| or and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
tomic Energy, Murabai invites sealed tenders as detailed below :— * 


Tender No. and Description of Stores Quantity 
/04/M1C/34005— ; 
anufacture, Inspection, Testing, Supply and Guarantee of Digital Storage Oscilloscope as per purchaser’s Tender 1 No, 
specification required at cur Project BARC Trombay, Mumbai-400 085. 


Last Date for Receipt of Tenders : 16.30 hrs. on 29th October, 1999. 
Date of Opening of Tender : 11.30 a.m. on Ist November, 1999, 
Last Date for Sale of Tender Documents : 26th October, 1999. 


~ Tender documents priced at Rs. 100 can be obtaine from the Accounts Officer, Directorate of Purchase and Stores, Department 
Atomic Energy at Public Retation Cell, !.o ver Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94, 
veen 1! am and 3 p.m. on all working days Postal requests should be accompanie by a Money Order towards the prescribed cost 
tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the lowest cr any ten- 
in part or full without assigning any reasons is reserved, 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/04/MI7/34005, dt. 24-8-99 and DPS/Tender/DAVP/161, dt. 30-8-99 , ] 


Data Svstem 


for and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
fomic’ Energy, Mumbai invites sealed tenders as detailed helow :—- 
. Tender No. and Description of Stores Cuantity 
P5/04/MIC/34004--- 
Manufacture, Inspection, Testing, Supply and Guarantee of Data Acquisition and Processing System as per Pur- 1 No. 
haser’s Tender spcilication requird at our Project, BARC, Trombay, Mumbai-400 035. 
_ Last Date for Recipt of Tenders | : 16.30 hrs. on 29th October, 1999. 

Date of Oyening of Tender >: 11.30 a.m. on Ist November, 1999. 

Last Date for Sale of Tender Documents : 26th October, 1999. 
es ender docuraents priced at Rs. 100 can he obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
omic Energy at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabahi Bhavan, Anushaktinagar, Mumbai-94, 

at [1 a.m. and 3 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the prescribed 

of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept orreject the  lewest 
any tenders in part or full without assigning anv reasons is reserved. 


Trthy ; : : Sdj- 
Asstt. Purchase Officer 


: - «No. DPS/04/MIC/34004 dt. 248-99 and DPS/Tender/DAVP/161, dt. 30-8-99.] 
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Germanium Detector Ce-axial 

For and on behalf of the President of tndia, the Director, Purchase and Stor irectorate ‘ch: 1s pee 
. : Pre a, the : S Stores, Directorate of Purchase and Stores, Department 
Atomic Energy, Bombay, invites sealed tenders as detailed below :— » ee ” 

Tender No. and Descriptien of Stores 

DPS /04/fEE/15518— ; 

High purity Germanium Detector Coaxial P-type as per Purchaser’s tender specification ? : ‘ ‘ 

Last Date for Receipt of Tenders : 16.30 hrs. on Ist November, 1999. 


Date of Opening of Tenders + 11.30 a.m. on 2nd November, 1999, 


Last date for Sale of Tender Set : 27th October, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer. Department of Atomic Energy. Directorate 
Purchase and Stores. at Public Relations Cell, Vikram Sarabhai, Bhavan. Lower Ground Floor, Anushakti Nagar, Bombay-40( 
between 11. a.m. and 3.30 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the 
aribed Cost of Tender documents and addressed to Accounts Officer at the Public Relation Cell. The right to accept or rejec 
lowest or any tenders In part of full without assigning any reasons is reserved.® = 

Sal- 


Asstt. Purchase Officer _ piety ae 


Crate Controller 
For and on behalf of the President of India. the Director, Purchase and Stores, Directorate of Purchase and Stores, Departmen | 


Atomic Energy, Bombay, invites sealed tenders as detailed below :— 


Tender No. and Description of Stores 


DPS/16/TEE/911— “ 
PCI Bus Camac crate, controller for Pentium PC with PCI Add-on card, as per Purchaser’s tender specification . a 
Last Date for Receipt of Tenders : 16.30 hrs. on and November, 1999. , 

‘ 


Date of Opening of Tenders : 11.30 a.m. on 4rd November, 1999. 
s 


Last Date for Sale of Tender Set : 28th October, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate 
Purchase and Stores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground, Floor, Anushakti Nagar, Bombay-4000 
Postal requests should be accoymppanied by a Money Order towar 


between 11.00 a.m. and 3.30 p.m. on all workding days. \ r \ 
prescribed Cost of Tender Document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or tect 
Jowest or any tenders in part of full without assigning any reasons is reserved. if . 


>» ‘) 


“Salt ae 
eet ga ee ee a 


Asstt. Purchase Officer 


(No. DPS/16/IFE/911 dated 11-8-1999&DPS/Tender/DAVP/161, dated 30-8-1 ss 


4 
a 
a) 
eh oe ee 


Analog Adder 4 


For and on behalf of the*President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
Atomic Engergy, Bombay, invites scaled tenders as detailed below :— i 
Tender No. and Description of Stores Quantiy i 
DPS/04/TEE/15500— i 
High speed 24 Channel Analog Adder as per Purchaser’s tender Specification fl J ‘ } j . & 
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i" 
is) 
SEA SIL 


Last Date for Receipt of Tenders : 16.30 hrs. on 2nd November, 1999. 
Date of Opening of Tenders  : 11.30 a.m. on 3rd November, 1999. 
Last date for Sale of Tender Set : 28th Octaber, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores, at Public Relation Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar. Bombay-400 094, 
between 11.00 a.m. and 3.30 p.m. on all workding days. Postal requests should be accomapnied by a Money Order towards the pres- 
cribed Cost of Tender Documents and addressed to Accounts Officer at the Public Relation Cell. The right to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/04/TEE/15500, dated 21-8-1999 and DPS/Tender/DAVP/161, dated 30-8-1999.] 


VME Slot Controller 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Bomabay, invites sealed tenders as detailed below :— 


Tender No, and Description of Stores Quantity 
DPS/16/TEE/912— 
VME Slot O Controller as per purchaser's tender sepecification . . 4 A a : d ak —- 


Last Date for Receipt of Tenders : 16.30 hrs. on 3rd November, 1999, 
Date of Opening of Tenders : 11.30 a.m. on 4th November, 1999. 


Last Date for Sale of Tender Set : 29th October, 1999. 

Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase of Stores, at Public Relation Cell, Vikram Sarabhai Bhavan, Lower Ground floor, Anushakti Nagar, Bombay-400 094, 
between 11.00 a.m. and 3.30 p.m, on all working days. Postral requests shauld be accompanied by a Money Order towards the pres- 
cribed Cost of tender document and addressed te Accounts Officer at the Public Relation Cell, The right to accept or reject the lowest 


Or any tenders in part or full without assigning any reasons is reserved, 


Saf. 
Asstt. Purchase Officer 


[No. DPS/16/f{EE/912, dated 21-8-1999 and DPS/Tender/DAVP/161, dated 30-8-1999.] 


Compressor W heel * 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, 


Department of Atomic Energy, Mumbai invites sealed teiders as detailed below :— 
Tender No. and Description of Stores Quantity 
DPS/04/ENG /23382.— az 
Precision machining of aluminium aloy miniature turbine and compressor wheels as per the technical specifi- 14 Nos. 
cation and drawing enclosed with purchaser’s tender document required at BARC., Tronibay, Mumbai- 
400085 (BRIT), Vashi, Navi Mumba:-400 795. 
Last date for receipt of tenders 16.30 hrs. on 3rd Noven.ber, 1999. 
Date of Opening of tender 11.30 a.m. on 4th Noveniber, 1999, 
Last date for sale of tender documents 29th October, 1999, 
A707 
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Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart: 
ment of Atomic Energy, at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Auushakti- 
nagar, Mumbai-94, between 10.30 a.m. and 3.00 p.m..on al! working days. Postal requests should be accompanied by a Money 
Order towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right 
to accept or geject the lowest or any tenders in part or full without assigning any reasons is reserved, (i 


Sd, /- 
Asstt. Purchase Officer 


[No. DPS/04/ENG/23382, dated 25-08-1999, and DPS/Tender/DAVP/161, 
| dated 30-08-99.] ~ 


Graphite Rods 


For and on behalf of the Present of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, De- 
partment of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


‘fender No. and Description of Stores Quantity 


DPS/04/ENG/23389.— re - 
High density graphite rods of GLM-S or GLM-85 of grade as per the technical specification enclosed with 630 Nos, — 
purchaser’s tender document required at BARC (Brit), Vashi, Navi Mumbai-400 705, u 
Last date for receipt of tenders : 16,30 hrs. on 4th November, 1999, 
Date of Opening of tender : 11,30 a.m. on 5th November, 1999. 
Last date for sale of tender documents : 1st November, 1999. 

Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Depart- 
ment of Atomic Energy, at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, ‘Anushaktinagar, 
Mumbai-94, between 10.30 a.m. and 3.00 p.ni. on all working days. Postal requests should be accompanied by a Money Order 
towards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to 
accept or reject the lowest or any tenders in part or fuli without assigning any reasons is reserved, sak 


Sd.- 
Asstt. Purchase Officer 
[No. DPS/04/ENG/23389, dated 25-08-1999 and DPS/Tender/DAVP/161, 
dated 30-08-1999] } 


. 
—— -/—.— 


Portable equipments 
For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department of 
Atomic Energy, Bombay invites sealed tenders as detailed below :— 
Tender No. and Description of Stores Quantity 
DPS/18/TEE/18— ) . 
Portable equipment for surface and sub-surface crack detection and Siziny in metals using A.C. field Maesure- ee 
ment (ACFM) as per Purchaser’s tender specification. panies 
Last Date for Receipt of Tenders : 16-30 hrs. on and November, 1999. 
Date of opening of Tenders : 11.30 a.m. on 3rd November, 1999. 
Last Date for Sale of Tender set : 28th October, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of Pur- 
chase and Storgs at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar, Bombay -400094, 
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between 11.00 a.m. and 3.30 p.m. on all working days. Postal redtiests should be accomapanied by a Money Order towards the pres- 
cribed Cost of Tender document and Addressed to Accounts Officer at the Public Relations Cell. Theright to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/18/IEE/18, dated 21-8-1999 and DPS/Tender/DAVP/161, dated 30-8-1999.] 


FHligh Pynamic Range Cooled CCD Camera 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Depattment of 
Atomic Energy, Bombay invites sealed tenders as detailed below :— 


Tender No. and Description of Stores ; Quantity 
DPS/04/TEE//15513— 
High Dynamic Range cooled CCD Camera as per Purchaser’s tender specification Z 5 ; ; —_ 


Last Date for Receipt of ‘Tenders : 16.30 hrs. on 2nd November, 1999, 
Date of Opening of Tenders : 11.30 a.m. on 3rd November, 1999, 
Last Date for Sale of Tender set : 28th October, 1999. r 

Tender documerits Priced at Rs. 100 can be obtained from Accounts Olficer, Department of Atomic Energy, Directorate of 
Purchase and Sotres at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground, Floor, Anushakti Nagar, Bombay-400094, 
between 11.00 a.m. and 3.30 p.m. on all working days. Postal requests should be accompanied by a Money Order towatds the 


prescribed Cost of tender Documents and Addressed to Accounts Officer at the Public Relation Cell, The right to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 


Asstt. Purchase Officer 


[No. DPs/94/IBE/15513, dated 2i-3-1999 and DPS/Tender/ DAVP/161, dated 30-8-1999. ] 


Directorate of Purchase and Stores, Hyderabad Regiona! Unit, Nuclear Fuel Complex, 
E.C.LL. (PO), Hvderabad., 590 762 


Dilute Nitric Acid 


The Regionai Director, HRPU, Nuclear Fuel Complex, Department of Atomic Energy, ECIL (PO)., Hyderabad : 500 062 
on behalf of the President of India, invites sealed tenders as detailed below :-— 


4% ender No, and Description of Stores Quantity 
(Total) 


HRPU/NFC/I11/1012.-- 
Collection of Dilute Nitric Acid from both M/s. Rashtriya Chemicals and Fertilizers, Chembur., Mumbai and 6,000 MT 
M/s. Deepak Fertilizers, Taloja, Raigad, Maharashtra and safe transportation and delivery to Mys. Nuclear 
Buel Complexs Hyderabad in suppliers stainless steel tankers on as and when required basis as per the tender 
specifications. 


Last date for sale of tender set : Upto 3,00 p.m. on 5th October, 1999, 
Last date and time for receipt of tender: 2.00 p.m. on 15th October, 1999, 
Date of Opening of tenders ; 11.00 a.m. on 16th Octoher, 1999, 
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Tender 
Fuel Cornplex, 
chase ‘of. fender 
cuments, drawn in 
will not be accepted. The 
served by the Purchaser. 


docunierits 
BCRP 
docum nts 


(PO), 


e 
— 


| ARS 
te COVERNMENT OF INDIA 
MINISTRY OF DEFENCE _ 
DEFENCE R&D ORGANISATION 


OFFICE OF THE DIRECTOR, 
INTERIM TEST RANGE, 
CHANDIFUR-756 025 


Raw Materials, Machine Tools, etc. 


The Director, Interim Test Range, Chandipur 
756 025 (Orissa) invites application from the reputed 
vendors for regisiration of their firm for a period of 
5 years for supply of following items :—(a) Raw 
Materials (b) Machine Tools (c) Fabrication jobs 
(d) Hardware & Paints (ec) Chemicals (f) Instruments 
(g) Electricals items like UPS (h) Timber (j) Stitching 
of Protective clothing (k }) Personal Computer, Prinier 
& its peripherials (1) MT spares (m) Repair and 
Maintenance of UPS, DG Sets, MT Fleet, Material 
Handling Equipment (n) oii & Lubricants (0) Tyre, 
Tube (p) Stationary ‘(q} General stores (r) Clo- 
thing (s) Shoes & Socks (t) Conservancy & arbori- 
culture (u) Pest control (v) Medicine & Medical 
Equipment (w) Hiring of Transport (x) Chemicals 
for Photo Processing (y) Maintenance free battery for 
MT & DG Sets (z) AMC of Computer. 


- Fresh registration will not be necessary for the firms 
already registered with DGS&D other Inter Service 
Organisation Govt. Depits. reputed Scientific Institu- 
tions. However they may apply for registration if 
they so desire and shall be alloted a registration num- 
ber free of charge. 


pate re a cee RD CO ss - 


The firm will apply for registration on payment of 
a Non-refundable nominal fee of Rs. 100 payable by 
Bank Draft in favour. of the Director, Interim Test 
Rarge, Chandipur-756 025, drawn on State Bank of 
India, Chandipur (Code 5755) with photo copy of 
valid Income Tax Clearance Certificate & valid Sales 
Tax Registration Certificate, 


[No. ITR MMG OPTEND)99, dated 27-8-99.] 
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favour of Accounts Officer, Nuclear Fuet Complex, oo. 
right to accept er reject the lowest or any ten 


riced at Rs. 500 can be obtained from Accounts Officer, Administrative Building, IInd Floor., Nuclea 
Dp Hyderabad .- 500062 between 11.00 a.m. and 3.00 p.ni. on all working days. i 
should be accompanied by a Demand Draft/Postal Order, towards the prescribed cost of tender do- 


Requests for pur- 


Payment in cash or through Money Orde r 
ers in part or full without assigning any reasons 15 re- 


Sd,/- 
Asstt. Purchase Officer 


[No, REf :- HRPU/NEC/III/1012 , dated 20-8 99,] 


GOVERNMENT OF INDIA 
MINISTRY OL DEFENCE 


INDIAN ORDNANCE FACTORIES 


OFFICE OF THE ORDNANCE CLOTHING FACTORY, 
AVADI, CHENNAI-600 054 


No. 2404241 99-2000 CA ADV., dated 28-8-99 : 
Supply of Drill Cotton Navy. Blue 


Sealed tenders are invited from DGS&D)NSIC 
DGOA, New Delhi, registered contractors for Supply 
of Drill Cotton Navy Blue 142 Cms. 


Specification : IS : 177-1989 (V. No. 4). 
Ouantity : 14,500 Mirs. 


Delivery : 
Order, 


Within 3 Months 


from the Date of 


Tender documents with full details are obtainable 
from the General Manager, Ordnance Clothing Factory, 
Avadi, Chennai-600 054 on payment of Rs. 50 (non- 
refundable} by hand or on payment of Rs. 71 by 
registered- post. Payment will be accepted only 
through Indian Postal Order drawn in favour of the 
General Manager, Orcnance Clothing Factory, Avadi, 
Chennat-690 054. . The date of issue of Postal Orders 
should be efter the date of publication of advettise- 
ment, 


SPECIAL CONDITIONS 


1. The tenderer must submit Xerox copy of 
DGS&D NSIC_DGOA New Delhi registration certifi- 
cate issued in favour of them while applying for tender. 
-OTMS, 


2. The tenderer must also enclose a Xerox copy 


of the certificate issued by the DGQA, New Delhi 
about their Registration 'C apacity Verification Assess- 
ment or otherwise they should get their capacity veri- 
fied from DGQA. New Dethi Authorities!Ahsp., etc 
simultaneously, 
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3. List of previously executed orders duly Inspec- 
ted by Quality Assurance Officer of ¢ny region should 
also be furnished by ali the intending tenderers. 


4. Firms who are not already registered with 
DGQA will have to submit their applications for Regis- 
tration to DGOQA, New Delhi before opening of tender 
enquiry and a copy of their application has to be sub- 
“mitted by them alongwith quotation. 
A 
} 

5. In the event of thei: registration and capacity 
verification was not carried out by DGOQA Authorities 
so far, tenderers should submit all the relevant docu- 
ments for capacity verification to the Director of 
Quality Assurance, DGQA, New Delhi alongwith 

-prescribed fees for registration to them. Registration 
certificate issued by DGOA, New Delhi is essential 
betore placement of order on any contractor, All the 
relevant details can be seen in’ tender documents. 


6. Last Date of Sate of Tender Document : 22nd 
October, 1999 at 14-30 hrs. 


f 
, 


_ /. Tender will be Opened at Ordnance Clothing 
Factory, Avadi on 25th October, 1999 at 14-30 hrs. 


md, 

- §. Tenderers must forward Earnest Money Deposit 
@ 2% ot the value (including ED)Taxes) of their 
quotation in the form of Demand Draft drawn in 
favour of the General Manager, Ordnance Clothing 
Factory, Avadi or in the form: of Bank guarantee along- 
with their quotation. Eainest Money must be depo- 
Sited with the quotation ciherwise their offers will not 
be considered, 


9. In the event of placement of order against this 
fender enquiry firar will be required to furnish Security 
Depusit at the rate of 5% of the value of the contract 
Subject to the maximum amount of Rs. 2 Lakhs. 


— 10 .The General Meuager, Ordnance Clothing 
Factory, Avadi, Cheanai-600.054 reserves the right 10 
‘accept or reject any Gr all the tenders without assion- 
‘tng any reason thereof. ’ 


i. Tenderers must <!so indicate whether they are 
‘Manufacturer or traders or authorised agent of manu- 
facturer, 

q 
He: 
$4. /- 
; Works Manager 
‘, 
~ [No. 2404:241 99-00'CA Adv., dated 28-8-99,] 
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4 - 05842-23328, Tri. No. : 05842-23704, 
Fax No. : 0584 43 ee 


Air Circuit Breaker 
The General Manager on behalf of the President oi 
India invites tender in sealed cover in the prescribed 
form as per following :-- 
Name of Plant/Machine : Air Circuit Breaker 2000 
AMPS. 


Quantity : One No. 

Last Date of Purchase of Tenders : 21st October, 
1999 (by post), 28th Cetober, 1999 (upto 12-00 hrs, 
in person from OCES). 

Date of Opening of Tender : 28th October, 1999 
at 2-30 p.m. 


Earnest Money Deposit: Minimum 2% of the 


cuoted amount. 

Cost of the Tender Document : Rs. 50 by D.D.| 
Cash!M.O. in favour of the G.M. Ordnance Clothing 
Factory, Shahjahanpur (U.P.) payable on Bank Code 
No. 3085, S.B.L, Yown Hall, Shahjahanpur (U.P.). 


System of ‘fendering : Two Bids System (Technical 
& Commercial Bids to be given in separate sealed 
covers). 

Tender form will be issued to the manufacturer or 
their sole selling agents. (Necessary authorisation for 
the same to be enclosed). 


Accepting Authority reserves the tight to accept 
or reject any tender without assigning any reason. 


Quotation to be submitted only on the prescribed 
tender form, 
Sd./- 
Works Manager 

[INo. EO'1705) TE, 10, dated 24-8-99.] 
GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 

MILITARY ENGINEER SERVICES 


OFFICE OF THE GARRISON ENGINEER (NorRTH), 
SANTRACRUZ (EAST), MUMBAI-400 029 


Term Contract for, Artificer Work 


The Garrison Engineer (North), Santracruz 
(East), Mumbai-400 029 invites application upto 
A711 


30th September, 1999 from MES, CPWD, Railways 
and Mumbai Municipal Corporation contractors as 
appropriate class for issue of tender for “Term Contract 
for Artificer Work at Kandivli under AGE BR Malad 
under GE (North), Mumbai.” 

Estimated Cost : Rs. & Lakhs. 

Contractors not enlisted with MES should submuc 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by, them cuting last three years giving 
designation of i “the Ofhicer under whom executed. 
Earnest Money to be deposited by the contractors who 
have not got Standing Security with MES | is 
Rs. 16,000. 


Sd./- 
Capt. 


[No. 8033/699|/E8, dated 31-8-99.] 


Spl. Repairs to RCC Over Head Reservoir 


The Garrison Engineer (North), Santacruz( East), 
Mumbat-29 invites applications upto 29th September, 
1999 trom MES, CPWD, Railways and Mumbai 
Municipal Corpor: ation contractors as appropriate 
class for issue of tender for special repairs to Ri 
over head reservoir at Cod Malad & Kandivli under 
age BR Malad. Estimated Cost is Rs. 7.50 Lakhs. 


Earnest Money Deposit Rs. 15,000 for contractors 
who have not got Standing Security with MES, appli- 
cation from contractor not enlisted by other depart- 
ment, latest {TCC and particulars of work carried 
out during last three years. 

Sd./- 
Capt. 


[INo. 8033)701/E8, dated 31-8-99.] 


Concrete Surfaces & Plastering in Building 
The Garrison Engineer (North), Santacruz (East), 


Muimbai-400 029 invites application upto 30th 
September, 1999 from MES, CPWD, Railways and 
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Mumbai Municapal Corporation contiactors as 
appropriate class for issue of tender fer “Concrete 
Surfaces & Plastering in Building No. 109, 110, 111 
and 112 at 15% DEF CIV Colony under AGE BR, 
Santacruz”. 


Estimated Cost : . 4.60 ke 


earnest Money Deposit Rs. 9,200 for contrackelll 
who have not got Standing Security with MES, 
application from contractors not enlisted by other 


department, latest ITCC and particular of work 
carrried? out during the last three years. $ 
Sd./- ; 
Capt ; 


[No. 8033/700|E8, dated 31-8-99, 1 


. 
—_—\.o 


Term Contract for Artificer Work 


Tic Garrison Engineer (North), Santacruz (East), 
Mumbai-400 029 invites application upto 30th 
September, 1999 from MES, CPWD, Railways and 
Mumbai Municapal Corporation contractors as 
appropriate class for issue of tender for “Term Con- 
tract for Artificer Work at HBTC Marve and Malad 
under AGE B/R, Malad under GE _ (North), 
Mumbai”. : 

Estimated Cost: Rs. 8 lakhs. 

Larnest Money Deposit Rs. 16,000 for contractors 
‘who have not got Standing Security with MES, 
application from contractors ‘not enlisted by other 


departinent, latest ITCC and particular of work 
catrricd out during the last three years. a. 
‘Sd./- G 
Capt! "4 


[No. 8033/698]E8, dated 31-8-99.] 


’ oh 


OFFICE OF THE GARRISON ENGINEER (NW), 
BuANDUP, MuMBAI-400 078 


a: my 4 


Periodical Services to Certain Buildings — a 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites application for the issue of tender for 
the following work : 

Name of Work : Periodical Services to Certain 
Buildings in Zone ‘A’ at NCHC, Pawai. 
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Last Date of Receipt of Application for Issue of 
Tender ; Sth October, 1999, 

Estimated Cost of Work : Rs. 8 Lakhs. 

Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two years giving 
designation of Officer under whom executed. Earnest 
Money to be deposited by the contractor who have 


hot got Standing Security Deposit with MES is 
Rs. 16,000, 
; [No, 8996/01|E8, dated 19-8-99.] 


. 
—~ 


Periodical Services to Certain Buildings 


The Garrison Engineer (NW), Bhandup, Mumbai- 
400 078 invites application for the issue of tender for. 
the following work ;—- 
Name of Work : Periodical Services to Certain 
Buildings in Zone ‘B’ at NCHC, Pawai. 


Last Date of Receipt of Application for Issue of 
Tender > Sth October, 1999. 


Estimated Cost of Work : Rs. 7 Lakhs. 


Contractors not enlisted with MES should submit 
ilongwith their applications, copies of letters of enlist- 
nent in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of work 
farried out by them during last two years giving 
lesignation of Officer under whom executed, Earnest 
Vloney to be deposited by the contractors who have 
tot got Standing Security Deposit with MES is 
Xs, 14,000. 

[No. 8997 01'E8, dated 19-8-99,] 


aaa 


OFFICE OF THE GARRISON ENGINEER (AF), 
Air Force STAtTion, JAMNAGAR-361 003 


Rewiring to Certain Buildings 


~The Garrison Engineer (AF); Air Force Station, 
amnagar-361 003 invites applications for issue of 
‘ders for the following work :— 


© 

Name of Work : Rewiring to Certain Buildings at 
FP, Jamnagar. 

| Last Date of Receipt of Application for Issue of 
ender, : 29r September, 1999, 
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Estimated Cost of Work : Rs. 5.50 Lakhs. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other Cepartments, Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two years giving 
designation of Officer under whom executed. Earnest 
Money to be deposited by the contractors who have 
not got Standing Security Deposit with MES is 
Rs. 11,000. 


[No. 8544'7/E8, dated 27-8-99.] 


ee ees 


OFFICE OF THE GARRISON ENGINEER, 
RAMGCARH CANTT. 


TC for ‘A’ Work 


The Garrison Engineer, Ramgarh Cantt. invites 
application by 3rd October, 1999 from the enlisted 
MES, CPWD, PWD and Railway contractors of the 
appropriate class for the following work :— 

“TC for ‘A’ Works including Renewal & Minor 
Works to Certain Buildings in Zone-IV at 
Ramegarh Cantt.” 

Estimated Cost : Rs. 7.50 Lakhs, 
es 
Earnest Money to be deposited alongwith tender is 
Rs. 15,000. 

Date of Issue of Tender : 

Un-enlisted contractors with MES are required to 
submit with their applications, copies of letters of 
enlistment in Government department, Income Tax 
Clearance Certificate and particulars of similar works 
carried out by them during the last three years, 


4th October, 1999, 


[No. 8200'702!01/E8, dated 16-8-99.] 


‘OFFICE OF THE COMMANDER WorKsS ENGINEER 
(AIR Force), BELLARY Roap, J.C. NAGAR Post, 
BANGALORE-560 006 


Provision of 2 Deficient Married Accommodation 


The Commander Works Engineers (Air Force), 
Bangalore-560 006 invites applications upto 7th Octo- 
ber, 1999 from. enlisted MES, CPWD, PWD. and 
Railway contractors of the appropriate class for issue 
of tender for the following work : 


“Provision of 2. Deficient Married Accommoda- 
tion (FLT, LTs and Below) at HOTC (U) 


debbal, Bangalore.” 
Hebbal, Bangalore.’ 
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Contractors not enlisted with MES are required to 
submit alongwith their applications, copies of letters 
of enlistment in other departments, fresh Income Tax 
Clearance Certificate in the new proforma and parti- 
culars of work carried out di them during the last two 
years giving the designation of the Officers under whom 
executed. Earnest Money to be deposited alongwith 
the tender, payabie by the contractor who have no 
Standing Security Deposit with MES is Rs, 30,000. 


Invitation of application for issue of tender does 
not constitute any guarantee for issue of tender to 
applicant, even to enlisted contractors of appropriate 
class. Issue of tender will be decided by the Accept- 
ing Officer ce on the past track records, financial 
position and experience on similar works of the 
applicant! Eobinadens The decision of the Accepting 
Officer for issue of tender or otherwise to the applicant) 
contractor shall be final and the applicant contractor 
will not be entitled fer any compensation for rejection 
of his application. 


[No. Nil] 


OFFICE OF THE GARRISON ENGINEER, 
BIKANER 


Certain Repairs 1o Officers Quarters, etc. 


The Garrison Engineer, Bikaner invites applications 
upto /st October, 1999 from MES|CPWD Railway!| 
PWD contractors for “Provision of Certain Repairs to 
Garrages in Officers Quarters and Repairs to Roof 
and Ceiling in JCOs ORs Quarters in KM Area at 
Bikaner. 


Esiimated Cost : Rs. 2.20 Lakhs. 


Earnest Money is Rs. 6,400 only to be deposited 
by the contractor who are not enlisted with MES 


Period of Contract : 4 Months. 


[No. 8012/8, Telegram, dated 7-9-99.] 


Provision of Rewiring and Associated Works 


The Garrison Engineer, Bikaner invites applications 
upto Isi October, 1999 from MES'CPWD Railway’ 
PWD contractors for “Provision of Rewiring and 
Associated Works” in Hutted area and Udasar area, 
at Bikanker. 


AT7\4 


Estimated Cost : Rs. 3.70 Lakhs. 


ee) 
Earnest Money is Rs. 7,400. only to be deposited 


by contractor who are not enlisted with MES. 


Period of Compietion : 6 Months. 


LNo. 8012 E8 Telegram, dated 1: 9- 99. 2) ; 


mm ee 


Rewiring, etc. in Officers Accn. 


The Garrison Engineer, Bikaner invites applications _ 
upto ist October, 1999 from MES CPWD Railway) — 
PWD contractors for “Provision of Rewiring and_ 
Associated Works” in Officers’) JCOs ORs ~ Married 
Accn. in KM area Band Lines, VB Lines, B G Lines 
S L I Lines and Old Cantt. area at Bikaner. — 


Estimated Cost: 3 Lakhs. A * 


Farnest Money is Rs. 6,000 only to be deposited 
by contractor who are not enlisted with MES. § 


Period of Contract : 4 Months, 


INo, 8012 ES. dated 8-9-99, Received through — 
Telegram]. 


Repairs to Ceiling Fans, ete. 


The Garrison Engineer, Bikaner invites applications | 
upto Ist October, 1999 from MES|CPWD Railway] 
PWD contractors for Provision of “Certain Repairs” 
to Existing Ceiling Fans'Cabin Fans’ — Fans” 
at Bikaner. 


Estimated Cost: 4.90 Lakhs. 


Earnest Money is Rs. 9,800-only to be deposited 
by contractor who are not enlisted with MES. 


Period of Conttact: : 6 Months. ' 


iNo. 8012 E&8, dated 8-9-99, Received through. 
been 
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Office of the Commander Works Englneer, Wellington, Nilgiries 
Provision of Essential Furniture 


The Commander Works Engipeer, Wellington, Nilgiris, invites applications by 29th September, 1999 from enlisted MES, CPWD, 
PWD and Railway Contractors of the approrpriate class for issue of tender for the undermentioned work :— 


Serial Name of Work Estimated Earnest 
No. Cost Money to 
Y be deposited 
Rs. Rs. 


{. Provision of Essential Furniture for the officer’s Mess DSSC Wellington 29.00 Lakhs 43,500 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of enlistment in other 
departments, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving desig- 


nation of the Officers under whom executed. 


[No. 84619/01/E8, dated 30-8-1999.] 


. 
i_—_—. 


Office of the Commander Works Engineers, Onslow Road, Deolali-422 401 
Special repairs to Central Parade Ground 


The Commander Works Engineers, Onslow Road, Deolali-422401 invites application upto 9th September, 1999 from MES/CPWD/ 
PWD and Railway Contractors of approrpriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
15.30 Lakhs 47,450 


1. Special repairs to Certral Parade Group (P/48) at Arty Centre, Nasik Road Camp . 


Contractors who are not borne on the approved MES list are required to furnish alongwith their applications, attested copies of 
letters of enlistment with other Departments/Cammands latest Income Tax Clearance Certificate and particulars of works carried out 
by them during the last three years stating the designation of the Officers under whom the same were executed, Contractors who have 
not lodged Standing Security Deposit with the MES will be required to pay Earnest Money as mentioned above while submitting the 


Tender in case their names are selected for issue of tender, 


[No. 83249/2/E8, dated 31-8-1999.1 


Office of the Garrison Engineer (AF), Kolshet Road Sandoz Baug Post, Thane-409607 
Special Repairs to Buidling 


The Garrison Engineer (AF) Thane invites applications upto 10th October, 1999 form MES, PWD,CPWD and Railway Con - 
tractors of appropraite class for issue of tender fcr the followirg work :— 


Serial Name of Work Estimated Earnest } 
No." Cost at par Money 
Metket 
RS: Rs. 


1. Special repairs to Bldg No TD/04 (Single Officers Accn) at Co-Hongreen 4.75 Lakhs 9.500 
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ern Command. arerequested to furnish alongwtih their application 


copies of leeters of enlistment with other Departmerts/Commands. latest Income Tax Clearance Certificate and particulars 
1g Credentials)of works carried out by them during the last three years stating the designation of Officers under whom the same 
ecuted. Contractors who have not lodged Starding Security Deposit with MES will be required to pay Earnest Money as men~ 


bove while submitting the tender in case their names are selected for issue of tenders. 


itractors who are not borne on the approved list of South 


[No. 8227/02/E8. dated 24-8-99.] 


Garrison Engineer, Belgaum -590009 
Term Contract for Artificer Works 


Garrison Engineer, Belgavm-59(009 invites applications by Ist October, 1999 from enlisted MES.pPWD,CPWD and Railway 
tors for the following works :— 


Name of Works Estimated Earnest 
Cost Money 
Rs. Rs. 


Term Contract for Artificer Works under AGE B/R Belgaum (Area No. 1) 5.00 Lakhs 10.000 
Term Contract for Artificer Works under AGE B/R Bclgaum (Area No. 2) 5.00 Lakhs 10.000 
5.00 Lakhs 10.090 


Term Contract for Artificer Works under AGE B/R Belgaum (Area No. 3) 
other 


nttactors not enlisted with the MES are required to submit with their applications copies of letters of enlistment in A 
nents, ITCE and particulars of work carricd out by the m during the last two years giving the desgiantion of the Officer under 
sxecuted. Earnest Moncy as indicated above is to be deposited alongwith the tender by the contractors who have no Standi ng 


y with the MES. 
[No, 8695/1/E8, dated 24-8-99.] 


—_—— |— — 


Office of The Garrlson Engineer E/M, Mudfort, Secunderabad-500 003 
Repairs/Rewiring of Certain Bldgs, etc. 


“he Garrison Engineer E/M, Mudfort, Secanderabad-500003 invites applications by 6th October, 1999 fram enlisted MES, CPWD, 
' and Railway Contractors of appropriate clzss for issue of following tender ;— 


al Name of Work Estimated Earnest 
Cast Money 

Rs. Rs. 

3,00 Lakhs 6,000 


Repairs/Rewiring of Certain Bldgs in Skhi Road and Napier Lines MD Offrs Accn at Bowen- 
pally area under AGE E&M No. II (South) of GE E&M Secunderabad. 


Sontractors not enlisted with MES are required to submit with their applications, copies of letters of enlistment in other departments 
ne Tax Clearance Certificate, Financial resorczs and particulars of works carried out during the last two years giving the desig- 
n of the Officers under whom executed. Earnest Money to be deposited alongwith the tender as shown aginst the work which is 


ble by the contractors who have no Standing Security with MES. 


_ [No. 8001/146/E8, dated 3-9-1999. ] 
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Office of the Commander Works Engincers, P.O. Bengdubi, Dist-DarjeeiIng W.B.-734 424 
Special Repairs to Certain Buildings 


__. The MES Commander Works Engineers, Bengdubi, PO : Bengdubi, Dist : Darjeeling (W/Bengal) Pin-734 424 invite 
cations by 4th October, 1999 from the enlisted MES,PWD,CPWD and Railway Contractors of the appropriate class for issue 0! 


for the following work :— 


Serial Name of Work Estimated Ea 
No. Cost M«¢ 
Rs. F 

1. Special Repairs to Certain Buildings, Roads and Area Drainage in North Zone at Bennaguri 13.75 Lakhs 25: 


Contractors who are not enlis:ed with the MES are required to submit alongwith their applicatioas copies of Ictters of enlist 
ether departments, ITCC and particulars of works carried out by them during the last two years giVing the designation of the 
under whom the works were executed. 


[No. 8012/1815/E8, dated 21-8-1 


—_— -—_-—. 


Garrison Engineer (AFA), Hyderabad-43 


Provision of Deficient Furniture, etc. 


The Garrison Engineer (AFA) Hyderabad-43 invites applications immediately for the following works from the evlisted 
PWD, CPWD and Railway Contractors for appropriate class for issue of tenders for :— 


Serial Name of Work Estimated Fat 
No. Cost Mo 
Dep 

Rs. R 

1. Provision of Deficient Furniture for FCM at AFA (Phase-I]) Hyd-43 . . e ‘ . 11.50 Lakhs > 
2. Provision of Cycle/Scooter shed at variours locations at AFA Hyd-43_. < ° - 14.00 Lakhs j 


Contractors not enlisted with MES arerequired to submit their applications, copies of letters of enlistment in other depart 
Income Tax Clearance Certificates, Financial resources and particulars of works carried out bythem during the last two years giv 
designation of the Officers under waom executed. Earnest Money to be deposited alongwith tender as shown agisnt the work 


able by the contractor who have no Standing Security Deposit with MES. 


[No. 8226/A/2/E8, dated 28-8 


The Garrison Engineer (East) Lucknow, Cantt-2 
Special repairs/renewal/rewiring and _ fittings 


The Garrison Engineer (East}, Lucknow Catt. invites applications by 4th October, 1999 from enlisted MES, CPWD, R 
Centractors of the appropriate class for issue of tender for the undermentioned work :— 


Serial Name of Work Estimated Far 
No. Cost Mo 
Rs. R 

1, Special repair/renewal/rewiring and fittings/fixtures of OTM Accn of 14 Bihar area Lucknow . 4.50 Lakhs | 
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Contractors not enlisted with the MES Central Command are required to submit with thejr tender applications, copies of letters of 
enlisted with other department, Income Tax Clearance Certificate and particulars of works carried out by them during thelast 2 years 
giving the designation of the Officers and whom the works were executed. 


Earnest Money shall be deposited along with the tender by the contractors ho have no Standing Security sith the MIS. 


[No. 8000/1246/03/E8, dated 30-8-99.] 
Office of the Chief Engineer( Navy), Port Blair, Andaman-744 163 
Provision of MT Park and Store: Office Accommodation 


Tne Chief Engineer (Navy), Port Blair, Andamans-744 103 invites applications by 4th October, 1999 from approved contractors 
of appropriate class for M.E:S., PWD., C.P.W.D and Railway, etc. for issue of following tender :— ’ 


Serial Name of Work piey Estimated _—Earnest 
No. Cost Money 
Rs. Rs, 

1. Provision of MT Park and Storage Office accn. for Coast Guard at Port Blair ; : . 40 Lakhs 60, 000 


Contractors not enlisted with M.E.S are required to submit with their applications, copies of letters of enlistment in other depart- 
ment, Income Tax Clearance Certificate, financial resources, Particulars of similar works carried out by them during the last 3 years 
supproted by certificates from authorites under wnom the works were executed. The contractors wao have no Standing Security witir 
M.E.S. Earnest Money as shown above shall be deposited by tiem ‘alongwith tenders. 


[ No. 800476/04/E8, dt. 24-8-99, 
Office of the GE (South) Military Engineer Services, Ballygunge Maidan Camp, Caicutta-700 C19 
Special Repairs to C-I Soi] Pipe 


The Garrison Engineer (South), Calcutta, Ballygunge Maidan Camp, Calcutta-700 019 invtes application by 7th October, 1999 
from apprcpriate category of contractors for issue of tender forms for the works mentioned below :— 


Serial Name of Works Estimated Earnest 
No Cost Money 
Rs. Rs. 
1. Special repairs to C- Soil pipe and Rain Water Pipes for Bldg. Nos. 119 and 120 at II Lines, Calcutta 3.01 Lakins 6,020 


under GE(S), Calcutta. 
2. Special repairs to Bldgs No. T/88, T/89 and T/103 at BM Camp, Calcutta under GE(S), Calcutta 3.10. Lak4s 6,200 
Contractors not enlisted with M.E.S. are required to submit with their applications, copies of letter of enlist ment in other depart- 
ment, latest Income Tax Clearance Certificate and particulars of works carried out by them during the last 3 years giving 
designatin ard address of the Officer under wnom executed. Earnest Money as shown is required to be fowarded alongwith the tender 
by those contractors who have no Standing Security deposit with any of the M,E.S. formation. 
Sd. /- 
Major 


[No. 8006/115/E8, dt. 20-8-99.} 


The Garrison Engineer (East), Lucknow Cantt-2 
Special Repairs to Rewiring/Replacement of Old Worn 


The Garrison Engineer (East), Lucknow Cantt. invites application by 4th October, 1999 from enlisted MES, CPWD, Railway 
Contractors of the appropriate class for issue of tender for the undermentioned work :—- 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 


1. Special Repair to. Rewiring/Replacemert of Old Worn out internal Electrification of SF MD Accn, 4.50 Lakhs 90,000 
at RA Bazar, Lucknow. 
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_ Contractor not enlisted with the MES, Central Command are required to submit with tender applications, copies of letters of en- 
listed with in oth or department, Income Tax Clearance Certificate and particulars of works carrjed out by them during the last 2 years 
_ giving the designation of the Officers and whom the works were executed. 


Earnest Money shall be deposited alongwith tenders by the contractors who have no Standing Security with the MES. 


[No. 8000/1245/03/E8, dated 30-8-1999,] 


Special Repairs to Building, etc. 


The Garrison Engineer (East), Lucnnow Cantt. invites application by 4th October, 1999 from enlisted MES, CPWD, Railway 
Contractors of the approrpriate class for issue of tender for the undermentioned work :— 


Serial i Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 


1. Special Repair to Bldg Nos. 24 and 26 Kasturba Road, Lucknow , » ° - : . 4.80-Bakhs 10,000 


__ Contractor not enlisted with the MES, Central Command arerequired to submit with tender applications, copies ofletters of enlisted 
with in other departments, Income Tax Clearance Certificate and particular of works carried out by them during the last 2 years giving 
the designation of the Oliicers and when the works were executed. 


Earnest Money shall be deposited alongwith tenders by the contractors who have no Standing Security with the MES. 


[No. 8000/1247/03/E8, dated 30-8-1999. 


Office of the Garrison Engineer(North) , T/64, Meanee Lines, MEG and Centre Area, 
Bangalore-42 


Construction. of Guard Room, ete. 


The Garrison Engineer (North), T/64, Meanee Lines, MEG and Centre Area, Bangalore-42 invites applications for the following 
wotks from: MES, CPWD and Railway Contractor :— 


Serial Name of Work : Value Earnest 
No. of Work Money 
Deposit 
Rs. Rs. 
1. Construction of Gurad Room with Bath Room and Toilet facilites at PRTC under GE 6.71 Lakhs 13,450 
(North), Bangalore. 


(i) Last date of submission of applications : 21st September, 1999. 
(ii) Date of issue of tender : 23rd September, 1999. 
(iii) Date. of receipt of tender : 22nd October, 1999. 
Contractor not enlisted with MES arerequired tosubmit with their application, copies of the letters of enlistment in other depart- 
" ment, Income Tax Clearance Certificate and. Particulars of works carried out by them during the last two years giving designation of 


“Officer under whom executed, Earnest Monney as indicated above is to be deposited alongwith tender by. Contractors who have not 
deposited Standing Security with the MES. 


[No. 8608/901/E8, dated 26-8-1999.} 
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Garrison Engineer (I), Navy (Maint), Haddo Post, Port Blair, Andamans-2 


Replacement: of Feeder Pillar Boxes, etc. 


s 
aint) Haddo, Port Blair, Andamans invites applications by 30th September, 1999 


The Garrison Engineer (I), Navy (M 
PWD/Railways ctc. for issue of tender for the following works :— 


approved Contractors of appropriate class for MES/ 


Serial Name of Works Estimated 
No. Cost 
Rs. 
1. Replacement of Feeder pillar boxes and Connected works at Jatawa, Port Blair. 4.50 Lakhs 
2. Replacement of Services Cable feeder Pillar Boxes and Connected works at Vijay. Baugh Area, S00 sexi 65 
Port Blair. 
5.00 jiisy 


3. Repairs/Renewals to Four Pole structures and by Pass arrangement and connected works at 
Sub Station No. 2 at Haddo_ Port Blair. 


Contractors not enlisted with MES are required to submit with their applications, copies of letter of enlistment in 
partments, Income Tax Clearance Certificate, Financial resources/particulars of similar works carricd out by them during th 
years supported by certificate from authorities under whom the works were executed. EMD as given above payable by the 


who have not Standing Security with MES. 


[No. 8050/130/B8, dated 19- 


. 
—— |_—- 


Garrison Engineer Binnaguri Post-Binnaguri, Dist- Jalpaigurs, (W/B) Pin-735 203 
Special Repairs to Charpoy Wooden/CI Pipe, etc. 


\ 


The Garrison Engineer Binnaguri, Post : Binnaguri, Dist : Jalpaiguri (W/B) Pin-735 203 invits applications by 11th 
1999 from enlisted MES, PWD, CPWD and Railway Contractors of the appropraite class for issue of tender for the following ‘ 


Serial Name of Works ~ Estimated I 
No. Cost ] 
| 

Rs. | 


1, Special Repairs to Charpoy Woaden/GI Pipe and Locker Bed side Steel at Binnaguri 10.51 Lakhs ‘ 


2. Special Repairs to Joinery in West of Lehal Marg at South Zone Area, Binnaguri 8.90 Lakhs 


3. Special Repairs to Boundary Wall, Joinery Road, Drain to Butchery Complex at Binnaguri 6.34 Lakhs 


4. Special Repairs to Roads within the Vicinity of light Regiment and spegial repairs to Security 8.34 Lakhs 
Fencing at Div HQ, Signal Centre and other Installations in Central Zone Area at Binnaguri 


5. Special repairs to Lightening Conductors at Varicus Formations Magazines|AMN DUMP at 4.51 Lakhs | 
Binnaguri. ; | 


6. Special repairs to Certain Roads in and around the Unit Area in Nortit Zone at Binnaguri 4.98 Lakhs 


| | 
Contractors not enlisted with MES formations are required to submit with their applications, copies of letters of ef 
other departments, Income Tax Clearance Certificate and particulars of works carried out by them during last two years giv! 


nation of Officer under whom the works were executed. { 


[No. 8109/200/E8, dated 18 
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Garrlson Engineer, Hisar Cantt, 
Provision of Repair, etc. in Married Accn. 


arrison Engineer, Hisar Cantt. invites application for undermentioned work from enlisted eontractors of MES/CPWD/ 
approved class upto 15th October, 1999 :— 


Name of Works Estimated Earnest 
Cost at par Money 
Market 
Rate 
Rs. Rs. 
ovision of repair/replacement of R/M fitting/fixtures in married accn. of JCO/HAV/ 5.50 Lakhs 11,000 
ORs at Hiasar Cantt. 
wision of repairs to septic tank and renewal of seak well with connected works at EBS, 4.80 Lakhs 9,600 


Hisar. 


ctor not enlisted with the MES are reauired to sutmit their application with copies of letter of enlistment in other department 
x Clearance Certificate and particulars of work carred out by them during the last two years giving the dexignations of 
jer whom executed. Earnest Money to be Deposited alongwith tender will be given aboy2 contractors who have not got 
ecurity with MES. 


{No. 8000/Adv/167/E8, dated 19-8-1999, j 


Sars 


Garrison Engineer (Al) Kheria, Agra 


Repairs to Joinery 


larrison Engineer (AF) Kheria, Agra invites application by 6th October, 1999 from enlisted MES, CPWD and Rallwes 


rs of the appropriate class for issu of t.nd-rs for the under mentioned work :— 


Nam: of Work Estimated Amount of Earnest 
Cost of Money to be 
| Works Deposited 
Rs. Rs. 
spairs to Joniery roof, plastering Aoor, stone slabe, brick work and glass panes in certain 3.85 Lakhs 7,700 


IDSC Accn. in 4 area under Age B/R-I at Kheria, Agra. 
I 
actors not enlisted with MES Central Command are required to submit with their applications, copies of Ictters of enlisting 
epartment. Income Tax Clerance Certificates and particulars works carried out by them during the last two years giving the 
n of the Officers under whorn the works were executed. 


‘st Money shall be deposited alongwith the tender by the cantractors who have no Standing Security with the MES. 


[No. $100-396/02/E8, dated 23-8-1999. | 


Commander Works Engineers, 24 Assaye Huilding Colaba, Mumbai-400 005 
Repairs/Replacemer t of Joineries 


‘Commander Works Engineers (Army) 24 Assaye Building Colaba,Mumbai-05 invites the applications upto 30th September, 
in MES, CPWD, PWD and Railway Contractors of appropriate class for issue cf tender for the following work :— 


| : Name of Work Estimated Earnest 

Cost Money 

| 

Rs. Rs. 
22.00 Lakhs 33,900 


Repairs/Replacement of joineries and Mosquito Proofing to Offrs, and JCOs/OR Ma Accn. 
at Colaba, Mumbai-05, 
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Contractors who are not borne on the apprvoed MES list are required te furnish alonwith the applications, attested copies of 
letters of enlistment with other departments/Command, latest Income Tax Clearance Certificate and particulars of works carried out by 
them during the last taree year stating the designation(s) of the Oilicer(s) under whom the same were executed, Contractors who have 
not lodged Standing Security with the MES listwill be required to pay Earnest Money as menioned above while submitting the tender 
in case their nimi2s are selected for issite of tender. 


[No. 83465/W/02/E8, dated 21-8-1999.] 


Garrison Engineer, Willington-643 231 
Special Repairs to Building 


The Garrison Engineer, Willington (Niligiries) invites applicationd by iinmediate from elisted MES, CPWD, PWD and Railway ' 
contractors of the appropriate class for issue of tender for the undermentioned work +— 


Serial Name of Work Estimated Earnest 
No, Cost Money to | 
be Deposited, | 
| 
Rs. Rs. | 
1. Special repairs to building No. VIE of PO (ORS) MRC Wellington. ; : : . 3.47 Lekns 6,940 | 


Cyutractors not erlisted with M8Sare required to siyn i wii t rir adzlicatior copiesof letter of enlistment in other department 
Income Tax Clearance Certificate and particulars of works ctrried oat by them dacing the lst 2 years giving designation of the Officers 
under whom executed . 


Sd/- | 
Major | 
Garrison Engineer 


[No, 8106/4/E8, dated 10-8-99.] 


Office of the Garrison Engineer’s, Khatipura Road, Jaipur-302 012 
Repairs to Approach Road | 


The Garrison Engineer, Jaipur invites applicaticnns from M.E.S., C.P.W.D,/ P.W.D. and Railway approved contractors of appros | 
prtate class for issue of tenders for the following work :— 


Serial Name of Work Estimated Earnest Last Date of | 
No. Cost Money receipt of 
application 
Rs. Rs. 
1. Repairs to Approach Road to Tech. Area (Tropo) AF Station at 6.00 Lakhs 10.000 12th October, 1999. 


Jaipur. 
ee | 


Coutractors who are not borne on the approved list of Chief Engineer, Southern Command, Pune. Commander Works 
Engineer Jaipur are requiredto furnishalong with their application attested cppy of letter ofenlistment with other department. 
Command. Latest Income Tax Clearance Certificate and particulars of works carried out by them during the last three years stating | 
the designation of Officers under whom the same were executed. 


Contractors who have not lodged Standing Security with M.E.S. will be requited to furnish Earnest Money mentioned above 
while submitting the tender if their names are selected for issue of tender. | 


[No. 8364 /02/E8. dated 23-8-99.) 
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Office of the Garrison Engineer (Central), Calcutta, T/37, Nappier Road, P.O. Hastings, Calcutta-22 
Construction of Multi Gym Accommodation 


The M.E.S.; Garrison Engineer (Central) Calcutta, 1/37, Nappier Road, P.O..Hastings, Calcutta-700 022, West Bengal invites 
applications by 14th October. 1999 from appropriate categories of M-E.S./ C.P.W.D.| P.W.D. and Railway contractors for issue of 
tender form for the following work : 


Serial Name of Work Estimated Earnest Last date of 
No. Value Money receipt of 
application 
Rs. Rs. 
i 


Construction of Multi Gym Accommodation and two bus stand at 6.17 Lakhs 23,000 14th October, 1999. 
Strand Line. M.T. Garage at GRSE. Spl. Repair for improvement 
of Security light at 225 ASC Coy, Water distribution net work 
at Site C-Il and O-14 extn. buildings at DGQA complex at Hastings. 


[No. 80001/06/E8, dated 16-8-99.] 


Office of the Garrison Engineer (East), Jabalpur-482 011 
Provision of Two Block of Touilets 


The Garrison Engineer (East) Jabalpur-482 011 invites contractors enlisted with Govt, Departments to apply for issue of tenders 
for the following work :— 


Serial. Name of Work Estimated Earnest Application 
No. Cort Money by 
Rs. Rs. 
1. Provision of Two Block of Toilets for Ladies in COD Jabalpur 3.28 Lakhs 6,600 Ath October, 1999. 


Conttactors not enlisted with M.E.S. shall attach with their applications, copy of valid Income Tax Clearance Certificate, patti- 
eulars of works executed during 3 years and financial resources, 


[No. 8824/241/E8, dated 13-8-99.] 


Cffice of the Garrison Engineer (P), Kanjoli Lines, Bharatpur (Raj.)-321 001 
Special Repairs to Joinery in OR Living Accn., ete. 


The Garrison Engineer (P), Bharatpur invites applications upto the date indicated against the work from M.E.S., C.P.W.D., 
P.W.D._and Railway contractors of appropriate classes for issue of ter.dei fcr the following works :— 


Serial Name of Works Estimated Earnest Last date of Period of 
No. Cost Money receipt of completion 
application 
Rs. Rs. 
1B 


Special Repairs to Joinery in OR Living Accn. in 


3.00 Lakhs 6,000 30th September, 1999. 5 moaths, 
Kanjoli Lines, Bharatpur. at per M.R 
2. Special Repairs to Toilets & Bathrooms in Kanjoli 3.50 Lakhs 7,000 30th September, 1999. 5 rds 
Lines Bharatpur. at per M,R 


Contractors who are not borne on the approved list of Southern Command/M.E.S. are required to furnish alongwith their appli- 
cations, attested copies of letters of enlistment with other Department/Command, latest Income Tax Clearance Certificate and 
particulars of (including credentials) of works carried out by them during the last three years, stating the desingation(s) of Officer(s) 
under whom executed. 


_ Earnest Money to be furnished alongwith the tender by the contractor who have no deposited Standing Security with M.E.S. 
will be as indicated above, 


Sd/- 
EE 
Garrison Engineer 
[No. 8131/02/F8, dated 13-8-99.] 
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Office of the Garrison Engineer (AF), Sulur, Post.-Kangayapmpalayam, Coimbatore-641 401 
Renewal of Under Ground Pipe Line 


The Garrison Engineer (AF), Sulur Post : Kangayampalayam, Coimbatore-641 401 invites application by 6th October, 1999 
from enlisted in M.E.S., C.P.W.D., P.W.D. and Railway contractors for the appropriate class for issue of tender for :— 


Serial Name of Work Estimated Period of 
No. Cost completion 
Rs. 
1. Renewal of Under Ground Pipe Line at Officers Md. Accn. AFAC, Coimbatore : ‘ 3.00 lakhs 4 months. 
at par Market 
Rate. 


Contractors not enlisted with M.E.S. are required to submit with their applications, copies of letters of enlistment in other 
department, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving, designa- 
tion of the Officer under whom executed. 
Farnest Money for Rs. 6,000 to be deposited alongwith the tender payable by the contractor who have no Standing Security with 
M.E.S. 
[No . 8682/01/E8, dated 19-8-99.] 
Office of the Chief Engineer, Lucknow Zone, Lucknow-02 . 


Provision of Augmentation of Eectric Supply 


The Chief Engineer, Lucknow Zone, Lucknow invites applications from enlisted M.E.S., P.W.D. and Railway contractors of the 
appropriate class for the work mentioned below and by dates shown against each :— : r 


Serial Name of Work Estimated Earnest Last ‘late of 
No, Cost Money receipt of — 
application 
Rs. Rs. 
1. Provision of Augmentation of Blectric Supply at Lucknow . 62.66 Lakhs 94,000 9th October, 1999. 


Contractors not enlisted with the M.E.S. are required to submit with their applications, copies of the letters of eniistment in 
other department, Income Tax Clearance Certificate and the particulars of similars works carried out by them during last two 
years giving the designation(s) of the Officer(s) under whom the work have been/are being executed. ' ; 


Earnest Money is payable by the contractor who have no Standing Security with any formation of the the M.E.S. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicant even to enlisted 
contractors of appropriate class. Issue of tender will be decided based on interajia, past track records, financial position, experinece 
of similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received upto the date of 
receipt of applications/extended dated of receipt of application for issue of tender. The Applicant/contractor will be informed regar- 
ding non-issue of tender without assigning reasons. Theapplicant/contractor, if he so desired may appeal to the next higher 
Engineer Authority with copy of the Accepting Officer. No appeal/representation shall be entertained inrespet of _applicaticns for 
issue Of tenders as received after the due date of receipt of applications/extended date of receipt of applications. The decision of the 
next higher Engineer Authority shall be final, No applicant/contractor shall be entitled for any compensation whatsoever for rejection 
of his application. 


The Accepting Officer reserves this rights to accept a tender submitted by a Public Undertaking, giving a price preference over 
other tenders which may be lower as are admissible under the Govt. Policy. No claim for any compensation or otherwise shall be 
admissible for such tenderer whose tenders may be rejected on account of the said Policy. 

[No. 980324/LKO/T/3/E8, dated (LZ), dated 24-8-99.] 
Office of the Garrison Engineer (1) (P) Fy., Kirkee, Pune-411 003 
Provision of Security Fencing 


The Garrison Engincer (1) (P) Fy., Kirkee, Pune-411 003 invites applications from M.E.S., C.P.W.D.-and Railway contractors 
of appropriate class for issue of tender for the woik :— 


Serial Name of Work Estimated Rarnest Book Debit Last Date of 
No, . Cast Money for Advertise- Application 
ment charges 
to be sent 
Rs. Rs. 
1. Provision of Security Fencing with centry post to the 9.30 Lakhs 18,600 GE (1) (P) 30th September, 1999, 
Building and Fire Station at AFK. Fy. , Kirkee 
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Contractors who are not borne on the approved M.E.S. list of Chief Engineer, Southein Ccn werd, Turc ere requiiee te furnish 
alongwith the application attested copies of letters cf enlistmnt with other department/Commanrd, latest Inccime Tax Clearence Ceiti- 
ficate and particulars of work carried out by them during the last three years stating the designation of Officers under whom the same 
were executed. 

Contractors who have not lodged Standing Security with the M.E.S. will be required to pay Earnest Money as mentioned above 


while submitting the tender in case their names are selected fur issue of tender. 
[No. 8107/112/E8, dated 21-8-99.] 


Office of the Garrison Engineer (1) (P) Fy., Kirkee, Pune-411 003 
Addition/A Iteration to Building 


The Garrison Engineer (1) (P) Fy., Kirkee, Pune-3 invites applications from M.E.S., C.P.W.D. and Railway contractors of 
appropriate class for issue of tender for the work :— 


Serial Name of Work Estimated Earnest Book debit Last Date of 
No. Cost Money for Advertise Application 
ment charges 
; Rs. Rs. to be sent 
1. Addition/Alteration to Building No. 370 and 636 and & 18.00 Lakhs } 30,000 ae (1) (P) 30th September, 1999. 
y. Kirkee 


provision of AHU Room alongwith services at AFK. 


Contractors who are not borne on approved M.ES. list of Chief Engineer, Southern Command, Pune are required to furr.ish 
alongwith the application, attested copies of letter of enlistment in other department/Command, latest Income Tax Clearance Certi- 
ficate and particulars of works carried out by them during the last three years Stating the designation of Officers under whom the 
same Were executed. 

Contractors who have not lodged Standing Security with the M.E.S. will be reqiired to pay Earnest Money as mentioned abcve 


while submitting the tender in case their mames are selected for issue of tender. 
[No. 8107/110/E8, dated 21-8-99.] 


Office of the Garrison Engineer (1) (P) Fy., Kirkee, Pune-411 003 


Repairs|Replacement ef Deteriorated: Services Cables 


The Garrison Engineer (1) (P) Fy., Kirkee, Pune-3 invites applications from M.E.S., C.P.W.D. and Railway ccntractors of 


appropriate class for issue of tender for the work :— 


Serial Name of Work Estimated Earnest. —_ Book Debit Last Date of 
No. Cost Money for Advertise- Application 
f nient Charges 
Rs. Rs. to be sent 
1. Repairs/Replacement to deteriorated services cables 18.00 Lakhs 30,000 aad, 30th September, 1999. 
y., Kirkee 


and provision of effective earthing system for *B 
type Siporex Quarters at South Zone at RHE, AFK. 
Contractors who are not borne on approved M.ES. list of Chief Engineer, Southern Command, Pune are required to furnish 
. alongwith the application, attested copies of letter of enlistment with other Department/Command, latest Income Tax Clearance 
Certificate and particuars of work carried out by them during the last three years Stating the designation by Officers under whem 
the same were executed. 
_ Contractors who have not lodged Standing Security with the M.E.S. will be required to pay, Earnest Money as mentioned above 
While submitting the tender in case their names are selected for issue of tender. 
Sd/- 
EE 
Garrison Engineer 


[No. 8107/114/E8, dated 21-8-99.] 
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Office of the Commander Works Engineers (Air Force), Mudfort, Seconderabad-3 
Provision of Permanent Accommodation, ete. 


_ The Commander Works Engineers (Air Force), Mudfcrt, Secunderatad-3 invites applications for the following works from 
enlisted M.E.S., P.W.D., C.P.W.D. and Railway contractors of appropriate class for issue of tenders fer :-- 


Seria] Name of Works Estimated Earnest ~ By 
No, Cost Money 
Deposit 
Rs. Rs. 
1. Provision of Permanent Accommodation for Shopping Complex at 20.00 lakhs 30,000 29th September, 1999. 
Airforce Station, Hakimpet. 
2. Provision of Motivation Training Hall cum Museum at Airforce 15.00 ,, 27,500 29th September, 1999. 
Station, Hakimpet. 
16.002 53 £29,000 29th September, 1999. 
oe 


3. Provision of Security Fencing for Segregation of Technical and OPS 
Areas at Airforce Station Hakiinept. 


Contractors not enlisted with M.E.S. are required to submit their applicatiois, copies of letters of enlistment-in other departments 
Income Tax Clearance Certificate, Financial resources and particulrs of works carried out during the past two years giving the desig- 


nation of the Nficers under whoni executed. 
Earnest Money to be deposited alongwith tender as shown against the work is payable by the contractor who have no Standing 


Security Deposit with M.E.S. 
[No. 84231/02/E8, dated 20-8-99.] 


———— ee 
= 


Office of the Garrison Engineer, Gopalpur-On-Sea, P. O. : Golabandha, Dist. : Ganjam (Orissa) 
Special Repairs to Electric Installation, etc. 


The Garrison Engineer -Gopalpur On Sea invites application by 14th October, 1999 'from the enlisted M.-E.S., C.P/W.D., P-W.D. 
and Railway contractor of the appropriate class for the works mentioned below :— 


Serial Name of Works Estimated Earnest Date of issue 
No. Cost Money of tender 
Rs. Rs. 
1. Special Repairs to Electric Installation including OH HT/LT Cables 13.81 lakhs 25,800 15th October, 1999. 
at GOS. 
chs aes 14,300 15th October, 1999. 


2. Provision of size 21.8 M & 6.55 with design representing culture of 


~s 


Orissa mixed with Mi. Stn. theme on Bye Pass Road ahead of TCP 
No. 1 at GOS. 


Enlisted Contractors with M.E.S. are required to submit with their applications, copies of letters of enlistment in other'Govern- 
ment Departments Income Tax Clearance Certificate and particulars of works carried out by them during the last three years. . 


{No. 8008/605/E8, dated 28-8-99.] 


Office of the Garrison Engineer, 869, Engineer Works Section, C/o, 99 APO 


Improvement of OR Living Accn. 


The Garrison Engineer, 869 Engineer Works Section, C/o. etc, 99 APO invites applications from the contractors of ‘the appropriate 
class for the following works as detailed iin the Indian Trade Journal of 22nd September, 1999 :— 


Serial Name ofWorks Estimated ‘Earnest’ Last date of 
No. Cost Money submission of 
application 
Rs. Rs. 
4.987 lakhs 10,000 30th September, 1999. 


1. Improyement of OR Living Acen. in Div. Camp at Leimakhong Bldg. 
No. T/256, T/257, T/163, T/13, T/19 and T/20. 
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f — Name of Works Estimated Earnest Last date of Sub- 
d (om 


Cost Money mission of applica- 
tions 
Rs. Rs. 
2. Provision of deep drain and retaining wall to Stop seepage in JCO’s —_ 3.654 Lakhs. 7,400 30th September, 1999. 
Married Accn. at Leimakhong. 


3. Improvement of OR Cook Houses and Dining Halls in various units Az16D »» 5,600 29th September, 1999, 
at Leimkhong Buildings No. T/180, T/146, T/107 and T/64. 
Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
contractors of appropriate class, Issue of tender will be decided based on the past track record, financial position, experience of 


similar works and decision of issue of tender or otherwise of the Accepting Officer shall be final and contractor will not be entitle 
for rejection of his application. 


Contractor enlitsted with the M.E.S. formation are required to submit their application alongwith copies of letter of enlisted in 
other Government Departments, Incam2 Tax Clearance Certificate and particulars of work carried out by them during last 5 years 
giving their designation of the officer under whom the work executed. 


Sd/- 
‘ Major 


[No. 8575/06/E8, dated 20-8-99.] 


Office of the Garrison Engineer, Khatipura Road, Jajpur-302 012 
Supply of Bazar Materials 


The Garrison Engineer, Jaipur-12 invites applications from M.E.S., C.P.W.D., P.W.D. and Railway contractors approved of 
appropriate class for issue of tenders for the following work :— 


Serial Name of Work Estimated Earnest ' Last date of 
No. Cost Money | receipt of 
application 
Rs. Rs. 


1. Supply of Bazar Material F/S Portion forB &O at Jaipur . 4.59 lakhs 8,900 5th October, 1999. 


‘Contractors who are not borne on the approved list of Chief Enginerer, Southern Command, Pune, Commander Works Engineer, 
Jaipur are required to furnish alongwith their application, attested copy of letter of enlistment with other department, command, latest 
Income Tax Clearance Certificate and particulars of works carried out by them during the last three years stating the designation of 
Officers under whom the same were executed. 


Contractor who have not lodged Standing Security with M.ES. will be required to furnish Earnest Money above while submitting 
the tender if their name is selected for issue of tender. 


[No. 8362/03/E8, dated 19-8-99.] 


‘Office of ‘the ‘Garrison Engneer, Bengdubi, PO ; Bengdubi, Dist. : Darjeeling ( W.B.) 
Repairs to Form W/O Back Chair, ete. 


The Garrison Engineer, Bengdubi, PO : Bengdubi Dist. : Darjeeling (W.B.) invites separte applications by 4th October, 1999 from 
enlisted MES, PWD, CPWD and Railway contractor of tne appropriate class for issue of tender for tie following works :— 


‘Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs, Rs. 
1, Repairs to Form W/O Back, Chair varandah, Chair CD Steel receptacle GI Charpoy, table dinn- 6.00 Lakhs. 12,009 
: ing ORs and_ stool steel under GE, Bengdubi. 
2. Repairs to slidng door shutter to certain storage shed at Bengdubi ‘ . ° = . 3.00 Lakis 6,000 
3. Repairs to charpoy newar, bed newar, sofa sets and some.item of steel furniture at Bengdubi . 3.00 Lakhs. 6,000 


/ 
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Contractors not enlisted with MES formation are required to submit with t heir applications, copies of letter of | enlistment in 
othcr departments, Income Tax Clearance Certificate and particulars of work catried out by tnem during last two years giving designa- 


tion of Officer under whom the works ware executed. 
[No. C/8538/01/E8.dated 21-8-99.] 


ae ee 
Garrison Engineer Kaluchak, P.O. : Gangyal, Jammu-180 010 
Provision of Special Repair to Sewage System 


The Garrison Engineer, Kaluchak, P.O : Gangyal, Jammu-180 010 invites applications 8th October, 1999 from enlisted MES, CPWD — 
and Railway contractors of the appropriate class for the fojlowing work(s) :— ve Ag 


Serial Name of Work Estimated ‘  Earnest* 
No. Cost _ | Memey » 
Rs. Rs. 
1. Provision of Special Repairs to Sewage System/lines at BD Bari . s é , é . 450 Lakhs. 9,000 


*(Payable by the contractor who nave no Standing Security with MES). 


Contractors not enlisted with the MES are required to submit with their applications, copies of letter of enlistm2a1t in other depart- 
ments, Income Tax Clearance Certificate and particulars of work carried out b y them during last two years giving the designation 


of tL@ Officer under whom executed. 
[ No. $193/99-2000/3/E8, dated 9-8-99.] 


Special Repairs to Toilet Facilities and its Connected Services to Certain Buildings at Kaluchak 


The Garrison Engineer Kaluchak, P.O. : Gangyal, Jammu-180 010 invites applications by 8th October, 1999 from cnlisted MES, 
CPWD and Railway contractors of the appropriate class for the following work(s) :— : 


Serial Name of Work Estimated ___ Earnest* 

No. Cost _ Money - 
Rigs aoe _Rs. . 

1, Provision of Completion of lift over works in respect of GE/KC-8/98-99 Proyn. of Spl. Repairs 3.00 Lakhsj § 6,000 


to Toilet Facilities and its Connected Services to Certain Buildings at KaJuchak. 


.* (Payable by the contractor who nave no Standing Security with MES.) 


Contractors not enlisted with the MES are required to submit with their applications, copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and particulars of work carried out by them during last two years giving the designations of 
the Officer under whom executed. 


[No. 8187/99-2000/I/E8. dated 14-8-99.] 


Provision of Repair to wiring inMD JCO, s] ORs Quarters : 


The Ctarris on Engineer, Kaluchak, P.O. : Gangyal, Jammu-180 010 invites applications by 8th, October, 1999 from enlisted 
MES CPWD and Railway contractors of the appropriate class for the following work(s) :— 


Serial Name of Work Estimated Earnest* 
No. Cost _ Motey 
Rs. Rs. 
1. Provision of SpecialRepair to Wiring in Md. JCO’s/ORs Quartersat BD Bari =e ° . 4.25 Lakhs. £8,500 


«(Payable by the contractors who have no Standing Security with MES). 
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Contractors not enlisted with the MES are required to submit with their applications, copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and particulars of work carried out by them during last two years giving the designations 


of the Officer under whom executed. 
‘ 
[ No. 8192/99-2000/3/E8, dated 9-8-99,] 


Provision of Specia] Repairs to Sewage Lines 


The Garrison Engineer, Kaluchak, P.O : Gangyal, Jammu-180 010 invites applications by 8th October, 1999 from enlisted MES, 
CPWD and Railway contractors of the appropriate class for the following work(s) :— 


Serial Name of Work Estimated Earnest* 
No. © Cost Money 
Rs. Rs. 
9.20 Lakhs 18,500 


1. Provision of Special Repair to Sewage Lines/Improvement of Sewage at Rathuchak 
*(Payable by the contractors who have no Standing Security with MES.) 


_ Contractors not enlisted with the MES are required to submit with their applications, copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and Particulars of work carried out by them during last two’ years giving the designations 
of the officer under whom executed. 

[No. 8196/99-2000/3/E8, dated 9-8-99.] 


° 
eet ey te 


Provision of Special Repair to Certain Buildings 


The Garrison Engineer, Kaluchak, P.O : Gangyal, Jammu-180 010 invites applications by 8th October, 1999 from enlisted MES, 


CPWD and Railway contractors of the appropriate class for the following work(s) :— 
Serial Name of Work Estimated Earnest* 
No. Cost Money 
Rs. Rs. 
» 6.00 Lakhs 12,000 


° ° ° 


Provision of Special Repair to Certain Buildings at BD Bari 
: *(Payable by the contractor who have no Standing Security with MES.) 
&, 

Contractors not enlisted with the MES are required to submit with their applications, copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and Prticulars of works carried out by them during last two years giving the designations 
lof the officer under whom executed. 

[No. 3194/99-2000/3/E8, dated 9-8-99.] 


Uf 


Provision of Speecial Repairs to Wiring of Single Living JCO’s|ORs Accommodation at 
Ratnuchak 


The Garrison Engineer, Kaluchak, P.O : Gangyal, Jammu-180 010 invites applications by 8th October, 1999 from enlisted MES 


= 

/CPWD and Railway contractors of the appropriate class for the following work(s) :— 

| Serial. Name of Work Estimated Earnest * 
No. Cost Money 

| = 

Rs. Rs. 

| 1. Provision of Special Repairs to Wiring of Single Living JCO’s/ORs Accommodation at 6.50 Lakhs 13,000 

Ratnuchak. 
*(Payable by the contractor who have no Standing Security with MES.) 
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Contractors not enlisted with the MES are required to submit with their applications, copies of letter of enlistment.in other depart ~ 
ments, Income Tax Clearance Certificate and Particulars of work carried out by them during last two years giving the designations 
of the Officer under whom executed. vy yn tt aoe 


[No. 8195/99-2000/3/E8, dated 9-8-99.] 


. 
—— 


‘Provision of Certain Repairs to Joinery, Rain Water Pipe and Connected B/R Works in Ma. Accn., tor 
Rana Sanga Vihar and Tippu Vihar at Kaluchak 


The Garrison Engineer, Kaluchak, PO : Gangyal, Jammu-180 010 inyites applications by 8th October, 1999 from- enlisted ‘MES, 


CPWD and Railway contractors of the appropriate class for the following work(s) :— qa 
} 


Serial Name of Work Estimated - Barnest — 
No. Cost Money* 
Rs. Rss 
1. Provision of certain repairs to joinery rain water pipe and connected B/R works in Md. accn. 4.30 Lakhs. 8.600 


of Rana Sanga Vihar and Tippu Vihar at Kaluchak. 


*(Payable by the contractor who have no Standing Security with MES.) 


copies of letter of enlistment in other depart- 
ting last two years giving the designations of 


Contractors not enlisted with the MES are required to submit with their applications, 
ments. Income Tax Clearance Certificate and Particulars of work carried out by them du 
the Officer under whom executed, 


: : a 
[No, 8202/99-2000/05/E8, dated 17-8-99,] 


Provision of Special Repair to Roads 


The Garrison Engineer, Kaluchak, PO : Gangyal, J ammu-180 010 invites applications by 8th October, 1999 from enlisted MES, 
CPWD and Railway contractors of the appropriate class for the following work(s) :— 


Serial Name of Work Estimated. © Earnest — 
No. Cost Money* 
Rs. Rea 4 


1. Provision of Special Repair to Roads Near Kunjwanu By pass at Kaluchak 3.80 Lakhs. 7,600 


* (Payable by the contractor who have no Standing Security wtth MES.) 


Contractors not enlisted with the MES are required to submit with their applications, copies of letter of enlistment in other depart- 
ments. Income Tax Clearance Certificate and Particulars of work carried out by them during last two yeats giving the designations of 
the Officer under whom executed. nse 

5 ee «| 
[No. 8197/99-2000 /3/E8, dated) 9-8-99.] 


Office of the Gasrrion Englneer, Khaprail, P.O. : Matigara,: Dist. ‘§Darjeeling (W.B.) 


Provision of Modification at Historical Room 


The Garrison Engineer, Khaparail, Post Matigara, Dist. Darjeeling (W.B) invites separate application by the date shown against 
r issue of Tender form for the following 


the work from appropriate categories of M.E.S., C.P.W.D., P.W.D. and Railway contractor fo 


; 


work :— 
Serial Name of Work Estimated Earnest _—_Last date of receipt of | 
No. Cost Money __ application. ; 
Rs. Rs. 


1. Provision of Modification at Historical Room in corps office Complex 7 Lakhs 614,000 Ist October, 1999. | 


‘at Sukna. 
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Contraciors not enlisted with M.E.S. are required to submit alongwith their applications, copies of letters of enlistment in other 
departm:2at, latest Income Tax Clearaie> Cortificatss and particulars works carried out by them during last two years giving the designa- 
tion and address of Offices under whom executed. Earnest Money is required to be forwarded alongwith the tender by those contractors 
who have not lodged Standing Security deposit with any of the M.E.S. formation. Invitation for application for issue of tender does 
not consititute any guarantee for issue af tender to applicant even to enlisted contractor for appropriate class. Issue of tender will 
be decided based on past track records, financial position, experience of similar works and decision for issue of tender or otherwise of 
the Accepting Officer shall be final and contractor will not be entitled for any compensation for rejection of the application. 


[No. 8980/C/03/E8, dt. 02-9-99.] 


° 
se ee 


Office of the Garrlson Engineer Utility, BathInda, Mil. Stn.-151004 
Certain Repair to Accn., ete. 


The Garrison Engineer Utility, Bathinda Mil. Stn.-151004 invites application for the works from enlisted M.E.S., C.P.W.D., P.W.D., 
Railway and D.G.B.R. contractors for the appropriate class :— 


Serial Name of Works : Estimated Earnest Application Upto. 
No, Cost Money 
7 Rs. Rs. 
1. Certain repairs to JCO/ORs Accn at Shivaji Colony at Bathinda Mil. Stn. 6.70 Lakhs 13,409 9th October, 1999. 
2. TC for AN’s in Zone ‘B’ under GE(U)at Bathinda Mil. Stn. . ; 5 Lakhs 10,009 9th October, 1999. 


This advertisement tender does not consititute any guarantee for issue of tender to the applicant, even to an enlisted contractor 
of appropriate class. Issue of tender will be decided based on the past performance record, finangial position and experiences of simi- 
lar works and decision of the Accepting Officer for issue of tender or otherwise shall be final and contractor will not be entitled for any 
compensation for rejection of application. 


[No. 8007/559/E8, dt. 26-8-99.] 


° 
cape mee 9 nemeescmeeel 
. 


Commander Works Engineers, Ambala Cantt.—133001 
Provision of Special Repairs to Roads, @tc. 


The Headquarters Commander Works Enginecrs, Ambala Cantt.-133001 invites separate applications upto date as mentioned 
below from the enlisted M.E.S.,C.P.W.D. and Railway contractors of appropriate class for the works listed below :— 


Serial Name of Works Estimated Rarnest Last date of receipt of 
No, Cost Money applications. 
Rs, Rs. 
1. Provision of special repairs to roads under GE(North) at Ambala Cantt. 20 Lakhs 30,000 30th September, 1999. 
2. Provision of special repairs and replacement of existing AC plant with 12.50 Lakhs 25,000 30th September, 1999. 


package typ: in MH at Ambala. 
[No. 8200/Adv./293/E8, dt, 27-8-99.] 


The Garrison Engineer, Lalgarh, Jattan-335037, Dist. Sri Ganganagar (Rajasthan) 


Provision of Special Repairs to 320 Cement Pillers etc. 


The Garrison Engineer, Lalgarh, Jattan (Distt. Sri Ganganagar)invites applications from enlisted M.E.S., C.P.W.D, and Railways 
and D.G.B.R. Contractors of the appropriate class for issuc of tender for the following works : 


Serial Name of Works Estimated Earnest Date of receipt of 
No. Cost Money application. 
Rs. | Rs. 


1. Provision of Special Repairs to 320 Cement Pillars of primetre fencing 2.60 Lakhs 5,200 29th September, 1999. 
of certain units at Lalgarh, Jattan. 


2. Provision of Special Rapairs/Renewal of internal Wiring, Joinery, etc.in 7.30 Lakhs = 14,600 29th September, 1999, 
TR Huts of Certain units at Lalgarh, Jattan, 
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Contractors not enlisted with M:E.S. are required to submit their applications with copies of letter ot enlistment ‘in other Depart- 
ment. Income Tax Clearance. Certificate and particulars of works catricd out by them during last two years with Value performance 


report, certificate of satisfactory completion of works exccuted. The contractor with experience in this typeof work will be given'pr. — 
ference. ry een ONY 


Poe tbe 


Earnest Moncy to be deposited alongwith th: tndcr as Security 


shown is payable by the contractors who have not got Standing’ 
deposit with the M.E.S, Bat i 


ENo. 8406/184/E8, dt. 26-8-99.} 


« 
eee ee 


Chief Engineer Bathinda Zone, Bathinda Mil, Stn,-151004 


Provision of Certain Sheds 


The Chief Engineer Bathinda Zone, Bathinda Cantt. invites applications from enlisted M-E 


! S., C.P.W.D., Railway and D-G.B.R, 
contractor’s of the appropriate class for issue of tender for the following :— iy AvRGH 


Serial Name of Work 


Estimated Earnest Date of Receipt of 
No. Cost Money Applications. 
Rs. Rs. 
1. Provision of Certain Sheds at Kasubegu (Firozpur) f : . 336,71 Lakhs 3,36,710 4th Oct3ber, 1999, 


Contractor’s not ¢nlisttd with M.E.S. arerequested to submit applications with copies of letters of enlistment in other department, 


Income Tax Clearances Certificates and particulars of work carried out by them during last two years with value, performance: report and 
cortificate of satisfactory completion of the work executed. The contractor with experiences in. this: typeof work will -be’ given 
prefermence. i Agora. 


Earnest Money to be deposited alongwith the tender as shown is payable bythe contractors who have not got Standing Security. 


[No. 83868/02/E8, dated 24-8-99,] 


Office of the Garrison Engineer Shimla Hills, Kasaquli 


Provision of Replacement|/Reuewal of Interna] Elect. etc. 


The Garrison Rngineer Shimla Hills, Kasauli invites application from the approved Government contractors for issue of tenders 
for the following work as appended b-low : ; 


Serial Nam? of Works Estimated Earnest Date of Receipt of 
No. Cost Money Application, 
at par SSR 

Rs, Rs, ds 

1. Provision of Replacement/Renewal of Internal Elect. in the acen. of 5/1 3.27, Lakhs 6,540 5th October, 1999, 
GR at Dagshai. ; a) 

: Ay Mieet of special repairs to Flooring of Bldg, No, 3 Gazni Lines at 2 86 Lakhs 5.720 Sth October, 1999. 

agshal 


[No. 8010/2789/E8, dated 25-8-99.} 


Chief Engineer(R and D) Probyn Road, Delhi-54 


Provision of one Standby Chilling Unit,etc, 19! ih P nceinned oft 
The Chief Engineer R and D, Probyn Road, Delhi-54 invites application from enlisted M-E.S., P.W.D.,C.P.W.D. and Railwey 
contractors of appropriat: class for issue of tender in respect of the following work -— V 
eas Nam of Work Estimated Earnest -Application invited» 
a, Cost Money upto. 
Rs. Rs. 
1. 


Provision of one Standby Chilling Unit of 115 TR Capacityin New 22.39 Lakhs 34,000 30th September, 1999. 
Technical area at DL. Jodhpur, HS 


A732 


Contractors not enlisted with M.E.S. are required to submit with their applicati Aig ides : ze ; ‘ 
; ; he : : plications, copies of letter of enlistment in othe! 
deparuments, Income Tax Clearance Certificate, particulars of works carried out by them durine last thrce years giving Cesigs etic be na 
address of the Officers under whom the works are carried out/belng carrikd out Contractors who have not deposited Standing 
Security with M E.S. shall furnish Earnest Money in favour of AGE(1) R and D. Jodhpur along with the tender. 


[No. 84000 /27/03/E8, dated, 24-8-99.] 


Garrison Engineer (P) AF, Gorakhpur 
Provision of Additional Transformer of 250KVA Capacity, ete. 


- The GE(P) AF Gorakhpur invites separate application for each work from enlisted M.E.S.. P.W.D.. C.P.WD. and R ailway con- 
tractors of appropriate class for issue of tender for the undermentioned work :— 


Serial Name of Work ) Approximate Earnest Last date of Receipt of 
No. Estimated Money Applications 
Cost 2 
Rs. Rs. 
1. Provision ot Additional Transformer of 250 KVA Capacity DG Set and 5.00 Lakhs 10,000 11th October, 1999. 
addl, cable for tank by Generator at candidate Mess and Billet at 04 


AFSB Varanas}. 
Contractors not enlisted wih the MES Central Comarand, Lucknow ate required to submit with their appplication, copies of letters 
of enlistment in other departments. Income Tax: Clearance Certificate and particulars of works carried out by them during the last two 
ing the designation and address of the Officers under whom the works were executed. 


years giving 

Invitation of application for issue of tender does not consittute any guarantee or issue of tender to the applicant even to enlisted 
contractors of appropriatate class. Issue of tender will be decided by he Accepting Officer based on the past track records, financial 
position, experience of similar works of applicant contractor, The decision of Accepting Officer for issue of tender of otherwise all 
be final and the applicant/contractor will not be entitled for any compensation for rejction of his application. 


[No. 8786/28/E8. dated 24-8-99. 


. 
eee 


Garrison Engineer (1) (Dockyard Maintenance), Naval Dockyard, Visakhapatnam-14 
Repair te Roads etc. 


The Garrison Engineer (1) (Dockyard Maintenance), Naval Dockyard. Visakhapatnam-14 invttes applications from enlisted M.E.S 
C.P.W.D., P.W.D. and Railway contractors of the appropriate class ior issue of tender for the following works :— 


Serial Name of the Works Estimated Eamest Date upto which appli- 
No. Cost Money cations will be received 
Desposit 
Rs. Rs. 


1. Repairs to Roads at new Dockyard atea at Naval Dockyard, Visakha- 6.00 Lakhs 12,000 30th September, 1999. 


patnam. 


2. Repaits to G.I. tubing at area “A’ and *B’ at Naval Dockyard, Visakha- 2.40 Lakhs 4,800 30th September, 1999. 
patnam. 
3. Maintedance/repaits to joinery work at Naval Dockyard. Visakhakpat- 3.50 Lakhs 7,000 30th September, 1999, 


nam, 
Repairs/Maintenance to water supply ring mains and sluice valves at 4.00 Lakhs 8,000 30th September, 1999. 
Naval Dockyard, Visakhapatnam. ; 
ons alongwith copies of letter of enlistment in other depart- 
rng the last two years giving designation of Officers under 


Contractors not enlisted with MES are requested to submit their applicati 
ho have no Standing Security 


ments, financial resources and partciulars of works carried out by them du 

_ whom executed. Earnest Money to be deposited alongwith the tender is payable by the contractors w 
with MES. 

>} Sd.|- 

‘ Major 


[No. YSGE/8150/93/E8. dated 21-8-99.] 
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The Garrison Engineer, Pulgaon Camp, Pulgaon-442 303 
Repairs to Valley Gutters of Certain ESHS 


The Garrison Engineer, Pulgaon Camp, Pufgaon-442 303, Teh. Deoli, Dists, Wardha Maharashtra( invites applications from 


MES, PWD, CPWD and Railway Contractors upto 30th September, 1999 for the following works :— _, 


Serial Name of Work Estimated 


Earnest 
No. Cost Money 
Rs. Rs’ 

1. Repairs to Valleys Gutters of certain ESHS of various Sub Depot inside CAD Pulgaon 5.00 Lakh 10,000 


Contractors not enlisted with the MES are requested to submit with their appltcations, copies of letter of enlistmientin other Gepart 
ments, Valid Income fax Cyearance Certificate and particulars of work carried out by them during past two years suppcrted with 
certificates from tne authorities under wnom executed. Earnest Money as indicated above is to be deposited alongwith tender | 
documents, in the form of Call Deposit from any Scheduled Bank. 


[No. 8852/02/E8, dated 26-8-99.] 


Renewal of Condemned Item 


The Garrison Engineer, Pulgaon Camp, Pulgaon-442 303, feh; Deoli Distt. Weraha (Ma :arashtra) invites applications from MES, 
PW, CPWD and Railway Contractors upto 30th September, 1999 for the following work :— at 


lites 


Serial Name of Work Esiimated Earnest 
No. 


Cost ih SO Moiieyartt 2 
Rs. Rs’ 


1 Renewal of Condemned items of furniture at CAD Pulgaon : . : : i : 2.90 Lakns 5800 


Contractors not enlisted with MES are requested to submit with their applications, copies of letter of enlistment in other deépart- 
ments, Valid Income Tax Clearance Certificate and particulars of works carried out by them during past two years supported with certi- 


ficates from the authorities under whom executed. Earnest Money as indicated above is to be deposited alongwith tender documents, 
in the form of Call Deposit from any Scheduled Bank. 


LNo, 8853/02/E8. dated 28-8-99, | 


The Garrison Engineer, (South) Deolalj-122 101 


Repair/ Replacement of Electric Wiring Fittings etc. 


fine Garrison Engineer (South) Deolali, Onslow Road, Deolali Camp- 422. 401 invites the applicationss upto ist October, 1999 
from MES, CPWD, PWD and Railway contractors of appropriate class for issue of tenders for the following work i 


Serial Name of Work Estimated Earnest 
No. Cost _. Money 
Rs. Rs’ 


1. Repair/Replacement of Electric Wirings and Fittings/Fixtures in certain mily Bldgs. of section 3.30 Lakhs  - 7,000 
IV Area under AGE E/W (S) Deolali. ld 


Contractors wno are not borne on the approved MES list required to furnisi alongwith the applications, attested copies of letters 
of enlistment with otner Departments/Command, latest Income Tax Cfearance Certificate and particulars of | works carried out by 
tnem during the last tnree years stating designations of the Officer(s) under whom the same were executed. Contractors who have 
not lodged Standing Security with the MES will be required to pay Earnest Money as mentioned above while submitting the tender — 


tn case their names are selected for issue of tender. 
[No. 8043/318/E8. dated 9-8-99.] 
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Office of the Garrison Engineer aR/D Pashan, Pune-4i1 024 


Maintenance/Repairs to the Internal Electrification, etc. 


The Garrison Engineer (1) R & D Pashan, Fune-411 021 invites applicat’‘cns upte the following pericd from approved contractors 
for issue of tender for the following works, :— 


Serial Name of Works Estimated Earnest Period of Last date for 
No. § Cost Money completion receipt of 
applications 
Rs, Rs, 
1, Maintenance/repairs to the internal electrification and 4.09 Lakhs 8,180 5 Months 8th October, 1999. 


Admin Building of ARDE Pashan, Pune. 


2. Painting of poles and overhauling/filtcration of trans- S25 Ke 6,500 4) 5, 8th October, 1999. 
former and improvement of sub-station at HEMRL 
Sutarwadi, Pune. 


3. Improvement of lightening protection system at HEMIL 4.25, 8,500 pa 8th October, 1999. 
Sutarwadi, Pune, 
4, Maintenance/repairs to the main electrical panels of oT Oe 9,520 She) 8th October, 1999. 


Admin Bldg at ARDE Pashan, Pune. 


Contractors not borne on the approved list of Chief Engineer Southern Command, CWE (Kirkee, Lohogaon, Pune) shall furnish 

With their application copics of enlistment Ictters, valid ITCC and particulars of work carried out bythem during last three years stating 

their cost, designation of Officer and address under whem carried out. Contractor not borne on approved Isit of any MES formation 
Shall be required to deposit Earnest Money as mentioned above alongwith their tenders, 


Sd/- 
ASW 
[No. 8725/03/E8. dated 27-8-99.] 


Ottice of the Garrison Engineer (NW), Vasco-Da-Gama, Goa 
Repairsto Certain Roads 


____ The Garrison Engineer (NW), Vasco-Da-Gama, Goa invites applications upto 30th September, 1999 from ctlisted MES, CPWD 
and Railway contractors of the appropriate class for issue of tender for the following works : 


| Serial Name of Works Estimated Earnest Period of 

No. Cost Money completion 

| ih Rs, Rs. 

| ae Repairs to Certain Roads at Varuapuri ’ : : ; 5 : : 3.28 Laklis 6,600 3 Months, 
2. Repairs/Replacement of Earthing to Transformers, DG sets and E/M 4.68 ,, 9,400 4. 


Installations covered under AGE E/M-1, Vasco 


Contractors notenlisted with MES, will have to submitthcir application, copies of letter of enlistment in other Department, 
‘Income Tax Clearance Certificate, financial resources and list of works carried out by them during the last two years giving designation 
of the Officers under whom works have been executed. Earnest Money to be deposited alongwith the tender for those who have not 
ere Standing Security Deposit with MES is as indicated above. 

| | [No. 8035/428/E8, dated 25-8-99. ] 
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Oifice of. the Garrison Engineer (West), Jalandhar Cantt. 


Provision of OIM Accommodation 


The Garrison Engineer (West), Jalandhar Cantt. invites application upto/by 1&th October, 1999 trom the cotitractors enlisted with 


MES for issue of tender forms for the work :— a 


Serial Name of Work Bstimated Earnest Period of 


No. Cost Money Completica 
Rs. Rs. mo 
1, Provision of QTM Accn. under GE(W) at Jalandhar Cantt. : ‘ 7 Lakhs 14,000 6 Months. 


(For details see Indian Trade Journal, dated 29th September, 1999.) Ne eles Ue | 
[No. $027-50/99-2000/02/E8, dated 30-8-99,] 


Garrison Engineer (Air Force), Tambaram, Air Force Station, Chennai-46 

Special Repairs to Building. 
The Garrison Engineer (Air Force), Tambaran). Chennai-46 invites application by 4th October, 1999 from enlisted MES, CPWD, 
PWD and Railway contractors of the appropriate class for issue of tender for the following work :— 


Serial Nanie of Work Estimated Earnest Period of 


NG. Cost Money Completion , 
Rs. Rs. a oe 


i. Special Repairs to Building No. P/11 to P/23 at Madambakkam Camp Area —-14.18 Lakhs 26,500 6 Months 
at A. F. Station Tambaram. 


Contractors not enlisted with MES are required to submit alongwith their applications, copies of letters of enlistment in other depart-_ 
nent, fresh Income Tax Clearance Certificate, particulars of work carried out by them during the last two years giving description | 
of works, designation of the Officers under whom executed. Earnest Money to be deposited alongwith the tender is noted against work, 
payable by the contractors who are not having Standing Security Deposit with the MES. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
contractors of appropriate class. Issue of tender will be decided by the Accepting Otiicer based on the past track records, financial 
position and experience of similar works of the Applicant/Contractor. The decision of the Accepting Officer for issue of tender or 
Otherwise to the Applicant/Contractor shall be final and the Applicant/Contractor will not be enlisted fer any compensation for rejece 
tion of his application. 


[No. 8410/A/1048/E8, dated 13-8-99.} 


af 


Chief Engineer Calcutta Zone, Military Engineer Services, Ballyguitige Maidan Camp, Gurusaday Road, — ae | 
Calcutta-700 019 


Special Repairs to Old Pattern Line Surkee Roof, etc. 


The Chief Engineer Calcutta Zone, Military Engineer Services, Ballygunge Maidan Camp, Gurusaday Road, Calcutta-700 019) 
invites seperate application by 6th October, 1999 from enlisted MES, PWD, CPWD and Railway contractors of the appropriate class for | 
issue of tender forms for the work mentioned below:— ie 


Serial Name of Works . Approx. .,... Earnest 4 
No. ' Value’ Money (ii 


ARS: Rs. 


1. Special Repairs to Old Pattern Line Surkce Roof Surfaces by RCC roof/improvement of toilets | 31.85 Lakhs 48,000 
in Bldg. No. B-I-4 (Royal Barrack) Ground floor, First floor and Second floor at Fort William, at market 


Calcutta. | : rate om a te a 
2. Provision of deficient Married Accommodation for Coast Guard DHQ-8 Haldia. : . 29.79 Lakhs 45,000. Ls 
* at market ES ae 

rate 
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™* Contractors not enlisted with MES are required to submit with thir applications alongwith copics of enlistment in other 
departm nts, lat»st Incom: Tax Clearance Certificate and works carried out by them during the last 2/3 years giving designation and 
address of the Officer under whom executed, Earnest Money in favour of GE (FW) Calcuttaand GE (C) Calcutta alongwith tender 
is required to be forwarded by thos? contractors who have no Standing Security with any of the MES formation. 

Tt, ad 


[No. §8669/03/E8, dated 27-8-99.] 


The Chief Engineer (AF) Shillong Zone, Elephant Falls Camp, Shillong-793 009 
Provision of Staff Quarters 


The Chief Enginzer (AF), Shillong Zone, Elephant Falls Camp, Shillong-793 009 invites application by 5th October, 1999 from 
nlisted MES, PWD, CPWDand Railway contractors of the appropriate class for issu: of tenders for th: following work :— 


Serial Name of Work Estimated Earn:st 
No, Cost Money 
; Rs. Rs. 
1. Provision of Staff Quarters for Kendriya Vidyalaya at Singarshi ; ; A : . 80.00 Lakhs 1,20,000 
‘ (at market 
rate) 
"i 


Contractors not enlisted with MES form ytiva; are required to submit with thir applications, copies of letters of enlist- 
Ment in other department, Incom:Tax Cl-arance Certificate and Particulars of works carried out by them during the last two years 
Ving the d*si8nation of the Offic =r und-r whom th> works Were executed and his address. 

[No. 88656/02/E8, dated 6-9-99.} 


oe 


Office of the Chief Engineer Delhi Zone, Delhi Cantt-10 
Provision of Certain New Buildings etc. 


The Chief Engineer, Delhi Zone, Delhi Cantt-10 invites applications by 4th October, 1999 for issue of tenders for the following 
ork :— 
ae. ¢ 


erial Name of Work Estimated Amount of Earnest 
No, Cost Money required to 
be deposited with 
the tender(s) 
4 Rs. Rs. 


1, Provision of Certain New Buildings, addition/alteration to existing building for 40.00. Lakhs 60,000 Lakhs 
“installation of certain new survey eqpt. at CAMS at Delhi Cantt, 


' Contractors not enlisted with the MES Western Command, Chandimandir are required to submit with their applications, cones 
letters of enlistment in other departments, Income Tax Clearance Certificate and Particular of works carried out by them during the 
(three years giving the designation andcorrespondence address of the Officers under whom the works were executed. 


. Birncst Money shall be deposited alongwith the tender by the contractors who have no Standing Security with the MES. 


Note; Invitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant, even 
enlisted contractors of appropriate class, 


Issue of tender will be decided by the Accepting Officer based on interalia, past track record , financial position and allege atu 
ilar works executed by the applicant/contractor. The Accepting Officer shall consider applications, received upto ae ne 1 ecetp 
ipplications/extended date of receipt of applications for issue of tender. The applicant /contractor will be informed regar ing Re: i 
ie of tender without assigning reasons thereof. The applicant/contractor, if he so desites, may appeal to SSE hig er a AAF Ki? 
hority with copy to the Accepting Officer. No appeal/representation shall be entertained inrespect of applications for iss 
lefs as received after the date of receipt of applications extended date of receipt of applications. 

P) Agen 4 . 
‘The decision of the next higher Engineer Authority shall be final. No applicatnt/contractor shall be entitled for any compensation 
itsoever for rejection of his application. , 


as [No. 82396/3/E8. dated 27-8-99.] 


| 
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Office of the Garrison Engineer, Blnnagari, PO : Binnagari, Dist.-Jalpaigari (W.B.)-735 203 . ‘ 
Special Repair to Charpoy Wooden Pipe, etc. ( Ries 


The Garrison, Engineer Binnaguri, Post : Binnaguri, Distt : Jalpaiguri (WB), Pin-735 203 invites applications b 1th October 1999 
from enlisted MES, PWD, CPWD and Railway contractors of the appropriate class for issue of tender for the following works un 


Serial Naine of Works Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Special Repairs to Charpoy Wooden /G.1. Pipe and Locker Bed side Steel at Binnaguri . - 10.51 Lakhs 21,020 
2. Special Repairs to Joinery in West of Lchal Marg at South Zone area Binnaguri. ; . _ 8,90 Lakhs. 17,800 
3. Special Repairs to Boundary Wall, Joinery, Road, Drain to Butchery Complex at Binnaguri . 6.34 Lakhs 12,680 ie 
4 Special Repairs to Roads within the Vicinity of Light Regiment and Special Repairs to Security 8.34 Lakhs 16,680 4 
Fencing at Div. Hq. Signal Centre and other installations in Central Zone area at Binnaguri. 
5, Special Repairs to Lightening Conductors at Various formations magazines/Amn, dump at 4.51 Lakhs 9,020 
Binnaguri. 
6. Special Repairs to Certain Roads in and around the unit area in North Zone at Binnaguri . ; 4.98 Lakhs 9,960 


Contractors not enlisted with MES formation are required to submit with their applications, copies of letters of enlistment in other 
departments, Income Tax Clearance Certificate and particulars of works carried out by them during last two years giving the design: 
tion of Officer under whom ‘the works were executed. a 


wh 
¥ 


[No. 8100/200/E8, dated 19-8-99.) 
Repairs to Roof Leakage, etc. 


The Garrison Engineer Binnaguri, Post : Binnaguri, Distt. Jalpaiguri (WB), Pin-735 203 invites applications by 15th October, 1999 
from enlisted MES, PWD, CPWD and Railway contractors of the appropriate class for issue of tender for the following works :-— 


Serial Name of Works Estimated Earnest ! 
No. Cost Money — 
Rs. Rea 

1. Repairs to Roof Leakage/Seepage and allied works at Div. Camp area at Binnaguri : a 416 rans 8,320 i 

2.. Repairs to Road in ASC Supply depot to Haat gate TCP at Central Zone area at Binnaguri . 4.80 Lakhs 9,600 

3. Repair/Restraining and Replacement of underground Cable Services connection and their 2.96 Lakhs. , 5,920 r 


connected works in Army area at Cooch Behar. 


4. Painting to Wooden, Steel and Plastered Surfaces including polishing and repairs to Steel 5.04 Lakhs 10,080. 
Window to Certain Md. Officers Accr. in Central Zone area at Binnaguri. 


5. Special Repairs to Road Inside MTN Divn. Ord. Unit at Binnaguri : ; : . 4.62 Lakhs 9,240 
Contractars not enlisted with MES formation are required “to submit with their applications, copies of letters of enlistment i 


other departments, Income Tax Clearance Certificate and particulars of works carried out by them during last two years giving tl 
designation Of officer under whom the works were executed. hig 


ti 

[No. 8109/212/F8, dated 1-9-9.) 

en ees 4 

Office of the Garrison Engineer (AF), Tughlakabad, PO : Madangir, New Delhi-110 062 ‘ ‘i 

Improvement of Lighting System ei cal val ; 

The Garrison Engineer (Air Forcc) Tughlakabad, PO : Madangir, New Delhi-110 062 invites applications from enlisted ME 
PWD/CPWD/Railway contractors of appropriate class upto Sth October, 1999 for the work of :— @ 
j : i 

Serial Name of Work 2 Estimated Earnest Period of | 

No. Cost Money Compleyy® 
Rs, Rs. . ee 


1. Improvement of Lighting System in PW-II in Tech. Area Tughlakabad ; . 3.20 Lakhs 6,400 02 Months. 
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Interested contractors should submit their applications with copies of letters of enlistment in Government Department. LEC 
and Particulars of similar works carried out by them during last three years supported by certificate from authorities under whom 
works were executed, Tender to selected contractors will be issued on 6th October, 1999 or afterwards, Contractors who have 
notlodged Standing Sccurity with MES shall submit Earnest Moncy as indicated at the time of submission of their tender. 


[No, 8099/65/02/E8, dated 30-8-99. ] 


Garrison Engineer (AF), Tughalkabad., P,O, Madangir New Delhi- 110 062 
Special Repair to SMQS 


The Garrison Engineer (Air Force) Tughlakabad, PO - Madangir, New Delhi:- 110 062, invites applications from enlisted 
MES/PWD/CPWD/Railway Contractors of appropriate class upto. 12th October, 1999 for work of :— 


Serial Name of Work Estimated Earnest Period of 
No, Cost Money Completion 
Rs. Rs. 
1, Special repair to SMQs at Vayusenabad. . Hf! f : : * F 18 lakhs 25,250 15 Months. 


Interested contractors should submit their applicaiions with copies of letters of enlistment in Government Depa tment, [TCC 
and particulars of similar works carried out by them during last three years supported by certificate from authorities under whom 
works were executed, Tender to selected contractors will be issued on 15th October, 1999 or afterwards. — Contractors who 
have not lodged Standing Security with MES shall submit Earnest Money as indicated at the time of submission of their tender, 

Sd./- 
EE 


[No. 8099/64/02/E8, dated 26-08-1999] 


Office of the Garrison Engineer (North), T/64, Meanee Lines, MEG and Centre Area, Bangalore-42 
Special Repairs to Building, etc. 


The Garrison Engineer (North), T/64, Meanee Lines, MEG and Centre Area, Bangalore-42, invites applications for the following 
works from MES, CPWD and Railway Contractor :~ 


Serial © Name of Works Value of Earnest 
No. Work Money 
Deposit 

i a Rs. Rs. 
_ 1, Special Repairs to Building No. T-2 of PARA Records of PRTC at MI lines, Bangalore 4,25 Lakhs 8,500 
2. Repairs to Certain Civil Works in Bldg. No, T/55-58/B, 1/56-57/B, T/67-70/B, T/68-69/B, 2.50 Lakhs 5,000 


T/74 and T/75 of 402LT AD Regt/947 LT AD Regt Wksp. at Mandalay Line under GE 
(North), Bangalore. 


3. Periodical Services to Certain Buildings in Abdul Hameed Barracks area (Army School and 5,78 Lakhs 11,600 
Officers Mess Selection Centre South) under GE (North), Bangalore. 


Details of applications, etc.— 

(i) Last date of submission of applications : 31st September, 1999. 

(ii) Date of issue of tender : 3rd October, 1999. 

(ili) Date of receipt of tender : 26th October, 1999, 

Contractors not enlisted with MES are required to submit with their application, copies of letters of enlistment in other 
department, Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving designa- 
tion of Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by contractors who 
have not deposited Standing Security with the MES. 

[No. 8008/903/F8, dated 31-8-99] 
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Office of the Garrison Engineer Gomantak, Vasco-Da-Gama, Goa-403 802 peice Rake 
Periodical Services to Buildings BAF 9 heb aed bis, 


The Garrison Engineer Gomantak, Vasco-Da-Gama, Goa-403 802, invites applications upto 3rd October, 1999 from enlisted 
MES, CPWD, PWD and Railway contractors of the appropriate class for issue of tender for the following works :— 


Scrial Name of Works Estimated Earnest Period of» 
No. Cost Money Completion 
Deposit 
Rs. Rs. 


1, Periodical Services to Buildings, in HQ GNA, INS Gomantak, INHS Jeevanti 2.82 Lakhs ' ® 10,000 04 Months. . 
i.e. School, MTU, BLO & Mad. Offrs. Qtrs. at Vasco, Goa. 


2. Term Contract for Md. Accn. including Ward Room and Tarang at INS Mandovi, 7.50 Lakhs 15,000 12 Months. © 


Vercm, Goa. at par market 
rates 
3. Welcome Maint at NOFRAT & TI ; A : F ; : ; . 3,83 Lakhs 13,000 10 Months. 


at par SSR91 


Contractors not enlisted with MES will have to submit with their applications, copies of letters of enlistmentin other depart- — 
ments, Income Tax Clearance Certificate, fiancial resourc:s and list of works carried out by them during the last two years giving © 
the designation of the Offic:rs undér whom works have been ex-cuted. Earnest Money to be deposited alongwith the tender for those — 
contracjors who have not got Standing Security deposit with MES as indicated above. 


[No. 8877/01/E8, dated 31-8-99.] 


Office of the Garrison Engineer (South), No.1, General Bagat Marg, Pune-411 040 
Periodical Services to Certain Buildings 


The Garrison Engineer (South), Pune-40, invites applications upto 25th September, 1999 from approved M.E.S., C.P.W.D., P.W.D- ‘ 
and Railway contractors for issue of tender for the following work :— 


Scrial Name of Work Estimated Earnest © Time of 
No, Cost Money Completion — 
Rs. Rs. 
1. Periodical Services to Certain Buildings of MITS, EME Workshop, 4 RMC 3.19 lakhs 10,000 6 months 


& ASC Butchery at Pune, 

_ Contractors not borne on the approved list ofany M.E.S. formations shall furnished their applications, copies of enlistment letters, 
valid Incom » Tax Clearance Certificate and particulars of works carricd out by them during last three years stating their costs, desig-— 
nations of Officers and address under whom carried out. Contractors not borne on the approved list of any formations shall be required — 
to deposit Earnest Money as mentioned above alongwith their tender. ; 


, [No, 8012/2101/R8, dated 30-8-99.] 


— Pt 
. 


Office of the Commander Works Engineers, Post : Dekargaon (Tezpur), Distt. : Sonitpur, Assam-784 501 
Special Repairs to existing 10 Blocks, etc. 


The Commander Works Enginecrs, Tezpur, invites applications upto 5th October, 1999 from approved/cnlistment | M.E.S. 


including replacem«nt of door, replacment of unserviceable WC restoration ” 
water supply to latrine and bath rooms at 4 Corps CI Trg. School at Har- 
chura under AGE (I) Charduar, 


C.P.W.D., Railwy and P.W.D. contractor for issue of tender for the undermentioned work :— if 
Sesial Name of Work | Estimated Earnest Time of 

Ae mm ct Cost Money ~ Completion 4 

Rs, Rs. | 

Special Repairs to Existing 10 blocks latrin«/block and latrine JCOs/OR to 4.00 lakhs 8.000 2 months, 
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Contractors not enlisted with M.E.S. are required to submit with their applications, copies of letters of enlistm-nt in 


other 
department, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the desig- 
nation and address of the Officers under whom the works were executed. 


Earnest Money mentioned above against the work shall be deposited by the contractor who have not Standing Security with 
ai 


, 


[No. 8013/591/E8, dated 30-8-99,] 


. 
ee Fe aes 


Office of the Garrison Engineer (D, Panaji, GOA 
Repairs to Joinery of Certain Buildings 


_ The Garrison Engineer (1), Panaji (GOA), invites applications upto 6th October, 1999 from enlisted M.E.S., C.P.W.D., P.W.D. and 
Railway contractors of the appropriate classes for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Repairs to joinery of Certain Buildings under jurisdiction of AGE B/R 4.75 lakhs 9,500 4 Months 
Bambolim at Bambolim (Goa.) 


Contractors not enlisted with the M.E.S. will have to submit with their application, copies of letters of enlistment in other 
departments, Income Tax Clearance Certificate, financial resources and jurisditction of work carried out by them during the last two 
. giving the designation of the Officer under whom works have been executed. 


_ Barnest Money to be deposited alongwith the tender for those who have not got Standing Security Deposit with M.E.S. is as 
indicated above. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicationts, even to 
enlisted contractor of appropriate class. Issue of tender will be decided by the Accepting Officer based on interalia, past track records 
financial position and experience of similar works executed by the applicant/contractor.The Accepting Oficer shall consider appli- 
Cations received upto the date of receipt of application extended date of receipt of applications for issue of tender. The applicant 
contractor will be informed regarding non issue of tender without assigning reasons. The applicant/contractor if he so desires, may 
appeal to the next higher Engineer Authority with copy to the Accepting Officer. No appeal/representation shall be entertained in 
respect of application for issue of tenders as received after the due d 


ate of receipt of application/extended date of receipt of appli ca 
tions. 
The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his application. 
; [No. 8607/332/E8, dated 17-8-99.] 
K 


Repairs/Replacement of Certain External Electrification Works 


The Garrison Engineer (1), Panaji (GOA), Ipvites applications upto 6th October, 1999 from enlisted M.E.S., C.P.W 


art 
and Railwy contractors of the appropriate classes for issue of tender for the following work : iene 
Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs. 
1. Repair/Replacement of Certain External Electrification Works at Margao (Goa) 31 5 ee 6,300 ‘4 Months 
; at par with 


Market rate 


Contractors not enlisted with M.E.S. will have to submit with their application, 
Income Tax Clearance Certificate, financial resources and 


copies of letter of enlistment in other departments, 
the designation of the Officer unde 


jurisdiction of work carried out by them during the last two years giving 
r whom works have been executed. 
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Earnest Money to be deposited alongwith the tender for those who have not got Standing Security Deposit with M.ES. is aS 
indicated above. 


Invitation for apoligation for issue of tender does not constitute any guarantee for issue of tender to the applicants, ever to 
enlisted contractors of appropriate class. Issue of tender will be decided by the Accepting Officer based On interalia, past trask 
record, financial position and experience of similar works executed by the applicant/contractor. The Accepting Officer shall consider 
applications received upto the date of receipt of application/extended date of receipt of applications for issue of tender. The appli- 
cant/contractor will be informed regarding non-issue of tender without assigning reasons. The applicant/contractor if he so desires, 
may appeal to the next higher Engineer Authority with copy of the Accepting Officer. No appeal representation shall be entertained ‘ 
in respect of application for issue of tenders as received after the due date of receipt of application/extended date of receipt of appli- 
cations. 


The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoever for rejection of his application, 


[No. 8607/333/E8, dated 17-8-99.] 


Office of the Garrison Engineer, Panagarh, Post, : Panagarh, Distt, : Burdwan 
Repairs Renewal of External Water Supply 
The Garrison Engineer Panagarh, Military Engineer Services, P. O. : Panagarh, Distt. : Burdwan (West Bengal) invites 


applicatinns by the dated shown against the work from appropriate categories of M.ES., C.P.W.D., and Railway contractors for issue — 
of the tender from for the following works ;— 


Serial Name of Works Value Farnest Last Date of 
No, Money Receipt of 
Application 
Rs. Rs. 
1. Repair/Renewals of External Water Supplyincluding other alliedserviccs 4,20 lakhs 8.400 27tb September, 1999, 
at AGE E/M-II Panagarh (D’ Camp, CVD.A Park and ME lines) 
2. Repairs/Renewals of Internal Wiring and fittings in certain Buildings rs | fae 16,000 27th September, 1999, 
SBI at line. Officer’s enclave and Namid enclave at Panagarh. 
3. Repair/Renewal of External Electrification in restricted area at Panagarh 6,52 .,, 13,000 27th September, 1999. 


Contractors not enlisted with MES are required to submit alongwith thair applications, copies of letter of enlistment in other 
departments, latest Income Tax Clearance Certificate and particulars of works carried out by them during last two years and giving 
the designation address of the Officer under whom executed. 


Earnest money is required io be forwarded alongwith the tender by these contractors and also who have not lodged Standing 
Security Deposit with any of the M.E.S. formation. 


[No. $200-342/01/E8, dated 13-8-99.] 


Office of the Garrison Engineer Utility, Bathinda Mil. Station-151 004 


Certain Repairs to Accn, €tc. 


The Garrison Engineer Utility, Bathinda Mil. Station-151 004 invites application for the work from enlisted M.E.S., C.P.W.D., 
P.W.D., DBR and Railwy contractors for the appropriate class :— 


Serial Name of Works Estimated Earnest Application 
No. Cost Money upto 
Rs. Rs. ) 
1.. Certain repairs to. JCO/ORs Accn, at Shivaji Colony at Bathinda 6,70 lakhs 13,400 9th October, 1999. 


Military Station. 
2. TC for AW’sin Zone ‘B under GE (U) at Bathinda Military Station. 5.005% 10,000 9th October, 1999. 
This advertisement tender does not constitute any guarantee for issue of tender to the applicant, even to enlisted contractor - of 
appropriate class. Issue of tender will be decided based on the past performance record, financial position and experience of similar 
works and decision of the Acc’pting Officer for issu. of tender or otherwise shall be final and contractor will not be entitled for any 
compensation for rejection of application, 


[No. 8007/559/E8, dated 26-8-99.] 
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applications, attested copics of letters of enlistment with other departments / commands. 


Office of the Garrison Engineer, Pithoragarh 
Provision of OR Institute 


The Garrison Engincer, Pithoragarh invites s*parate applications by the date shown against the works from enlisted MES/PWD/ 
CPWD and Railway contractors of the appropriate class for issue of tcnders for the undermentioned work :— 


Serial Name of Work Approx Amount of Period of Last Date of Receipt 


No. Estimated Earnest Completion. of Application 
Cost Money 
Rs. Rs. 
2.90 lakhs 5,800 04 Months 11th October, 1999. 


1. Provision of OR institute at Dharchula under GE, 
Pithoragarh. 
Contractors not enlisted with the MES, CWE Hills, Pithoragarh and Central Command, Lucknow are requested to submit with 
their applications, copies of letters of enlistment in other departments, Income Tax Clearance Certificate and particulars of works 
catried out by them during the last three years giving the designation of the Officer under whom the works were executed. 


Earnest Money shall be deposived alongwith the tenders by the contractors wno have no Stancing Security with the MES. 


Invitation of applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even to 
enlisted contractors of appropriate class. Issucof tender willbe decided by the accepting Offic.r based on the past track records, 
financial position, experience of similar works of applicant / contractors. The decision of Accepting Officer for issue of 
tender or otherwise shall be final and the applicant/contractor will not be entitled for any compensation for rejection of 
his application. 

Sdl- 

EE 

Garrison Engineer 


[No, 8275/DHR/3/E8, dated 28-08-99.] 


Garrison Engineer, Jodhpur 


Repair to Steel Furniture, etc. 


upto the date indicated against the work from 


The Garrison Engineer (Army) No.1), Jodhpur-342 010 invites applications é ‘ 
i following work (s} :— 


MES/CPWD/PWD/Railway contractors of appropriai? class2s for issue of tender for the 


Serial Nam¢ of works Estimated Earnest Periodof Last Date of Receipt 
No. Cost Money’ Completion ** of Applications 
at per SSR- 
1991 
Rs. Rs. 
1. Repairs to Steel Furniturein BSO (A) furniture yard 33.75 lakhs £7,500 04 Months 29th September, 1999. 


at Jodhpur. 


2. Special repairs to building No. T-13, T-80, T-81’?and 5.70 lakhs | 
f-21A in Shikargarh A/A at Jodhpur. 


®10,000 04 Months 29th September, 1999, 


S are required to furnish alongwith their 
Latest Income Tax Certificate and parti- 
designation (s) of the Officer (s) 
Security with 


Contractors who are not borne on the approved list of Southern Command, ME 


including credentials of works carried out by them during the last three years stating the 


culars 
furnished alongwith the tender by the contractor who have no Standing 


under whom executed. Earnest"Money to be 
MES will be as indicated above. 

Sd/ 

Major 


[No. 8038/2511/B8, dated 2648-99. ] 
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Commander Works Engineers (MES), Jalandhar Cantt. 


Provision of Special Repairs to Roads 


The Commander Works Engineers (MES), Jalandhar Cantt. invites applications upto/by 25th September, 1999 from the contrac- 
tors enlisted with MES for issue of tender forms for the work :— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Morey completion 
Rs. Rs. 
i. Provision of Special Repairs to Roads under GE (West) Area at Jalandhar 18 Lakhs 30,000 6 Months, 
Cantt. 


[No. 7002/712/E8, dated 25-8-99.] 


Commander Works Engineers( P) Factory, Post Box No. 89, Jabalpur-482 001 


Special Repairs to Damaged Technical Building, etc. 


The Commander Works Engineers (Project) Factory, Post Box No. 89, Jabalpur-482 001 invites applications from the approved 
and eligible contractors for issue of tender for tne following works :— 


Serial Description of Works Estimated Earnest Last Date of 
No.. Cost Money Application 
3 Approx. 
Rs. Rs. 
1. Special Repairs to Damaged Tecunical Building at LPR, Knameria . £13.40 Lakhs 25,500 6th October, 1999, 
2. Provision of RCC Pipe Bridge near LRP, Khamaria” f ; « $14.10 F,, 26,200 7th October, 1999, 


3. Provision of Certain Additional facilities at Technical Area CPE, Itarsi 11,73 |, 22,600 4th October, 1999, 


[No, 89729/K H/02/E8, cated 26-8-99, 


Commander Works Engineers (Army), Multan Lines, Jodhpur-342 010 


Provision of External Water Supply 


The Commander Werks Engineers (Army), Jodhpur-342 010 invites applications upto the date indicated against the work f, 
. yi rh ia . , i ‘; ¥ tom 
MES/CPWD and Railway contractors of appropriate classes for issue of tender for t.re follewing work :— 


Serial Name of Work Estimated Earnest Period of Last Date of Receipt 
No. Cost Money Completion of Application 
Rs. Rs. 
1. Provision of External Water Supply at Jalipa : 2.70 Laks 5,400 4 Months Sth October, 1999. 


Contractors who are not borne on the approved list of Southern Command/MES are required to furnish alongwith their applications 
attested copies of letters of enlistment with other departments/Coromands. Latest Income Tax Clearance Certificate and Particulars 
(including Credentials) of works carried out by them during the last three years stating tne designation(s) of the Officer(s) under whom _ 


executed. Earnest Money to be furnished alongwith the tender by the contractor who have ro Standing Security with MES will be 
as indicated above. 


[No. 85439/03/E8, dated 2-9-99,] 
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The Garrison Engineer 862 Engr. Wks. Sec., C/o. *6 APO 
Provision of Dugwell and 100 KVA Transformer 


The Garrison Engineer 862 Engineers Works Section, C/o 56 APO invites applications by 30th September, 1999 from enlisted 
MES, CPWD and Railway contractors of the appropriate class for the following work :— 


Serial Name of Work Estimated Earnest Period of 
No. Cost Money Completion 
Rs. Rs, 


1. Provision of Dugwell and 100 KVA Transformers at CBS, Sarole Rajouri 12:00 Lacs 24,000 06 Months. 


(Payable by the contractors who are not borne on the approved list of MES contractors or who are borne tne appreved list of 
contractors but have not executed tre Standing Security Bond). 


_ Contractors not enlisred with the MES or provisionally enlisted with the MES are required to submit with their applica- 
tion for issue of tenders, copies of letter of enlistment in other departments, Income Tax Clearance Certificate and Particulars of 
work(s)) carried out by tnem during the last 03 years giving the full details of department where the work executed. 


Sd: [- 
Major 


[No. 8010/02/E8, dated 28-8-99.] 


Garrison Engineer, Ishapore, P.O. : Nawabganj, West Bengal-743 144 
Augmentation. of Power Mains 


The Garrison Engineer, Isnapore invites applications by tie dates given against each trom appropriate categories of MES, CPWD; 
PWD and Railway contractors for issue of tender forms for tne following work :— 


Sertal Name of Work Estimated Earnest Last Date of Receipt 
No. Value Money of Applications 
Rs. Rs. 


1. Augmentation of Power Mains for ‘H’ and other sections at RFI. . 8.24 Lakhs 16,480 8th October, 199). 


applications, copies of letters of enlisted in other 


Contractors not enlisted with MES are required to submit alongwith their ae 
giving the 


department. Latest Income Tax Clearance Certificate and Particulars of work carried out by them during last two years 
designation and Address of Offrs. under whom executed, Earnest Money is required to be forwarded alongwith the tenders by the 
contractors who have not Standing Security with any of the MES formation. 


Invitation for applicatior for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
centractors of appropriate class. Issue of tender will be decided based on past track record, financial position, experience of similar 


works and compensation for rejection of the application. 


Sd./- 
Major | 
Garrison Eagineer 


[ No. C/8109/99-2000/2/E8, dated 25-8-99,] 


- ry 


Office of the Headquarters, Commander Works Engineers, Leh, C/o. 56 APO 
Furniture 


The Commander Works Engineers Leh, C/o. 56 APO invites applications by 30th September, 1999 from enlisted -M.E.S., P.W.D., 
C.P.W.D. and Railway contractors of allappropriate class for the following work :— 
Estimated Earnest Period of Last Date of 


Cost Money Completion Receipt of 


eal Nam: of Work 
Oo. 
Application 


Rs. Rs. 
74,250 _ 10 months 30th September, 1999. 


1. Manufacture and Supply of Furniture for Karu & Leh — 49.50 lakhs 
at Leh. 
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Contractors not enlisted with M.E.S. are required to submit applications alongwith :— 
(a) Copies of letter of enlistment in other departments and latest Income Tax Clearance Certificate. 
(b) Particulars of works carried out by them during the last two years, designation of Officer under whom executed. 


Earnest Money to be provide alongwith the tender as m2ntioned above, payable by the contractors who have not deposited 
Standing Security with the M.E.S. ‘ 


[No. 8000/Adv./408/E8, dated 8-9-99, received through FAX.] 


Office of the Garrison Engineer’s Office, Nasirabad (Raj.) 
Special Repairs to Roof Treatment 


The Garrison Engineer, Nasirabad invites applications upto the date indicated against the work from M.E.S,, C.P.W.D. 
and Railway contractors of appropriate class for issue of tender for the following works :— 


Serial Name of Work Estimated Earnest Period of Last Date ot 
No. Cost Money Completion Receipt of 
Application 
Rs. Rs. 
1. Special Repairs to Roof Treatment of Certain OTM 3.70 lakhs 7,400 5 Months Sth October, 1999. 


Accn. at Nasirabad. 
Contractors who are not borne on the approved list of S. C. M.E.S. are to furnish alongwith tender applications, attestea copics 
of letter of enlistment in other Departments/Commands, latest Income Tax Clearance Certificate, particulars of works (including 
credentials) of work carried out by them during the last three years stating the designations of the Officers under whom executed. 


Earnest Money to be furnished alongwith tender by the contractors who have not Standing Security with the M.E.S. as mentioned 
against works. 


[No. 8001/1071/E8, dated 4-9-99.] 


INDIAN RAILWAYS 
NORTHERN RAILWAY 
‘Head Quarters Office, Baroda House, New Delhi ; 
Tender Notice No. 26/99-2000—-Cylinder Roller Bearing, etc. 
Fax Na. 011-3384008 
E—Mail Address-nr cos @ nde. vsnl. net. in 


On_ behalf of the President of India through Controller of Stores, Northern Railway, Baroda House, New Delhi invites sealed — 
tender for the supply of the following items :— 


Serial Tender No. and Description of Stores Quantity Tender Due on ¢ 
No. Cost , 
Rs. 
1. 17/99/P-25— 
Cylinder Roller Bearing GE NU-330 Drg./Source-Alco : i 150 Nos. 1,000 15th October, 1999. 
2.  $14/99/P-7— 
Rubber Draft Gear Spring to RDSO SK No. 76562, Alt.-(1), 14,950 .,,.% 1,000 18th October, 1999. 


Item-1&2. Mat. and Specn. as per Drg. conforming to latest 
IR. STR No. 51-BD-88 issued by RDSO. 


Note.—Material will be procured from RDSO approved 
sources only. 
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Serial 
No. 


a. 


10. 


LOUIE 


13. 


14. 


15. 


16. 


ive 


18. 
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Tender No. and Description of Stores 


464/99/P-7— 
Door Hinge Foot to IRS Drg. No. W/DW-287, Alt.-(4). 
and Specn. as per Drg. 


467/99/P-7—-- 
Buffer Plunger 460 (BG) to IRS Drg. No. W/BD-359, Alt.-(11) 
and N.Rly., Alt.-(A). Mat. and Specn. as per Drg. 


1122/99/P-16— 
Clearance Bearing for Cam Shaft C&D No. M-303/001, Drg. 
No. 1.20.6.31.91.00.02, Alt.-(B) & (1). 


361/99/P-7— 
Clevis (BG) with Handle and Horn Piece for B.G. Wagons to 
IRS Assly. Drg. No. WA/BD-4464, Alt.-Nil. Mat. and Specn. 
as per Drg. conforming to IR-STR No. 56-BD-92. 


Mat. 


Note,—-Purchase will be made from RDSO approved sources 
Only. 


823/99/P-19— 
Leather Bellow Seven Pleats for Traction Motor Drg. SEKL-2873, 
Alt.-(1) and Specn. No. E-7/06 (Revised). 


1118/99/P-16— j 
Cam Shaft Assembly 6 Cylinder complete non-reversible C&D 
No. M-301/000 Drg. No. 1.23.7.31.03.00.02, Alt.-(Nil). 


1225/99/P-8— 
Polythene Insulated Polythene Sheathed Jelly Filled Telephone 
Cable with Poly AL-Moisture Barrier Specn. No. IRS-TC 41/97 
or latest Size : 50 Pair < 0.63 mm. 


1224/99/P-8— 
(i) Description es per S. No.9, Size : 20 Pair X 0.63 mm. . 


(ii) Description as above, Size :20PairX 0.9mm. . : ; 


1227/99/P-8— 
Description as per S. No.9, Size : 10 Pair X 0.63 mm. 


1226/99/P-8— ; 
Description as per S.No.9, Size : 100 Pair X 0.063 mm. 


Note.—SI. No.9 to 12. Procurement shall be made from 
RDSO approved firms only. 


571/99/P-8— _ 
Transmitter in Set to Specification No. IRS.TC.35/91, (Specn. is 
attached alongwith Tender Documents). 


353/99/P-7— } 
Piston for 560 Cylinder ‘F’ Type (BG) to IRS Drg. No. VB-223/ 
M, Alt.-(2). Mat. and Specn. as per Drg. 


351/99/P-7— __ 
Body Side Pillar for Box Wagon to JUDW, Drg. No. JUDW/ 
Mech/162, Alt.-(Nil). Mat. and Specn. as per Drg. 


349/99/P-7— 
Coupler Bady for Modified Alliance No.2 C.B.C. (Transition) to 
RDSO-SK No. 79556, Alt.-(3), Item-1. Mat. and Specn. as per 
Drg. conforming to latest IR-STR No. 24-BD-79. 


368/99/P-7— wat 
POH Kit for C 3 W Distributor Valve comprising to 40 Items 
(List as per Tender Set). 


Note.—SI. No. 16 and 17. Purchase will be made from RDSO 
approved sources Only. 


2039/99/P-19— 
Cylinder Roller Bearing SKF-NU-326 EC/C4 VA-301 


September 22. 1999 


Quantity 


7,370 Nos. 


2,500 5 


S73 


ofS dae 


21.5 KM. 


9,852 Nos. 


2,160 Sets. 


35 Nos. 


ed 


Tender 
Cost 


Rs. 


150 


1,000 


150 


500 


500 


150 


1,000 


1,000 


1,000 


150 


500 


150 


150 


1,000 


150 


Due on 


21st October, 1999, 


2lat October, 1999. 


21st October, 1999. 


2ist October, 1999, 


25th October, 1999. 


22nd October, 1999. 


22nd October, 1999. 


22nd October, 1999. 


25th October, 1999. 


25th October, 1999. 


26th October, 1999, 


26th October, 1999. 


26th October, 1999, 


26th October, 1999. 


26th October, 1999, 


22nd October, 1999 
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aK, Tender No. and Description of Stores 
Oo. 


19. 1123/99/P-16— 
Exhaust Cam 16 Stroke Matl. Steel 16 mm CRS DIN 17210 and 
Specn. No. DLI 3413 C&D No. M301/006, Drg. No. 1.20.7.32. 
22.01.03, Alt.-(B) and 3. 


20. 548/99/P-24— 
Clevis for Modified Transition Coupling for ESCCCB Coupler 


BG Locos Drg. No. RDSO-SK-D, L-2496, Alt.-(5) NR, Alt.-(B). 


31. 1123/99/P-8— 
(i) Stat-Card (Status Card) No. FB-51397 Compatable for 


OMNI-230. 
(ii) S-3, Net Card No. FB-51394 Compatable for OMNI-230 


92.  1122/99/P-8-- : 
(i) USI Card (Universal Signal Interface) Compatable for 


OMNI-230. 
(ii) M-502 Card FB, 51383 Compatable for OMNI-230 


93, 875/99/P-24— 
Cylindrical Roller Bearing C&D No. 9105/116 NEI/Part No.6019 


VM. 


24.  169/99/P-14— : , 
Sodium Chramate Technical Ingranular/Powder form of Purity 


‘98.5 per cent minimum confirming to IS-6507/1982 or latest 
Revision upto date. 


25.  147/99/P-9— mar tA Ah: 
Wire and Flux combination for Reconditioning of Worn out 


flanges of Rolled and Forged Wheels of Coaches and Wagons 
to IRS-R-19 as per following approved brands :— 


(1) Advani Oerlikon Ltd. 
Wire—Automelt Gr.C Size : 3.15 mna. 
Flux—Automelt Gr.-II (Agglomerated). 


(2) Anita Fluxes & Alloyes. 
Wire—Anita AS/L-12 Size : 3.15 mm. 
Flux—Anita AH-200 (Agglomerated). 


Quantity = Wire 3,900 Kgs. 
Flux—11,700 Kgs. 


46. 138/99/P-22— 
Inkjet Coleur Plotter Coloured Monitor with Computer of Soft- 


ware With Auto Cad Ref.-14, Window-98 as per Specification 
attached with Tender Set. 


27.  86/99/P-22— Aer 
Hydraulic Press (Motorised) 100 Ton as per Specification attached 


with Tender Set. 


28. 2210/99/P-8— Ree 
Indicator Route Directional 5 Unit Arm Type complete with Len- 


ses without Lamp but with Lamp Holder complete suitable for 
mounting on Top of 140 mm dia post 2 way unit combination 
AB. or C. Drg. No. SA-23402 (Adv.), Alt.-(2), Specn. No. 
IRS-S-66/84 or latest and IRS.S-23/881 


Note.—The material will be procured from RDSO approved 
Sources only. 
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Quantity 


233 Nos. 


2 ames 


Nw 


14 Sets. 


34,378 Kgs. 


1 No. 


27 Nos. 


— yoy 


uy 


150 


500 


105 


500 
150 


500 


* 500 


150 


150 


150 


Due on 


28th October, 1999. 


15th October, 1999. 


22nd October, 1999. 


22nd October, 1999. 


21st October, 1999. 


27th October, 1999. 


1st November, 1999, 


21st October, 1999, 


26th October, 1999. 


27th October, 1999. 


September 22, 1999 


Serial 
No. 


29. 


30. 


31. 


32. 


33. 


34. 


Cee 


36. 


B/. 


38. 


Tender Nu. and Description of Stores 


2211/99/P-8 — 
Interlocking Frame Catch Handle Type 64 lever complete to Drg, 
No. SA-1101/M (Adv), Alt.-(2) or latest to Specn. No. IRS-S- 
10/78 and IRS-S-28 with latest aniendment. 


2229/99/P-8 — 
Auto Battery Charger 220 VAC-110 VDC-40 Amp. for Signalling 
purpose Specn. No. IRS-S-86/92 with Amendment-2 or latest. 


2236/99/P-8 — 
Transmeter Coil FRP Body with 10 Mtrs. Cable for Universal 
Axle Counter System as Per RDSO Specn. No. IRS-S-42/85 

or latest. 


2242/99/P-8— 
(i) Battery Charger 220 V AC24 V DC-40 Amps. for Signalling 
purpose Specn.No.IRS-S-86/92withAmendment-02 or latest. 


(ii) Battery Charger 230 V AC-24 V DC-30 Amps for Signalling 
purpose Specn. No. IRS-S-86/92 with Amendment No.2 or 
latest. 

(iii) Auto Battery Charger Self Regulating 230 V AC-24 V DC-15 
Amps for Signalling purpose conforming to IRS/S-86/92 
with Amendment No.2 or latest. 


2247/99/P-8— ; 
Receiver Coil Fibre Glass Body with 10 Mtrs. Cable for Universal 
Axle Counter System as per RDSO Specn. No. IRS-S-42/85 
Or latest. 


2237/99/P-8— 
(i) Secondary Cell Low Maintenance 4 V-12 AH conforming 
to IRS-S-85/92 with Amdt. No.2 or latest. 


(ii) Low Maintenance Battery 4V-16 AH alongwith Dual Bank 
Battery Charger conforming to IRS-S-85/92 with Amdt. No.2 
or latest. 


2239/99/P-8— 
(i) Auto Battery Charger self Regulatory 230 V AC-36 V DC 
20 Amps per Signalling Purpose applicable conf. to IRS-S-86/ 
92 with Amendment No.2 or latest. 


(ii) Auto Battery Charger 220 V AC-24 V DC-20 Amps suitable 
for Signalling purpose Specn. No. IRS-S-86/92 with Amend- 
ment ! & 2 or latest. 


0596/99/P-8— 
Power Supply Unit for Telecom Installations at Side Way Station 
in 25 KV Electrified Areas Specn. No. IRS-TC-72/97 or latest. 


Note.—SI. No. 30 to 36. The material shall be procured from 
RDSO approved Sources only. 


720/99/P-12 — 
Silicon Varnish Bonded Glass Mica - silicon 
Tape for ‘H’ class Insulation Size : 0.08 mm 15 mmx 
50 Mtrs. Roll as per CLW Specn No. CLW. 4. TMS/092/ 
/OL4, Alt.- (8) TMS/CNB Specn. No. 86/83. 


644/99/P-19 — 
H.P. Cylinder 60 mm dia (Disc Valve Type) to Part No. C-1011/4 


i Bi— 


iF 


Quautity 


1 Set, 


page 


200 Nos. 


260 ,, 


9409 Rolls 


183 Nos, 


SS — 


Ce 


500 


500 


150 


500 


500 


500 


150 


Due on 


27th October, 1999, 


27th October, 1999, 


27th October, 1999, 


28th October, 1999. 


28th October, 1999. 


Ist Noyember, 1999, 


Ist November, 1999, 


26th October, 1999. 


26th October, 1999. 


Ist November, 1999, 


Tender Documents can be obtained from the Office of the Controller of Stores, Northern Railway, Baroda House, New 
Delhi. During 11-00 Hours to 15-00 Hours on all working days except on the Date of Opening of Tender. 


The Cost of Tender Documents should be remitted to FA&CAO(SAB)NR/BH/NDLS through Crossed Bank Draft only. 


Postal Orders/Cheque/Money Orders are not acceptable. 
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ip Tender Documents are not-tansferble. 
4. Tender submitted on other than prescribed Vender Forms are liable to be rejected. 


5. If the firm desires to obtain the tender documents by post they must send the Demand Draft alongwith requisition to C.O.S, 
Office atleast 15 days before the Date of Tender Opening. 


6. All the tenderers are requested to indicate their Banker’s Name and Account No. in all the Offers Quotations being sub- 
mitted to the Controller of Stores, Baroda House, New Delhi. 


[No. 129-S/0/8/PG/Pt.-I/Publication of Adv. Tender, dated 1-9-99.] 


GOVERNMENT OF TAMIL NADU 


EMPLOYEES’ STATE INSURANCE 
CORPORATION 


143, STERLING RGAD, NUNGAMBAKKAM, 
CHENNAI-600 034 . 


Supply of Loose Leaf Binders and Keys 


The Regional Director, Employees’ State Insurance 
Corporation, Chennai-600 034 invites sealed tenders 
for the supply of Loose Leaf Binders and Keys of the 
approximate value of Rs. 3,00,000 only upto 1 p.m. 
on 22nd October, 1999. Terms and conditions of 
tender alongwith details of specifications of the same 
can be obtained from the above office between 10-00 


a.m. and 4 p.m. on any working day upto 8th October, 
1999, 
Sd./- 


Regional Director 


(No, 51-D-16-22-88|Genl, dated 10-8-99.] 


ae I 


Sale Noatice— 


GOVERNMENT OF INDIA 


INDIA SECURITY PRESS 


OFFICE OF THE GENERAL MANAGER, 
INDIA SECURITY Press, NASHIK Roap-422 101 


Tender Notice No, 17|99 :—tor Disposal of : 
Machines, etc. 


The General Manager, India Security Press, Nashik 
Road, (Maharashtra) on behalf of the President of 
India, invites sealed tenders on prescribed tender form 
for Disposal of Machines|Miscellaneous Scrap Items 
viz. E.C. Carlaw Folding Machines, David Carlaw 
Inland Letter Gumming Machines, APS Perforating 
Pin Cylinder, Crabtree Machines, HMT Machine, 
Wornout & Obsolute Spares of O|S Crabtree Machine, 
Wholenberg Guillotine Machine, Disc Ruling Machine, 
Thread Book Sewing Machine, Offset Printing M|cs, 
Automatic L'P Ptg. Mics, Semi Auto. Perforating 
Mics, Punching Knives, Envelope Punching Knives, 


etc. ey 


A750 


Full set of tender documents may be had from the 
undersigned on a request in writing, on payment of 
Rs. 1,200 only (Not refundable) upto 11th October, 
1999 by Demand Draft'Indian Postal Order only, 
drawn in favour of the General Manager, India Secu- 
rity Press, Nashik Rcad, payable at Nashik. 


Sd./- 
Chief Purchase & Stores Officer 
[No. 7135|/DIS-23/Scrap MCS|99, dated 2-9-99.] 
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PRICE QUOTATION 


(INDIAN) 
COFFEL--* JUTE (HESSIAN) FAS~—@ 
Calcutta, 25th August, 1999, 
Rs. 
(1) Besy'an Cloth 40°7} oz, ‘s 
Bangalore, sh March, 1999, (101.5 cm, 229 g/m") per id) Mtrs. «  - 649.09 
(2) Hessian Cloth 407 oz. 
(101.5 cm, 244 g/m®) per 100 Mtrs. 3 603.00 
Mage} Prices (3) Hessian Cloth 49°10 oz. 
867,00 


(101.5 cm,305 g/m*) per 100 Mtrs, . ° 
(Per 50 Kilograms) 
LINSEED OIL=@3 
Calcutta, 25th August, 1969, 


Rg, 
Rs, 
“Salta hey Se “Ay 6 6 6 4566.00 = (1) Raw (loose) ex- vill (p2r qsintal) ; 3400.00 
r i ~mBill intal)y . e 650. 
17) Pm dppy Sina 5000.00 (2) (Double Boiled) ¢ex-mill ( per quia 3650.09 
SESA! La € 
(3) Arabica Cherry “ABY . «© «© «© 4000.00 SAMUM OR-"@ 
NS i J \ i 2 ® e e 2 N. e 
(4) % oe “PR . ‘ ‘ 3900.00 Xesqamum Oil ti er juin al) A 
(5) Robusta Cherre “AB” , . , «. 3800.00 SUGAR-—f 
ah (a) MANUFACTURED SUGAR 
erm SLE te koe erate, 300,00 
Dethi, 27th September, 1996, 
: Rs. 
JUTE (SACKING) FASH@ , 
YGaput C-29 (per quintal) , ° ° 1335.06 
(6) GUR= 
Calcutta, 25th August, 1999, Delhi, 27th September, 1996. 
Rs, 
Rs. - (ft) Delhi Dhalsera (per quintal) ; ° 950.00 
(2) Kanpur Pansera(per quintali . 870.00 
{ly A Twilis per 100 bags ‘ ° = 2530.00 
3) {ndore Local (per auint al)’ ° . . N.R. 
(2) B Twillsper100bagss§ . SS; 2115.00 (4). Madras Sort-II(per quintal) . 77.00 
*Coffee Board @ Rengal Chamber of Commerce and Industry. 


* Directorate of Economics and Statistics, Ministry of Agriculture, New Delhi. 
N.A.—Not Available. N.R.~-Not Reported, 
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TRADE OPPORTUNITIES 


A. Trade Enquiries for Import from India 


95966595980 
> 


CHILE 


@O <£ 99S SOSSS% 


Serial —§ Name and Address of the Firms/Individuals 
No. and Commodity 
1.. M/s. Comercial Officenter Ltda. 
San Martin 89-A 
Ofc. 44 
Santiago, 
Chile 
Tel. No. : (56-2) 6969409 
Fax No. : (56-2) 6969409 
Contact Person : Mr. Max Castro 
Deputy Manager (Sales) 
Computer inputs, software, stationery items, 
drives, etc. 
2. M/s. Comercial Estilo Hogar Ltda. 
Luis Carrera 2331, 
Depto 103, 
Vitacura 
Santiago, 
Chile 
Te NO. sy (56-2): 2186274 
Fax: Noo) = (56-2) 2186274 
Contact Person : Mr. Claudio Pardo, 
Proprietor 
Shawls, scarves, stoles, ete, 
[Source :—Embassy of India, Santiago.\ 
OSOCSESZOHGS 


o € 
e U. A. Ki; i. 
OE VOVVUOOOC GO» 


Serial 


No; 


if 
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Name and Address of the F irms/ Individuals 
and Commodity 


Mr. G. Gopi 
P. O. Box No. : 26499 
Abu Dhabi 
TelANo.- : 5 9719-74437] 
Fax Noe) °° 9712-74437] 


Aluminium recycling companies, 


Name and Address of the Firms/Individuals 
and: Commodity 


M/s. Trifoil, LLC 


Abu Dhabi 
Tel. No. : 9712-710264 
Fax No, : 9712757528 


Cont. Person : Mr. K. N, Balasubramanian 


‘Marine Products. 


M/s. Al Rashid Medical and Pharmaceutical 


Supplies 
Abu Dhabi 
P. O. Box No, : 97 
Tel? No.” 2: 972-7207 ae 
Fax No, : 9712-74242 


Contact.Person : Dr, Jalal Bayou 


Medical and Pharmaceutical, 


4. M/s, Al Yaseah Oil and Gas Industry Supplies 


and Services, 
P. O. Box No. : 3949 


Abu Dhabi 
Tel; Now. 2 ~=9712-489576 
Fax No. : 9712-489128 


Contact Person: Mr. Abdul Razak AreekKan, 
Manager 


Sodium Nitrite. 


M/s. Highland Trading Est. 


P. O. Box No. : 73453 


Abu Dhabi ao 
Tel. No. :  9712-781823 
Fax No. : _ 9712-782368 


Contact. Person : Mr, Ibrahim Basheer, 
General Manager 


Cotton Rags. 
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Name and Address of the Firms/Individuals 
and .Commodity 


6. M/s. Hera’a Trading Est. 


P. O. Box No. : 6562 


Abu Dhabi 
Tel. No. 97:1 2-656641 
Fax No. 9712-656643 


Contact Person : Mr. Mathew Antony 


Keltron components. 


7. M/s. Al AmunijRegional Group 


P. O. Box No. : 4169 


Abu Dhabi 
Tel. No. 9712-435244 
Fax No. 9712-435616 


ContactsPerson : Mr. Bora M. 
Marketing Manager 


Diesel Generators. 


M/s. Green Star Trading Est. 
‘P.O. Box No. : 2251 


Abu Dhabi 
Tel. No. 9712-5544699 
Fax No. 9712-5542008 


Contact)Person » Dr. Kumar, 
General Manager 


Organic Fertilizer, Polypropelene Crop. Cover. 


9. M/s. Force 10;UAE. Ltd, 


P. O: Box No. 329998 


Abu ‘Dhabi 
Tel. No. 9712-776767 
Fax No. 9712-786767 


Contact Person : Mr. Shashi Kumar, 
Purchaser 


‘Fibre Cement Sheets. 


10. M/s. Nama -Trading Company, LLC 


P. O. Box No. :,60451 


Dubai 
Tel. No. 9714-822279 
Fax No. 9714-823674 


Contact Person : Mr. .Felix K. Bamiseh 
Ceramic floor tiles. 


M/s. General-Industry Corporation 
P. O. Box : No. : 4499 


Abu Dhabi 
Tel. No. 9712-21 4900 
Fax ‘No. 9712-322410 


Contact Person : Eng. Ezzat K. Fahmy 
Cotten Seods. 
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Serial 


No. 


Name and:Address.of the Firms/ Individuals 
and Commodity 


12. M/s. Synergy Business and Agencies Co. Ltd. 


P. O. Box No. : 5281 


Abu Dhabi 
Tel. No. 9712-260603 
Fax No. 9712-260604 


Contact Person : Mr. Matar Al-Hosani, 
Deputy General.Manager 


Drilling-of Chemicals for Oil.and,Gas Sectors, 


13. M/s. Asia Electro;Mechanical Co; Ltd. 


16. 


P. O. Box No. : 61007 


Dubai 
Tel. No. 9714-818383 
Fax. No. 9714-815060 


Contact Person : Mr. Majed J. Saba, 
Branch Manager 


Black Steel: Pipes ‘and fittings,;Galvanized Pipes 
and fittings, Copper Pipes. and _ Fittings, 
Valves, Flanges. 


M/s.Emkay Chemicals 
Abu Dhabi 
Tel. No. 9712-5022089 
Contact Person :'Mr.‘S. N.'Karmalkar 


Chemicals. 


M/s. Sultan Al-Tunaiji Trading Est. 


P. O. Box No. 4357 
Abu Dhabi 

Tel. No. 9712-267635 
Fax No. 9712-267638 


Contact Person : Mr. S. K, Pohani, 
Marketing Manager 


‘Tyres. 


M/s. Technical Oilfied Supplies: Centre 
P. O. Box No. : 2647 


Abu Dhabi 
Tel. ‘No. 9712-723863 
Fax No. 9712-779935 


Contact Person : Mr.’Deepak Chopra 
Agricultural-Equipments. 


M/s. Cardoba Development Corporation 
P. O.-Box ‘No. : 2386 


Abu Dhabi 
Tel. No. 9712-335118 
Fax No. 9712-339522 


Contact Person : Mr. Mona Al Ghussein 


| -Fashion:‘Fabrics. 


‘B313 


Serial 


No. 


18. 


20. 


B314 


Name and Address of the Firms/ Individuals 
and Commodity 


M/s. General International Co. (Genint) LLC 
P. O. Box No. : 46750 


Abu Dhabi . 
Tel. No..«¢.... 9712-66366 - 
Fax Nove > 9712-6641 19 


Contact Person : Mr. Mohammed S. K 
Awad, 
Managing Director 


Woodworking machinery and equipments. 


M/s. Project and Supplies LLC 
P. O. Box No.’: 11191 


Dubai 
Keil POM ne 9714-823456 
Fax No. ; 9714-823221 


Contact person : Mr. Narayanan 


Precoated Steels. 


M/s. Sultan Al-Tunaiji Tradit-Est. 
P.O. Box No. : 4357 
Abu Dhabi. 
TelNo. ut 9/12-267635 
Fax No. + ° ‘9772-267/636 
Contact Person : Mr. S. K. Pohant 
Marketing Manager 


Rubber Conveyor belts, 


M/s. Master Trailer, Ajman 
P, O. Box No. : 1939 


Ajman 
Tel. No. : © 9716-746888 1 
Fax No. :  9716-7468880 


Contact Person : Mr. H. Aladdin 
Technical Supervisor 


Steel bending machine. 


M/s.Advanced Condrete Techonology 
P. O. Box : No. : 8060 


Abu Dhabi 
Tel. No. vag¢9712-655288 
Fax No. : 9712-668357 


Contact Person : Mr. Asaad A. Arar 


Building chemicals Flyash and other chemicals 


M/s. Aldar Audit bureau 
P. O. Box No. : 4295 


Abu Dhabi 
Tel. No. 3: « 9712724425 
Fax Wot nee 9712-723526 


Contact Person : Mr. Mustafa Khadir 
Consulting Manager; 


Machitiery for fruits and vegetables, Chicketi 


Egg Farming and Sugar. Packing line. 


Serial 
No. 


‘Name and Address of the Firms|Individuals 
and Commodity 


24. M/s. Al Dhawy Agriculture Est. 


28. 


29. 


P. O. Box No. : 19966 


AlAin 
Tel. No... :  9713-213385% 
Fax No. 's ~~ '9713-216669 


Contact Person : Eng. Samir Al Masri 
Non-woven fabrics a eS Products. 


M/s. Al Anhar Est. 
for water well drilling 
P. O. Box No.': 28247 
Abu Dhabi 
Tel. No. : 9712-461934 
Fax No. :  9712-465539° ©: 
Contact Person: Mr. Ahmed Salem Al 
Mansouri n 
Chairman 


PVC well pipes and galvanised iron pipes. 


M/s. Khalfan Khamis Saif Al Amimi 
P. O. Box No. : 4169 
Abu Dhabi 
Tel. No. : 9712-435244 
Fax No. : 9712435616 


Agricultural. Equipments. 


M/s. Hamty fntertatianeLeamieta and Industrial 
Division 
P.O. Box No. : 25626 > 
Tel. No. ©: — 9712-765769 
Fax No. : 9712-767349 
Contact Person: Mr. P. John 
Marketing Manager 


Manpower Supply. 


M/s. Al Kauthar Interriational Tradg. Co. Ltd. 
P.O: Box No, 70/25 
Abu Dhabi 
Tel. No.” os, S.97122338200 
Fax .No.. '?"" 9712-3320037 
Contact Person : Mr. M. Arshad Ali Osmani 
Project Manager 


Caustic Soda. 


M/s. Abu Bader Electronics Est. 
-P. O, Box No. : 70703 
Abu Dhabi. ee 
Tel. No. : 9712+793979 
Fax, No.:> 2) 9712-793879 
Contact Person: Mr. Arif Khan 
Sales Manager 


Electronics products: © 
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Serial 
No. 


Name and Address of the Firms/Individuals 
and Commodity 


30. M/s. Herculles International Enterprises 
P. O. Box No. : 4756 


Sharjah 
Telgino. 9716-5626574 
Fax No. 9716-5625562 


Contact Person : Mr. Mohandas 
Stationery, Generators. 
31. M/s. Alternative Trading Establishment | 

P. O. Box No. : 46311 

Abu Dhabi 

Tel. No. 9712-336777 

Fax No. 9712-343698 

Contact Person : Mr. Hussain Alawi Hussain 


Foodstuffs and Cosmetics. 


M/s. International Teas 
P.O. Box No. : 61339 
Dubai 
Tel. No. : 9714-819436 
Fax’ No. 9714-819438 
Contact Person : Mrs. Maneesha Silva 


Tea. 


SZ. 


» Notes.—1. 


Firms or individuals in India while contac 
furnished above may intimate the fact to the Directorate 
House Street, Calcutta 1. This intimation may also contain 
department and the registration number thereof. 


2. The Directorate General of Commercial Intelligence 
ao not accept any responsibility, either direct or indirect. 
foreign firms, organisations, agencies and individuals and 
integrity and experience or otherwise in the cited activities. 


The negotiating/contracting parties are advised to refer 
and framed by the Sovereign Governments of the Countries 
commodities and services in which they intend to trade. 
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Serial Name and Address of the Firms/Individuals 
No. and Commodity 
33. M/s. Resources Technical Services Co. LLC 


P. O. Box No. : 73433 
Abu Dhabi 
Tel. No. 9712-778740 

Fax No. 9712-779750 

Contact Person : Mr. Sami Youhana 
General Manager 


Engineering products. 


34. M/s. Abu Dhabi Overseas Comm, Agencies 
Est. ' * 
P. O. Box No. 
Abu Dhabi 
PeleNosatnséa —9212-71 SLE 
Fax No. : 9712-764911 
Contact Person : Mr. Hussein Barakat 
Manager 


41838 


Brass Hinges. 


[Source :—Embassy of India, Abu Dhab i.) 


—— 


ting the foreign enquirers whose names and addresses are 
General of Commercial Intelligence and Statistics, 1, Council 
a reference whether the party is registered with the above 


& Statistics, Ministry of Commerce, ‘Govt. of India, Calcutta 
for the trade introductions accorded to these aforecited 
also for their financial soundness, capabilities, business 


fully to the extant trade laws, rules and regulations enacted 
concerned with respect to the import and/or export of the 
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> MALIA 

SOOO EOCSHOHSES 
: MOLE NORERR BRAG RR AED SS OTARSyANEURPOORNAErsTRERSswAnmeNHEORAARORRAReeesaerapansan Panananaesenremmesnnonnnatansvanesnseaneeunsenssrnssnancsaees E 
5 THE REPUBLIC OF MALTA TODAY. : 
bees . 1 ee : 
Vo ake : The Republic of Malta, is'located-in southern ‘Europe, anisland in the: 


Central Mediterranean sea. 


ee 
S 
e 


316 sq. km. (122 sq. miles). 
Population > 374,718 


Population Density 1185.81 per sq. km.:(approx:) 


SARS RBS23TRTIAASdS VOW Bawa ese: 


Capital City : Vallatta. 


Other Large Cities Birkirkara,,Qormi, .Mosta, Sliema and .Zabbar. 


Religion 
Language 


Literacy 


Atl Se Se Teee eee eee eee eee 


Climate 


_2aeeasana 
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International Membership 


ECRPRCKRPT AGERE SACRE LATA e PROP RBREERERSRREAY RCSASSFORORRENAESRRSW AP SRER ORE RR ERRATA RES) SPOTTERS R ERE SPRRROR ESET EROEE URE EERASREREESYRERS 


Christianity. 
Maltese and English. 
96 per cent. 


The climate is Mediterranean, with hot, dry and sunny conditions in 
summar and very little rain from May to August. 


4 ¢ 
— wd en, | we - 
my G5 Vexwd Z im ss ; 

RBS OS AOE RHO? TIGR Sos a2elee FRESE ESE. LICE DAE SOSSOSSIRCCaeTA Den 2eVe 


Malta is a member of the UN, the Commonwealth, the council of 
Europe, etc. 


BP .29 See BAPE Dee sas 
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2, Recent History 


2.1 Malta became a Crown Colony of the United Kingdom in 1814: Constitutions that gave the Island 
limited self-government, but which reserved defence, foreign affairs and other matters to the represen~ 
tative of the British Government, were in force in 1921-33, 1947-58 and 1961-64. During the inter- 
vening periods the representatives of the British Government exercised executive authority. 


2.2 Malta became independent on September, 21, 1964 and a republic within the Commonwealth on 
December, 13 1974. 


3. National Economy 


3.1 After the closure, in 1979, of the British military base and naval docks, on which Malta’s economy. had 
been largely dependent, the Maltaese Government pursued a successful policy of restructuring and 
diversification. A series of measures, implemented by the Government from 1987 onwords, has 
reduced the role of the State in the economy and encouraged private enterprises. In November, 1992 
the Maltese Lira was devalued by 10 per cent, in an attempt by the Government to minimize the adverse 
effects of world-wide recession on Malta’s developing economy through retaining the islands attrac- 
tions as a base for foreign investment and as a popular tourist destination and through preserving the 
competitiveness of its exports, 


3.2 According to the estimates by the World Bank, Malta’s Gross National Product (GNP), measured 
at average 1990-92 prices was US$ 2,606 million, GNP per head in 1993 was § 7,970. During 1980.93 
it was estimated, GNP per head increased, in real terms, at an average annual rate of 3.2 per cent, 
Malta’s Gross Domestic Product (GDP) increased, in real terms, at an average annual rate of 4,7 per 
cent over 1992-97, 


3,3. Agriculture (including hunting, forestry and fishing) contributed 2.8 per cent of GDP in 1994. Some 


< « = 


2,3 per cent of the working population were employed in the sector in 1994. 


3.4 Industry (including mining, manufacturing, construction and power) accounted for 33.9 per cent of 
total employment in 1991 and provided 34.6 per cent of GDP in 1994, Industrial production increased 
by an average of 5,6 per cent per year in 1980-89. 


(3.5 Manufacturing (excluding Government enterprises) contributed 23.6 per cent of GDP in 1994. Some 
22,1 per cent of the working population were employed in the manufacturing sector in 1994, 


3.6 Services engaged 63.5 per cent of the employed labour force in 1991 and provided 62.5 per cent of GDP 
in 1994, Tourism is a major source of foreign exchange earner, in 1997 an estimated 1.1 million 
tourists generated ‘earnings of Lim 194 million (Jan-Sept. , 1997). 

4. Banking, Finance and Currency. 

4.1 The Central Bank of Malta is the Bank of issue. There is a stock exchange. 

4.2 The unit of currency is the Maltese Lira (formerly pound)’ (MTL) of 100. cents. Central Bank of 
Malta notes are issued in denominations Lm 2, Lm 5, Lm t0, and Lm 20 aod there are coins of ly 2? 
5, 10, 25 and 50 cents and Lm 1. 

4.3 The exchange rate of Indian Rupee (IR) per unit of Maltese Lira (MLT) in July, 1999 was :— 


1 Maltese lira (MTPE)==IR 106.0595. 


5. Foreign Trade 


5.1 Malta’s total export and import, volume and balance of trade between 1993 and 1997 alongwith their 
growth rates are depicited in Table-I.°" 
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Malta’s total exports in 1993 were USS 1,355 million. It increased to US$ 1,640. million in 1997. 
Exports, in terms of percentage, grew higher (16.01 per cent) in 1994 and fell (—) (5.25 per cent) in 1997 
in contrast with 1993 and 1996 respectively. Exports grew annually by 4,89 per cent. 


Imports in 1997 were US$ 2,556 million while in 1993 were USS 2,174 million. Imports, in terms of — 
percentage, grew the higher (20,52 per cent) in 1995 as compared with 1994 and (fel) (—) 8.58 per cent) 
in 1997 in comparison with 1996. Imports registered annual compound growth rate of 4.13 per cent, 


Volume of trade registered annual compound growth rates of 4.42 per cent from US$ 3,529 million in 
1993 to USS 4,196 million in 1997. 


Malta faced deficit balance of rade during the period from 1993 to 1997. 


Malta’s main import items are Machinery and transport equipment, foodstuffs, fuels, Manufacture rs_ 


and chemicals, Main suppliers are France, Germany, USA, Singapore, Italy and UK. 


Principal items of export are machinery, Beverages and tobacco, Foodstuffs, and chemicals, Main 
export destinations are Italy, France, UK, Germany and USA.. 


The national carrier is Air Malta, Services are aslo provided by Aeroflot, Air France, Alitalia, Austrian 
Airlines, JAT, etc. 


Bilateral Trade with India ; 


India’s exports to Malta in 1994-95 were Rs. 2,473.42 lakhs while imports were 1,58 lakhs, thereby 
India enjoyed favourable balance of trade by Rs, 2,471.84 lakhs. In 1997, India enjoyed favourable 
balacne by Rs. 2,603.30 lakhs as exports were Rs. 2607.00 lakhs and imports were Rs. 3.70 lakhs 
only. Exports and Imports grew annually by 1.32 per cent and 23.70 per cent respectively, 


Provisional figures are available from April, 1999 to June, 1999. Exports grew by 28.87. per cent 
during the period in| compirason with the same pervious period. India enjayed favourable balance 
during the period from April, 1998 to June, 1998 and April, 1999 to June, 1999. 


India’s export to and import from, Malta of merchandise goods during 1994-95 to 1998-99 with com- 


parative figure for April, 1998 to June, 1998 and April, 1999 to June, 1999 alongwith their growth 
rates are depicted in Table-IlI. 


Table-III giye India’s top Twenty merchandise goods exported to Malta alongwith their growth rates 


India’s import from Malta of top Four merchandise goods alongwith their growth rates are presented 
in Table-lV. . 


Name and Addresses of the Organisations engaged in foreign trade in Malta are ;— 
(a) METCO— Malta External Trade Corporation Ltd. 


Business Info. & Tech. Divn. (BITD.) 
Trade Centre 


P.O Box 8 
-SAN GWANN SGN 01. 

Tel. :, (356) 446186-8 

Fax : (356) 496687 

Email : —santon@metco.u.net.com 
Url. =. http ://metco.com.mt. 


(b) The Malta Chamber of Commerce 
Exchange Building. 
Republic Street 
Valletta VLT 05. 


Pel ot 4G S6) Dagar 

Bax wnegy 16), 245223 

Email: chamber@kermmunet.net.mt. 
Url =: http ://chamber-commerce.org.mt 
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(c) Department of Trade 


Lascaris 
Valletta. 
Tel. : (356) 224411/2 
Fax : ° (356) 246800 


fib ; 1106, 1107, 1109 trademin.mt. 


(d) Malta Federation of Industry 
Development House 
St. Anne Street 
FILORIANA VLT 01. 
Tels © (356) \284428 
Fax <5 (356) 240702 


NOTICE 


Permission for reproduction in part or entirety of this official paper on Bilateral Foreign Trade of India 
published in the Indian Trade Journal is reserved by D.G.C.I. & S., Calcutta, 
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FROM OUR EMBASSIES ABROAD 


ae India is a major market for Qatar’s Fertilizers and Petrochemicals. 


India is a major buyer of organic chemicals ( Ethylene, Propylene, etc.) inorganic chemicals ( Ammonia) 
Fertilizers (Urea) and Plastics (Polythylene) from Qatar. India has substantial dealings with the Qatar 
Fertiliser Company (QAFCO) and the Qatar Petrochemical Company ( QAPCO)._ India buys about 22 per- 

cent of the total Ammonia and 66 percent of the total urea produced by the Qatar Fertiliser Company 
(QAFCO). 


India had imported about 205,000 metric tonnes of ammonia from Qatar during 1998 and about 245,000 
metric tonnes during 1997. India’s import of ammonia from Qatar during 1996 was valued at OR 120.2 
million (. $ 33 million). In June 1999, QAFCO signed a three years contract with M/s Geyser Limited 
supply between 100,000 and 150,000 metric tonnes of ammonia annually to India’s Oswal Chemicals and Fer- 
filizers, This deal is considered as the larges ammonia sale agreement in the Middle East. Barlier on 
March 13, 1999, QAFCO has. signed an agreement. with the Chennai-based company Southern 
Petrochemicals Industries Corporation Limited ( SPIC) to continue the supply of 100,000 tonnes’of ammonia 
annually until 2001. This agreement was an extension of an earlier agreement that was signed in 1992. 
ee 


_ India also imported 198,000 metric tonnes of urea from Qatar in 1998 whilein 1997 it had im- 
ported 348,000 metric tonnes. During 1996, India purchased 292,200 metric tonnes of urea valued at JOR 
105.8 =million ($56.53 million) from Qatar, which constituted about 42 per cent of the total ‘urea produced 
4 bid 2 


by Qatar. 


India is also an important buyer of low-density polyethylene (LDPE) and ethylene from Qatar. During 
1996, India imported about 10,300 metric tonnes of polyethylene valued at QR 30.7. million ( $ 8.43 million) 
rom Qatar, which constituted about 5.7 per cent of Qatar’s exports of polyethylene. India also imported 
61,900 metric tonnes of ethylene valued at QR 89.5 million ($ 24.58 million) from Qatar during 1995, 


¢: 


‘ 


[Source : Indian Business Review, Embassy of India, Doha.] 
IL...) India to receive Rs. 5.47 bn Grant from UK. 


_ India will get Rs. 5.47 bn rant from Britain for two rural poverty signed earlier this Month. The 
ndhra. Pradesh. Rural Livelihood Project will have an aid component of Rs. 2.81 bn and Western Orissa 
ural: Livelihood Project Rs. 1.61 bn. The two projects will also have a technical cooperation funding of 
. 370, mn_ and Rs,.680. mn respectively.) The agreements were signed by Mr S. Sundareshan, Joint 
secretary. ( EEC), Department of Economic Affairs and Mr Robert G. Harrison o1 behalf of Britain. The 
jective of both the projects is aimed at reducing poverty in rain-fed areas of Orissa and Andhra Pradesh by 
lective approaches to sustainable rural livelihoods, Mr. Sundareshan said. 


om 


_ [Source : Indian Business Review, Embassy of India, Doha. ] 


| ‘. 
er ; ia. 

«At the ,end of the first half of 1999, the economy ts on much firmer ground than it was this time last 
t. Macro-economic . indicators provide a mix of good and not so-good news. The inflation’ rate 
ich was 26.8 percent in 1996-97 edged down into the illusive single-digit zone to 9.4 per cent in May, 1999, 
is. accomplishment was more as a result of favourable agricultural conditions than “ sound monetary 


4 Ti. Ghana’s Economy during January - June, 1999, 
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policy”. In the first half of the year, the Cedi depreciated at a monthly average of 5.0 per cent, compared to 
17.1 percent for the same period last year in forex market. Gold and cocoa, with higher that expected 
earnings last year helped mitigate the impact of the energy crises, fared poorly in the first half of this year. 
Between December, 1998 and June 1999., cocoa prices fell by 22.0 per cent. Gold prices in June, 1999 were 
12.0 percent lower than they were in the comparable, 1998 period. In the financial markets, the Bank of — 
Ghana in April reduced the discount rate for the fourth time in eight Months ( twice in 1999). The galloping 
interest tate of the Bank has dropped from the high level of 45 per cent to 27 per cent. However, the lend- | 
ing rate of commercial banks still remains as high as 35 per cent being the average minimum rate. Overall 
trends in interest rate, however, point downward and their impact on the economy will likely be%telt towards 
the end of the year, or early in 2000. The Ghana Stock Exchange (GSE) continues to strug2le. All share 
Index posted a record growth of 134.0 per cent in early May last year, at the height of the energy Crisis, but 
somchow it began to decline as the economy improved and by the end of the first half, the GSE all share 
Index was about 33.0 per cent lower than its record level in May, 1998 with no signs of recovery. Two sudden 
increases in fuel prices in May and June, 1999 with concern shown by opposition parties and its effects on 
overall prices is likey to be minimal, overwhelmed by more powerfull factors like agriculture. Overall, the — 
improvements in the first half of the year appear to be marginal and delicate, with important implications for 
second - half an. full year economic growth. Propitious agricultural conditions will continue to exert down- 
ward pressure on inflation, perhaps pushing the rate down to the low single digits by year end. The decision 
to finance the deficits in cocoa purchases from external loans. will adversely affect Government finances, un- 
less cocoa prices, regain some of their lost ground. Gold has no such bright prospects and is almost certain 
to end the year in the basement. With regard to balance of payments, there has been an increase in the over- — 
all surplus, averaging from three million dollars in 1996-97 to 99.4 million in 1998. The forecast for 1999 


is 77 million dollars. In all, the real GDP growth has moved at an annual average rate of 5 per cent from 
mid-1990s to date. 


[Source : High Commission of India, Accra.] 


| FAIR AND EXHIBITION . 
| eres ee ee 


INDIA INTERNATIONAL TRADE FAIR,1999, 


The India International Trade Fair'99 ( IITF’99), being organised by India Trade Promotion Organisa- 
tion, will be hald at Pragati Maidan, New Delhi, from 14 to 27 November, 1999. IITFs have been 
recognised as one of the largest trade fairs being held in the Indian sub-continent. The IITF’99 will show- 
case India’s achievements in diverse fields. All the States and Union Territories of India put up their 
pavillion at these Fairs. The display profile will include Capital goods. Scientsfic and Technologic 
achievements in all sectors of Industry, Agriculture, Telecommunications, lafrastrcetural facilities, 
Services sector. Consumer durables, Food and food products, Textiles and clothing, Giftware, and 
Kitchenware. In addition, there will be special displays on Small Scale Industries Good Living, Build- 


Tech and Toy Show coupled with seminars oa subjects of topical interest. Other highligh ts will include 
Fashion Shows and Cultural Programmes. oe 


To foreign exhibitors IITTF°99 has to offer, among other things. transfer of technology to India and 
neighbouring countries, setting up of joint ventures and investment in diverse fizlds with beneficial 
spinoffs. Over 100,000 business visitors and 3 million public visitors are expected to attend the fair. The 
IITF* 98 had attracted participation of 5,100 companies, including 100 from overseas countries, 100.000 
business visitors and 3 million public visitors. Further information about the fair can be obtained directly 


from the organisers at Fax: 091-11-3371874/3318142/3317896. E-mail : itpo @ giasd 101. vsnl.  net.in. | 
website: http/www., 1itf99.com, E 
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COMMODITY EXIM UPDATE 


IMPORTS 


. 


tems covered this week : 
1. “Project Goods”’ 


In June, 1999, the provisional value of imports 
xf this commodity was of the order of Rs. 
39,067.08 lakhs which accounted for 2.48 per cent 
yf the total imports of India during the Month in 


juestions. In June, 1998, the corresponding figure 
vere Rs. 30,268.28 lakhs and 2,38 per cent ( final 
igures), 

U.S.A., Netherlands and Japan have been res- 


yectively, the first, second and third most impor- 
ant sources of these imports in June, 1999. 
U.S.A., alone, is the source of 26.23 per cent of 
tal imports of this commodity. Corresponding 
jgures for Netherlands and Japan are 25.39 per 
rent and 18.94 per cent respectively. 


The imports of this commodity have been done 
nainly through Kakinada Sea Port 3/5 -per, cent 
of the total imports of this commodity valuewise 
n June, 1999. Mumbai Sea Port and Cochin 
Jea Port come second and third with corresponding 
igures of 26.53 per cent and 0.77 per cent respec- 
tively. 


2. “Professional Instruments, etc., Except 
Electronics” | 


Tn June, 1999, the provisional value of import 
of this commodity accounted for 1.69 per cent 
of the total imports of India during the Month in 


question. In 1999, the corresponding figure was 
245 per cent (final figure). In absolute terms, 
this Month has seen a downswing of imports of 


this commodity as compared to the corresponding 
nonth of the previous year (an decrease of Rs. 
4,630.81 lakhs or 14.85 per cent). 


U.S.A., Federal Republic of German and U.K. 
have been respectively, the first, second and third 
most important sources of these imports in June, 
1999. U.S.A., alone, is the source of 25.03 per 
sent of total imports of this commodity. Corre- 


sponding figures for Germany. and U.K. are 
13.75 per cent and 7.28 per cent re- 
spectively. Last year, duting the corresponding 
deriod, U.S.A., U.K., and Germany were, re- 
spectively, the first, second and third most im- 


portant sources of these imports. 
2 : 
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EXPORTS 


Items covered this week : 
1. “Gems and Jewellery” 


In June, 1999, the provisional value of exports 
of this commodity was to the tune of Rs. 
135,333.62 lakhs which accounted for E203, per 
cent of the total exports from India during — the 
Month in question. In June, 1998, the correspond- 
ing figures were Rs. 1,51,647.50 lakhs and 16,06 
per cent (final figures). 


U.S.A., Hong Kong and Belgium have been 
respectively, the first, second and third most im- 
portant destinations of the exports of this commodity 


in June, 1999. U.S.A., alone , accounted for 
34.94 per cent of the total exports of this 
commodity in June, 1999, corresponding figures 


for Hong Kong and Belgium are 22.51 per cent and 
13.97 per cent respectively. 


The exports of this commodity are done mainly 
through Mumbai Air Port (94.72 per cent of the 
total exports of this commodity have been done 
through this port in June, 1999). 


2. ‘Plastic and Linoleum Products”’ 


In June, 1999, the provisional value of exports 
of this commodity accounted for 1.75 per cent 
of the total exports of India during the Month in 
question. In June, 1998, the corresponding figures 
was 1.56 per cent (final figure). In absolute terms, 
this Month has seen an upswing of exports of this 
commodity as compared to the corresponding month 


of the previous year (an increase of Rs. 4,941.78 
lakhs 06°33-;50; / per... cent). 

U.S.A., U.A.E., and Italy. have been respec- 
tively, the first, second and third most impor- 
tant destination of these exports in June, 
1999. U.S.A., alone, is the source of 18; /2> per 
cent of total exports of this commodity. Co- 


rresponding figures for U.A.E. and Italy are 12.67 
per cent and 8.79 per cent respectively. Last 
year, during the corresponding period., U.S.A., 
U.A.E. and Italy were, respectively, the first, 
second and third most important destinations of 
these exports. 
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IMPORTS 


The ports thvoagh which this commodity has 
been imported mainly are Mumbai Air Port, Delhi 
Air Port and Chennai Air Port. 29.78 per cent of 
the total imports of this commodity valuewise has 
been done through Mumbai Air Port in ‘June, 
1999. Dethi Air Port and Chennai Air Port come 
second and third with corresponding figures of 
19.67 per cent and 10.06 per cent respectively. 
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EXPORTS : 

The ports through which this commodity has 
been exported mainly are Nhava Shiva Sea Port, 
Mumbai Sea Port and Chennai Sea Port. 42.79 
per cent of the total exports of this commodity 
valuewise has been done through Nhava Shiva Sea 
Port in June, 1999. Mumbai Sea Port and 
Chennai. Sea Port come second and third with 
corresponding figures of 27.70 per cent and 5.80 
per cent respectively. al 


[Source : D.G.C.I. and S., Calcutta.] Pas 
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GENERAL MATTERS 


Initiation of Anti-Dumping Investigation Concerning Import of Black and White Photographic paper 
including both Resin/Fibre coated from U. K., France ant Hoansary . 


GOVERNMENT OF INDIA 
MINISTRY OF COMMERCE 

Directorate General of Anti-Dumping and Allied Duties) 
INITIATION NOTIFICATION 


New Delhi, the 27th August, 1999 


Subject : Initiation of anti-dumping investigation concerning import of Black and White Paotogray\~ 


paper including both Resin/Fibre coated from U.K., France and Hungery 


M F. No. 19/1/99-DGAD.—M/s. The New India Industries Limited (NIT) and M/s. Hindustan Photo Films 
anufacturing Company Linmited (HPF) have filed a petition, on behalf of the domestic industry, in accordance 
with the Customs Tariff (Amendment) Act, 1995 and Customs Tariff (Identification, Assessment and Collection 
of Anti-dumping Duty on Dumped Articles and for Determination of Duty) Rules, 1995 before the Designated 
Authority (hereinafter referred to as the Authority) alleging dumping of Black and White Photographic pap2r 
including both Resin/Fibre coated from UK, France, Hungery and Czech Republic and have requested for Anti- 


dumping investigation and levy of anti-dumping duties. 


2. Domestic industry standing : The petition has been filed by M/s. The New India Industries Limited (NID) 
and M/s. Hindustan Photo Films Manufacturing Company Limited (HPF) having registered Office at 


Jetalpur Road, Post Box 
respectively. 


No. 2511, Baroda-390 005 and Post Bag No. 1, Indu Nagar, Ootacamund-643 005 
Authority learns that M/s. Allied Photographic India Limited (APIL) is the distributor 


for M/s NH. M/s. APIL is also an importer of the subject goods as indicated in para 3,, The Autho- 


rity on the basis 
management, bran 
related. However, the Authority 


the petition, since even in the event of exclusion of M/s. NII from the scope of domestic industry, 


of evidence on linkages between M/s NII and M/s. APIL through common 
d name and share holding pattern notes that M/s NIT and M/s APIL appear to. be 
also notices that exclusion of M/s NII does not affect the standing of 
M/s. 


HPE the other producer represents the domestic industry in totality. The Authority, therefore, considers 


it appropriate to include M/s.NII in the 
to the domestic industry. 


3. Product involved : The product involved in the 
paper including both Resin/Fibre coated (here 
and Hungary originating in or exported from the subject coun 
under Custom Sub-headings 3703.10 and 3703.90 respectively of the 
classification is however, indicative only and is in no way binding on the scop 


4, Countries involved : The petitioner has alleged dumping of BI 
ding both Resin/Fibre coated from U.K., France, Hungary, SZeC 
Authority excludes Czech Republic from the scope of present investigation 
Republic during the period of investigation as 

tries involved in the present investigation are, therefor 
referred to as subject countries). 


as imports from 


5, Like articles : The petitioner has claimed that the goods produced by 


Tariff under sub-head 3703.10 and 37 
mentioned that there is no significant difference in their pro 
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scope of investigation for the purpose of determination of injury 


present investigation is Black and Waite photographi® 
inafter referred to as subject goods) from UK, France 
tries as indicated in para 4 and classifiec 
Gusto.ns.,. Tariff Act, 91975. 
eof the preseat iavestigatioa. 


The 


ack and White photographic paper inclu- 
and Czech Republic. However, 


the 


Czech 


indicated in para 11, appear to be deninimis. The counore 
e, UK, France and Hungary (herei nafter also 


them andas classid2d by Cusion 


03.9) have no viable substitute. The petitioner fis Further 
d uct and those exported by the sudj2ct cou1-~ 
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8, 


The two are similar in terms of physical characteristecs, m1 1fa ciuciay 9793353 'tes 11d 937, FLY 
ctions and uses, product specifications, pricing distribution and mirketing aad tacit classifsatina art, 

i j 1 H tpiax “tI Hs s ‘ 
therefore, be treated as like articles to the goods imported from the subject courtries within ths m2a1ing 
of the rules. 


Normal value : The petitioner has claimed normal value bas2d on sacondary sources of informitioy 


which give information based on the market sources, regarding domestic prices of the subject goods in th? 
subject countries. 


Export Price : The petitioner has claimed Export price based on secondary sources, which provide 
information on export price of subject goods to India, and import price of subject goods in India. 


Dumping miargin : There is sufficient prima-facie evidence that the normal value of the subject goods in 
the subject countries is significantly higher than the price at which it has been export _ ed to India indicating 
prima-facie that the subject goods are being dumped by to exporters from the subject countries. 


Injury : Various parameters relating to injury such as suppressed domestic prices, sales below the cost of 
production resulting in per unit losses, decline in capacity utilization etc. prima-facie dumping indicate 
collectively and cumulatively that domestic industry as suffered materials injury on account of dumping, 


10. Initiaticn of anti-dumping investigation : The Authority in view of the foregoing paragraphs initiates anti- 


dumping investigation into the existance, degree and effect of alleged dumping of the subject goods >: 
originating in or exported from subject countries. 


\ 


11. Period of insestigativs : The period of investigation for ‘the purpose of present investigation is 1-4-98 to 


12: 


13. 


14. 


15. 


30-6-99. 


Submission of information : The exporters in the said countries and importers in India known to be 


concerned are being addressed separately to submit relevant information in the form and manner 
prescribed and make their views known to :— 


Mrs. Rathi Vinay Jha, Designated Authority & Additional Secretary, 
Government of India, 


Ministry of Commerce, 
Udyog Bhavan, 
New Delhi-110 O11. 


Any other interested party may also make its submissions relevant to the investigation in the prescribed 
form and manner within the time limit set out below. , 


Time limit : Any information relating to the present investigation should be sent in writing so as_ to 
reach the authority at the address mentioned above not later than 49 days from the date of publication 
of this notification. The known exporters and importers who are being addressed separately arc however 
required to submit the information within 40 days from the date of letter addressed to them separately . 


In terms of rule 6(7) any interested party may inspect the’ public file containing non-confidential versions 
of the evidence submitted by other interested parties after expiry of time limit set out. 


In case where an interested party refuses access to or otherwise does not provide necessary information 


within a reasonable period, or significantly impedes the investigation, the Authority may record its findings 


on the basis of the facts available to it and make such recommendations to the Central Government as 
deemedt. ; 


Sd,/ 
Designated Authority 


[Source : Ministry of Commerce, Govt. of India, New Delhi.] 


° 
e 
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FOREIGN TRADE. STATISTICS 


PRESS NOTE 
India’s Foreign Trade in July, 1999 


Provisional data of India’s Foreign Trade in Merchandise during July, 


1999 along with the comparative data 
for the corresponding period of the previous year are given below :-— 


(Value in Rs, Lakhs.) 


Type of Trade July April to July 
MN 0a ror cog 1999 ae 
prota Provisional Revised ‘Provisional Provisional eee 
data (a) data (b) data (c) data (d) data (b) data (c) 
eee ee. Ole Ae OT 
sxports & Re-exporis 1320925 1270526 1296366 4746684 4376670 4468018 
[mports 1548454 1615112 1650919 6048818 5738821 5944351 


TE a SS SEEN ED La eae 


Crude oil exports is NIL during July, 1999. Export data for July, 1999 include data for Pet 
Mounting to Rs. 4945 Lakhs received from Ministry of Petroleum & Natural Gas, 
999 include data for Petroleum & Natural Gas. Import figures for July, 1999 include d 
> Rs. 315418 lakhs received from Ministry of Petroleum & Natural Gas. 


roleum products 
Import figures for July, 
ata for POL amounting, 


(a) As published in the Press Note for July, 1998, 


(6) Due to inclusion of supplementary data received from a Customs Houses subsequently, 


(c) Include supplementary data for April, 99 to June, °99 amounting to Rs. 255245 lakhs for exports and 

Rs. 2929900 lakhs for imports repoted by Customs Houses after publication of previous months Press 

| Note. The cumulative data for April to July, 1999 also include data of crude oil export amounting 

| to NIL. Export of Petroleum Products during April to July, 1999 amounts to Rs. 1299 llakhs and 

| Imports of Crude Oil & Petroleum Products during April to July 99 amounts to Rs. 1184439 lakhs on 
the basis of information supplied by the Ministry of Petroleum & Natural Gas. 
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Month-wise break-ups of supplementary data are given below 
(Value in Rs. Lakhs.) 


ane Daa 6) SY Ane Onna IG —-- 


Months EXPORTS IMPORTS | 
April, 1999 Nil 1543 
May, 1999 1667 57,796 
June, 1999 Nil Nil 
TOTAL 1667 59339 

Sd./ 


Director General 
Directorate General of Commercial Intelligence & Statistics 
Govt. of India, 
Ministry of Commerce. 
1, Council House Street, 


Dated : The 2nd September, 1999. Calcutta-700 001 


—_—<——S— 9 ee 
. 
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PART-C 


indian Tender Notices— 
GOVERNMENT OF INDIA 


MINISTRY OF DEFENCE 
BORDER ROADS ORGANISATION 


CHIEF ENGINEER PROJECT HIRAK, BRO COMPLEX, 
DARSHAN COLONY, NANDANVAN, PO : HANUMAN 
NAGAR, NAGPUR-440 009 


Supply and Stacking ef Stone and Stone Metal 


The Chief Engineer Project Hirak, BRO Complex, 
Darshan Colony, Nandanvan, PO: Hanuman Nagar, 
Nagpur-440 009 invites applications by or before 7th 
October, 1999 from approved MES|CPWD|PWD| 

’ Railway contractors for issue of tender documents for 
Supply and stacking of stone and stone metal 63-45mm 
size (Hand broken) for carrying out GSB and WBM 
work on road Godalwahi-Pustola in Gadchiroli dis- 
trict of Maharashtra State which is Estimated to Cost 
Rs. 70.25.lacs only. The applicant must attach with 
their applications a valid latest Income Tax Clearance 
Certificate alongwith Permanent Account Number, 
particulars of financial and technical resources, list 
of similar works, executed by them during last three 
years indicating the designation of Officers under 
whom such works were executed. The applicants are 
also attach tender cost amounting to Rs. 300 in the 
form of Deposit-at-Call Receipt in favour of CE(P), 
Hirak payable at SBI, Medical College Area Branch, 
Nagpur. Apart from above applicants must attach 
the details of work load such as value of contract in 
hand (In lacs) and value of balance work out of above 
(In lacs). 


Sd./- 
Chief Engineer 
[No. §0137'/HrkiMS/Vol-I|04/E8, dated 9-9-99,] 
OFFICE OF THE 14 BRTF (GREF), Clo 99 APO 
Supply and Stacking of Crushed Stone 
; The Commander, 14 BRTF (GREF), Clo 99 APO 


Invites application from approved BRO| MES| PWD} 
CPWD contractors for issue of tender for the work 
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LATE ENQUIRIES 


“Supply and Stacking of Crushed Stone Chips 13.2 
mm, 11.2 mm and Sand/Crusher Dust for re-surfacing 
works between km 2.150 and 31.786 on road Lumia- 
BTK-Zimithang under 117 RCC Sector in Tawang 
District of Arunachal Pradesh. 


Last Date of Receipt cf Application : 29th Septem- 
ber, 1999. 


Estimated Cost: Rs. 8.71 lacs (Based on Sch ‘A’ 
rates). 


Applicants must attach with their applications, a 
valid Income Tax Clearance Certificate, particulars of 
financial and technical resources, list of similar works 
executed by them during last three years, indicating 
the designation of Officer under whom such _ works 
were executed. Application not accompanied with 
the above documents will be rejected. 


[No. 8001/576|01/E8, dated 3-9-99.] 


SORES PME STD SL amas eet S| 
Bi ks ek a a 


GENERAL RESERVE ENGINEER- FORCE 


OFFICE OF THE CHIEF ENGINEER, 
PROJECT PUSHPAK, Clo 99 APO 


Tender No. CE(P)Pushpak-13/99-2000 : Supply 
and Stacking of Stone Chips, etc. 


The Chief Engineer, Project Pushpak, Clo 99 APO 
invites application by 12th October, 1999 from appro- 
ved BRO|MES|CPWD|PWD|Railway contractor for 
issue of tender documents for supply and stacking of 
stone chips 13.2mm, 11.2mm and sand for resurfacing} 
widening works between km 15.145 to km 31.120 
on Aizawl-Sairang(NH-54) road under 24 BRTEF 
under project pushpak in Mizoram State (km zero 
reckoned from Aizawl). The work is Estimated to 
cost of Rs. 33.35 lacs only. 


Applicants must attach with their applications, a 
valid Income Tax Clearance Certificate alongwith 
Parmanent Account Number. particulars of financial 
and technical resources, list of similar works executed 
by them during last three years and similar works in 


C779 


hand indicating the full designation and address of 
Officers under whom such works were executed|being 
executed, 


[No. §1297/03/E8, dated 10-9-99.] 


Tender No, CE(P), Pushpak-12/99-2000 : Supply 
and Stacking of Stone Metal, etc. 


The Chief Engineer, Project Pushpak, C'o 99 
APO invites application by /2th October, 1999 from 
epproved BRO MES CPWD PWD Railway contrac- 
tor for issue of tender documents for Supply and 
Stacking of Stone Metal 53-22.4 mm, Stone Chips 
22.4-2.8 mm between km 40.30 and km 43.00 and 
km 49.00 to km 50.00 for BUSG Works and Stone 
Metai 63-45 mm, 45-22.4 mm, Stone Chips 22.4-2.80 
ron, 13.2 mm, 11.2 mm, Sand and Stone Dust at 
km 62.00 (hot mix plant site) for Strengthening 
Works on Road Lailapur-Kawnpui-Sairang (NH-54) 
under project Pushpak in Mizoram State (km Zero 
reckoned from Silchar). The work is Estimated to 
Cost of Rs. 55.05 lakhs only. 


Applicants must atiach with their applications, a 
vahd Income Tax Clearance Certificate alongwith 
Permanent Account Number, particulars of financial 
und technical resources, list of similar works execut- 
ed by them during last three years and similar works 
in hand indicating the full designation and address 


of Officers under whom such works were executed| 
being executed. 


[No. 81296 06'E8, dated 10-9-99,] 


Tender No. CE(P), Pushpak-1499 2000 : Supply 
and Stacking of Stone Metal, etc. 


The Chief Engineer, Project Pushpak, Clo 99 
APO invites application by /2th Octoher, 1999 from 
ipproved BRO MES CPWD PWD Railway  contrac- 
ter for issue of tender documents for Supply and 
Stacking of Stone Metal 90-45 mm, 63-45 mm Stone 
Chips 13.2/11.2 mm and 10 mm for Surfacing Works 
on Road Sector km °15:145 to km 23.000 on 
Mzawl-Sairang (NH-54) Road under Project Push- 
pak in Mizoram State (km 


u Zero reckoned from 
Aizawl). The werk is Estimated to Cost of 


Rs. 66.02 lacs only, 


Applicants must attach with their 
valid Income Tax Clearance Certtific 
Permanent Account Number, 
and technical resources, list of 


applications, a 
‘licate alongwith 
particulars of financial 
similar works execut- 
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el by them during last three years and similar works 
in hand indicating the full designation and address 
of Officers under whom such works were executed| 
being executed. 


[No. 81298|03|E8, dated 10-9-99.] 


waar 
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GOVERNMENT OF INDIA 
CENTRAL INDUSTRIAL SECURITY FORCE 


MINISTRY OF HOME AFFAIRS 


(Provisioning Branch) 
Directorate General C.LS.F., Block No. 13, CGO Compkx 
Lodhi Road., New Delhi-03 
Phone 4363059 Fax :- 4361202 


Cloth Cotton 


Tenders are invited on behalf of the President of Ind’‘a for 
the supply of following items :— 

Tender No. PR-13013/( 1)/1/1999-2000/Prov-I. 
Last date/time for 


receipt of tenders:- 22nd November, 
1999., upto 11.00 a.m. 


Tenders will be opened on 22nd November, 1999 at 12.00 
Noon. 
liem Description of Stores Quantity 
No. 
1. Clotn Cotton Pagree Dyed Navy Blue 33,500 Mtrsg 


82 Cms, wide in Multiple of 5,5 Mtrs. 
piece length. 
Specification : 


TS: 7119-1973 with Amdt. No. 
3( Re-affirmed 1992) 


1 to 


Variety No. 1. 


Marking and Packing :- As per 
TS: 7119-1973 with Amdt. No. 
1 to 3 ( Re-affirmed 1992) 


Tenders are available for sale at this office against payment 
of Rs. 100 ( Rupees One Hundred only) from 10.30a.m. to 
1.00 p.m. and from 2.30 p.m. to 4.00 p.m. on all working days 
by Cash/ Money Order. Payment can also be made by De- 
mini Draft drawn in favour of A.O/DDO., CISF HQrs, 
payable at New Delii. No other mode of payment will be 
accepted. Tenderers desirous of having tender documetns 
by post shall add Rs. 30 towards postage. 


All firms who are not registered with DGS and D/NSIC 
for the subject stores as per specification shall be required 
to deposit Earnest Money of Rs. 14,740( Rupees Fourteen 
Thovsand Seven Hundred and Forty only) maximum alongwith 
their offer. The furs igsiced wit}, LCS and D/NSIC with 
some monetary I mits for the stores of reguired specification 
snall also be depositing Earnest Money equivalent to 2 per- 
cent of their tender value over and above their monetary 
limit 


Sd/- 
Assistant Inspector General 


- PR-13013 (1)/1 1999-2000/Prov.-1/08. 
Bera ea : dated 6-99-99.] 
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GOVERNMENT OF INDIA 
DIRECTORATE GENERAL OF NATIONAL SECURITY GUARD 
Proy. Dte. ““B’’ Block , 12th Floor, CGO Complex, Lodhi Road, New Delhi-110 063 


Blanket Barrack 


Sealed Tenders are invited by the DG, NSG for procurement of followirg ites 1+ 


Serial Tender No. & Description of Stores Quantity Last Date/Time for Tender Opening 
No. Tenucr Receipt Date/Time 


1. 16/99/CTS— 
Blanket Barrack Type ‘A’ j : 3 ; - 4,010 Nos. 21th October, 1999, 21th October, 1999, 


; 14.30 hrs, 15.00 firs. 
Spec’fication : IND/TC/1408 (m). 
Marking & Packing : As per IND/TC/1408(m) Preserva- 
tion, shade, feel & finish; *s per condition of contract 


and as provided in relevant clause of govern- 
ing specification No. LND/TC/1408(n1). 


Quotations should be sealed in envelope(s) superscribed “Quotation for (Name of Store/Item) due for opening on date” and 
Tender No., should be legibly men-ioned at the envelope(s). These can be dropped in Tender Box by han alsp. 


Tender documents can be purchased from Group Commander (Prov.} HQ NSG “B” Block 12ibh floor CGO Complex, Loh 
Road, New Delhi-03 (Tel. Ne. 4360700/Exin. 3338 ; Fax No. 4360208) against Cash paymentof Rs. 100 only from [0hrs to 13 lus. 
on all working days upto one day prior fo last date for su bmitt'ng tenders, Payment can also be made by Demard Drafiin favour >t 
PAO, NSG, payable at New Delhi. No other moce of paymen. will be accepted. Tenderers desirous to have Tender documet ts 
sent by post shall add Rs. 15 towards postage. In case the Tenaer opening date is declared a Central Govt. holiday in Delhi, tund:.s 
will be opened at same time on fhe next working day. 


NSG reserves the right to accept or reject any of the quotation without assigning any reason whatsuever. 


Sdl- 


Group Comniander (Provy.) 
HQ National Security Guard. 


[No,. A/608/99 /T/9/2131, dated 31-8-99,] 


GLOBAL TENDER 
MINISTRY OF FINANCE, GOVERNMENT OF INDIA 
BANK NOTE PRESS 
Dewas (M. P.)-455 003 
Rough Top Draw Sheet 


Sealed dual tender in prescribed form are invited for the supply of following items upto 16-00 hours :— 


Serial Name of Item Quantity ° Cost of Last date of Date of Opening 
No.4 1 the tender Selling the tender the tender 
1, Rough Top draw Sheet for Super Orlof 1,000 Mtrs. Rs.400 22nd December, 1999 23rd December, 1999, 
Printing Machine. (10 Rolls) or USD 10 


Size : 914mm (Width)XC.5mm thick x 
100 Mtrs. in running length. 


Prescribed tender form showing specifications, terms and conditions for supply of above items can be had from the Office of the 
General Manager, Bank Note Press, Dewas (M. P.) on any working day except Monday by M. O./D.D. Payable at Dewas, I.P.O.! 
Cash in favour. of Chief Accounts, Officer, Bank Note Press, Dewas (M. P.)-455 003. 


[Nos BNP/P/Importt/RS/99/GT/10, dated 25-8-99.] 
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GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA 
Material Management Division, Southern Reglon, GSI Complex (P.O) Bandlaguda, Hyderabad-500 068 


PC Pentium, etc. 


Open Tender Description of Items Required Estimated Remarks 
Tender Date Quantity Cost ~ 
No. (Approx.) 
Rs. 
10/99 24-08-99 (a) PC-Pentium-I, 450 MHz Intel Celeron Processor with Confi- 2 Nos. ] 
guration. f 
(b) HP 695C (or) Equivalent Colour Printer \ F ; : 1 No. f 95,000 ) 


(sc) 32X Creative External CD ROM Drive " e ; . 1 No. J 


Sealed tenders are invited from the reputed Government Suppliers for Supply of above Items at an Estimated Cost (Approx.) 
mentioned above. Tenders will be opened on 4th November, 1999 at 14-30 Hours. 


(*) Wherver the DGS&D rate Contract is concluded by the supplier should quote rate contract price and furnish a coay of 
rate contract with the Quotation. 


Tender schedules containing the details, Terms and Conditions may be had from the Dy. Controller of Stores, Material Manage- 
ment Division, Geological Survey of India, Southern Region, GSI Complex, Bandlaguda, Hyderabad-500 068. At a Cost of Rs.100 


per Tender Set by D.D. in favour of the Administrative Officer (Cash), Geological Survey of India, Southern Region, GSI Complex 
(P.O.), Bandlaguda, Hyderabad-500 068 between 11 a.m. and 3 p.m. upto Due Date. 


Sdl- 
Dy. Controller of Stores 


[No. 761/D-19015/5/99/MMD, dated 30-8-99.] 


GOVERNMENT OF INDIA 
DEPARTMENT OF ATOMIC ENERGY 
Directorate of Parchase and Stores, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-400094 
Sputter Coating System 


For and on behalf of the Presid ont of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
DPS/16/CAP/438— 


Manufacture, Testing, Supply and Guarantee of Automatic D. C. Sputter Coating System suitable for Metal 1 No. 
Co1ting on SEM samples complete with Pumping system and thickness Monitor as per Purcheser’s Tender Speci- 
fication required at Directorate of Purchase and Stores, Mumbai. 


Last Date for Receipt of Tenders : 16.30 hours on ist November, 1999. 
Last Date for Sale of Tender Documents : 27th October, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directarate of Purchase and Stores, Department 
of Atomic Energy, at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94 
between 10.30 a. m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relation Cell. The right to acczpt or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 


Asstt. Purchase Officer. 
(No. DPS/04/CAP/11823, dated 25-8-99 & No. DSP/TENDER/DAVP/161, dated 30-8-99.] 
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PC ISA bus Plug 


For and on behalf of the President of India, the Direcior Purchase and Stores, Directorate of Purchase and Stores, Departme rt o ; 
Atomic Energy, Bombay, invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 
DPS/04/1EE/15519— 
__ PCISA bus plug in HVPS and LN monitor card for multichannel analyser as per purchaser tender specific ation 
Last Date for Receipt of Tenders : 16.30 hours on ist November, 1999. 
Date of Opening of Tenders ’ 11.30 a. m. on 2nd November, 1999. a 
Last Date for Sale of Tender Set : 27th October, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Aotmic Energy, Directorate of o 
Purchase and Stores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushaktinagar, Bombay-400 94, 


between 11.00 a. m. and 3.30 p. m. on all working days. Postal requests should be accoumpanied by a Money Order toward 
the prescribed Cost of tender document and addressed to Accounts Officer at the Public Relation Cell. The right to accept o1 
reject the lowest or any tenders in part or full without assigning any reasons is reserved. 


. Sd/- 
Asstt. Purchase Officer. 
[No. DPS/04/TEE/15519, dated 21-8-99 & No. DPS/TENDER/DAVP/161, dated 30-8-99.] 


Current Test Equipment 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Departmer 
of Atoniic Energy, Bombay invites sealed tenders as detailed below :— 


y ; Tender No and Description of Stores Quantity 
PS /04/TEE/15507.—- 
PC based multifrequency Eddy Current Test equipment as per Purchaser’s tender specification 5 : § — 
Last Date for Receipt of Tenders : 16-30 hours on 3rd Noveniber, 1999. 
Date of Opening of tenders >: 11.30 a.m. on 4th November, 1999, 
4 Last Date for Sale of Tender set : 29th October, 1999, 


Tender documents Priced at Rs 300 can be obtained from Accounts Cfficer, Departm 
Purchase and Stores at Public Relations Cell. VikramSarabhaiBhavan,LowerG 
400094, between 11.00a.m. and 3.30 p.m.onallworkingdays. Postalrequestsshould beaccompan’ec by a MoneyOrdertowards3 
the prescribed Cost of tenderdocumentand addressed to Account: Office: atthe Public Relations Cell. The right to accept or re- 
lect the lowest or any tenders in part or full withoutassigningany reasonsisreserved. 


entof Atomic Energy, Directorate of 
round Floor, Anushak tiNagar, Bombay:- 


Q 
13 


Sd/- 
Asst. Purchase Officer 


[No. DPS/G4/ IEE/15507 dated, 21-08-1999, DPS/Tender/DAVP/161, dated 30-08-99, ] 


Accessories 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase an 


; Phi d Stores, Deparine: t 
of Atomic Energy, Bombay invites sealed tenders as detailed below 


Tender No. and Description of Stores 


(Quantity 
*DPS/11/IEE/3921.— 
Auger electron Spectroscopy ( AEFS)., Scanning Auge Microscopy (SAM) and Scanning Electron Microscopy _ 
. (SEM) Accessories for the existing ESCA System as per Purchaser’s tender specification. 
® ' 
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Last Date for Receipt of Tenders - 16-30 eours on 3rd November, 1999. 
Date of Opening of Tenders : 11.30a.m. on 4th November, 1999. 
Last Date for Sale of Tender set : 29th October, 1999. 


Tender documents Priced at Rs. 300 can be obgained from Accounts Oihcer, Derartinent of Atomic Energy, Directorate of ! 
Purchase and Stores, at Public Relations Cell., Vikram Sarabhai Bhavan, {Lower Ground Floor., Anushakti Nagar, Bombay-_ 
400094, between 11.00 a.m. and 3.30 p.m. onall working days. Postal requests should be accompanied by a Money Order to- 
wards the prescribed Cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept — 
or reject the lowest or any tenders in part or full without assigning any reasons is reserved, | 
Sd/- 
Asst. Purchase Officer 


[No. DPS/11/IEF/3921, dated 21-08-1999, DPS/Tender/DAVP/161, 
dated 30-08-99.] 


—_——— i 


Graphite Crucible 


For and on behalf of the President of India, the Director, Purchase and Stores, Diretcoate of Purchase and Stores, D> 
partment of Atomic Energy, Mumbai invites sealea tenders as detailed below :— 


Tender No, and Description of Stores Quantity 


DPS/04/ENG/23390,— ; : : 
Fabrication and supply of graphite crucible as per the technical specification and drawing enclosed with pur- 200 Nos. 


chaser’s tender document required at BARC, Trombay, Mumbai :- 400 085. 


Last Date for Receipt of Tenders : 16.30 p.m, on 4th November, 1999, 
Date of Opening of Tender : 11.30 a.m. on 5th November, 1999. 


Last Date for Szle of Tender Documents : Ist November, 1999. 


Tender documents priced at Rs. 390 can be obtained from the Accounts Odicer Directorate of Purchase and Storet 
Department of Atomic Energy at Public Relation Cell Lower Ground Floor, South Wing Vikram Sarabhai Bhavan 
Anushaktinagar, Mumbai 94, between 10.30a.m. and 3.00p.m, on all working days. Postal requests should be accompanie 
by a Money Order towards the prescribed Cosi of tender document and addressed to Accounts Officer at the Public Relation 
Cell. The right to accept or reject the lowest or any tenders in part or full without assigning any reasons is reserved. 

Sd/- 
Asstt. Purchase Officer. 


[No. DPS/04/ENG/23390, dated 25-08-1999, DPS/Tender/DAVP/ 
161, daied 30-8-99, 


—— 


Material Testing Machine 


For and on behalf of the President of India, the Director, Purchase and Steres, Directorate of Purchase and Stores, De 
partment of Atomic Energy, Mumbai invites sealed tenders as detailed below :— . 


' 
Tender No. and Description of Stores Quantity 
DPS/04/TPT/MIC/029.— ; | 
Manufacture, inspeciion, testing, supply and guarantee of floor model universal mi terial testing machine 1 No. 
(Screw driven) of capacity 100 KN as per purchaset’s :ender specification required at Our project BARC qi 
Trombay, Mumbai : 400085. 
Last Date for Receipt of Tenders : 16.30 p.m. on 4th November, 1999, | 

Date of Opening of Tender : 11.30 a.m. on Sth November, 1999. 


Last Date for Sale of Tender Documents: 1st November, 1999. 


Tender documents prices at Rs. 50@ can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Deparr. 
meat of Atomic Energy, at Pubilc Relation Cell , Lower Ground Floor , South Wing, Vikram Sarabhai Bhavan, Anushaktinegar, | 
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Mumbai-94 between 11 am and 300p.m.on al! Working days. Postal requests should be accompanied bya money Order 
wards the prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The righ to accept 
or rejectthe lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer. 


[No: DPS/04/TPT/MIC/029., dated 24-08-1999., & DPS/Tender/DAVP/161., dated 30-8-99] 


Incubator 


For and on behalf of the President of India , the Director Purchase and Stores, Directorate of Purchase and Stores, Department, 
of Atomic Energy, Mumbai, invites sealed tenders as detailed below :-— 


Tender No. and Description of Stores Quantity 
DPS /04/LAB/17255 ; Sk cance . : 
Supply of Two Chamber Water Jacketed co® Incubator with Hepa Alr circulation, required for Bhabha Atomic 1 No. 
Research Centre, Trombay, Mumbai-400 085 as per Purchasir’s Tender Documents. 
Last Date for Receipt of Tenders : 16.30 hours on 29th Octobcr, 1999, 
Date of Opening of Terders : 11.30 hours on Ist November, 1999. 
Last Date for Sale of Tender Set : 26th October, 1999, 


Tend-r docum: nts Priced at Rs 100 can be obtained frem Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushaktinagar, Mumbai-400 094 
btwn 11-00 a.m _ and 3-30 p. m. on all working days. Postal requests should be accompanied. bya Money Order towards the 
prescribed cost of tender document and address d to Accounts Officcr at th: Public Rilation Cull. = The right to accept or reject the 

lowest or any tendersin part of full without assigning any reasons is reserved. 


Sd]- 


| Asstt. Purchase Officer 
| [No. DPS/04/CAB/17255 dated, Nil & No. DPS/TENDER/DAVP/I61, dated 30-8-99. ] 


Pumping Staticn 


Por and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Teuder No, and Description of Stores 


Quantity 
'DPS/16/CAP/438 . 
_ Manufacture, Testing, Supply and Guarantee of Turbo Drag Pumping Station having Approximate Pumping 2 bling 
| specd 509 I/S for Ng} as per Purchascr’s Tender Specification required at Directorate of purchare and stores, 
| Last Date for Receipt of Tenders S 16.30 hours on 1st November, 1999, 
4 Last Datc for Sale of Tender Documents >: 27th Octobrr, 1999. 


___ Tender documents Prices at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
ol Atomic Energy, at Public Relation Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushakt inagar, Mumbai-94 
etwe n 10-30 a. m. and 30-9 p. m. on all working days. Postal requests should be accompanird by a Money Order towaras the 
prescrib-d cost of tender docum nt and addr2ssed to Accounts Officer at the Public Relations Cell.” The right to accept or reject 
the lowest or any tenders in part of full Without assigning any reasons is res-rved, 


ie 


Sdj- 


| : Asstt. Purchase Officer 
[No.DPS/16/CAP/438, dated 25-8-99. &N's. DPS/TENDER/DAVP/I61,. dated 30-8-99 ] 
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Directorate of Purchase and Storeas, Regional Purchase Unit (Manugura), 
S. D. Road, Secunderabad-500 003, Pyy > 7841063, Telex 


On behalf of the President of India, Regional Director,(P&S), Reg 
>urchase and Stores, Department of Atomic Energy, 204-207, Chandralok Complex, S 


‘encers as detailed below :— 


Tender No. and Description of Stores 


2PUM/CO/HW P/GIT/8061— 


Supply of Freon-(R12) in 60KG-100 Kgs. Capacity Cylinders conforming to IS : 


City. Office: 204-207, Chandralok Compiex, 
> 0425-2153 RPUM IN Fax :; 040-7843516 


ional snpply of Freou Purchase Unit (Manuguru), Directorate of 
.D. Road, Secunderabad-500 003, invites seale 
Quautity 


5610-1983 in returnable cylinders 5 MT 


as per the Technical Specification enclosed with our Tender Enquiry. 


(required for Heavy Water Plant, Manuguru, Andhra Pradesh.) 
Last Date far Sile of Tender Set 
and Time for receipt of Tender 


Last Date 


Date of Opening of Tenders 


The Tender form is priced at Rs. 100 per tender set and can be obtained fron th> 
bo: e address, between 11-00 a.m. and 4-30 p.m. on all working days against payment of C 
Accounts Officer, DPS, HRAU (CO) and payable at Secunderabad. 
vanizd by a Demand Draft, towards the prsecribed cost of tender d>cuments. 
lowest or aay tenders in part or fall 


he -ight to accept or reject the 


——— 
. 


Heavy Water Board, 5th floor, V.S. Bhawan, Anushakti | 
Anushaktinagar, Mumbai- 400094. 


Inconel 


For and on behalf of President of India, The General 
Manager ( Services), Heavy Water Board., Department of 
Atomic Energy, Government of India, Mumbai, ievites sealed 
end>rs as detailed under : 


HWB/BARODA/SH/99/01. 
: 1ith October, 1999. 
15th 


Tender No. 
L st Date of sale of tender set 


3 p.m, on 
October, 1999. 


3.30 p.m. on 15th 
October, 1999. 


L: st Date of Receipt of Tender : 
_Dte cf Opening of tender 


Rs 4,500 ( Rupees 
Four thousand five 
hundred only) 


Ecrnest Money Deposit 


Tre scope of work involves collection of material, its heat 


-eatnent, inspection, testing and delivery to destination as_ 


x 26th October, 


Tubes, etc. 


20th Oct>ber, 1999 upto 4-30 p.m. 
25th October, 1999 upto 3-00 p.m. 


1999 at 11-00 a.m. 


Asstt. Acz>dInts Otis3r, D2s, HRA), at the 
ash/Demand Draft, drawn in favour of 
Requests for purchase of Tender d>cum3nts sduld b> accom- 
Regional Director (P&S), RPUM Minuguru. _reservste 
withdut assigaing any reasons. 


Sd/- 
Asst. Purchase Officer 


[No. RPUM/CO/HWP/GII/3061, dated 26-8-99,] 


per the tender specifications n at an Estimated Cost of Rs. 
1.8 lakns. The material consisit of inconel 625 tubes - 108 
Nos. 48.2 mm OD X 4.45 Meter long and 96 Nos. of U-bend 
made out of 48.3. mm tubes with bend radius. 


Tender documents priced at Rs. 500 ( Rupees five hundreds | 
only) can be obtained from Accounts Officer, Heavy Water | 
Board, Department of Atomic Energy, Sth Floor., V.S. | 
Bnavan, Anushaktinagar., Mumbai :- 400094., between 11) 
a.m. and 4:00 p.m. on any working days from 6tn 
September, 1999 to 11th October, 1999. Postal requests 
should be accompanied by Demand Draft/Money Order for | 
Rs. 550 towards the prescribed cost of the tender and 
postal and incidental charges and addressed to Accounts — 
Officer, Heavy Water Board. The rigit to accept or reject 
the lowest or any tenders to part or full without assigning 


any reasons is reserved”. 
[No. HWB/GM (S)/SH/99/01/588, dated 2-09-99. ] 


JNDIAN TRADE JOURNAL, @. September 22, 1999. 


GOVERNMENT OF INDIA 


DEPARTMENT OF TELECOM 
(CIVIL WING) 


Office of the Executive Engineer (C), Telecom Civil Divn., 191B, Bhai Randhir Singh Nagar, 
Ludhiana 


Reconstruction of Compound Wall, etc., 


The Executive Engineer (C), Telecom Civil Division, 191B, Bhai Randnir Singh Nagar, Ludhiana invites on benalf of the 
President of India sealed item rate tenders for the follewing work from eligible contractors from the approved list of Department 
of Telecommunication ( Civil Wing)/Department of Posts (Civil Wing), C.P.W.D., M.E.S., Railways, Local P.W.D. Band R 
and allied departments of Local State P.W.D., eligible for tendering in respective State P.W.D. (Band R) for civil works. 


Me Central/S.ate Government/Undertakings shall also be eligible to tender for the work under usual terms and conditions apvlicab le 
to them from iime to time. 


Serial Name of Works Estimated Earnest jime 
No Cost Money Period 
put to 
Tender 
j Rs. Rs. 
1. Reconstruction of compound wall around TE building at Bharat Nagar Chowk, . 9,96,993 24,925 4 Months. 
Ludhiana. 
2. Provision of water supply from New tubewell to felecom qurtersin PandT . 3,42,945 8,574 3 Months. 
colony, Bhagu road at Bathinda. 
Notes ;— 


All the _intending tenderers other taan those enlisted in the Department of Telecom( Civil Wing), Department of Posts 
(Civil Wing) and CPWD - should _ nave completed satisfactorily at least three building works under Central Government/ 
State Government / Public Sector Undertaking Departments each costing : 


(a) Rs. 3 lacs ( Rs. Three Lacs) or more in value during the last five years for the work stated at Sr. No. 1. 


(6) Rs. 1.5 lacs( Rs. One point five Lacs) or more in value during the last five years for the work stated at Sr. No. 2 


ae 


The contractor (s) shall submit valid Income Tax Clearance Certificate and list of the works completed and in progress of 
the requisite magnitude alcng with attested copies of certificates/testimonials of their Satisfactory completion from 
the department concerned obtained from an Officer not below the rank of an Executive Engineer, in-cnarge of the work 


while applying for the issue of tender forms. The contractor shall also be required to submit the list of works in hand 
along with the details thereof. 


Conditions and tender forms can be had on application, upto 4.00 p.m. on all working days, from the office of the Exe- 


cutive Engineer (C), Telecom Civil Division Ludhiana on payment of Rs. 500 ( Rupees five hundred enly) per set (non-re- 
fundable) for tne works stated at Sr. Nos. 1 and 2. 


Applications for tender forms will be received upto 4.00 p.m. on 21st September, 1999 for the warks at Sr. Nos. {and 2. 
Tenders will be sold upto 4 p.m. on 27th September, 1999 for the works at Sr. 1 and 2. The tender fee is payable either in 
Cash or in the form of Indian Postal Orders/Money Order in favour of A.O. Telecom Civil Division, Ludhiana. 


Tenders will be received in this office up to 3.00 p.m. on 29th September, 1999 for the works at Sr. No. 1 and 2 and will 
be opened on the same day. 


The Earnest Money should be deposited in the form of Demand Draft/Deposit-at-Call Receipt drawn on Scheduled/ 


Nationalised Bank (guaranteed by R.B.I.) in the name of Accounts Officer, Telecom Civil Division, Ludhiana be sent along - 
with the tender. 


Tenders of contractors who do not deposit Earnest Money in the above manner are liable to be rejected. 
The tender papers shall not be issued by post. 
If there happers to be a Holiday on the above mentioned dates, the transaction will be made on the next working day. 


Sd/ 
Executive Engineer( C) 


(No. EE/TCD/LDH/4026-27, dated 27-08-1999. } 


Executive Engineer(C), Telecom Civil Division-1, Silchar 
Renovation of GMS Chamber, etc. 


The Executive Engineer(C), Telecom Civil Division-L, Silchar, invites for and on bzhalf of the President of India, sealed item rate 
ender from eligible contractors from the approved list of P and T, C.P.W.D., M.E.S., Railways, Mizoram aa Manipur State P.W.D. 
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(B and R), and other allied departments of Mizoram/Manipur State P.W.D, eligible for tendering in respeetive state P.W.D.(B and R) 
so be eligible to tender under usual terms 


for building works for the work detailed below. The central/State Govt. undertakings shall ai 


and conditions applicable to them from time to time. 


Serial Description 
No. 


1. Renovation of GM’s Chamber, Conference room including, providing carpet, 
PVC flooring, etc. in the oTice of the GM and Accounts section at r.E. building 
at Aizawl(Mizeram). 


(NIT No. EE/SC/TCD-I/NIT/46/1999-2000) 


2. Providing and fixing aluminium glazed partitions, PVC sheet flooring to make 
Officer Chamber General Manager and Director Finance in 3rd. Floor at Tele- 
phone Bhawan, Imphal(Manipur). 


(NIT No. EE/SC/TCD-I/NIT/47/1999-2000) 


Condition and tender forms can be had on applications from the office of the Executive Engineer(C), Tlecom Civil Division-I,, 


Estimated 
Cost 


Rs. 
5,89,761 


$331,080 


Earnest Time 
Money: Allowed 
Rs. 
14,744 . L.Month «) | 
: : 4. ie ; ; + 
{ ist } 
ha 
8,277 3 Months 


Silchar/Executive Engineer (C), Telecom Civil Division, Shillong on payment of Rs. 500(Rupees five hundred) only per set(non-refundable) 
upto 4 p.m. on all working days by the original Registered Ageney or his representative under power of Attorney duly registered. 
Application for tender forms will be recived upto 4 p.m. on 27th September, 1999 and tender form shall be issued to the eligible con- 


tractors upto 3 p.m. on 29th September, 1999. Tye tender fee is payable either by Cash or Crosse 
of the Accounts Officer, Telecom Civil Division-I, Silchar/Accounts Officer, Telecom Civil Division, Shillong. 


cossed Indian Postal Order/M.O. in favour 


The contractor shall shbmit original current Income Tax Clearance Certificate and proof of elnlistment). The list of works, com- — 
pleted and in progress of the requisite magnitude alongwith attested copies of cortificates/testimonials of their satisfactory comple- 


tion with final value af work done and actual date of completion from the department concerned, ob tained from an officer not below 


the rank of an Executive Engineer in-charge of the works must be submitted while applying for issue of tender forms. 


Condjtion .— 


All the intending tenderers should have experience 9f execution of similar works. They should have completed 3(Three)nos. of 


Building works cach costing more than Rs. 3(Three) lakhs during the last five years under Ceatral Govt./ 


State Govt./Public Sector under- 


taking departments. The cost of each building work shall be taken as the value of work done under single contract for that work and 
the work execution turnover shall not be less than Rs. 30(Thirty)lakhs in the past (Three) years. 


Tender forms shall be received upto 3 p.m. on Ist October, 1999 and shall be opened at 3.30 p.m, on the sam> day by the Exscutive 


Engineer(C), Telecom Civil Division-I, Silchar/Executive Engineer(C), Telecom Civil Division, Shillong. 


The Earnest Money should be deposited in the form of Demand Draft/Bankers pay order fron any Schedule Bank, guaranteed by 
the Reserve Bank of India and drawn in favour of The Accounts Officer, Telecom Civil Division, Silchar, Payable at Silchar. 


Tenderer shail submit Exrnest Money deposit(E.M.D.)in a sealed envelope of small size marked(A)and tender dosiments in second 


sealed envelope marked(B) and both the envelopes shall be submitted in a third scaled cover. 


The. particulars of work etc. areto bs 


indicated in all three envelopes properly, While opening tenders first enveloep marked(A)shall be opened and in case there is no Earnest 
Money in proper from or in defective manner, envelope (B) shall not be opened and tender will be summerily rejegted: icy 


GOVERNMENT OF INDIA 
MINISTRY OF WATER RESOURCES. 


Office of the Executive Engineer, Head Works Dlvn. I/F. B. Project., P-O. ; Farakka Barrage, Dist:- 


Murshlidabad., West Bengal Pin:- 742 212 


Painting of Hoist Bridge, etc. 
Tho. Executive 


C788 


tiv Enginesr, Had Works Diva., I/Farakka Barrag> Project., P.O.:- Farakka Barrag>., Dist. :- Marshidabad., 
West Bengal invites sealed tendsrs for and on b2half of th> President of Indiv in CPWD:8 Fo-:m fron th? borvfids, . experienced 
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Sd/- 


Executive Engineer (C) 
[No. 23/70/TCD/SC/1509, dated 27-8-99.] 


Te} 


and resourceful registered Contractor’s of C.P.W.D./State P.W.D./M.E.S./Railways/P.H.E./F.B.P> of appropriate classes 
3.30 p.m. on 6th October, 1999 for the works as mentioned below :— ihe: ahi sing rama anche 


Serial Name of work Estimated Earnest Price of Time 
No. Cost Money Tender allowed for 
documents carrying Out 
the work 
Rs. Rs. Rs, 
1. Painting of Hoist Bridge, Trestles, counter-weight Boxes, 639,179 15,979 500 6 Months. 


Gantry Cranes, chequered plate, etc. of Farakka Barrage 
from Bay Nos. | to 94. 


Tenders will be opened by the undersigned on the same day at 4.00 p.m. in his office Chamber at Farakka in presence of 
the attending tenderers. Details of Tender forms, specifications, Drawings, terms and conditions etc: defined as ** Tender Docu- 
ments ‘” (not transferable) may be had from the Office of the Executive Engineer Head Works pyision Noa. [/F.B. Project at 
Farakka during the office hours every working day on and from Ist October, 1999 on payment of prices of the Tender Document 
as mentioned above (non-refundable) in Cash per set for to each work. Earnest Money shall be deposited in Treasury challan/ 
Deposit-at-Call/Bank Draft from the Scheduled Bank guaranteed by the Reserve Bank of India alongwith Tenders under sealed 
covers. Intending tenderers shall apply to the Executive Engineer, Head Works Divn.,No. 1.F.B project for issue of ** Tender 
Documents ” giving sufficient —_details of experience and other qualifications/resources etc,for this type of job alongwith latest 
assessment year valid Income Tax and Sales Tax Clearance Crtificates. The President of India reserves the right to refuse to issue 
Tender documents, if in the opinion of the Engineer-in-Charge the application (s) has not sufficient proof of experience or resources, 
etc. Before purchasing Tender Document the intending tenderers may. also see the details of specifications, Diewings, terms 
and conditions, etc. in the Office of the undersigned on any working day and hours specified above. The Tenderer who do not de- 
posit Earnest Money in the prescribed manner, their tender will liable to be rejected. 


Applications for issue of Tender Documents will be received on 24th September, 1999 upto 4.00 p.m. andthe issue of 
Tender Documents will be stopped on 4th October, 1999 at 4.00 p.m. p me 
Sd/ 


Executive Engineer 


[No, HWD-1/DB-238/11/1782, (22), (We), dated 30-8-99.] 


GOVERNMENT OF INDIA Srl Ne. 16 
MINISTRY OF HOME AFFAIRS Please read time and date for opening of tender 
: for Fire Fighting Equipment 7th September, 1999 
TEAR SMOKE UNIT, BSE (12-00 hrs.) and time and date for opening of tender 


for Agitated Nutsche Filter at 27th September, 1999 
(12-00 hrs.) instead of 7th September, 1999 (12-00 
hrs.) for both of above items. 


TEKANPUR, GWALIOR (MP) 
(ISO-9002 CERTIFIED UNIT) 


Tele No. : 0751-74200|75067, Ext. 406. 
Fax. No. ; 0751-75067, E-mail gmtsu @ gwrl.dot.net.in 


All other terms and conditions remain unchanged. 


Fire Fighting Equipment Sd./- 


aa . at General Manager 
Reference : This Office Tender No. TSU|MC/412| [No. TSU MC|OT|412/99-2000/8511-12, dated 


OT|HW/(|99-2000, dated 22-7-99 (DAVP 3105 9-9-99. | 
(466) 99). ALE oe Toth to 

lies pis® aqui Ivh to GOVERNMENT OF INDIA 

— CORRIGENDUM MINISTRY OF URBAN DEVELOPMENT 
BI SHpoNoibS a bie REGIONAL STATIONERY DEPOT 

Please read time and date for receipt of tender NETAJI NAGAR, NEW DELHI-110 023 

for Fire Fighting Equipment at 7th September, 1999 

(10-00 hrs.) and time and date for Agitated Nutsche Clearance, Handling & Transportation of Stores 
Filter at 27th September, 1999 (10-00 hrs.) instead 

of time and date for receipt of tender at 7th Septem- On. behalf of the President of India, the Asstt. 
ber, 1999 (10-00 hrs.) for both of above items. Controller, Stationery Depot, Govt. of India, Regional 
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Stationery Depot, Netaji Nagar, New Delhi-110 023 
invites sealed tender for clearance, handling and Trans- 
portation of consignments of stores (Paper & Station- 
ery) from Delhi|New Delhi Railway Station|Delhi 
Kishan Ganj and from any other place in Delhi|New 
Delhi to Regional Stationery Depot, Netaji Nagar, 
New Delhi and vice-varsa for a period of one year 
from ist December, 1999 to 30th November, 2000. 
Terms and Conditions governing the contract are 
enclosed with the tender forms, copies of which can 
be had from the Asstt. Controller Stationery, Regional 
Stationery Depot, Netaji Nagar, New Delhi-110 023 


— 


during Office Locrs on any working day upto 11th 
October, 1999. Tenders on prescribed form may be 
submitted in sealed covers superscribed tender for — 
transportation so as to reach the Asstt. Controller 

Stationery wy Sth November, 1999 (1-00 p.m.) at the - 
latest. Tenders will be publicly opened on the same 
day i.e. Sth November, 1999 at 3-00 p.m. 


Sd.|- 
Asstt. Controller, Stationery 


[No. L-16020/1/99-Estt.(2151), dated 10-9-99.] 


oo 


GOVERNMENT OF INDIA 
PLANNING COMMISSION 
NATIONAL INFORMATICS CENTRE 


A-BLock, CGO ComMPLEx, Lopnr Roap, i 
New Detruti-110 003 


Supply Testing, etc. of Wireless Access Network | 
Extension of Time 


CORRIGENDUM 


Tender Notice No. NIC/PS(T)/99/03. 


The last date for receipt of bids for the supply, 
testing, installation and commissioning of Wireless 
Access Network Backbone at various cities of the 
country, invited vide Tender Notice No. NIC|PS(T)| 
99 03, publishet in the Indian Trade Journal issue, 
dated 11th August, 1999 is extended upto 15 hours 
on 11th October, 1999 which will be opened at 15 
hours on the next day ie. 12th October, 1999. The 


last date for obtaining the Tender Document is also 
extended upto 4th October, 1999, 


Sd./- i 
Director(Technical Purchase) 


Tele No. (91)11-436 2628. 
E-mail Subblah@ hub.nic.in. 


[No. 5(7)|99-PS(T), dated 14-9-99, Received 
through Fax. ]} 


‘ 


GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT 


Offiec of the Executive Engineers, R.C.D., CWPD, Kothicompound, Rajkot-360 001: 


/Construction of A-] type School Building 


The Executive Engineer, R. C. D., CPWD, Rajkot, invites item rate sealed tenders, on behalf of the President of India, from 
approved and eligible contractor of CPWD and those of appropriate class borne on the list of M. E. S., Railways‘and  De- 
partment of Telecommunications and State PWD of Gujrat upto 15 Hrs. on 15th October, 1999 for the work of :— 


Serial 


Name of Work 
No. 


1. C/O SA-1° Type School Building including internal W/S, S/1 & 


Drainage for Kendriya Vidyalaya at Porbandar. 


C790 


Estimated Earnest Time Limit 
Cest Money 
_ Rs. Rs. 
72,31,903 1,00,000 15 Months 


‘Including Monsoog 
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N. B.— 

1 Tender forms to the contractors not registered with CP WD will be issued provided they are registered in the above department 
in the appropriate class and are borne on their list and they produce documentary evidence from appropriate authority of 
having satisfactorily completed at least three similar works each costing not less than 30 per cent of the Estimated Cost put to 
tender during the last five years. 


For similar work only works pertaining to RCC framed structure or load bearing structures having any type of foundation 
will be considered. 


Works executed for any private body will be considered only if contractor produces the tax deduction at source Certificate 
indicating the date and value of the completed work. : 


2. Further all the intending tenderers are required to submit along with tender application the list of completed works and the 
works in progress during the last five financial years. They are also required to submit list of mgchinery in their possession 
and the details of technical and supervisory staff employed by them. 


3. Tender documents excluding standard fo ms can be had from the office of the undersigned on all working days between 11 
hrs. and 16 hrs. on payment of Rs. 1,000 in Cash, non-refundable, on production of vald ITC Certificate. 


4. The Sale and Receipt of Tender Documents will be as under :— 
(i) Last date of receipt of applications for issue of tender forms upto 16 Hrs. an 11th October, 1999. 
(ii) Last date of issue of tender forms upto 16 Hrs. on 12th October, 1999. 
(ili) Last date of receipt of tender forms upto 15 Hrs. on 15th October, 1999. 
(iv) Opening of tenders in the office of undersigned at 15.30 Hrs. on 15th October, 1999. 
5. Earnest Money should be deposited in the State Bank of India and receipted Chaljcn enclosed with the tender or Deposit- 
at-Call Receipt in favour of Executive Engineer, Ahmedabad Central Division, C. P. W. D., Ahmedabad issued by a scheduled 
Bank guaranteed by Reserve Bank of India must accompany the tender. 
6. Tenders of the contractors, who do not deposit the Earnest Money in the above manner are liable to be rejected. 
Sd/ 
Executife Englneer 
[Na. 12 (26)/RCD/99/159, dated 24-8-99.] 
Office of the Executive Engineer, Rajkot Central Division, C,P.W,D, Kotbi Compound, Rajkot-360 001 
CoJNV 
PRESS NOTICE 
The Executive Engineer, Rajkot Central Division, Central P.W,D., Rajkot (Guirat), invites on behalf of the President of India 
sealed item rate tenders from approved and cligible contractors of CP WD. and those of appropriate list of P&T, M:E.S, and State 
P.W.D. of Gujarat and those registered in State Irrigation, Public Health, Highways Departments ete., provided they are eligible for 
tendering for the State P.W.D. Works. 
Tender Forins will be issuecito the appropriate class of non CPWD Contractors only if they produce documentary evidence 


Bom the above menti@ned departments including C P WD of having executed atleast three Works of the value of Rs 15 lakhs.each 
satisfactorily. . 


Cost of 


Serial Name of Work Estimated Earnest Tender Time 
No. Cost Money Form Limit 
Rs. Rs. Rs. 
1. C/o J.N.V. at Targhari, Dist. Rajkot under Phase ‘B’ S.H. C/o 26,46,776 66,169 500 11 Months 
6 Nos. Type-III 1 No. Type-II 6 Nos. » Type-I Quarters i/c (non-re- __i/c monsoon 
Internal W/S, S/I and Drainage. Jundable ) 


Receipt of Application for— 
Issue of Tender Forms : Upto 4p.m. on 4th October, 1999 
Issue of Tender Forms .: Upto 4 p.m. on Sth October, 1999 
Receipt of Tenders : Upto3 p.m. on 8th October, 1999 
Opening of Tenders : At3-30p.m, on 8th October, 1999 
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Tender Forms can be had from this office between 11 a.m. and 4 p.m. everyday except on Sunday and Public Holidays. 
Tender Forms will not be issued unless valid Inccme Tax Clearance Certificate and Registraticn Certficztes ate piceicd, 


The tender and the Earnest Morey shall b i : 
a Zarne: y shall be placed in Separate Sealed envelopes each marked ‘Tender’ and ‘Earnest Money’ 
eaperively. phew the envelope shall be submitted together in anocher sealed envelopes. The envelove marked Tcnder of aay a 
tenders shall be opened, whose Earnest Money placea in the other envelope is founa to be in order. ; 


The tenders of the contractors, who do not deposit Earnest Money in the above manner are liable to be rejected. 


Sa 
Executive Engineer 


[No. 12/26/RCD/99/158, dated 24-8-99.] 


T he Executive Engineer Elect, Chennai Central Elecrical 
Division-I1}, Central PWD, Thirumangalam, Annanagar 
Chennai-500 040 


No.24 (2) 99/CCED III| 1734 : Replacement of Feeder cable, etc 


The Executive Engineer Elect., Chennai Central Electiral Time allowed : Six months 
Division-III, Central PWD, Thirumangalam, Annanagar 
Chennai-40 on behalf of the President of India invites sealed Cost of tender forms : Rs. 500 ST 8 pet cent + SC on ST j 
item rate tender form approved and eligible class contractors of 20 per cent =548 
CPWD P&T Railways MES and State PWD upto 15.00 


hours on 30the September, 1999 for the following works :— The tender forms and other conditions can be had from the 


above office on all working days between 11.00 hours and 16.00 

Name of Work <1. Replacement of Feeder cable of Feeder hours on production of latest Income Tax Clearance Certificate 
Pillars for Residential buildings at CRPF Avadi. Chennai-65. and proof of enlistment, etc. 

1. The last date of receipt of application : 27th September 

Estimated Cost : Rs. 2 19,650. 1999. Pp ? 


Earnest Money Depsit : Rs. 5,491 2. The last date of issue tender from : 28th September, 1999 


Security Deposit : 10 per cent of tendered amount. The last date for receipt of tenders : upto 15.00 brs. on 
30th September, 1999. 


Time allowed : Six months. 
The tenders will be opened on the same day 1.¢. 30th September, 


Cost of tender form : Rs. 500 + ST 8 per cent + SCon 1999 at 15.30 hours. Tenders of the contractors who do not 
deposit EMD is liable for rejection summarily. The Earnest 


ST 20 percent =548. 
Money should be Deposited in the form of Demand Draft drawn 
in favour of the Executive Engineer (EF), Chennai Central 
Name of Work :2. Replacement of Street Light cables Electiriacal Division No. Ill, Central PWD, Chennai-600040 


at CRPF Avadi. Channai-40. 
Estimated Cost : Rs. 5,08,120. Sd|- 5 
Executive Engineer (E) 


Farnest Money Deposit ; Rs. 12,703. 


Security Deposit < 10 per cent of tendered amount. (No. 24 (2) 98-CECD-I1I/1734, dated 31-8-99.] 


GOVERNMENT OF INDIA, MINISTRY OF DEFENCE 
DEFENCE RESEARCH & DEVELOPMENT ORGANISATION 
Interim Test Range, Chandipur-756 025 (Orissa) 


Supply of Digital Storage Oscilloscope, etc. 


Sealed Tenders are invited on behalf of the President of India from reputed Firms/Manufacturers for the supply of the following : 


Serial Tender No. Brief Description Quantity ~ Cost of 
No. Tender ; 
Documents | 
Rs. 
1. ITR/MMG/REQ/99/ 113/RRD Digital Storage Oscilloscope . : : 1;No..4 100 
2. ITR/MMG/REQ/99/114/RSD Portable Explosive Detector . : 3 eee 100 
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Serial Tender No, Brief Description Quantity | Cost ot 


No. Tender 
Documents 
Rs. 
3. ITR/MMG/REQ/991115/TC Multifuunction Calibrator, 7 g d 1 No. 100 
4. ITR/MMG/REQ/99/116/TM Signal Generator . , : ‘ ‘ ees 100 


2. Tender documents and detailed specifications can be obtained from Interim Test Range. Chandiput-756 025 (Orissa) on 
yayment of said amount by separate Demand Draft for each Tender in favour of the Director, TR, Chandipur-756 025 drawn on SBI 
Chandiput (Code 5755) to reach ITR by post on or before 23rd November, 1999 and by person on or before 6th December, 1999. 

3. Quotations for the above should be in Indian Rupees only. 


4, Offers complete in all respect ate toreach here before 9-30 hours on 7th December, 1999 and will be opened at 10-00 hours 
onthe same day. 


(No. ITR/MMG/OPTEND/99/06, dated 1-9-99.] 


Supply & Installation of Electric Pilot Balloon 


Seald Tenders are invited on behalf of the President of India from reputed Fir &s/Manufacturers for the supply of the following: __ 


Serial Tencer No. Brief Description Quantity Cost of 
No. Tender 
Documents 
Rs. 
1. ITR/MMGREQ/99/100/MET Supply & Installation Electronic Pilot 1 No. 100 


Baloon Theodolite with Accessories 
2. Tender documents and detailed specifications can be obtained from Interim Test Range, Chandiput-756 025 (Orissa) on 
payment of said amount by separate Demand Draft for cach Tendet in favour of the Director, ITR, Chandipur-756 025drawn on SBI 
Chandiput (Code 5755) to reach }TR by post on or before 26th October, 1999 and by person on or before 8th November, 1999. 
3. Quotations for the above should be in Indian Rupees’ only. 


_ 4. Offers complete in all respect are to reach here before 9-30 hours on 9th November. 1999 and will be opened at 10-00 hours 
on the same day. 


[No. ITR/MMG/OPTEND/99/05, dated 27-8-99.| 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
Office of DGAFMS/DG-2E(RC-Cell),‘M’ Biock, Minlsiry of Defence, New Delhi-110001 
Antacid Gel 
Sealed Tenders are invited by Office of DGAFMS Ministry of Defence for and on behalf of the President of India, from the reputed 


‘manufacturers, who are registered for the product with DGQA/DGHS for the supply of undermentioned Medical Item, on Rate Con- 
‘tract basis, for'a period of one/two years :— 


Serial Tender Enquiry No. PVMS No. and Brief ‘ Cost of Time and date fixed for 
No.]j Description of Stores Tender ee ae A --— == - 
Receipt of Tender Opening of Tender 
Rs. 
1. 42966/DGAFMS/DG-2E/RC-Antacid Gal/99-2009/19— 
01564—Antacid Gel each 5 ml. containing Dried Aluminium 309 29th Octoder, 1999 29th October, 1999 
Hydroxid> G21 IP 250 mz., Migazsium Hydraxid? NF 250 mg. At 10.30 Hrs. At 14.30 Hrs, 


and Methyl Puolysiloxane 50 mz.(as per NFDbattle of 40) ml. 
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Notes :— 
1,. Complete Tender forms are obtainable on working days between 2.30 p.m. and 4.30 p.m. from the Receiption Office of Land M 
Block of DGAFMS, New Delhi-110001 on payment of the cost(Non-refundable)in the shape of Bank Draft in favour of CDA 

Hars. ‘G’ Block, New Delhi-110 001 with the validity of minimum of six months together with valid registration certificate o 
DGQA/DGHS, valid manufacturing licence, and latest Income Tax Clearance Certificate. Tender will not be sold on the date 


of Tender opening and holidays. i 
2. Tenderers should specify their full postal address clearly in Block Letter in all correspondence. i 


3. Tenders must be submitted in the prescribed forms failing which these are likely to be ignored. 


4. Tender Enquiry sets will be issued on production of Registration Certificate of DGQA/DGHS and Drug Licence for 


gach of - 
the Tender Enquiry item on deposit of requisite fee. - 
5. 2.5 per cent of annual drawal will be deposited as security deposit, when the RC is to. be concluded. 


6. If the stores are not tendered for inspecton within original delivery period i.e., before 21 days, 2 per cent LD/0.2 per cent token 
LD per month will be charged at the decretion of purchaser. kta 


7. The bills of all consignee will be forwarded together to DAC, Individual consignee bill will not fowarded separately. 
8. For Destination(Door to Door delivery at consignee premises through Road Transport), 

9. Tender Sets are not transferable. 
10. The purchaser reserves the right to accept or reject any or all the tenders without assigning any reasons whatsoever, 


11. If the tender opening date falls on a holiday then the same will be opened on the next tender opening day. 


Sd/- 2 
Lt Col 
RPO(DG-2 Group). 


(No. 4202/ DGAFMS/RP/RC-Medical items/99-2000, dt. 31-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 


wih tt 


Ordnance Clothing Factory, Shahiahanpur-242 001 
OPEN TENDER ENCUIRY (DRAFT TENDER) 
Pile Fabric 


The General Manager, Ordnance ClothingFactory , Shahjahanpur (U.P.) invites sealed tender for the purchase of following item(s) 
on behalf of the President, of India. 


Tender Enquiry No. : 4108/PV/5646. 
Date : 31st August, 1999. 
Tender Opening Date & Time : At 14.30 hrs. on 26th October, 1999. 
Inspection Authority : The Controler, CQA (T&C), P.B. No. 294, Kanpur. 
Inspection Officer The SQAO/SQAE of Area Concetned or his Authorised Representative. 
Serial Ttem Quantity Specification 
ies Pile Fabric acrylic and Polyester blended Silverknitted 30084.00 Mtrs. Prov/S/5387/ 
Polyester Backing off white 145 Cm. in Tumbled Finish. sliver Gar/TC-19. 
Further details available in Tender Form. Tender documents can be obtained from_ the Office of the General Manager, Ordnance | 
Clothing Factory, Shahjahanput on any working day by paying Rs. 250 as per schedule given below. ;— if oi 
. a, 


On Cash Payment upto : 23rd October, 1999 and q 


On Payment Through Money Order upto : 11th October, 1999. 
Note : Demand Draft/Cheque and Postal Ordet as a Cost of tender documents will not be accepted. | 


Tender sets duly completed should reach before opening time and is non-transferable. se | 
) Works Manager 


[No. 4108/PV/5646, datod 1-9-99] 
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High Density Polyethylene 


The General Manager, Ordnance Clothing Factory, Shahjahanpur (U.P.) invites sealed tender for the purchase of following item(s) 
on behalf of the President of India, 


Tender Enquiry No. > 4108/PV/563¢. 
Date : : 21st August, 1999. 
Tender Opening Date & Time : At 14.30 Hrs., on 21st October, 1999 
Inspection Authority : The Controller. /CQA (T&C), P.B. No. 294, Kanpur. 
Inspecting Officer : TheSQAO/SQAE of Area Concerned er his Authorised Representative. 
' re) Item Quantity Specification 
GC. 


1. High Density Polyethylene Dot Coated Printed Fusible Inter lining 100Cms. 730.000 Mtts. IND /TC/2089(a) 


Further details available in Tender Form. Tender documents can be obtained from the Office of the General Manager, Ordnance 
Clothing Factory, Shahjahanpur on any working day by paying Rs. 50 as per schedule given below, 


On Cash Payment upto : 18th October, 1999 and 
On Payment Through Money Order upto : 6th October, 1999. 
Note : Demand Draft /Cheque and Postal Order as a Cost of Tender Documents will not be accepted. 


Tender sets duly completed should reach before opening time and is non-transferable. 


Sd- 
Works Manager 


[No. 108/PV/5630, dated 22-8-99.] 
Ordnance Parachute Factory, Kanpur-208 004 
Supply of Drill Cotton Disruptive Patt. 


For and on behalf of the President of India, the Gnerneral Manager, Ordnane Parachute Factory, Kanpur invites sealed tende rs 
for the supply of following stores :— 


Serial Tender No. and Nomenclature of Stores and Quantity 
No. Date Specification 
1. CF-438/99000298/PROV/TENDER, Drill Cotton Disruptive Patt. 142 Cms. Var+3 .. . 35,390.00 Metres 
dated 27-8-99— Drill Cotton Disruptive Pat. Vat. Printed (Variety No. 3 


- Width 142 Cms. : 
Specn. : IND/TC/0044(b) Variety No. 3 to IS : 177-89. 


Sampling Plan as per Appendix ‘‘A”. 
Delivery Required : After 1 month of Palcement of S. O. @ 12,000 Meter per month. 
Inspection Authority" : The Controller, CAT&C, Kanpur-4. 
Inspection Officer : CQAOGS, Area of Supply/Authorised Representative. 


Important Note : All tender documents attached with invitation to tenderers are sacrosanct for considering any offer as a complete 
offer. It is therefore important that all tender documents duly completed and signed returned with yourr ae Gol heap 
your tender will be treated as incomplete and ignored. 


Earnest Money : At toe rate of 2 per cent of the tendered value of the material in the shape od D. A. Call Receipt Bank guarntee 
of the State Bank of India or any other Nationalised Bank of India for full quantity pledged in favour of G. M., O. P. F, Kanpur 
should accompany with tender , failing which offer wil be ignored without further reference, Bank Cheque will not be accepteds 
against Earnest Money. Further Earnest Money received against any other tender invited by this office will not be adjusted toward 
the current tender which please note. The firm Whoever Registered with this Factory, DGS&D, other Ordnance Factory, NSIC are 
also required to deposit Earnest Money alongwith quotation. 


Notes. — 


1. Jn case firm who wish to quote against tender enquiry in question is not registered with DGQA for meterial to be taken under 
~DGQA inspection must app ly for registration on the format to be obtained from resident inspector of area concerned/this factory 
and submit the same alongwith quotation, failing which their quotation will be treated as incomplete and will be ignored straightway 
Without any further reference to them. 
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ie 3 —— Y 


2. The Contractors who are not registered with this factory, should apply for their registration separately. 


3. The firm should quote with a clear validity of 90 days from the date of opening of tender, failing which purchaser reserves 
the right to ignore the offer straightway witnout further reference to firm/bidder. 


4. Jn case firm fails to supply the material as per delivery period stipulated in the supply order, tne purchaser reserves the rigat 
to claim general damage or pre-estimated damage at the rate of 2 per cent of the _ value of stores per month of default, 
irrespective of the fact that the loss suffered by the purchaser, for above default is quantitizble or not. Default by part of 
the morth will be considered as default by one month for calculation of pre-estimated damage. Tnis is ir addition to the 
rights and remedies reserved by tne purctaser to procure the material from elsewhere at firm’s risk apd cost in the event of 
your non-performance. 


5. Tender should reaco in this office by 1-30 p.m on 26th October, 1999 on prescribed tender forms non-transferable, obtainable 
from this office between 9-00a:m. and 3-00 p.m. on any working day except Saturday on payment of tender cost of Rs. 100 
(non-refundable) in the form of Indian Postal Order (Quotating Tender No., Name and Address of the remitter 
Tenders will be opened in this office at 2-30 p.m. on 26th October, 1999. Last Date for Sale of Tender is 22nd October, 1999. 
Tender set will be sold/available at O. P. F., Kanpur only after the release of the advertisement in the News Papers. — 


“sate 
Works Manager 


[No. CF-438/99000298/PROV/TENDER, dated 28-8-99.] 


Pojychloroprene Coated Nyjon Fabric 


For and on behalf of the President of India, the General Manager, Ordnance Parachute Factory, Kanpur invites sealed tenders for 
the supply of following stores :— 


Serial Nomenclature of Stores Fabric Quantity Delivery Required 
No Chloropprei: PRFD. NY KK-200 
1 Speci.: Polychloroprene Coated Nylon Fabric Single Texture 600.00 Metre After 2 months & thereafter 2 
KK-2000 130 Cm Wide months in equal. 


Specn No, IND/ENG/PROYV/1207(b). 
Inspection Authority : Controller CQA(BRE) Aundh, Pune 
Inspecting Officer :  SQAR(E) of area or auth. Rep, 


2 Fabric Chloroprene proofed Ny KK600 _. sy. : ‘ . 3446.50 Metre After 2 months & thereafter within 
Speci : Polychloroprene Coated Nylon Fabric Double Texture 2 months in 
KK-600 130 Cms Wide 
Specification No, IND/ENG/PROV/1207(b) 


Inspection Authority : | Controller CQA(EE) Aundh, Pune 
Inspecting Officer ; SQAE(E) of:area or Auth, Rep 


Important Note : All tender documents attached with invitation to tenderers are sacrosanct for considering any offer asacom- 
plet offer. It is therefore impor tant that all tender documents duly completed and signed returned with your offer failing which our 
tender will be treated as incomplete and ignored, A Gent: 


Earnest Money ; At the rate of 2 per cent of the tendered value of the material in the shape of D. A. Call receipt Bank Gua- 
rantee Of the State Bank of India or any other Nationalised Bank of India for full quantity pledged in favour of G M. O.P. F. Kanp_ 
pur should accompany with tender’ failing which offer will beignored without further reference. Bank Cheque will not be accepted against 
Earnest Money. Further Earnest Money received against any other tender invited by this office will not be adjusted towards the 
current tender which please note. The firm whoever Registered with this factory DGS&D, other Ordnance Factory, NSIC are also — 
required to deposit Earnest Money alongwith quotation. 


Notes ,—: 

1. In case firm who wish to quote against tender enquiry in question is not registered with DGQA for material to be taken under 
DGOA inspection must apply for registration on the format to be obtained from resident inspector of are a concerned/this 
factory and submit the same alongwith quotation, failing which their quotation will be treated as incomplete and will be 
ignored straightway without any further reference to them. 

2. The contractors who are not registered with this fadtory should apply for their registration separately. 


3. The firm should quote with a clear validity of 90 days from the date of opening of tender, failing which purchaser reserves the _ 


right to ignore the offer straightway without further reference to firm/bidder. + 
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4, In case firn fails to supply the’niaterial as per delivery period stipulated in the supply order, the purchaser reserves the right 
to claim general damage or pre-estimated damage at the rate of 2 per cent ot value of stores per month of delault irrespective 
of the fact that the loss suffered by the purchaser, for above default is quantitiable or not. Default by part of the nionth 
will be considered as default by one month for ca!culation of pre-estimated damage. Thisis inaddition to the rights and 
remedies reserved by the purchaser to procure the material from elsewhere at firm’s risk and cost in the event of your 
noOn-performance. 


6. Tender should reach in this office by 1-30 p.m. on 22nd October, 1999 on prescribed tender forms not-transferable obtainable 
from this office tetween 9-00 a.m. and 3-00 p.m. on any working days except Saturday on payment of tender Cost of Ks. 100 
(Non-refundabic) in toe form of Indina Postal Order (Quoting Tender No., Name and adéress of the remitter). Tenders will 
be opened in this office at 2-30 p.m. on 22nd October, 1999. Last Date for Sale of Tender is 18th October, 1999, Tender 
Set will be sold/available at O.P.F., Kanpur only after the release of the advertisement in the News Papeis. 


Sd/- 
_ Works Manager 
[No. CF-438/99000274/PROV/TENDER, dated 23-8-99.] 


NIV Self Sealing Polythene Bags 


For and on behalf of the President of India, the General Manager, Ordnance Parachute Factory, Kanpur invites sealed tenders 
for the supply of following stores :— 


Serial Nomenclature of Stores and Specification Quantity Delivery 
No. Required 


1. Self seal Bag SZ 410 x 305 MM 250 GAUGE 
NIV self sealing Polyyhene Bags of Size 410 « 305 MM upto seal and full size 60,211 Nos. with in 2 Months 
430 MM x 305 MM made of 0.04 MM thick Polythene Film. 


Unsealed specification No. CQA (GS) /US/434 (a). 
‘Inspection Authority : The Controller, CQA GS Kanpur-4. 
Inspecting Officer : GM, OPF, Kanpur/Auth. Rep. 


Important Note ; All tender documents attached with invitation to tenderers are sacrosanct for considering any offer as a complte 
offer. Ltis therefore imporsant that all tender documents duly completed and signed returned with your offer, failing which your tender 
will be treated as incomplete and ignored. 


Earnést Money :—At the rate of 2 per cent of the tendered value of the material in the shape of D.A call receipt Bank Gurantee of 
the State Bank of India or any other Nationalised Bank of India for full quantity pledged in favour of G.M. O-P.F. Kanpur should 
accompany with tender, failing which offer will be ignored without futrher reference. Bank Cheque will not be Accepted against 
Earnest Money. Further Earnest Money received aginst any other tender invited by this office will not be adjusted towards the current 
tender wich please note The firm whoever Registered with this factory, DGS &D, other Ordnange Factory, NSIC are also required to 

deposit Earnest Money alongwith quotation. 


Note : 


1. In case firm who wish to quote against tender enquiry in question is not registered with DGQA for material to be taken under 
DGQA inspection must apply for registration on the format to be obtained from Resident Inspector of area concerned/this 
factory and submit the same alongwith quotation, failing which their quotation will be treated as incomplete and will be ignored 
strightway without any further reference to them. 


2. The contractors who are not registered with this factory should apply for their registration seperately. 


3. The firm should quote with a clear validity of 90 days from the date of opening of tender, failing wich purchaser reserves the 
tight to ignore the offer straightway without further reference to firm/bidder. 


4. In case firm fails to supply the material as per delivery period stipulated in the supply order, the purchaser reserves the right 
- to claim general damage or pre-estimated damage at th rate of 2 percent of value of stores per month of default irrespective of the fact 
| that the loss suffered by the purchaser, for above default is quantitiable or not. efalult by part of the month will be considered as 
- default by one nonth for calculation of pre-estimated damage. —_ This is in adition to the rights and remedies reserved by the purchaser 
| to procure the material from elsewhere at firm’s risk and cost in the event of your non-performance. 


5. Tender should reachin this office by 1.30 p.m. on 22nd Octobder, 1999 on prescribed tender forms non-transferable, obtainable 
from this office between 9.00 a.m. and 3.0% p.m. on any workding day except Saturday on payment of tender Cost of Rs. 50 (non-refundable) 
in the farm of Indian Postal Order (Quotating Tender No., Name and Address of the remitter). Tenders will be opened in this office 
at 2.30 p.m. on 22nd October, 1999 , Last date for sale of Tender is 18th October, 1999. Tender set will be sold/available at O.P.F 
| Kanpur only after the release of the advertisement in the News Papers. 


i SdJ- 
Works Manager’? 


[No. CF-438/99000275/Prov/Tender, dated 22-8-99] 
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Ordnance Factory, Bhandara (Via) Nagpur 
Design & Supply of J60KV Constant Pctential X-Ray Unit 
GLOBAL NOTICE INVITING TENDERS 


On behalf of the President of India, General Manager, inVites sealev tender upto 14-00 hours on 14th December, 1999 for Design/ 
Supply/Erection and Commissioning of following Machinery :— 


ite Veil A iat Quantity Last date of issue Date and time of 
Berit TF. nie an of tender form Opening at O.F. 


Bhandara 


1. EC/RK/61/13/ADVT/99-2000/BF , 
14.8.99— ce ; se : 
ee, Bsaboly of LOOKY constant Potential X-Ray I No. 27th October, 1999 14th Dezember, 1999, 
unit with real time Radiography System (Image 
Processing unit as per Specn,) 


Note 4 i A a 
(i) Specification and other details will be provided alongwith tender forms. 


(ii) Technical bids and Price bids are to be submitted separately, 


(iii) Further terms and conditions are furnished in the tender form, 


‘ . aw a ee Teli . . js ers 4) ih 
2. The tender form and specification can be obtained from the General Manager, Ordnatce Factory, Bhandara, Pin-441906— 


(India), 


3. Tender forms will be available for issue on any working day (Monday to Friday) between 10-00 a.m. and 4.00 p.m, from 27th 
September, 1949 to 27th October, 1999. 


Dene  Cirdnance Pacton. Bhantar serves the right of rejection or accepting any cr all the tenders 
4. General Manager, Ordnance Factory, Bhandata (India) reserves t = Sie RSP. 8 :a) wi 
without assign ing any reason, In case of any dispute, the decision of the General Manager, Ordnance Factory, Bhandara (India) will 
e final and binding, 


5. Telex, Telegram, Fax and Telephone numbers of Ordnance Factory, Bhandara (India) are as under : 


Telex : 0715-7290 ey 
Fax : 07184-82242, 8232 
Cable : PROPEX BHANDARA-4IL 906 (INDIA) 
Telephone : 07184-82320 
[No, EO/RK/61/13/Advt /99-2000/BF, dated 14-8-99.] 
¥ GOVERNMENT OF INDIA Mattager, Ordnance Factory, Tiruchirapalli-620 016 


MINISTRY OF DEFENCE within the period of 15 days from the date of publica- 
ue eer T Ee tion of this advertisement. | 


INDIAN ORDNANCE FACTORIES 


nm ean Fees for tenders (non-refundable) Rs. 30 by 
ait JRDNANCE Factory, TiRucHY-16 Crossed Demand Draft drawn in favour of the General 
ae Manager, Ordnance Factory, Tiruchirapalli-620 016 
Drilling Machines, etc. obtained from any Nationalised Bank. 
Oni behalf of the President of India, sealed tenders Ree, Sd./- 


are invited for the supply. of — the undermentioned Dy. General Manager 
stores services to Ordnance Factory, Tiruchirapalli- 


Pies if [No. 293|OFT/EO, dated 8-9-99,] 


a Seer er 
iz Ty: 


“4 Spindle Drilling Machines including Standard 


|! » Ordnance. Clothing Factory Shahjanpur-242 001 
and Special Accessories, Spares, Training and 


Erection & Conumissioning.” : Rabrivorion Live ,; i 
5 The General Manager on behalf of the President of India 
Re: f invites tendef in sealed cover in the prescribed form as Derg.’ 
Quantity Required : 4 Nos, following :— | 


The tender must be made out of the special forms Ween mes Gg tne, Plant/Machine : Fabrication Line _ for 


; ; pina Trousers PC OG (For producing 500 trousers in 1 % & Hour 
Which can be obtained on application to the General shifty. dahon UN Teo eae 
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Quantity : 1 Line. 
2. Last date of purchase of tenders ; 21st October, 1999 


m* 


by Post, 28th October, 1999 upto 12.00 hrs. in person from OCF, 
Shahjahanpur (U.P.), India. 


3. Date of opening of tender ; 28th October, 1999 at 2-30 


p.m. 


4. Earnest Money Deposit 


: Minimum 2 per cent of the 
quoted amount. ' 


5. Cost of the Tender Documents : Tender forms snali be 
obtained from Ordnance Clothing Factory, Shahjahanapur,U.P. 
242001 India by Depositing Rs.1060 through Cash Demand Draft, 
Bank Draft in the name of General Manager, Ordnance Clothing 
Factory, Shahjahanpur (U.P.) at Bank Code No. 3085, $.B.L, 
Shahjahanpur (U.P.), India, 


6. System of Tendering : Two Bid system (Technical and 
Commercial Bids to be given in separate sealed covets). 


7, Tender forms will be issued to the manufacturer or their 
sole selling agent (Necessary Authorisation for the same to be 
enclosed). 


8. Accepting authority resetves the fight to accept or reject 
any tencer without assigning any reason. 

9. Quotation to be submitted only on the prescribed tender 
forms. 


Sd/- 
Works Managet 


[No. EO/!705/1E/13, dated 17-8-99.] 


CAM System for Cloth Cutting Garment 


The General Manager on behalf of the President of India, 
invites tender in seated cover in the prescribed form as per 
following :— 


1, Name of the Plant/Machine ; CAM System for cloth cutting 
for garment manufacture. 


Quantity-1 No. 


2. Last date of Purchase of Tendet’s : 21st October, 1999 


by Post, 28th October, 1999 upto 12.00 hrs, in person [fom OCF, 


Shahjahanpur (U.P.), tadia, 


3. Date of opening of Tender : 28th October, 1999 at 2.30 
p.m. . 


4, Earnest Money Deposit : Minimum 2 percent of — the 


quoted Amount. 


5. Cost of the Tender Documents : Tender fotms shall 
be obtained from Ordanace Clothing Factory, Shahjahanpur 
(U.P.)-242001, India by depositing Rs. 16,000. through Cash/ 
Demand Drait, Bank Draft in the name of General Manager, 
Ordnance Clothing Factory, Shahjahanpur (U.P.) at Bank Code 
No. 30858.B8.1., Shahjahanpur (U.P.) India. 


6. System of Tendering : Two Bid sytstem (Techinical and 
Commercial Bids to be given in separate seated covers), 
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7. Tender form will beissued te the manufacturer or there 
sole selling agent (Necessary Authorisation ior the same to be 
enclosed), 


8. Accepting authorit yreserves their right fo accept or reject 
any tender without assigning any reason. 


9, Quotation to be submitted only on the prescribed tencer 
forms. 


Sd- 4 
Works Manager 


[No. EO/1705/TE/14, dated-17-8-99.1 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Garrison Engineer (My)., Bhandara, P.O. Jawahar Nagar-441906 


Provision of Sample Room, etc. 


The Garrison Engineer (Fy) Bhandara, P.O. Jawahar 
Nagar - 441906 invites applications by 8th October, 1999 
from the enlisted MES/PWD/CPWD and Railway contractors 
of the appropriate class for the following works 


Serial Name of Works Estmated 
No, Cost 
Rs. 


10.90 lakhs 


1. Provision of sample room adjacent to 
( Approx.) 


main conference hall in Admn Block 
at O.F. Bhandara. 


7.42 lakhs 


2. Erection of 04 Nos. SS. Tank for 
(Approx.) 


water {reatment in Building No. 
NR-573 at O.F., Bhandara. 


with MES are required to submit 
in other 


not enlisted 
applications, copies of letter of enlistment 


Contractor 
with their 


departments, Income Tax Clearance Certificate and particu- 
lars of similar works carried out by them during last two 
years supported with certificates from authorities under 
whom. works executed. Tenders to selected contractors will 
be issued on 9th October, 1999. 

Earnest Money is required to be deposited with tender 


for tenderers not enlisted with MES :— 


Serial No. | : Rs. 22,000 


Serial No, 2 : Rs. 14,900 


[No. 8020/03/E8, dated 30-08-99] 


C799 


OFFICE OF THE GARRISON ENGINEER, KocHI 
Special Repairs to Walls and Ceiling 
The Garrison Engineer, Kochi invites applications 
unto 6th October, 1999 from MES contractors for 
issue of tender for work Special Repairs to Walls and 
Ceiling Avionic Workshop Nay at Naval Base, Kochi. 
Estimated Cost : Rs, 8.75 Lakhs. 
Earnest Money : Rs. 17,500 
Period of Completion : 5 Months. 
[No. 8249\/E8, Telegram, dated September, 99.] 


OFFICE OF THE GARRISON ENGINEER (1), AIR FORCE, 
GANDHINAGAR 
Internal Wiring of OTM and Md. Accn. 


The Garrison Engineer (1), Air Force Gandhi- 
nagar invites applications upto 5th October, 1999 
from MES |CPWD'Railway,PWD contractors for the 
work of Internal Wiring of OTM and MD Accn, at 
47 SU AF Wadsar. 


Eastimated Cost of Work: Rs. 4 Lakhs Approx. 


Earnest Money: Rs. 8,000. 
Earnest Money to be deposited by contractors who 
have not lodged Security Deposit with MES. 


[No, 8078,E8, dated 9-9-99 received by Telegram.] 


Orrick OF THE GARRISON ENGINEER (NORTH), 
SANTRACRUZ, MUMBAI-400 029 


Rehabilitation of Structural Members, ete. 


The Garrison Engineer (North), Santracruz, 
Mumbai-400 029 invites applications upto 28th Sep- 
tember, 1999 from MES, CPWD,_ Railways and 
Mumbai Municipal Corporation contractors as appro- 
priate class for issue of tender for “Rehabilitation of 
Structural Members by Pressure Gunniting and Re- 
pairs to Plaster, Flooring Sanitary Fittings, Joimery, 
etc. in Buildings P-1 to P-4 at HBTC, Marve.” 


Estimated Cost : Rs, °3.50'' Lakhs. 


C800 


Contractors who have not enlisted with MES ate 
required to submit alongwith their applications, copies 
of letters of enlistment in other departments, Income 
Tax Clearance Certificate, financial resources and 


particulars of works carried out by them during last — 
three years giving designation of the Officer under | 


whom executed. Earnest Money to be deposited by 
the contractors who have no Standing Security Deposit 
with MES is Rs. 7,00C. 


Sd./- 
Major 


[No. 8033|705/E8, dated 7-9-99.} 


eae 


OFFICE OF THE GARRISON ENGINEER SRI GANGA- 
NaGAR, (RAJASTHAN)-335 O01 


Provision of Special Repairs to Sewage 


The Garrison Engineer Sri Ganganagar (Rajas- 


than) invites separate applications for the following — 


works from approved MES contractors 
priate class by 29th September, 1999. 


(a) Provision of Special Repairs to Sewage lines 
at Sri Ganganagar. Estimated Cost is Rs. 9.00 
lakhs. Earnest Moncey is Rs. 18,000, Period of 
Completion is 6 months. . 


Provision of Terms Contract for Artificers 
works for (Zone-II) at Sri Ganganagar. Esti- 
mated Cost is Rs. 7.50 lakhs. Earnest Money is 
Rs. 15,000 to run for a period of 12 months. 


E8, dated 28-8-99.] 


(b) 


[No. D2|8240|207 


\ 


COMMANDER Works ENGINEER, DELHI, » 
DELHI CANTT-10 


Special Repairs to Toilet Block 


The Commander Works. Engineers, Delhi, Delhi 
Cantt-10 invites application upto 29th September, 
1999 from enlisted with MES|/PWD CPWD)Railways 
approved contractors of the appropriate class for :— 


“Special Repairs to Toilet Block, Cook 
Houses, Dining Halls and Area Drain- 
age at Old Loc of 14 Sikh at Delhi 
Cantt-10 under GE (West), Delhi 
Cantt-10”, 
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Contractors not enlisted with MES are required to 
submit with their application, copies of letter of enlist- 
ment of other departments, Income Tax Clearance 
Certificate and particulars of works carried out by them 
during the last three years giving the designation of 
Officers under whom executed. Earnest Money to be 
deposited alongwith their tender is Rs, 30,000. pay- 
able by the contractors who have not deposited Stand- 
ing Security with MES. 


{[No. 8923/D-II/01/E8, dated 6-9-99,] 

OFFICE OF THE COMMANDER WoRKS ENGINEERS 

(A/F), KaLarkUNDA, P.O. KALAIKUNDA AIRFIELD, 
Dist. MIDNAPORE, PIN-721 303 


Provision of Two Nos. Deep Tube Wells 


The MES Commander Works Engineers (AIF), 
Kalaikunda, P.O. Kalaikunda Airfield, Dist. Midna- 


pore, Pin-721 302 invites applications upto 30th 
September, 1999 from the contractors for issue of 
tender for the work “Provision of Two Nos. Deep 
Tube Wells including Repairs|Provision of Pump 
House at Kalaikunda”. 
Rs. 


Estimated Cost : 16.00 lakhs. 


Earnest Money: Rs. 29,000. 


Period of Completion : 5 months. 


Contractors not enlisted with MES are required to 
submit alongwith their applications, copies of letter 
of enlistment in other department, latest Income Tax 
Clearance Certificate and particulars of similar works 
carried out by them during last two years giving the 
designation and address of officer under whom works 
executed. 


[No. 8108|KKDI/1|E8, dated 11-9-99.] 


—— 


Office of the Garrlson -Englneer, Panagarh, P. O. - Panagarh/ Dist. - Burdwan 
Repair] Renewal of External Water Supply 
The Garrison Engineer Panagarh, Military Engineer Services. P. O. : Panagarh, Distt. : Burdwan (West Bengal) invites 


applications by the dates shown against the work fram appropriate class of M.E.S., C.P.W.D. and Railway contractors for issue of 
tender for the following works :— 


Serial Name of Works Value Earnest Last date of 
No. Money receipt of 
application 
Rs. Rs. 
1. Repair/renewal of External Water Supply including other allied 4.20 lakhs 8,400 27 th September, 1999, 
¥ Services at AGE E/W-II Panagarh (‘D’ Camp, CVD. A Park and 
M. E. Lines), 
2. Repair/renewal of Internal Wiring & fittings in Certain Buildings at 8.00 ,, 16,000 27th September, 1999. 
5 SBI Lines. Officer’s enclave and Hamid enclave at Panagarh. 
3. Repair/renewal of External Electrification in restricted area at Pana- 6520, 13,000 ‘27th September, 1999 


garh. 


Contractors not enlisted with M.E.S. are required to submit alongwith their application, copies of letter of enlistment in other 
Departments , latest Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving 
the designation and address of the Officer under whom executed. 


Earnest Money is required to be forwarded alongwith the tender by those contractors who have not lodged Standing Security 
Deposit with any of the M.E.S. formations. 


[No. 8200/542/01/E8, dated 13-8-99,] 


Office of the Garrison Engineer (AF), Sirsa-125 055 
Provision of Commercial Power Supply, etc. 


The Garrison Engineer (Air Force) , Sirsa-125 055 Station invites separate application from the enlisted M.E.S., C.P.W.D. and 
\ Railway contractors of appropriate class for the following works :— 


x AF Station, Sirsa. 


Serial Name of Works Estimated Earnest Applications 
|! eNO. it Cost Money received upto 
Rs. Rs. 
1. Provision of Commercial Power Supply at Jhopra Cmplex under 8.40 lakhs 21,000 3rd October, 1999, 
GE (AF), Sirsa. 
2. Provision of Comprehensive Maintenance ta RCC Overhead Tank at 5.00\ 33 12,500 3rd October, 1999, 


| 

| 

\ 

“7 TRADE JOURNAL @ September 22, 1999 C801 


Py 


Contractors not enlisted with M.E.S. are required to submit their application with copies of letters of enlistment in other 
departments, Income Tax Clearance Certificates (ITCC) and particulars of works carried out by them during the last two years giving 
the designation of Oficers under whom executed. a 


Earnest Money to be deposited alonewith each tender as indicated payable by contractors who have not got Standing Security 
with M.E.S. 


Invitation for application for issue of tender does not consittute any guarantee for issue of tender to applicant even to enlisted 
contractor of appropriate class. Issue of tender will be decided by the Accepting Officer based on past track records, financial position 
and experience of similar work of the applicant/coniractor. The decision of the Accepting Officer for issue of tender or otherwise the 
applicants/contractors Shall be final and the applicant/contractor will not be entitled for aay compensation for rejection of his application. 


[No. 8000/Advertisement/268/E8, dated 25-8-99.] — 
Office of the Garrlson Englneer, Gopalpur-on-Sea 
Handling/Convevance of Stores 


The Garrison Engineer Gopalpur-on-Sea invites applications by 13th October. 1999 from the enlisted M.E.S., C.P.W.D., P.W.D. 
and Railway contractor of the appropriate class for the wark mentioned below :— 


Serial Name of Work Estimated Earnest Date of issue 
No. Cost Money of tender 
Rs. Rs. 
1. Handling and/or conveyance of Engineering Stores of any description 7.00 lakhs 14,000 14th October, 1999, 


from distance(a) exceeding 500 Km and not exceeding 1000 Km. 
(b) Exceeding 1000 Kms but not exceeding 1500 Kim in GOS area, 


Enlisted contractors with M.E.S. are required to submit with their applications copies of letters of enlistment in Government 
Department, Income Tax Clearance Certificate and particulars of similar work carried out by them during the last three years. 


4 


(No. 8008/606/E8, dated 30-8-99.] 


Office of the Garrlson Engine + (West), Delhi Cantt.-10 
Laying of Main Sewage Line 


The Garrison Engineer (West) Delhi Cantt.-10 invites applications by 30th September, 1999 from enlisted M.E.S., P.W.D. and — 
Railway contractors of the unapropriate class for issue of ten-dr for the under mentioned work :— 


Serial | CA No. and Name of Work Estimated § Amount of Earnest 
No. Cost Maney required to be 
deposited with the 
Tender 
Rs. Rs. 
CA No. : GE/DW-179/99-2000 : Laying of Main Sewage Line in the area of HQ.60 4.50 Lakhs 9,000 4 


INF BDE/15 Assam in the area of AGE B/R-IIT under GE (West), Delhi Cantt. 


Contractors not enlisted with the MES Western Command Chandimandir are required to submit with their applications, capies 
of letter of enlistment in other department, Income Tax Clearance Certificate and giving the d2signation and correspondenge address” 
of the Officers, under whom the works were executed. : 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note : Invitation for applications for issue of tenders dozs not constitute any guarantee for issue of tender to the applicant even 
to enlisted contractor of appropriate class. 


Issue of tender will be decided by the Acczpting Officer based on interalia past track record, financial position & ex~_ 
perience of similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received 
upto date of receipt of applications/extended date of receipt of applications for issue to the next higher Engineer Authority 
with the Ace2pting OMficer. No. appeal/representation shall be entertained in the due date of receipt of applications/ 
extended date of receipt of applications. z | 


Th? decision of the next higher Engineer Authority shall ba final, No applicant/contractor shall be entitled for any 
compensation whatsoever for rejection of his applications. 


[No. 8041/GE/DW-129/99-2000/03/E8, dated 10-9-99. ] 
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Garrlson Engineer (AF) Maharajpur, P.O. Airfield, Gwalior-20 
Repair and Maintenance of Sewage Lines 


The Garrison Engineer (AF) Maharajpur P.O. Airfiled, Gwalior invites applications by 9th October 1999, fram contractors enlisted . 
with Government departments for issue of tender for the undermentioned works :— 


Serial Name of Work Approximate Earnest 
No. Estimated Money 
Cost 
Rs. Rs. 
1. Repair and maintenance of sewage lines at AF Stn. M’pur . > ; ; . ; . 3.00 Lakhs 6,000 


Contractors not enlisted in MES shall attach with their applications copies of letter of enlistement in other departments. Copy 
of valid ITCC, particulars of work executed during the last two years and financial sources. 


[No. 8625/MJR/02/E8, dated 2-9-99.] 


Periodical Services to Certain Buildings etc. 


__ The Garrison Engineer (A/F) Maharajpur, P.O. : Airfield, Gwalior invites applications” by 8th October, 1999 from contractors 
enlisted with Government department for issue of tender for the undermentioned works :— 


Serial Name of Work Approximate Earnest 
No. Estimated Money 
Cost 
Rs. Rs. 
1. Devegetation of flight sefety zone at AF Stn., M’pur. . : : : ; : : . 3.00 Lakhs 6,000 
2. Periodical services to certain building for VIP visit and welcome maintenance at AF Stn., M’pur . 3.00 Lakhs 6,000 


Contractors not enlisted in MES shall attach with their applications copies of letter of enlistment to other department, copies of 
valid [TCC, particulars of work executed during the last two years and financial sources. 


[No. 8627/MJR/02/E8, dated 2-9-99.] 


Garrison Engincer Nagruta-181221 
Provision of Air Conditioners cte. 


The GE Nagrota invites applications by 30th September, 1999 from enlisted MES, CPWD ard Railway Contractors of the 
appropriate ciass for the works :~— 


Serial / Name of Works Estimated Earnest** 
No. Cost Money 
Rs. Rs. 
1. Provision of Air Conditioners for Ops Room at Nagrota : : i . 4.70 Lakhs 10,000 
2. Provision of special repair to certain Bldgs of HMB Det at Nagrota.. / : . 5.00 Lakhs 10,000 
_ 3. Provision of special repair including internal painting to Usman Auditorium at Nagrota . 2.90 Lakhs 10,900 
4. Provision of repair/maint of security light at Nagrota : Pre Bas : § : ' 2% = 


| ** (Payable by the contractor, whe have no Standing Security in the MES.) 


Ri 


| 
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Contractors not enlisted with the MES are required to submit their applications, copies of letter of enlistment in other depart- 
ments, Income Tax Clearance Certificate and particulars of work carried out by them during last three years giving the designation — 


of the Officers under whom executed. ) 
Sd. /- 
Major ; 


[No. 8004/Adv/249/E8, dated 1-9:99.] — 


Office of the Garrison Engineer (West) Delhi Cantt-10 
Provision of Voilet 


The Garrison Engineer (West), Delhi Caritt-10 invites applications by 39th September, 1999 from enlisted MES, PWD, and 
Railways contractots of the unpropriate class for issue of tender for the undermentioned work :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No. Cost Money required to 
be deposited with 
the Tender 
Rs: Rs. 
1. CA No. : GE/DN-128/99-2000 : Provision of Toilet/WC Block at HQ 60 INF BDE 7 Lakhs 14,009 


location in the area of Age B/R-II] under GE (West) Dethi Cantt. 


Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications, copies . 
of letter of enlistment in other department. Income Tax Clearance Certilicate giving the designation and correspondence address 
of the Officers under whom the works were executed: 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES, 


Note :— 


Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicant even to enlisted 
contractor of appropriate class. 

Issue of tender will be decided by the Accepting Officer based on imteralia past track records, financial position and exper- 
ience of similar works executed by the applicant/contractor . The Accepting Officer shall consider applications received upto date 
of receipt of applications/extended date of receipt of applications for issue to the next highar engineer authrotity with‘ of the Accepting 
Officer. No appeal/representation shall be entertained inthe due date of receipt of applications/extended date of receipt of application, — 

The decision of the next hgier Envineer Authority shall be final. No applicant/contractor shall be entitled for any compensation” 
whatsoever for rejection of hits applications. 


[No. 8041/GE/DW-128/99-2000/03/E8, dated 10-9-99,] 


Office of the Garrison Engineer (AF), Shillong-793 003 
Repairs/ Renewal of Shillong heli ad 


The MES, Garrison Engineer (AF}, Shillong invites application by 7th October, 1999 for issue of tender from enlisted M.E:S. con- 
tractor of appropriate class for the following works :— 


Serial Name of Work Estimated Earnest 

No. Cost Money 
Rs. Rs. 

1. Repairs/Renewal of Shillong helipad incl. grass cutting runway painting, white/colour washing, 3:90 Lakhs 8,000 


painting at E/Falls Camp. Shillong. 


Contractors nat enlisted with MES are required to submit with application, copies of letter of enlistment in other departments, valid 
Income Tax Clearance Certificate and particulars of works carried Out by them during the last two years giving the designation of the 
Officer under whom executed. They are also required to deposit Earnest Money as mentioned above alongwith the tender. 


[No. 8421/1/3/E8, dated 4-9-99.] 
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O ffice of the Chief Engineer (AF), Camp Hanuman, Ahmedabad-380 003 
Provision of Central Sewage Scheme 


The Chief Engineer (Air Force), Ahmedabad near Camp Hanuman, Ahmedabad-380 003 invites applications upto 28th September; 
1999 from M.E.S.,:C.P:W.D., P.W.D.-and Railway Contractors of appropriate class, for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1: Provision of Central Sewage Scheme for doinestic area at AF Stn:, Utterlai ; ‘* - 60.00 Lakhs 90,000. 
at par SSR- 
bk gy 


Contractors who are not borne on the approved list of Southern:Command, are requested to furnish alongwith their application/ 
attested copies of letters of enlistment with their departments/commands latest Income Tac Clearance Certificate and particulars (in- 
cluding credentials) of works carried out by them during the last three years, stating the designation(s) of the’Officers and addressed 
to clients the tenders by contractors who have not deposited Standing Security with the MES as indicated above. 


[No. 2149/C/15/E8, dated 6-9-99.] 


O ftice of the Garrison Engineer (West), Agra Cantt-282 007 


Term Contract for Artificer Works 


The Garrison Engineer (West), Agra Cantt, invites applications from M.E.S., P.W.D. C.P.W.D., and Railways Contractor’s of 
appropriate class for issue of tenders for the undermentioned works :— 


Serial Name of Works Estimated Amountof Last Date of Receipt of 
No. ' Cost of Work — Earnest Application 
Money 
Rs. Rs, 

i, Term Contract tor Artificer work in Zone ‘C-2’ under AGE B/R (W) 5.00 Lakhs 10,000 28th September, 1999. 
‘No.1 at Agra. 

2. Renewal/Repair of internal wiring of certain buildings under GE (W), 4.67 Lakhs 9,400 28th September, 1999, 
Agra. 


Contractors not enlisted with the MES Central Command/CWE, Agra are required to submit with their applications, copies of letter 
of enlistment in other department. Latest Income Tax Clearance Certificate and particulars ofworks carried Out by them during the last 
five years gving the declaration of the Officer under whom the works executed and period of physical completion, present work load 
giving the jiobs executed with its percentage progress and item Completion date. 


Earnest Money shall be deposited along with tenders in separate cover by the contractor who have not Standing Security with the 


[No. 9380/02/E8, dated 21-8-99.] 


O fice of the Garrison Engineer (1), AF Leh, C/o. 56 APO 
Provision of Top Overhauling to Generator Set 


The Garrison Engineer (I), Air Force Leh, C/o. 56 APO invites applications from enlisted M.E.S., P.W.D. and Railways con- 
tractors of all appropriate classes for the following works :— 


Serial Name of Work Estimated Eatnest Period of Last Date. of 
i on No. Cost Money Completion of Receipt o 
Applications 

Rs. Rs. 


1. Provision of Top:Overhauling to Genefator Set 160 3.28 Lakhs 8,000 4 Months 7th October 
KVA at Tech Power House at 21 Wing Air Force. 
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Contractors not enlisted with M.E.S. are required to submit applications alongwith _— 
(a) Copies of letter of enlistment in other Deptt. and latest Income Tax Clearance Certificate. 
(b) Particulars of work carried out by them during the last two years giving the designation of Officers under whom executed 


Earnest Money to be provided alongwith the tender as mentioned above is payable by the contractor who have not deposi- 
ted Standing Security with the M.E.S. 


[No. 8002/Ady./260/E8, dated: 31-8-99.] 


O ffice of the Commander Works Engineer, Chandimandir-134 107 
Special Repairs to Inf. Building | 


The Commander, Works Engineers. Chandimandit-134 107 invites applications for the under mentioned work from enlisted 
contractors of M.E.S.. C.P.W.D. and Railway of appropriate class :— | 


Serial Name of Work Estimated Earnest Concerned Last Date for | 
No. Cost at Money GE Receipt of | 
par market Application | 

Rs. Rs: | 

1. Special Repairs to Inf. Building No, P-52 at Chandi- 10.00 Lakhs 20,000 GE 30th Setember, 1999, | 
mandir. Chandimandit | 


: 


Contractors not enlisted with M.E.S. are required to submit with their applications with copies of letter of enlistment in other depart: 
ments, Income Tax Clearance Certificate and particulars of work carried out by them during the last two years, giving designation of 
the Officer under whom executed. 


Earnest Money to be deposited alongwith tender will be as given in Appx. ‘A’ against each work by the contractor who are not 
enlisted with M.E.S. and who have not executed $.S. Bond with M.E.S. 


] 
| 
\ 


[No. 9399/CHM-25/2/E8, dated 2-8-99.] 


| 

| 

: 

HO Chief Engineer (AF), Shillong Zone, Elephant Falls Camp, Shillong-793 009 . | 
Provision of Staff Quarters | 


fi 


The Chief Engineer (AF), Shillong Zone, Elephant FallsCamp, Shillong-793 009 invites applications by 5th October, 1999 from 
enlisted MES, P.W.D., C.P.W.D. and Railways contractors of the propriate Class for issue of tenders for the following works :— 


| 


Serial 4 Name of work Estimated . Earnest — | 
No.} Cost (at Money | 
Market rate) 

Rs. Rs. 


1. Provision of Staff Quarters for Kendriya Vidyalaya at Singarshi. . 4 ° 4 } . 80.00 Lakhs 1,20,000 


Contractors not enlisted with MES formations are required to submit with their applications, copies of letters of enlistment in 
other department, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years, giving the 
designation of the Officer under whom the works were executed and his address. } 


? 
t 
4 
: 


[No. 88656/2/E8, date 6-9-99.] 
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Head Quarters, Commander Works Engineer (AF), Chandigarh-160 003. 
Provn. of Area Drainage 


The Commander Works Engineers (AF), Chandigarh-160 003 invites applications upto 29th September, 1999 from the enlisted 
MES, C.P.W.D., Railways eontractors of appropriate class for the following works :— 


Serial Name of work Estimated Earnest 
No. Cost Monev 
Rs. Rs. 
1. Provn. of Area Drainage for 3 Addl RCC covered Blast Pens at AF, Chandigarh... . . 15.00 Lakhs 27,000 


Applications for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted contractors of 
appropriate class. Issue of tender will be decided based on past track records, financial position, experience of similar works and 
decision for issue of tender or otherwise of the “Accepting Officer’ shall be final and contractor will not be enltitled for any compen- 
sation for rejection of his appliaations, contractor not enlisted with MES are required to submirt their applications with copies of letters 
of enlistment in other departments, Income Ta Cleerance Certificate and particulars of works giving the designations of Officer 
under whom executed. Earnest Money to be deposited alongwith tender as shown above is payable by contractor who have not got 
Standing Security with the MES. : 


[No. 8011/ADVST/2145/E8, date 6-9-99.] 


—*—— 
. 


Office of the Garrison Engineer (Air Force), Barrackpore, PO. Barrack pore, Dist. 24 Parganas (North), 
West Benyal. 


Cleaning and Desilting of Storm Water Drain 


The MES Garrison Engineer (Air Force),Bartackpore invites applications by 30th September, 1999 from approved and eligible 
contractors for issue of the following tenders :— 


Serial Name of Work Estimated Earnest Period of Last date of Receipt of 
No. Cost Money Completion Application. — 
Rs. Rs. 
1. Cleaning and Desilting of Storm Water Drainand 3.50 Lakhs 7,000 09 Months 30th September, 1999, 
joint-filling to concrete pavement at 6 Wing A.F, 
Barrackpore. 


Contractors not enlisted with MES arc required to submit alongwith their application for copies of lettcrs of enlisted in other 
department, latest Income Tax Clearance Certificate and Particulars of works carricd out by them during last three years giving the 
designation and address of Officers under whom executed. Earnest Money is required to be forwardcd alongwith the tendcr by these 
contractors who have not Standing Security with any of th. MES formation. : 


[No. 8000/AF/ADV/312/E8, dated 30-8-99 
Garrison Engineer, Barrackpore, P.O.-Batrackpore, Dist.-24 Parganas (North), West Bergal-773 171 
Special Repair to Security Fencing, etc. 
The MES Garrison Engineer. PO : Barrackpore Distt : 24 Pargansas (North), West Bengal invites application by the dates shown 


against each from appropriate categories of MES, CPWD, PWD and Railways Contractors for issue of tender forms of the following 
works :— 


Savin Name of Works Estimated Earnest Last Dete of Receipt of 
No. Value Money Application, 
Rs. Rs. 
1. Special Repair to Security Fencing renovation of existing tower and 11.00 Lakhs 22,000 27th September, 1999, 
security lights (tube) in Amn Dump Kanchrapara under GE, Barrack- 
pore. 
2. Special Repair to Ceiling, flooring, joineryand wiringete tocookhouse 9.00 Lakhs 18,000 27th September, 1999, 
and dining hall of JCO/OR’s Acca. at Dharampore area and 9 Engr. 
Regt Kanchrapara under GE, Barrackpore. A 
3. Special Revair to internal wiring to certain bldgs. at Kancarapara under 9.00 Lakns 18, 000 27th September 1999. 
GE, Barrackpore. 
4. Special Repair to internal wiring of electric connection in Md. Accn. at 4.00 Lakns 8,000 27th September, 1999, 


Dnharamnore,New Colony at Kancnrapara under GE, Barrackpore. 


_INDIAN TRADE JOURNAL @ September 22, 1999 C807 


Contractors not enlisted with MES are required to submit along-with their applications,copies of letter of enlisted in other depert 
ment latest Income Tax Certificate and Particulars of works carried out by tnem during last two years,giving tne designation and addres 
of Officers under whom executed. Earnest Money is required to be forwarded along-with tne tenders by these contractors who have no 
Standing Security with any of the MES formation. Invitation for application for issue of tender dces not constitute any guarantee fo 
issue of tender to applicant even to enlisted contractors of apprepriate class. Issue of tender will be decided based on past track records 
financial position, experience of similar works and decision of issue of tendder or otherwise of tne Accepting Officer shall be final an 


contractor will not ‘be entitled for any compensation for rejection of the application. 
[No. 8000/Ady:/637/E8; dated 1-9-99.] 


Office of the Garrison Engineer (MES), Ranikhet 
Periodical Services to Certain Buildings, etc: 


The Garrison Engineer (MES); Ranikhet invites separate applications by 11th October, 1999 from enlisted’ MES. P/W.D., 
C.P.W.D. and Railways contractors of appropriate class for issue of tender for the under mentioned works :— Et 


Amount of 


Serial Name of Works Estimated | 
No: Cost Earnest 
Money | 

Rs. Rs. | 

1. Periodical Services to certain Buildings at Haldwani, Kathgodam, Kamola and Ranibagh 4.00 Lakhs 8,000 
8,600 


2. Special on to building Nos. 64/10 to 64/12, 67, 96,97 and SAS-100TM Accn: at Chaubattia, 4.28 Lakhs 
(Ranikhet). 


Contractors not enlisted with the MES Central Command Lucknow are requested to submit their applications, copies of letters 
hem during the last 


of enlistment in other Department. Income Tax Clearance Certificate and particulars of works carried Out by t 
two years, giving the designation of the Officer under whom the work were executed. 


Earnest Money shall be deposited alongwith the tender by the contractors who have not Standing Security with the MES. 


Invitation of applications for issue of tender does not constitute any gurrantee for issue of tender to the applicant. even to enlist- 
ed contractors of appropriate class. Issue of tender will be decided by Accepting Officer based on the past track recordss financial 
position, experience of similar works of applicant /contractors, the decision of Accepting Officer for issue.of tender or othen wise shall 


be final and the applicant /contractors will not be entitled for any compensation for rejection of his applications. 


| 
| 
| 


[No. 8150/01/E8, dated 312899.] 


Office of the Garrison Engineer (1) AF, Pathankot-145 001 


Certain Repair to Transmission Tower 


The Garrison Engineer (I), Air Force, Pathankot (Punjab)-145 001 invites applications by 29th September, 1999 from the enlisted 
MES., C.P.W.D. and Railways Contractors of the appropriate class for the following works :— i 


Serial Name of Work Estimated Earnest 
a8 Cost Money 
Rs. Rs. 
5.50 Lakhs 11,000 


1. Certain Repairs to Trasmission Towet and other works at No.2 Area at Ait Force Station, 
Pathankot. 
Contractors not enlisted with MES are required to submit with applications, 


and latest Income Tax Clearance Certificate, particulars of works carrried out ty them during the last two years, 
of the Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by the contractors 


have not deposited Standing Security with the MES. 


copies of letters of enlistment in other formations 
giving designations: 
who - 
Sd- 
Major. 


[No. 8754/03E/8, dated 6-9-99.1 
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Office of the Garrison Engineer (West), Delhi Cantt.-10 
Certain Additiona]/Alteration Works 


The Garrison Engineer (West), Delhi Cantt-10 invites applications by 30th September, 1999 from enlisted MES, PWD and 
Railway Contractors of the appropriate class for issue of tender for the under mentioncd work :— 


Serial CA No. and Name of Work Estimated Amour of Earnest 
No. Cost Money required to be 
deposited with the 
Tender 
Rs Rs. 
1. CA No. : GE/DW-126/99-3000 : Certain Additional/Alternation works for 12 Lakhs 24,000 


HQ 60 INF BDE in the area of AGE B/R-III under GE (West), Delhi Cantt. 


____ _ Contractors not enlisted with the MES, Western Command, Chandimardir are required to submit with their applications, 
copieS of letter of enlistment in other department, Income Tax Clearance Certificate and giving the designation and correspondence 
address of the Officers, under whom the works were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Notes :— 


_Invitation for applications for issue of tenders does not consitute eny guarantee for issue of tenacr to the application even to 
enlisted contractor of apprropiate class. 

Issue of tender will be decided by the Accepting Officer based on interalia past track records, financial position and experience 
of similar works executed by the applicant/contrator.The Accepting Officer shall conside1 applications received upto date of receipt 
of applications/extended date of receipt of applications for issue of the next higher engineer guthority withof the Accepiing Officer 
No appeal/representations shall be entertained in the due date of receipt of applications/extended date of receipt of apptications. 

The decision of the next higher engineer authority shall be final. No applicant/contractor shall be entitled for any compensation 
whatsoeVer for r ejection of his applications. 


[No. 8041 /GE/DW-126/¢°-2000/3/E8, dat 2d 10-9-99.] 


—— a 
. 


Certain Essential Works 


_The Garrison Engineer (W:st}, Delhi Cantt-10 invites applications by 30th September, 1999 from enlisted MES, PWD ard 
Railway contractors of the appropriate class for issue cf tender for the under mentioned work :— 


Serial CA No. and Name of Work Estimated Amount of Earnest 
No. Cost Money requir ed to 
be deposited with the 
Tender 
Rs Rs 


1 CA No. : GE/DW-125/99-2000 : Certain essential Additional/Alteration works for 15 13 Lakhs 26,000 


Assam in thearea of AGE B/R --IIT under GE (West), Delhi Cantt. 


_ Contractors not enlisted with the MES, Eastern Command, Chandimandir are required to submit with their application, 
cop'esof letter of enlistmentin other department, Income Tax Clearance Certificate and giving the designation and correspondence 
address of the Officers under whom the works Were esxecut ed. 


Earnest Money shall be deposit ed alongwith the tenders by the contractors who have no’ Standing Security with MES. 


Netes .— q 
invitation for applications for issue of tender does not consitute any guarantee for issue of tender to the applicant even to enlised 


contractor oi appr Opriate class. 


__ Issue of tender will be deciced by the Accepting Officer based on int eralia past tracrdrecord, financial position and experience 
of similar works executed by the applicant/contractor. The Accepting Officer shall considér application receiY dupto dateof receip 


} 
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application/ extended date of receipt of applications for ‘ssue of the next higher Engineer Authority with of the Accepting Officer. 
No appeal/repzesetation shall be entertained in the due date of receipt of applications/ entended date of receipt of applications. 


The decision of the next higer enginee: authority shall be final. No apPlicant/contractor shall be entitled for any compensation — 
whatsoever for 1ejection of his applications. 


[No. 8041/GE/DW-125/99-2000/3/E8, dated 10-9-99.} 
INDIAN RAILWAYS 
SOUTHERN RAILWAY 
Controller of Stores, Signal Stores Depot, Podanur-641 023 
Needle Indicator Assembly 
Tender Notice Ne. SSD/PTJ/06/99 


Sealed tenders areinvited for the following items :— 


Serial "P.LNo: Tender No. and Description Quantity Due Date 
No. 
1. 56986075 61/99/0260/RTOT/1399— ‘ 
Needle indicator assembly to Drg. No. WM 93/83 comprising of 316 Sets 19th October, 1999, 
14 part drawings mentioned in the Assembly drawings. +30 Per cent. 
Cost of the Tender Schedule in person with drawings Rs. 375 
and by post Rs. 425. 
2. §6985927 61/99/0285/OT/1400— 
All gear drive Mechanism to Dig. No. CWM 51/80 with crank 22 Nos. 20th Oc.ober, 1999. 
handle to specification No. CWM/ELB/1. +30 Per cent. 


Cos of the tender schedule in person with arawings Rs. 425 
and by post Ks. 500. 


Conditions : The above tenders should reach Senior Stores Officer/Signal Stores Depot. Southern Railway, Podanur-23 by the date 
shown againsteach. The Tender forms(Not transferable) can be had from the Office of the Controller of Stores., Southern Railway, 
Ayanavaram., Chennai-600 023 or paymenteither in Cash or Money Order ofthe Amount mentioned above whichis inclusive of Salcs 
Tax 4 per cent. Any request for supply/purchase of Tender Documents should be made before 15 days of opening of the Tender for 
outstation parties and 7 days for local parties, failing which the request for supply of Tender ferms may not be entertained. 


Sd/- 


Controller of Stores 


[No. 11/Genl./DNG/CT-1399 and 1400, dated 26-8-99, {Issued by Senior Stores Officer, Signal Stores Depot, 
S. Rly., Madras-600 003.] 


SOUTH EASTERN RAILWAY 
DIVL. Rty. MANAGER (ENGG.), KHARAGPUR 


Supplying Machine Crushed 50 mm Gauge Hard 
Stone Ballast 


Sealed tenders (Tender Notice No. T|PU8|99/38 ) Approx. value is Rs. 6,40,00,000. : Earnest Money 
are invited by Divl. Rly. Manager (Engg.), Kharagpur is Rs. 1,00,000. Cost of Tender Form is Rs. 2,000. 
for supplying machine crushed 50 mm gauge hard 
stone ballast and loading the same into railway’s 
wagons|Hoppers by mechanical means at Nilgiri 
Ballast depot of Kharagpur Division on two packet 
system. 


Tender Form (not transferable) will be available — 
on any working day from 27th September, 1999 and 
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upto 16-00 hrs. on 26th October, 1999 from the office 
of the Divl, Rly.. Manager (Engg.), S.B. Rly., 
Kharagpur, Asstt. Engineer, S.E. Rly., Garden Reach 
and Asstt. Engineer, $.E. Rly., Balasore simultaneously. 


Tender Form may be collected from any of the 
above office by submitting Money Receipt of DC|S.E. 
Rly., KGP, or CC|S.E. Rly., GRC or Money Receipt 
of Goods Shed, S.E. Rly., BIS’s office towards the cost 
of tender form for the work mentioned aboye (not 
refundable) under Allocation 7-650. 


4 This tender consists of two packets. First packet 
termed as technical and commercial offers and 2nd 
packet as financial offers. Both offers i.e. packet [ & 

are to be submitted in separate sealed covers, duly 
Superscribing the nature of offers viz. “Technical and 
Commercial Offer” (Packet-I) and “Financial Offer” 
(Packet-IIT) and both these sealed covers should be 
enclosed in a large outer cover duly superscribed on 
the cover, the name of work, Tender Notice No., etc. 
addressed to the Divl. Rly. Manager (Engg.), S.E. 
Rly., Kharagpur. 


Tenders will be received in sealed cover for the 
above work from 21st October, 1999 and upto 15-00 
hrs. on 27th October, 1999 and will be opened at 
15-30 hrs. on 27th October, 1999 at the office of (i) 
Divl. Rly. Manager (Engg.), S.E. Rly., Kharagpur, 
(ii) Asstt. Engineer, S.E. Rly., Garden Reach and 
(iii) Asstt. Engineer, S.E. Rly., Balasore. 


_ Only packet-I will be opened at the time and date 
specified above for the tender opening in order to 
assess the financial capacity, experience of the tenderers 
and also the adequacy of the mechinery and plant 
proposed to be deployed for the work, such of the 
selected tenderers will be Separately informed about the 
ime and date of opening of packet-IT (Financial 
ffer). 


‘No. PR|Engg.-307/99, dated 10-9-99, received from 
} the C.P.R.O., Calcutta-43.] 


b 
ace | 


| gees 


| Ay, 

| gar Ais 
YFFICE OF THE CONTROLLER OF Stores, S.E. Rty., 
GARDEN REACH, C’: cUTTA 


upply of Foundry, Pig Iron —Cancellation thereof 
oe 


| Tender No. 9098'0028'4, due on 23rd September, 
1999 at SI. No. 616 invited to Supply of Foundry 
lg Iron, etc. for 1100 M.T. as notified earlier vide 
elease Order No. Stores-33|99 is hereby treated as 
'ncelled. ; 
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Ae 


All other terms and conditions of original notice 
wil] be remain unaltered. 


Sd./- 
Controller of Stores|Garden Reach 


[INo. PR|Stores-45|99 received through CPRO, 
11, Garden Reach Road, Cal-45, dated 16-9-99,] 


. 
a 
. 


GOVT. OF MADHYA PRADESH 
MADHYA PRADESH ELECTRICITY BOARD 


OFFICE OF THE SUPERINTENDING ENGINEER (P&W), 
HTPS, MPEB, Korpa WEsT, (M.P.) 


Various Spares of Air Heater : Extension of Date 


The due date of tender No. BI|T-40)/99 for various 
spares of Air Heater of BHEL Boilers, EI|T-41|99 
for supply of surge arrestor for 6.6 KV breaker and 
TUR|T-43|99 for supply of Admiralty brass tube for 
oil cooler is extended upto 7#h October, 1999, Sth 
October, 1999 and 6th October, 1999 respectively. 


The tender documents can be obtained from. this 
Office one day before the due date and submitted 
upto 15-00 hrs. on due date. All other terms and 
conditions of the above tender will remain unchanged. 


Sd./- 
Superintending Engineer(P&W) 


“SAVE ELECTRICITY” 
[No. 004-10/5017, dated 7-9-99,] 


OFFICE OF THE SUPERINTENDING ENGINEER (MEcH. 
MAINT.), P.H. No.-Ii, M.P. ELEctrRictty BOARD, 
KorBA East 


Supply of Seal Water Pumps : Extension of Due Date 


The Due Date of Opening of Tender No, T-03/90 
for Supply of Seal Water Pumps & Tender No. T-4/99 
for Furnace Oil Pump in 120MW, Korba East is 
hereby extended upto Sth October, 1999 and the tender 
will be sold upto 4th October, 1999 and other terms 
and conditions will remain unchanged. 


Sd./- 
Superintending Engineer (MM) 


[No. SR|MM|PH-ITl/KEB| 1452, dated 4-9-99,] 
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GOVERNMENT OF RAJASTHAN : iar otaeaessarty 
RAJASTHAN STATE ELECTRICITY BOARD CO 


OFFICE OF THE SUPERINTENDING ENGINEER 
- (TD-II), SHED No. 10, VioyuT BHAWAN, 
Jyotr NAGAR, JArpUR-302 005 


Tender Notice No. IN-M-1 for Ash Handling 
Plant : Corrigendum 


In the above tender notice the lines “three Power — boration if, any,. .., Lhe other terms & conditions will 
remain un-changed, . 


Md 

bY 
8 
og 
» 


projects. which should be operating satisfactorily for bom 
atleast two years” may be read as “two similar power Superintending Engineer(TD-1) : 
projects which shouid be operating satisfactorily for [No. RSEB|PR|Advt. 8344(95-96)|F{1923, dated — 
atleast two years and furnish details of technical colla- yee 


. 
—_——*-— 


Office of the Superintending Engineer (TD-1) Vidyut Bhawan, Jyoti Nagar, Jaipur-302, 005 


Supply of Bus Bar Materials 


ta 


Sealed tenders in quadruplicate are invited from reputed manuf acturers/supptiers for manufacturing, assembly, testing at manu: 
d inthe evacuation system for Sula 


facturer works. supply and delivery of under mentioned itemsfor 400K VS witchyards propose 


Thermal Power Station, Stage-1 (2% 250MW) in District Sriganganagat (Rajasthan) * 
Serial Name of Work Earnest Tender Date of receipt and 
ay, Money Cost opening the tender 
i apes) 

Rs . Rs. ys am ae 

1* Bus Bar Material for 400 KV Switch yard (Seamless Aluminium Tube 1,060,000 1,000 16th November, 1999, 

of size 114.2 mm outer dia., its Fitting & Accessories. Fitting & i 
Accessories for ACSR Moose/Zebra. Insulator String Hardware ; 

4 i) 


Fittings for Moose/Zebra and: Accessories for7/4mm Ground Wire, 


The tender documents including technical specification (non-transferable) can be obtained from the office of. the undersigned 0 
payment of cost of tender documents (non-refundable) as mentioned above. The payment for documents shall be made thr ough DD 
Cash in the name of the Dy. Director (PMU-TDD). RSEB. Jaipur on any working day. Request for issue of tender documen 
should be accompanied with details of previous manufacturinglsupply experience for executing at least 3 Nos. similar jobs whic 
should have been in operaticn for last 3 years, details of technical collaboration, if any and previous three years Bankert’s report, 


The tenders w ill be received up to 2-3C p.m.on 16thNovember . 1999 @ 1d shall be opened on the same day at 3-00 p.m. in presen, 
of tenderers or their authorised represent ative who choose to be present. If 16th November. 1999 happens to be holiday then tende 
shall be received and opencd on next working day at the same time. Purchase of tender documents is essential to participate int) 


tender bid. 
120 hola 


Sa.|- mh 4 
Suptdg. Engineer (TD-1) ; sae 


[No. RSEB/PR/ADV/8332(95-96)/9-1911, dated 28-899.) 
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Generator Inter Linking [Station Transformers for 400 KV Switchyards tender TNE 104: 


Sealed tenders in quadruplicate are invited from reputed manufacturers/supplicrs for design, manufacturing asscmbly, testing 
at manufacturer works, supply, delivery and supervision of erection/commissioning of undermentioncd items for 400KV Swifchyards 
at Ratangarh and Suratgarh proposed in the evacuation system for Suratgarh Thermal Power Station Stage-I] (2 x 250MW)in District 
Sriganaganagar (Rajasthan). 


Serial Nanre of Items Quantity Earnest Tender Date of receipt and 
No, Money Cost Opening the Tender 
Rs. Rs. 

1, 315 MVA_ 16.5/420 KV Gen, Transformers. 3 ; 2 Nos. 4,50, 000 } 

2. 3ISMVA 400/220 KV Interlinking Auto Transformers Sane 8,00,000 | 
2,000 26th November, 1999 

3. 16/20 MVA 16.5/6.9 KV Unit Aux, Transformers 4 38 1,25,000 | 

| 

4, 40/50 MVA 220/6.9 KV Stn. Aux, Transformers : aaa 1,25 ,000 J 

15,00,000 


ee ee ee ee 


The tender documents inciuding technical specification (non-transferable) can be obtained from the Office of the undersigned of 
payment of the cost of tender docuMents (”en-reundabie) as Mentioned above. The payment for dgocuments shall be meade through 
Demand Draft/Cash in the name of the Dy, Director (PMU-TDD) RSEB Jaipur on any working day. Request for issue of tender 
documents shoula be accompanied with details of previous manufacturing/supply expericnee for executing atleast 3 Nos, similar jc bs 
which should have been in operation for last3 years, details of technical collaboration, if any and previous three years Bankcr’s report. 


The tenders will be received upto 2-30 p.m, on 26th November, 1999 and shall be opened on the same day at3p,m, in presence of 
 tenderets or their authorised representative who choose fo be present. If 20th November, 1999 happens to be holiday then tendets 


shall be received and opened on next working day at the same time, Purchase of tender documents is essentiai to participate in the 
tender bid, 


Sd/ 
Supdig. Engineer (TD-D. 
[No R.S.E.B./PR/Aavt. 8340 (95-96)/F. 1919, dated 2-9-99] 


ee oe Men ee 
. 


(Procurement Cirele-lJ 
New Hotel Bidg., Ajmer Road, Jaipur-302 006 
250 KVA 33/04 KV Sub-Station Transformers, etc. 


Sealed Tenders (In Single Copy) are invited for supply of following items as per Tender Specifications -— 


TN No. Name of the Item Quantity Cost of Date of Opening 
Apprex. Tender. 
Rs, 
1661. 250 KVA 33/0.4 KV Sub-Station Transformers ‘ . : 40 Nos. 250 21st October, 1999, 
e. 1662. Rate Contract for 2 years for supply of. : A . us 500 27th October, 1999, 


(i) Heat Shrinkable/Push on Type Indoor and Outdoor Cable Ter- 
minations and Straight Thorugh Joints of sizes 300 Sq. mm.. 


id. ' 185 Sq. mm., 120 Sq. mm. and 70 Sq.mm. suitable for 11 KV 
XLPE Cable. 
(ii) Heat Shrinkable/Push on type Indoor and Outdoor Cable Ter- 
7 minations and Straight through Joints of sizes 300 Sq.mm.,,. suita- 
ble for 33 KV XLPE Cable. 
1663. Three Phase Static knergy Metres . : : oo Wie . 50,000 Nos. 1.000 22nd October, 1999. 
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Copy of the Tender Documents (non-transferable) can be obtaired from the office of the undersigned by remitting tender cost a$ 
mentioned above (which is non-refundable )in the form of Cash or Money Order o1 by Crossed Indian Postal Or¢ers in Favour ofthe — 
Accoums Officer-II (Proc.1) Rajasthan Staie Eleciricity Board, New Hotel Building. Ajmer Roaa, Jaipur-302006 Purchase of — 
Tender Documents is essential for participation in the Tender enquiry. The Tencers will be received upto 2.30 p.m. cn — 
above mentioned date and will be opened at 3 p.m. on the same day in presence of Tenderers or their authoriscd — 
representatives who wish to be present, POG Bn Gram they) ae 

Sd- 
Superintending Engineer(Proe. 1)) 
[No. RSEB/PR/Advt. 8341(95-96)/F.1920, dated 2-9-99.] 


eh 


GOVERNMENT OF INDIA 
GOVERNMENT OF INDIA PRESS 
Forms UNIT, SANTRAGACHI, HOWRAH 


Purchase of Rotten Waste Papers 


¥ a Ses 


Sealed Tenders in double cover are invited from the the sealed cover, failing which the tender will liable 
bonafide intending Purchasers of Rotten Wasie Papers © be rejected :— lee Ce 
(as is where is basis) as. classified below from the a! ssi bnes Lahey eal tha 
Govt. of India Press, Forms Unit, Santragachi, (a) Original Income Tax Clearance Certificate of + 
Howrah 71321. the firm for immediate last 3. years. } 


Wawel hed 


Rotten Waste Papers of 1997-1998 lying at (b) A copy of Trade Licence of the firm (original — 


ri 


) 


id 
the southern side of the Administrative 1s to be shown on demand), ; 
Block of this Press. as ; CAR i 

(c) Call Deposit Receipt of Rs. 20,000 as Earnest — 

The said materials may be seen from 11 a.m. to Money is to be swomitted from any National-: — 

3 p.m. on all working days (except Saturdays, Sundays iscd Bank in the name of the Managers, Govt. — 
and Holidays) at the Govt. of India Press, Forms Unit, of India Press, Santragachi, Howrah-711 321 3 
Santragachi, Howrah. Tenders will be received upto and to be submitted alongwith the Tender, ’ 
2-30 p.m. on 11th October, 1999 and will be opened otherwise the Tender will not be consideted. j 
at 3-00 p.m. on the same day in presence of. the Bat | . 4 
tenderers, if any. The offer is to be remained valid for 120 days from — 
' the date of opening of Tender. : 

Details instructions|terms of the Tender and Tender . ae 4 
Paper may be obtained from the Procurement Branch Rate should be quoted both in figures and ia words — 
of this press at a cost of Rs. 50 (non-refundable) 40d no overwriting on the rate is permissible, & 
within the period from 24th September, 1999 to | " 
8th October, 1999 on any working days (except Total accumulation of the material will be of — 
Saturdays, Sundays and Holidays) from 2 p.m. to 45,960 kgs. approximately, | ; t 
3 p.m. on application to the undersigned by proprietor| saunsi sg tetons ? 


Partner or authorised:representative of the firm. 


; Be ted ! Manager 
The following Documents Earnest Money are also : na e 
required to be submitted alongwith the tender form in [No. Sant.|153/Stores|99-2000|1728, dated 14-9-99.] — 


er 
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GOVT. OF INDIA MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer (West), Agra Cantt.-282 001 
Term Contract for Artificer Works ete. 


The Garrison Engineer (West),Agra Cantt, invites applications ficm MES, CPWD, PWD, and Railway contractor’s of appro- 
_ priate class for issue of tet ders for the unde:mentioncd works .— 


Serial Name of Works Estimated Amount Last date of Receipt of 
No Cost of of Earnest Application 
F Work Money 
Rs. Rs. 


1. Term Contract fer Artificers Works for Zone ‘A’ under GE (W), Agra. 5.00 Lakhs 10,000 4th October, 1999, 
2. Term Contract for Artificers Works for Zone *B’ undcr GE (W), Agra. 5.00 Lakhs 10,000 4th October, 1999, 
3. Term Contract for Artificers Works for Zone ‘C’ under GE (W), Agra 5.00 Lakhs 410,000 4th October, 1999, 
Contractors not enlisted with MES, Central Command;CWE Agra-are requircd to submit their applications, copics of letter of 
enlistment in other department. Latest Income Tax Clearance Certificate and Particulars of works carried out by them during the 
last five yearsgivingthe designation of the Officer under whomthe works were executed with its percentage progress and item 
comletion date. 
Earnest Money shall be deposited alongwith tenders in seperate cover by the contractor who have not Standing Security witn 


the MES. 
[No. 9383/02/E8, dated 1-9-99,] 


GOVERNMENT OF INDIA 
NATIONAL SECURITY GUARD 


(Provisioning Directorate, ‘B’ Block, 12th Floor CSD Complex, Lodhi Road, 
New Delhi-110 003 


No. P/604/99 (235)|NSG_ : Pentitm III based Personal Computer 


Prov. Dte, National Security Guard (Ministry of Home Affairs) invites sealed tenders on behalf of the Presidcnt of India for pur- 
chase of following item: :— 


‘Serial Description of Stores Tevtative — Last dete and time Tender opening date} 
No. Quantity for tender receipt and time 
1, Pentium III based Personal Computer and Mod: m, Printers, 3.Nos. 30th September, 1999 30th September, 1999 
Ups and Feripheras. (11.00 Hrs.) (11.30 Hrs.) 


The tenderers should give the price bids ina separate sealcd cover ard the technical details also ina Separate sealed cover in 
duplicate alongwith its specification le aflets, brocher ifany. Price bids shall be opened after evaluation of the technical offer. The 
firms shall be informed about opening of price bids. Tender documents ard E.M.D. should be enclosed with technical bids. 


,, Lender documents can be purchased frcm Gict p Comdi (Prev) NSG HQs 12th Floor, ‘B’ Block, CGO Compiex,Lodhi Road, 
New Delhi-03 against Cash payment of Rs. 100 onlyfrom 10.00 His. to 13.00 Hrs. on all working days upto one day prior to last date 
for submitting of tenders. Payment can also be made by Demand Draft in favour of PAO, NSG payable at New Delhi. No other mode 
Of payment will be eceepted. Persons desirous to have terder documents ser t by post shalladd Rs. 15 towards postage. 

1 : Sd) be 
Group Commander (Prov) 
[No. P/604/99 (235)/NSG-2207 QP,, dated 7-9-99.] 


| ey 
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MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer (D, AF, Pathankot-145 001 
Certain Repairs to Roof Leakage/ Seepage aes Serna 
The Garrison Engineer(I), Ait Force, Pathankot( Punjab)-145 001 invites applications by 29th September 1999 from tne ‘alisha 
MES, C.P.W.D. and Railway Contractors of the apprepriate class for tne following work :— 


Seral Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. . 


1. Certain repair to Roof Leakage/Seepage and other items of Officers Accn. Bldg. No. 26, 28, 37, 7.00 Lakhs 14,000 


53, 66/2 & 67/2 and 72/4 at Air Foree Station, Pathanket. 
copies of letters of enlistment io other, department 
tnem during the last Two years giving designations 
with tender by contractors who 


Contractors not enlisted with MES, are required to submit with applications, 
and latest Income Tax Clearance Certificate, particulars of works carried out by them « 
of the Officer under whom executed. Earnest Money as indicated above is to be deposited along 
have not deposited Standing Security with the MES. ail 

Sdj-" 
Major 
[No 8752/03/E8, dated 6-9-99.] 


ee 
ag E 


Repar)/ Replacement of Septic Tank/Soak Well 


The Gatrison Engineer’ 11, Air Force, Pathankot ( Punjab)-145 C01 invites applcations by 29th September, 1999 from the enlist: 
ed MES, C.P.W.D. and Railway Contractors of the appropriate class for the following work :— a alt a Z 


Serial Name of Work ‘Estimated Earnest | | 
No. Cost ~ Money — 
RSM Hone 


1... Repair/Replacement of Septic Tank/Soak Well and connected items of No. 2 Area at Air Force . 14.00 Lakhs 28,000 | 


Station, Pathankot. 
ubmit with applications, copies of letters of enlistment ir other department 


and latest Income Tax Clearance Certificate, particulars of works carried out by them. during the last Two years giving designation of 
the Officer under wnom executed. Earnest Money as indicated above Is to be deposited alongwith tender by contractors who have. 


not deposited Standing Security with the MES. - val 
a | Sdl-- | | 
Major 


Pa 
} 


[No. 8750/03/E8, dated 6-9-99.[ 


Contractors not enlisted with MES are required to s 


ty 
ey 


Repair to Building +, 


Tne Garrison Engineer (1), Air Force, Pathankot (Punjab)-145 001 invites applications by Ist October, 1999 from the enlisted 
MES, C.P.W.D. and Railway Contractors of the appropriate class for the following work :— Le 


I. Gertain Essential Repair work pertaining to Building No, NP-18 and T-4 at Air Force Station, 
Patnankot 


is Name of Work Factoid sient 
- Cost Money F 
Rs. Rs GF 

: i f ig 

4.00 Lakhs’ 8,000 i 


| 


tions, copies of letters of enlistment in otner department 
by them, during the last Two years giving designation ¢ 


Contractors not enlsted with MES are required to submit with applica 
2 
C 
sited alongwith tender by contractors who a 


and latest Income Tax Celarance Certificate, particulars of work carried out 
the Officer under whom executed. Earnest Money as indicated above is to be depo 
not deposited Standing Security with the MES. 
Sd/- 
Major 


[No. 8763/03/E8, dated 6-9-99,) | 
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GLOBAL TENDER 
GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
Ordnance Factory, Bhandara 
Design and Supply of 160 KV Constant Potential X-Rav Unit 


On behalf of the President of India, General Manager invites sealed tender upto 14.00 Hrs. on 14th December, 99 for Design/ 
Supply/Erection and Commissioning of following machinery :— 


Serial . Tender Enquiry No., Date Quantity Last Date of Issue of Date and Time of 
No. and Description of Terder Forms opening at O. F. 
Ttem Bhandara 
1. EO/RK/61/13/ADVT/99-2000, BF, dtd, 14/08/99— 
Design and Supply of 160 KV constant Potential X-Ray 1 No. 27th October 1999 14th December, 1999, 


unit with real time Radiography system (Image Processing 
unit as per Specn.) 


Notes:— 
(i) Specificaton and other details will be provided alongwith tender forms. 
‘ (ii) Technical bids and Price bids are to be submitted separately. 
. (iii) Further terms and conditions are furnished in. the tender forms. 
The tender form and specification can be obtained from the General Manager, Ordnance Factory, Bhandara, Pin-441 906 (India) 


Tender forms will be available for issue on any working day (Monday to Friday) between 10.00 a. m. 4nd 4.00 p. m. from 
27th September, 1999 to 27th October, 1999. 


General Manager, Ordnance Factory, Bhandara( India) reserves the right of rejection or accepting any or all the tenders withou 
assigning any reason. In case of anv dispute, the decision of the General Manager, Ordn2nce Factory, Bhandara (India) will be fina! 
and binding. 


Telex, Telegram, Fax and Telephone numbers of Ordnance Factory, Bnandara (India) are as under. 


Telex : 0715-7290 OFBA IN 

Tele Fax : 07184-82242, 82320 

Cable : Propex Bhandara-441 906 (India) 
Telephone : 07184-82320 


oe ee ee 


JNo. EO/RK/61/13/ADV £/99/2000/BF, dated 14-8.99.] 
GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT 
Office of the Executive Engineer, Hyderabad Central Division-I, CPWD, 4-5-364, Sultan Bazar, Hyderabad-195 
Maintenance of Residential Quarters 
The Executive Engineer, Hyderabad Central Division-I]. CPWD. 4-5-364. Sultan Bazar, Hyderabad-195, invites, on behalf of the 


President of India sealed item tender from approved and cligible contractors of CPWD, MES, PAT, State PWD upto 3 p.m. on 15th 
October, 1999. :— 


Serial — Name of Work Estimated Earnest Cost of Time allowed 
No. Cost Money tender for Completion 
Deposit 
Rs. Rs. Rs. 
1. Maintenance of Residential Qtrs. for NAARM at R’Nagar. 3 23,164 8,079 «550 ij¢ ST 3 Months. 


SH : 18 Nos. type l. 24Nos, type-II, 6 Nos. type C., 6 Nos. 
type B. 8 Nos. type A Qts. 
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Tenders will be opened at 3.30 p.m. onthe same day. Earnest Money should be deposited in the State Bank of Tndia/Divisional 
Office and receipted challan sent with the tender. Receipt of applicationfor issue of tender forms along with the D.D for Rs.550 only 
for each Lede (non-retundable) will be stopped by 4 p.m. on 11th October, 1999. Conditions and tender forms will be issued on 13th 
October, 1999. 


The tenders of the contractors who do not deposit the Earnest Money in the prescribed manner is liable to be rejected. } 


Sdl- 
Executive Engineer 


[No. 54(220) 99/HCDT/AB/1704, dated 8-9-99,] 


GOVERNMENT OF MADHYA PRADESH 
WATER RESOURCES DEPARTMENT 
Office of the Superintending Engineer, Rajghat Canal Circle, Jhansi (U.P.) 
NJ.T. 5/S.F../ 1999-2000 » Constn. of  Kasna Acquaduet 


Sealed Lump sum tenders for the following work in form “F” are invited on behalf of the Governor of Madhya Pradesh in the office 
of the Engineet-in-Chief, Water Resources Dzpartment,Amarkantak Bhawan, Press Complex, Bhopal, Chief Engineer, Rajghat canal 
and Sindh Project, Water Resources, Department, Shivpuri(M. P.) and Superintending Engineer, Rajghat Canal Circle, Jhansi (U. P.) 
upto 15.00 Hrs. on dated 17th November, 1999 from A-V Class of Contractors registered in the office of the Engineer-in-Chief, Water 
Resources Department, Bhopal and will be opened at 15.30 Hrs. on the same day. Firms of repute who have successfully executed — 
similar works shall also be allowed to tender provided that they get them selves registered in the appropriate class within one month— 
from the date of receipt of tender on or before acceptance of the offer whiehever is earlier. 


Such unregistered contractors and firms of repute will have to produce eligibility certificate from competent authority empowered 
to register them in appropriate class of contractors te enable them to petchase the tender document, 


Serial Name of Work Probable Amount of Cost of tender Period of Categories 
No. Amount of Earnest document with Completion of 
Contract Money drawings Contractor 
Rs. Rs. Rs. 
1. Construction of Kasna Acquaduct on Sindh 493.00 Lakhs. 247,000 4,000 Per Set. 24 Months A-V . 
R.B.C. beyond Mahuar River from R.D. (Two Nos.) including rainy 
11190 MtoR.D. 11430 M and Earth work Season. 


and Lining from R.D. 11130M to R.D. 
11190M and 11430M to 11490M complete 
with pitching on outer toe of approaches 
under Sindh Phase-Il. 


Tenderers can quote lump sum offer on Departmental drawings or alternative design and drawing, but in both cases contractors — 
will have to furnish detailed design calculations and working drawings for approval by the Water Resources Department. 


The tender document should be purchased from the office of the Engineer-in-Chief, Water Resources Deptt, Amarkantak Bhawan, 
Press Complex, Bhopal (M.P.), Chief Engineer Rajghat Canal and Sindh Project Shivpuri(M.P.) and Superintending Engineer. Rajghat 
Canal Circle, Jhansi (U.P.) on any wotking day during office hours upto 16th November, 1999 betore the last date on which tenders - 
are to be received. If the dates metioned above are declared are holidays due to any reason, the date/dates shall be treated as next 
working date. Tender received late on account of any reason whatsoever will not be considered and returned unopened to the tenderer 
Telegraphically tender will not be entertained. 


Tenderer while applying for tender forms will have to submit the following documents :— 
(i) Valid Income Tax Clearance Certificate for last year, 

(ii) Last year balance sheet. 

(iii) List of works in hand. 


(iv) Permission for getting tender form from Engineer-in-Chief, Bhopal by those firms who ate not registered with M.P., Water — 

Resources Department. 4 
Application for tender documents shall be accompanied by Ra) 4,000 per set which are required for the submistion of the tender 
towards the cost of the tender documents in shape of Demand Draft in favour of Executive Engineer, Rajghat Canal Division, No. 5, 


_Karera, Distt -Shivpuri (M.P.) payable on any Nationalised Bank or by Money Order or in Cash. Earnest Money placed to the Ex- 
Engineer, Rajghat Canal Dn.,Karera, Distt. -Shivpuri (M.P.). 
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Tender documents requested by mail will be diespatched by registered/speed post on extra payment of Rs. 500 per set. The 
Water Resources Department will not be responsible or the postal delay if any indelivery of the document and nonreceipt of the same. 


Interested parties may contact the Executive Engineer, Rajghat Canal Division No. 5, Karera, Distt. Shivpuri for seeking the work 
Sites and getting details of works. 


Sa/- 
Superintending Engineer 


[No. G. 16451., dated 6-9-99, issued by the Dte. of PR Madhya Pradesh. Banganga Road, Bhl-46 2003 (M.P.). 
GOVERNMENT OF INDIA, MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Commander Works Engineers (Utilities), Delhi Cantt. 
Provision of Cold Storage Room 


The Commander Works Engineers (Utilities), Delhi Cantt invites applications by 30th September, 1999 from enlisted MES 
Contractors of the appropriate class for issue of tender for the undermentioned work :— 


Serial Name of Work Estimated Amount of 
No. Cost Ba rnest 
Money 
required to 
be deposited 
i with the 
tender 
Rs, Rs, 
1, Provn. of Cold Storatge Room /walk-in cooler for storage of lab. diagnoste kit for life saving 6.50 Lakhs — 13,000 


drugs at AFTC, Delhi Cantt. 


_ Contractor not enlisted with the MES WC, Chandimandir are reqrd. to submit their applications, copies of letters of enlistment 
in other departments, Inome Tax Clearance Certificate and particulars of works carried out by them during last 3 years giving the 
designations and correspondence address of the Officer under whom the works were executed. 


Earnest Money shall be deposited alongwith the tender by the contractors who have no Stsnding Security with MES. 


Note, —Jnvitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant even 


tO enlisted contractors of appropriate class. Issue of tender will be decided by the Accepting Officer based on inter alia, past track 
records financial position and experience of similar works executed by the applicant/contractor. The Accepting Officer shall consider 


| application received upto the date of receipt of application/extended date of applications for issue of tender.The applicant/contractoe 


will be informed regarding non issue of tender without assigning reasons.The applicant/contractor if he so desires may appeal to the 
next higher Engineer Authority with copy to the Accepting Officer. Noappeal/representation shall be entertained in respect of 
applications for issue of tender as received after the date of applications/extended date of receipt of applications.The decision of 
the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for compensaton what-so-ever for rejec- 
tion of his application. 


[No. 89013/21/02 E8, dated 31-8-99.] 
Office of the Garrison Engineer (I), AF, Pathankot-145 001, 
Provn. of Certain Essential Works 


_ The Garrrson Engineer (1), Air Force, Pathankot (Punjab)-145 001 invites applications by 30th September, 1999 from the 
enlisted MES, C.P.W.D. and Railway Contractors of the appropriate class for the following work:— 


Serial Name of Work Estimated Esarnest 
No. Cost Money 
‘ Rs. Rs. 
1. Certain essential works pertaining to T-57 and T-58._ . ; ‘ : ‘ es ; 5.50 Lakhs 11,000 — 


Contractors not enlisted with MES, are requred to submit with there applications, copie of letter of enlistmcnt in other _formations 
jand lavest Income Tax Clearance Certificate, andparticulars of works carried out by them during last two years giving designations of 
the Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by contracotrs who have no 
deposited Standing Security with the MES. 


Sd/- 
| Major 
| [No. 8743/03/E8, dated 26-08-99,] 
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Garrison Ebngineer, (Electrical), Delhi Cantt. ol. 


Repair/Repjacement of HT System 


The Garrison Engineer (Electrical), Delhi Cantt. invites applications by 4th October, 1999 from enlisted MES, P.W.D., C.P.W.D. 


and Railway contractors of the appropriate class for issue of tender for the undermentioned works :— 


Serial Name of Work Estimated Amount of 
No. ; Cost. Earnest 
: Money 

Read to be 

deposited with 
the tender 

Rs. Rs. 
1. Repair/Replacement of HT distribution system in old Base Hospital at Delhi Cantt. under 4.40 Lakhs 8,800 


AGE Elect No. !, Dehli Cantt. 
Contractors not enlisted w th the MES Western Command, Chand garh are required to subm.t with the.r applications, copies of 
etters of enlustejnt in other departments, Incom Tax Clearance Certificate and particulars of works carried out by, them during last 
three years giving the designation and correspondence address of the officers under whom the works were executea, | 


Earnest Money shall be deposted alongwith the tender by the contractors who have Standing Sceurity withthe M.E.S. , 


Note. — Invitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant, 


even to enlisted contractors of appropriate Class. 


~ Issue of tender will be decided by the Accepting Officer based on, interalfa, past track records, financial position and “igi 


of similar works executed by the applicant/contractors. The Accepting Officer shall consider app.lications received upto the date o 


receipt of applications/extended date of applications for issue of tender. The applicant/contractor will be informed regarding non- 


issu> of tencer without assigning reasons. The applicant/contractor if he so desires, may appeal to the next higher Engineer Autho- 
rity with copy to the Accepring Officer. No appeal/represcntation shall be entertainea in ~espect of applications for issue of tenders 
as received after the date of application/extended date of receipt of applicetions, The decision of the next. higher Engineer Authority 
fflhall be final. No applicant/contractor shall be entitled for compensation whatsoever for rejection of his application. , 

[No. 8242/40/03/E8, dated 1-9-99.] 


Garrison Engineer, E/M Water Supply, Delhi Cantt-10 
Repair! Repacelment Work of Water Supply, ete. 


The Garrison Engineer E/M Water Supply Delhi Cantt-10 invites applications by 27th September, 1999 from enlisted ‘MES 
Contractors of appropriate class for issue of tender for the undermentioned works :— bea el 


Sefal Tender No. Name of Work Estimated Earnest . 4 
NOL . Cost Money | 
1 fecal ob ; 

1. _GE/WS/33/99-2000 Repair/Replacement Work of Water Supply System at Maude Road and 4.60 Lakhs 9,200 


arjun Vihar Purap Houses under AGE WS No. II, Delhi Cantt. 
2. GE/WS/34/99-2000 Certain Repairs and Improvement to Water Distribution System in 3.90 Lakhs 7,800 
Sanyat Lines and 60 INF BDE Loc under AGE WS I. : 


[ No. 8104/459/E8, dated 4-9-99.] 


. 


Office of the Garrison Engineer (AF), Chandigarh-160 003 


Term Contract for Artificers Work 


The Garrison Engineer (AF), Chandigarh-160 003 invites applicaiion upto/by 27th September, 1999 from approved and eligible 
,| 


contractor for issue of tender tor :— 


Serial | Name of Work Estimated Earnest Period of 
No. Cost Money Completion " 
ReKE? Rs. | & hateaae 
1. Terms Contract for Artiticers Works at Technical Area at 12 Wing A.F., 5.00 Lakhs 10,9J) 12 Months. 


Chandigarh. 
[ No. 8001/ADV/3465/E8&, dared 4-9-99.] 
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The Commander Works Engineer (AF), Bamrauli, Allahabad-12.. 


Special Repairs to Wiring, ete. 


# 


~The Commander Works Engineers (AF), Bamrauli, Allahabad invites applications by 5th October, 1999 from enlisted MES, PWD 
CPWD and Railway contractors of appropriate class for issue of tender for under mentioned works :— 


‘Serial Name of Work Approximate Earnest _— Period of 
NG Est niated Money Completion} 
Cost 
Rs, Rs. 
1. Spec al Repairs to Wiring in SMQ’s P/83 to P/97 in New Project, area Manauri . 12.00 Lakhs. 23,000 06 Months, 
2. Special Repairs to Toilet, Kitchen and Roof to Certain SMQ’s New Project area 9.00 Lakhs. 18,000 06 Months, 


at Manauri. 


Contractors not enlisted with the MES, Central Command, Lucknow are required to submit ther applications alongwith copies 
of letter of enlistment in other Department, Income Tax Clearance Certificate and Particulars of works carried out by them during the 
last two years giving the designation of the officers under whom the works were executed. 
© , Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicant, even to 
enlisted contractors of appropriate class. Issue of tender will be decided by the Accepting Officer based on the past -track records 
financial Position, experience of similar works of applicant/contractor. The decision of the Accepting Officer for issue of tender or other- 
wise shall be final and the applicant/contractors will not be entitled for any compensation for rejection of his application. 


[No. 85153/01/E8, dated 31-8-99,] 


Garrison Engineer (N) AF, Palam, Delhi Cant-110 010 


Term Contract for Artificers Works, etc. 


° 


The Garftison Efigineer (North) AF, Palam, Delhi Cantt-10 invites applications from enlisted MES/PWD/CPWD/Railway contrac" 
fot of appropriate class upto 30th September, 1999 for the following works :— 


Sefial . ot Name of Works Estimated Earnest —_ Period of 
* No. Cost Money Completion 
 - : : . ss : Rs. Rs. 

1, Term Contract for Artificets Works in Zone *B’ (Technical area)intheareaof 5.00 Lakhs 10.000 12 Months. 


~AGE B/R-I (North) AF, Palam, Delhi Cantt-10. 


_ 2. Repair/Replacement of Internal Water Supply in Pinto Park AF Station Palam 3.00 Lakhs 6.000 05 Months, 
Delhi Cantt-10. 


3. Augmentation of Water Supply in Officer’s Accommodation at AF Station 4.50 Lakhs” 9,000 06 Months. 
Palam, Delhi Cantt-10. 


Interested conti actors at ould submit their applications with copies of letters of enlistment in Govt. Deptt. IT.C.C and particulars 
of similar work carried out by them during the last three years supported by certificate from authorities under whom the work were 
executed. Tender to selected contractor will be issued on Ist October, 1999 and there after. Contractor who have not lodged 

| ‘Standing Security with MES shall submit Earnest Money as indicated at the time of submission of their tender. 
. Sd.|- 
Major 
ae 2 = Reais e & [No. 8000/Adv./533/E8, dated 2-9-99.] 
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GOVERNMENT OF DELHI 


Office of the Dy. Director of Horticulture Dev. Division, No. If, P.W.D. (GOD), 13th Floor, 
M.G.S. Building, New Delhi-110 902 


M/o Diff. Mort. Works 


The Deputy Director of H9rticulture, Dev. Division No.-I!, P.W.D.(GOD), New Delhi on behalf of the President of Ind’a invites 
item rate tenders in the sealed cover of Form-P.W.D.-9 for the under mentioned works from the approved and eligible contr ictors of 


C.P.W.D. and those of appropriate list of M.E.S., & P&T upto 3-00 p.m. on 8ta October, 1999 which will be opened at 3-30 p.m. 
on the same day. 


Serial Name of Work Estimated Farnest Time 
No. Cost Money allowed 
Rs. Rs. 


1. M/o Diff. Mert. Work under HDD-II/P.W.D. ; 


é : 2,45,905 6,148 60 days 
SH _: during 1999-2000, SH : Supply of Stock Material. 


Sale of Tenders on payment of Rs. 500 on all working days from 16th September, to 5th October, 1999. 
Those tenders shall be liable to be re’ected which are not accompanicd by the Earnest Moncy (unless exempted) in for n of receipt 
Treasury Challan/Deposit Receipt/Demand Draft of a Scheduled Bank issued in favour of Dy. Director} Horticulture, Diva. No. I 


P.W.D., New Delhi. A contractor exempted from depositing Earnest Money individual case shall attach with the tender an attested, 
copy of the letter exempting him from depositing Earnest Money and shall produce the original when called upon to do so. 


Dy. Director of Horticulture 


[No. 54/187/P.W.D./D.D.M.2/D.A./6454, dated 10-9-99.] 


GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT 
Office of the Executive Engineer, Srinagar Central Division, Satwari, Jamnu 
Carriage of Material 
The Executive Engineer, Srinagar Central Division, C.P.W.D., Satwara, Jammu invites on behalf of the President of India 


sealed item rate tenders upto Ist October, 1999 for the following works from the eligible and appropriate class of C.P.W.D. 


contractors (B&R) and those of appropriate class enlisted with Railway, M.E.S., P&T and the J&K State P.W.D. and Registered 
cCarriage transporters. 


Serial Name of Work Estimated Period 
No, Cost 
Rs. 
1, Carriage of material from Jammu Railway Station to C.P.W.D. Store at Awantipur/Panthachowk 18,87,120 During 
during 1992-2000 in Srinagar Central Division. 1999-2000 


The Tender form and conditions ean be had from the Office of the Executive Engineer upto 4-00 p.m. on all working days on 
payment of Rs. 500 (Non-refundable). The last date of Receipt of application shall be 27th September, 1999, The tenders will be 
opened on the last date of receipt of tenders. 


The Contractor shall submit his application alongwith valid Income Tax Clearance Certificate. The non-C.P.W.D. contractors 
shall also submit definite proof of having completed similar works of specified nunibers and amount i.e., three works each costing 
not less than Rs. 5.06 lacs or two works of costing not less than Rs. 16.98 lacs in aggregate or one work of cost not less than 
Rs. 16-98 lacs during the last seven years. 


The tender shall be accompanied by Earnest Money (unless exempted) of Rs. 47,178 in Deposit-at-Call receipt of a scneduled 
Bank issued in favour of Executive Engineer, Srinagar Central Division, C.P.W.D., Jammu. A contractor exen:pted from deposited 
Barnest Money in individual cases shall attach with the tender an attested copy of the letter exempting him from depositing Earnest 
Money and shall produce the original when called upon to do so. 


The tender and Earnest Money shall be placed in separate sealed envelopes and marked “Tender’’ and ““Rarnest Money” respec 
tively. Both the envelopes shall be submitted together in another sealed envelopes. The envclopes marked tender of ony _ those 
tenderers shall be opened, whose Earnest Money placed in the other envelope is found to be in order. The tender without Earnest 
Money in the prescribed manner may. be rejected at the discretion of the Competent authority. 


Sd/ 
Executive Engineer 


[No. 54(1121)/SCD-99/1275, dated 10-9-99.] 
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GOVERNMENT OF RAJASTHAN 
RAJASTHAN STATE ELECTRICITY BOARD 
Ofticee of the Superintending Engineer (SSPC) (SS Procurement Circle), Jaipur-302 006 
33KV CT-PT Sets, etc. 


Sealed tenders are invited in Single copy for supply of following items as per spification :— 


Serial Description of Items Tentative Specification Cost of Date of Opening 
No. quantity Number sees of tender 
Ss. 
1. 33 KV CT-PT Sets having Assorted CT Ratios 700 Nos. |) TN-2520 1,000 7th October, 1999. 
(Approx.) ! 
2. 11KV CT-PT Sets having assorted CT Ratios 3,600 Nos. | 
(Approx.) J 


Copy of the specifications (non-transferable) can be obtained from the Office of the undersigned by remitting the cost of specifi- 
extions (non-refiundalle) as above either by Cash or Crossed Indian Postal Order or Crossed Demand Draft in favour of the Accounts 
Cffcer (Proc.-LD, R.S.E.B., New Hotel Building, Ajmet Road, Jaipur. The tender will be received upto 2-30 p.m. On the date speci- 
fied cs ebove and will be opened on the same day at 3-00 p.m. in the presence of the tenderers who choose to be present. Purchase 
of specification is essential for tenderers for submission of tenders. The quantity mentioned above is tentative and may be increased/ 
decreesed to any extent. 

Sd/- 
Superintending Engineer (SSPC) 


[No. RSEB/PR/Advt. 8359(95-96)/F/1938, dated 9-9-99.] 
GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATION 
MADHYA PRADESH TELECOM CIRCLE 
Office of the CGM, MP Telecom, Bhopal, Madhya Pradesh 
No. Computer/Tender|/99-2000/TRBA/SS/16/1 : Soft Ware 
Sealed tenders are invited by the Chief General Manager, M. P. Telecom Circle, on behalf of the President of India only from 


well established and reputed software Developers/Implementers for Maintenznce of Software for Telecom Revenue Billing and 
Accounting and Sub-Ledger Accounting at 16 SSA’s. 


Serial Name o SSA Approx. Earnest Cost of 
No. Cost Money Tender 
of work Deposit form 
Rs. Rs. Rs. 
1. Balaghat, Bilaspur, Chhindwara, Dhar, Durg, Guna, Indore, Khandwa, Khar- 49,00,000 80,000 © 500 
gone, Mandsaur, Morena, Ratlam, Sagar, Satna, Vidisha and Raigarh. 
Issue of Tender Forms : From 13th September to 12th October, 1999, 
Accoptance of Tenders : Till 11-30 hours on 13th October, 1999, 
Opening of Tenders : At 12-00 hours on 13th October, 1999. 


The tender form containing detailed specifications can be purchased on written request on Company’s letter pad, from SDE 
(Compute), Office of the CGM, Telecom Bhopal, Room No. 209, Doorsanchar Bhavan, Hoshangabad Road, Bhopal-642 015, on 
any working day from 13th September, 1999 to 12th October, 1999 between 10-00-17-30 hours after payment of the tender form cost 


oe ws way of Demand Draft. drawn in favour of AO (A&B), Office of the CGMT, Bhopal, from any Nationalised Bank, 
payable at Bhopal. 


sorEhe fe M. Telecom M, P. Circle, Bhopal resarves the right to reject any or all tenders without assigning any reason, either 
in part of full. 


Sd/- 
A. G. M. (Comp.) 


[No. CGMT/PR/Ady./Comp/1/99, dated 6-9-99.] 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


OFFICE OF DGAFMS/DG2S 
*‘M’ Block, Ministry of Defence, New Delhi-110 001 
Nucleus 22 Channel Co-Chlear Implant System, etc, 
Scaled Tenders are invited by Office of DGAFMS, Ministry of Defence for and on behalf of the President of India, from manu - 


¢ acturers registered with DGHS/DGQA for the Drug items and from reputed manufacturers/suppliers preferably registered DGS&D/ 
NSIC/DGQA for non-drugs items for the supply under mentioned stores :-— 


Dates for Tenders 
Poet eigigescmapestense teat ecient 


Serial PVMS No. T/E No. DGAFMS/DG2S and (i) To be received by Tender 
No. Brief Description of Stores 10-30 hours. Cost 
(ii) Same day opening 
at 14-30 hours. Rs. 
1 NIV/06 TPC-1022 /TE-447— 
. Nucleus 22 Channel Co-chlear Implant System with Spectra 15th October, 1999 200 
Speech Processor Complete. 
V/28/DG/3019 TPC-853 /TE-094 (Item-2)— 
2. NIV/28/DG/ Slave MonitorforCCL . . «wes aes.) 9th November, 1999 200 
3 NIV/01 TPC-1012/TE-323— 
Tab. Pyridostigmine Bromide 30mg. ; . f . 9th November, 1999 200 
Specn.< <  BP/USP: 
4 01525 TPC-746 & 961/TE-038 & 287— 
‘ Geen Hel Jelly 2 per eent Tube of 30ml with Plastic Oth November, 1999 200 
Nozzle. ; 
Speco. 9)? © USP. 
Life >. de Year. 
Note : Tube of 30gm also acceptable. 
5 TPC-856/Cell/-873 & TE-106— 
"NIV /07/DG/7491 Opthalmic Argon Laser (Internal Water Coaled) . } 
NIV/07/DG/7492 Endophoto Probe Set with Protective Filter for Operating 
Microscope. ,¥ 
: 9th November, 1992 209 
NIV/07/DG/7493 Binocular Indirect Microscope with Protective Filter for | 
Power Supply. | 
NIV/07/DG/7494 Beam Spiltter for Co-observation Scope. ‘ , ; | 
Specn. : Asper Q/R. 
TPC-973/TE-308— 
6. eles Tab. Enalapril Maleate 10mg. . . . . : 9th November, 1999 200 
oreo ee A 
Life : 24 Months. 
TPC-1003/TE-434— 
hs 25066 D.C. Defibrialtor-cum-Monitor Operable on 2.30 main 12th November, 1999 200 
Rechargeable Battery and 12V Car Battery. 
Specn. : Indian/International Standard/QR based 
. on M/s. BPL and M/s. Indochem Radio. 
TPC-1014/TE-435— 
8. 28040 Apparatus Diathermy Therapeutic (27.12 Mega Cycles or 12th November, 1999 200 
11.05 Metres) 400 Watts, 230 Volts, 50 Cycles, AC. 
Specn. : CQAL/568 and IS : 11478 (Part-1/1985, 
Is : 11471 (Part-ID)/1984. 
F 529 
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Serial 


10. 


an; 


13. 


14. 


aD; 


16. 


Ad, 


C830 


PVMS No. 


‘25055A 


011830 


NIV/22/DG/14868 


NIV/04/DG/7860 


NIV/04/DG/7861 
NIV/04/DG/7862 
NIV/04/DG/7863 
NIV/04/DG/7864 
NIV/04/DG/7865 
NIV/04/DG/7866 
NIV/04/DG/7867 
NIV/04/DG/7868 
NIV/04/DG/7869 
NIV/04/DG/7870 


NIV/04/DG/7871 
NIV/22/DG/14869 


NIV/22/DG/14870 


NIV/22/DG/14871 


NIV/22/DG/14872 


NIV/22/DG/14873 


Dates for Tenders 
T/E No. DGAFMS/DG2S and (i) To be receiyed by Tender 
Brief Description of Stores 10-30 hours. Cost 


(ii) Same day opening 
at 14-30 hours. Rs. 


TPC/1005 TE436— ee 
Apparatus X-Ray Radiographic and Fluroscopic 300 MA 12th November, 1999 : 200. 
AT 100 KV. 
Bpecn. : CQAL/566. 


C--4897/TE-437— 
Pancuronium Bromide 2mg/ml, Amp of 2ml : ‘ » 412th November, 1999 200 


Specn. : Claim. 
Life : 48 Months. 


9328/Indent-63/TE-438— : 
Spinal Retractor System as per ‘Agata Appendix ‘A’ to ‘D’ 16th November, 1999 200 


Specn. : As per Q/R. 
C-4898/TE-440— 

Micro Computer Controlled Open Care System with Resuscita= 
tion Trolley. 

Portable Neonatal Resuscitation Kit . 

Neonatal Oxygen Hood 

Low Pressure (upto 100 mm Hg) Suction . bs : 

Infant Laryngoscope with Straight Blade SizeQ and1 . 

Portable Oxygen Analyser (F102 Monitor) . 

: 16th November, 1999 * 3006 
Crap/Airway Pressure Unit with Infant Nasal Prong . r r 
Digital (Elect) Baby Weighing Machine 
Portable Neonatal Radiant Warmer (Servo Controlled) 

Infant Care Trolley Stainless Steel 


Non-Invasive BP Monitor (Digital) with Neonatal and Infant 
Reusable Cuffs (2). 


Pulse Oxymeter with Sensor for New Born . 


9328/Indent-64/TE-439— 
a Sphenodial Instruments Set as per attached Appendix 16th November, 1999 200 


Svecn. : As per Q/R. 


9328/Indent-65/TE-441— 
Intra Cranial Pressu:e Monitor as per Appendix °A’ 


Specn. : As per Q/R. 


9328/Indent-66/TE-442— 
Posterior Cervical fhoracic and Lumber Fixation System . 19th November, 1999 200 


Specn. : As pez Q/R. 


9328/Indent-67/TE-443— ; ae 
Pneumatic Bone Drill Midas Rex 4 : - é - 19tk November, 1999 300 


Specn. : As per Q/R. 


9328 /Indent-68/TE-444— 
Cervical Discectomy Instruments ‘ ‘ 


; - 16th November, 1999 200 


' . 19th November, 1999 200 | 
Specn. As per Q/R 
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Serial 
No. 


18. 


a9, 


20. 


745 


22, 


23. 


24. 


ZS. 


26. 


27. 


28. 


29, 


PVMS No. 


NIV/22/DG/14874 


NIV/04/DG/7875 
NIV/06/DG/7923 


04239 


NIV/08/DG 
NIV/22/DG/1486 6 
NIV/22/DG/14 866 


06041-C 


28030-A 


NIC/01/142 


NIC/01/192 


012513 -N 


T/E No. DGAFMS/DG2S and 
Biref Description of Stores 


9328/Indent-69/TE-445— 
Cranitomy Instrument Set : § : a 


9328 /Indent-76/TE-448— 
1.C.U. Ventilator 


As per Q/R. 


9328/Indent-77/TE-449— 
Evoke Response Audiometry . 4 x ‘ 


As per Q/R. 
TPC-970/TE-450— ey 
Cylinder Oxygen, Bull Nose Fitting Fine Adjustment Valve 
with Pressure Gauge ard Bobbin Flowmeter with Double 
Walled Tube for. 


IS : 5355-1969. 


Specn. 


Specn. 


Specn. 
9328 /Indent-80/T E-451— , 
Battery Operated Drill and Sawing System . ; 4 
Specn. As per Q/R., 


9328 /Indent-32/TE-452— 
Laparoscopic Surgical Instrument . . > ° . 


As per Q/R. 


9328/Indent-32A /TE-453 — 
Laparoscopic Surgical Instruments ~ fe = 


As per Q/R. 


TP’C-1020/TE-455— ip 
Audiometer Clinical Diagnostic Complete with -+-20 db facility 


Arphi Model 700 MK IV Tech. Model and 
Specn. CQAL/598. 


TPC-1092/TE-456 - : 
Apparatus Diathermy Monopolar and Bipolar HP Surgical 
Unit complete Solid State output 400 Watts. 


As per Q/R and Specn. CQAL/575 (of port 
200 Watts). 


TPC-1027/TE-461— 
Inj. Cefotaxime Sodium 1 gm Vial . : ° P 


Specn. 


Specn. 


Specn,. 


Specn. 


Speci. rE: 
Life 24 Months. 
TPC-1028/TE-462— 
Inj. Etopeside 100 mg Amp. of 5ml_ . A ; . % 
Specn. Claim. 
Life , 36 Months. 


TPC-1029/TE-463— 
Inj. Amino Acid Preparation 7.5 per cent IV Bottle 200/250in1 


Claim. 


60 Months. 


Specn. = 
Life 3 
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Dates for Tenders 
moaapraisetetl as 


Sateen 


(i) To be received by 


10-30 hours. 


(ii) Same day opening 
at 14-30 hours. 


19tk November, 1999 


26th November, 1999 


26th November, 1999 


26th November, 1999 


3rd December, 1999 


3rd December, 1999 


3rd December, 1999 


7th December, 1999 


7th December, 1999 


7th December, 1999 


7th December, 1999 


10th December, 1999 


200 


200 


200 


200 


200 


200 


200 


200 


200 


200 


200 


C831 


Serial 


No. 


30. 


31. 


32; 


33. 


34. 


35: 


36. 


37. 


38. 


39. 


40. 


C832 


PVMS No. 


NIC/01/393 


NIC/01/247 


NIC/01/215 


01958 


NIC/01/208 


NIV/10/DG/6925 


NIC/01/136 


01691 


01832 


12530 


01326 


Dates for Tenders 
— ot Oooo 
T/E No. DGAFMS/DG2S and (i) To be received by 
Brief D-scription of Stores 10-30 hours. — 
(ii) Sanie day opening 
at 14-30 hours 


TPC-1030/TE-464— 


Tab. Ketoconazole 200 ing 5 ‘ ‘ : P . 10th December, 1999 
Spech. 7 woe. 
Life : 24 Months. 


TPC-1031/TE-465— : 
Inj. Netilmicin Sulphate 200mg/2ml Vial . Me 5 . 10th December, 1999 


Specn...: + USP: 
Life : 24 Months. 


TPC-1032/TE-468— 
Inj. Lyevac Cosmogen (Dactinomycin) Vial of 3ml R . 10th December, 1999 


Specn. : Claim. 
Life : 60 Months. 
TPC-1033/TE-469—- 
Framycetin Sulphate Gauge (Tulle Dressing) in pregnated 14th December, 1999 
with 1 per cent Framycetin Sulphate Tin of 10 Pieces. 
Specn. ..:. B.P.C: 
Life : 18 Months. 


TPC-1034/TE-470— 
Inj. Ifos famide 1 gm Vial with Mesna F 14th Dec ember, 1999 


Specn. : Extra Pharma (Martindale) 
28th Edn Claim. 


9328 /Indent-79/Ti-474— 
Titanium Casting Machine 


Specn. : As per Q/R. 


TPC-1041/TE-475— | 
Inj. Bleomycin 15 mg : A ZA 3 i 17th December, 1999 


«3 


Specn. : USP 
Life : 60 Monihs. 


TPC-1044/TE-476—- 
Suspension Metronidazole 200mg per 5ml Bottle of 60ml . 17th December, 1999 


Spech. <2") uP: 
Life : 36 Months. 


TPC-1049/TE-478— 
Tab. Prednisolone 5mg . 4 2 i : Y . 17th December, 1999 


Speci. alae. 


AT-964/RP—- 
Cotton Wool Absorbent Pkt. of 50gm a ; - & 21st’ December, 1999 


Specn. : JSS :6510/03/1994 (Rev. No.2) 

AT-1073/RP-—- 

Inj. Metronidazoie for IV use each containing Metronidazole ist December, 1999 
IP 5mg_ Bottle of 100 ni.. 


Speen: — 7) SaLP; 
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? A : 14th December, 1999 


Tender — 
Cost 


Rs. 


200 


200 


200. 


206. 


200 


200 


200 | 


200 


Notes :— 


1. Intending tenderers may obtain Tender Enquiry Set from Reception of L& ‘M’ Block of this office on payment as shown 
for each item (non-refundable) against Demand Draft from Nationalised Bank in favour »f CDACHQ), New Delhi payable 
at New Delhi between 2-30 p.m. and 4-30 p.in. 


2. The draft should be valid for atleast 6 Months and should not have been purchased frior to the Date of Publication of 
this advertis ement. 


3. Tenders will not be sold on the Day of Terder Opening. 


4. Tender Forms are non-transferable. 


a. Purchaser reserves the right to.accept or reject any other tender without assisning any reason thereof. 
6. Tender must be submitted in presdribed forms failing which they are liable to be ignored. 
‘G) Tender Enquiry Sets will be issued on production of copy of valid Registration Certificate and Valid Drug Licence exactly 


as per Tender Enquiry Item. 


8. Firm’s not registered for the subject item with DGQA_ should expeditiously get registered with DGQA. 


| Sdife 
Dy. Director General (P rov) 


[No. 42194/DGAFMS/DG2S/Adyt. Policy/99, dated 8-9.99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
Office of the Garrison Engineer (West), Delhi Cantt-10 
Provision of Certain New Works 


The Garrison Engtneer (West), Delhi Cantt.-10 invites applications by 30th September, 1999 from enlisted MES, PWD and 
ailway Contractors of the appropriate class for issue of tender for the undermentioned work :— 


erial CA No. and Name of Work Estimated Amount of Earnest 
No. Cost Money requiredbe 
deposited with the 
Tender 
Rs. Rs. 
1. CA No. | GE/DW-127/99-2000 : Provision of Certain New Works at HQ60 INF 14 lakhs 28,900 


BDE/1!5 Assam locationin the Area of AGE B/R-II under GE (West), Delhi Cantt. 


Contractors not enlisted with the MES, Western Command, Chandimandir are required to submit with their applications 
pies of letter of enlistment in other department Income Tax Clearance Certificate and giving the designation and correspondence 


dress of the Officers under whom the works were executed. 


Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Notes :— 


| Invitation for applications for issue of tenders does not constitute any gurantee for issue of tender to the applicant even to enlis- 
contractor of approparite class. 

Issue of tender will be decided by the Accepttng Officer based on interalia past track record. financial position and experience 
imilar works executed by the applicant/contractor, The Accepting Officer shall consider applications received upto date of receipt 


arn : rate : i i i i the Accepting 
pplications/extended date of receipt of applications for issue to the next higher Engineer Authority with a copy to 
eS No i ujcepresentation shall be entertained jin the due date of receipt of fapplications/extended date of receipt of 


ications, 

‘The decision of the next higher Engineer Athortity shall be final. No applicant/contractor shall be entitled for any compensation 
‘soever for rejection of his app -cation. 

| [No. 8041/GE/DW-127/99-2000/3/E8,& dated 10-9-99,] 
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Certain Special Works 


antt-10 invites applications by 30th September, 1999 from enlisted MES, PWD _ and 


The Garrison Engineer (West), Delhi C 
ass for issue of tender for the undermentioned work :— 


Railway Contractors of the approrpriate cl 


Estimated Amount of Earnest 


Serial CA No. and Name of Work 
No. Cost Money required to be 
deposited with the 
Tender 
Rs. Rs. 


1 CA No. : GE/DW-124/99-2000 : Certain special works at HQ 60 INF BDE/15 Assam 14 Lakhs 28,000. 


location in the Area of AGE B/R-III under GE (West), Delhi Cantt. 


mand Cnandimandir are required to submit with their applications 


Contractors not enlisted with the MES, Western Com Ire I , 
ance Certificate and giving the designation and correspondences 


copies of letters of enlistment in other depatrment Income Tax Clear 
address of the Officers under whom the works were executed. 


Eatriest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with MES. 


Note :— 
Invitation for applications for issue of tenders does not constitute any guarantee for issue of tender to the applicant even tc 
enlisted contractors of appropriate class. 


Issue of tender will be decided by the Accepting Officer based on interalia past track record, financial position and experimce 0 
similar works executed by the applicant/contractor. The Accepting Officer shall consider applications received upto date of receip 
of applications/extended date of receipt of applications for issue of the next higher Engineer Authority with copy of the Accepting 
Officer. No appeal/representation shall be entertained in the due date of receipt of applications/extended date of receipt of 
applications. 

The decision of the next higher Engineer Authority shall be final. No applicant/contractor shall be entilted for any compensatior 
whatwoever for rejection of his applications. 


[No. 8041/GE/DW-124/99-2000/3/E8, dated 10-9-99.] 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 
Controller of Stores, HQ O fiice, (5th floor), New Aiwoaiste ative Building, 11, Garden Reach Road, Calcutta-700 043 
Gravity Cock, etc. 


Sealed Tenders for and on behalf of the President of India, are invited by the Controller of Stores, Hq. Office (Sth Floor), New 
Administrative Building, 11, Garden Reach Road, Calcutta 700043, fer supply of the following items :— ; 


Serial Tender No. & Brief Description of Material Quantity Cost of Due Date 
No. (Detailsavailablein Tender documents) & Cost of Drg /Specification Required Tender 
Rs 

742. 30/1999/3191/4— | 

Gravity Cock-1/2” (similar to jayson) ICF’s Drg. No. 1CF/SK-6-3- 38,846 Nos. 1,000 8th November. 1999. 

369, Alt.-a item-1 Aluminium Alloy Chromium Plated Matl. plus 30 per cent 4 

Specn. as per Drg. Option. | 

743. 30/1999/3188/4— mo 

Porcelain commode as per ICF’s Drg. No. ICF/DEV/SK-6-3-160 O54’ 201! 500 8th November, 1999. 

alt k/5 item No. 2 to 8 Matl. Specn. as per Drg. plus 30 per cent 4 

Option. 

| 

744. 38/1999/2059/4— | 

Rolling Ring for 560 Cyl ‘F’ type to IRS Drg. No. VB/225/M, Alt. 1052008 303 500 8th November, 1999, 

3a Matl. Specn : Rubber IRS-R-3(70) with Corr. No. 1 of Aug. plus 30 per cent | 

°73 & No. 2 of July’76 Only RDSO appd. sources to quote. Option. | 


C834 INDIAN TRADE JOURNAL @® September 22, 199 


Serial Tender No & Brief Description moterial Quantity Cost of Tue 
No. (Details available in tender Documents & Required Tonder Date 
Cost Drg.§Specification 


745. 38/1999/3040/4— 
Pinwith wash :r& BulbCotterto RDSO’s Drg.No. 69597,A It. 29, 23,800 Nos. 500 8th Novyenber, 1999. 
Item No. 8 Matl/Specn. IS :; 2062/92, Fe-410-WA. 


746. 25/1998/3287/4— 
Locomotive warning light without Lamp unit, to RDSO’s Specn. 287 Sets 150 8th November, 1999, 
No. SPEC/E-14/6-02-B with Amndt. No.1. Cost ot Drg. Rs. 
600 to be obtained fron RDSO/LKO. 


747. S/2399/7034/4— 
Special Tips for fixed contact Assly. of Reversor and commutator 1.440 Nos. 150 9th November, 1999. 
as per CLW’s Drg. No. 4/TWD/101/097, Alt. 2, Matl. Pure 
Silver (hard). Cost of Drg. Ks. 25/p obtainable )rom CEE’s 
office/GRC. 


748. §/25/1999/3054/4— 
Armature Head Forged with Gripping Ring for Tractior motor 60... 500 Sth November, 1999. 
TAQ-65::. As per RDSO’s Drg. No. SKEL-4343 and 4345. 
Cost of Drg Rs. 90 obtainable from CEE’s Office/GRC. 


749, S/23/1998/3396/4—- 
TM Ameter Moving Coil range | KA-0-1-Ska TO CLW’S Specn. 138 *,; 150 Sth November, 1999. 
No. CLW/fS/1-2/1 Flg.1 &9. Cost of Drg.is Rs. 400 obtain- 
able from CEn’s office/GRC. 


750. $/23/1998/3347/4— 
Main Spring Assly. SI. Pt. No. $-000228 or similar... 169 ,, 500 9th November, 1999. 


751. $/25/1998/3606/4— ; 
Flexible Insulating Fibre glass sleeve 3 mm. size with counting of 4,117 Mtrs. 1,000 9th November, 1999. 
fire retardenet silicon clastomer to BS Specn. No. 2848/1973. 
Overall thickness 0.9 mm. BDV-5KV, Temp. 180 Degs.’c. 
(Fire Ret. Test as per IS-4249 App/B) for Aux. Motor. 


752. S/11/1999/3127/4— 
Side Bearer WDG-2 As per RDSO Drg. No. SK. VL-127, alt. 2 320 Nos. 500 12th November, 1999. 
or latest Spec. No. VL-03. Only RDSO/DLW/CLW appd. 
sources to quote. 


753. 25/1998/3311/4— 
Emergency brake valve type 01 with two slot sizes 1 & 1/2” X 1/2” 20m. 500 10th November, 1999. 
as per RDSO’s Drg. No. SK DP-2954 WABCOS’s Pt. No. 564786. 
Cost of Drg. is Rs. 40 obtainable from CEE’s office/GRC. 


754. 25/1998/3310/4— 
D 24B feed valve Assly to WABCO’s Pt No. 550016 or similar. ame 500 10th November, 1999. 
Cost of Drg. is Rs. 40 obtainable from CEE’s office/GRC. 


155. $/25/1999/2016/4— 


Carbon brush for Hitachi TM(HS 15250A) Gr. EG 10.5(s) to 19,400 Pairs 1,000 10th November. 1999. 
BHEL’s Desg. No. 3-439-20-40-004 Rev. 04. Cost of Drg. is + 30 per cent 
Rs. 40 obtainable from CEE’s office/GRC. Option. 
756. S/11/1999/3176/4— 
Axle Box liner Kit (WH)-4 items Drg. No. (1)SE/KGP/DL/BE-99, 112 Sets 500 ‘10th November, 1999. 
Alt. 4 (item 1 to 3) (II) SE/DL/BE-41, Alt. 9 (item-1). Cost of -+ 30 per cent 
Drg. is Rs. 25 obtainable from CMPE(D)’s office/GRC. Option. 


757. S/11/1998/3378/4— 
Main Reservoir & Auxiliary reservoir guage, DLW Drg. No. TPL- 472 Nos. 150 10th November, 1999. 
0168, item-6, Alt. or latest and DLW Pt. No. 11444861 
Only RDSO/DLW/CLW approved sources to quote. 


758. S/41/1998/3400/4— 
Hose Flexible Drg. No. KGP/DL/PC-42 Alt. 3. Cost of Drg. is 2 Saat 150 llth November, 1999. 
Rs. 40 obtainable from SMPE(D)’s office/GRC. 


759. V/S/11/1999/1004/4— 


Outer Spring (Motor Truck) as per RDSO Drg. No. SKDL-3463, ~ 1,204 Nos. 1,000 11th November, 1999. 
Alt, 3 or latest. + 30 per cent 
Only RDSO appro ed sources to quot . Option. 
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8 
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erial _ Tender No. & Brief Description of Material Quantity Cost of 
SNo. ‘ (Details available in Tender documents) & Cost of Drg./Specification Required Tender 
Rs. 
760. §/4797/3058/4—" : 
Hermetically sealed compressor of 1.0 TR. 2850 r.p.m. conforming 78 Nos. 500 
to IS : 10617 (Pt. 1/1983. Complete details with Tender Form. + 30 per cent 
Option. 
761. 8198/2025/4— 
Acid Oxalic Teclynical Grade to Specn. to IS : 5014/1963 or Current. 14,457 Kg. 150 
762. 8198/2005/4— P 
Cooling water treatment chemical. Details with Tender Form, DO I83_ a, G Aso 
763. $/81/1999/1002/4— 
Dichlorodifluore Meth’ ne (CCL.2 F2) conforming to 18-5610/1988 22,029 Kg. 2,000 
‘similar to type of refrigerent Gas Mafron-12 or Floron-12, etc. + 30 per cent 
Option. 
764. S/46/1999/5036-58/4— § 
Galv. Fabricated steel structure type-K-150, Length 9.5 Mtrs. 16 Nos. 150 
with holes as per drilling schedule as per RDSO’s Drg. No. 
ETl/C/0018-2 (Mod-D). 
765. $/46/1998/5055/4— 
Maintegance free regulated lead Acid Battery, etc. Details with Item— 
Tender Form Only RDSO approved sources to quote. | 
I Set ) 150 3 
Item—II 
1 Set 
766. $/4699/1070/4— 
Std. Bracket Insulator (8.50 mm.) CDR 1 No. 6030 conforming to £1,344 Nos. 500 © 
RDSO Specn. No. ET!I/OHE/15 (9/91). + 30 per cent 
Only RDSO approved sources to quote.4 Option. 
767. §/40/1998/7056/4— 
Hard drawn stranded Aluminium conductor Gavl. Steel wire to 10 K.M. 150 
TS : 398, 1976, Pt-Il, size 6/1/3.00 mm. 
Only Manufacturers to quote." 
768. S/46/1993/5050/4— § ! 
“Rail Rod” Hight and steger Guge for OHE with cant as per 1 No. 150 
Specn. with Tender form. . 
769. V/S/10/199°9/201 4/4— 
Element strainer complete to S. E. Rly. Drg. No. KGP/DL/LB-44, | 194 Nos. 150 
Cost of Drg. is Rs. 220 obtainable from SME(D)’s office/GRC. 5 + 30 per cent 
Option. 
770. V/S/12/1999/2013/4— e 
Axle Generator type AG-903 CX/M, BHEL Dr . No, 14380020001 133 5 ae 500 
ACS-4201. + 30 per cent 
Option. 
Notes :— 
1. Cost of Tender form (Non refundable in all cases} and Cost of drawing is shown sepa 
from Tabulation Section of COS’s Office, 11, Garden Reach Road, Calcutta-700043, cit 
of Cost of Money Order only to Controller of Stores by outstation firms. 
Cashier, South Eastern Railway, 11, Garden Road, Calcutta-706043 _and produce the 
Section (Batween 10.30 Hrs. and 16 Hrs.) on working days to obtain tender documents. Posta 
Cheque will not be accepted. : 
2. Tender forms will bo sold from 30 days before the Scheduled opening of tenders but will 
of opening. All tenders will be closed at 14 Hrs. of the date of opening and will be opene 
3. Allocation No. For Tender Form — Z-670 
Cost of Drawing — Z-650 and 
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— Dep/Misc/Stores. — 


Local firms may deposit the Cost t i 
Money R:ceipt to the Open Tender 
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4 IRS Specifications, IRS Drawing, ICF Drawing, BEML Drawing or RDSO Drawing are not available withthis office but 
may be available from the Director General, Rescarch, Design erd Stcrdzids Orgerisali cn Merck Neger (Alerba.), 
Lucknow-226011 or from respective Organisations on payment. 


¥ 
5. This Railway’s Drawing will be availablc from IB (Drawing)Section of COS’s Office or from other Offic:s where ever indicated 
on payment of cost to the respective section or office. Cost of Drawing should be remiticd separately and should not be 
; tagged with the cost of tender. 
6. Offers should be submitted for delivery to direct consignee only, otherwide they are likely to be re(ected. 
7. This office undertakes no responsibility for any postal delays. 


8. Samples where called for should be sent duly sealed separately to the Reception Counter or Sample Section of the office 
before the date and time of opening of Tender. These should not be enclosed with Tender Quotajio9. 


9. ffers not accompanied by signed Tender Documents/Forms issued by S.E, Rly. Authority may be summaiilly rejected 
without assigning any reasori. 


/*10. Current ard Valid W. B. S. T. Clearance Certificate in Form 58 to be submitted , by the Firms alongwith their Tender/Bill 
to admit payment. 


[No. PR/Stores-39/S9, dated 9-9-99, received from the CPRO. 11. Garden Reach Road, Calcutte-43.] 


Arc Chute for Power Contractor, etc. 


Sealed Tenders for and on behalf of the President of India, are invited by the Controller of Stores, Hq. Office (Sth Flaor), New 
Adminisinstrative Building, 11, Garden Reach Road, Calcutta-700 043,for supply of following items :— 


Tender No. and Brief Description of Material 


Serial . (Details available in Tender Documents) and Quantity Cost cf 
No Cost of Drg./Specification y Required Tender Due Date 

; Rs. 

‘ 

71. — V/S/12/1999/2002/4— 

Arc Chute for Power Contr ctor S.E. Rly. Drg. No. SE/DL/CN- 645 Nos. 150 3rd November, 1999 
277, Alt.-3. -+ 30 per cent 
Option 


Cost of Drg. Rs.60 0 tainable from SME(D)‘s Office/GRC. 
C 


772. V/S/11/1999/3239/4— 
. Traction Motor Bellows. RDSO‘s  Specn. No. MP.0.2400-04 F313) ‘Nos.) 4 500 4th November, 1999 
4 (Rev.-1 of May ‘9 ) Type-2 as per DLW Drg. No. TPL-0061 — +- 30 per cent 
: and DLW Pt. No. 11270032, Alt.-Latest. Option 
773. §/11/1998/3408/4— 
° N-! Reducing Valve complete WABCO Cat. No. 552238. Only 275, nos. 500 4th November, 1999 
q WABCOLiceneee to puote. + 3)per cont 
? Opt 50 
$/6499/6159/4— | | ; 
’ Lapping Machine Vertical Type-1800 mm. capacity . - Details 1 No 507 15th November, 1999 
® as per Tender Form. Py 
2 $/6690/7084/4— t 
f ‘ Spares for 140T Gottwald Crane. Only REXROTH make is As per Te ner 150 15th November, 1999 
ars acceptable. Details with Tender orm. Formd 
16. $/47/1999/7043/4— | 
. Transformer Rectifier unit for A.C. Coaches (Battery Charger) 4 Nos. 150 15th Noveimber/ 1999 
to Speen. No‘ ICF/Elect./844, Rev.-3 CS-5 with OVR. 
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Tender No. and Brief Description of Material 


Serial (Details available in Tender Documents) and Quantity Cost of 
No. ; Cost of Drg./Specification Required Tender 
j Rs. 


777. $/25/1998/3192/4— snip 
Brake Shoe Key for Air Brake Gear of WAM-4 and WAG-5 10,134 Nhs. 150 
Loco to RDSO Drg. No. WCG 221005A, Sheet-6. 


Cost of Drg. Rs.40 collected for CEE’s Office/GRC. 


778. $/3198/7046/4— 
Electric Motor Driven Screw Compressor free Air Delivery 1 No. 150 
11.32M3/Min. Working Pressure 7 Kg/Cm* and Motor 100 
H.P .400V50HZ3 Phase AC Elgi Eqpt. Ltd. Model No. SR 
20100L or similar. 


479.  23/1999/3007/4— 


Graph Roll RT-9 for Hasler Speedometer to RDSO‘s Specn. 8,290 Rolls 500 
No. MPO 3700.02 (Rey. April .97). ck 30 per cent 
Option 
780.  $/25/1999/3016/4— 
Set of Flexible Cable for Interconnectors for Main Pole Coils and 262 Sets. 2,000 
Communicating Pole Coils as per RDSO’s Drg. No.SKEL-4934  -+ 30 per cent 
Alt.-1 and SKEL-4395, Alt.-1. Option 
781.  $/25/1999/3029/4— 
Capacitor 25 Mfd xX 450V Model MLR 25M of M/s. ICAR 366 Nas. | 150 
Italy. 
782  §/25/1998/3589/4— 
Set of Slot Wadge Epoxy Fibre Glass Laminated for Rewinding 81 Sets. 500 


of Aux Motor to CEE’s Specn. No. EL/TM/024 and Drg. No. 
Loco/4/MX/019 (Mod A SI. No. 1 to 12) as per List. 


783. §/25/1999/2013/4— 
Instantanous High Voltage Circuit overload relay QLM QRST 58 Nos. 1,000 
and QE application to RDSO’s Specn. No. TP/E-12/3/04. 
Cost of Drg. Rs.225 obtainable from CEE’s Office/GRC. 


784, $/25/1999/1003/4— 


Duplex Carbon Brush for TAO 659 to RDSO’s Drg. No. EL/BS) 49,440 Pairs 2,006 
002(Mod). -- 30 per cent 
Option 


Cost of Drg. Rs.40 obtainable from CEE’s Office/GRC. 


985.  §/2399/7043/4— . 
Set of Spares for E.ectric Loco side Buffer (7 Items). Details 1 Set 500 
Tender Form. 


786. $/2399/7004/4— 
Set of Heat Tracers. One Set consisting of (1) IR-750C=1 No. 6 Sets. 150 
and (11) IR-705C12—1 No. 


787. $/2398/7083/4— 
Set of CTF assembly comprisng of CTF-1/CTF-2=2 Nos. PS cs 1,000 
CTF-3=1 No. as per CLW’s Drg. No. (1) ITD 103.001 and 
(2) ITWD.103.128, CLW’s Specn. No. (1) 4 TES.103.001 and 
(2) 4 TES.101-004. 


Cost of Drg. Rs.200 obtainable from CEE’s Office/GRC. 
788. S/31/1999/3469/4— 
Pantograph complete Type AM 12for EMU to StoneIndia Ltd.’s 11 Nos. 500 
Drg. No. 22110201, Sheet-2 of 2. Details with Tender Form. 


789. $/31/1999/33435/4— 


Gear Case complete. Details with Tender Form . ‘ : 290 Sets. 1,000 


+ 30 per cent 
Option 


790. F/31/1999/3344/4— 
Armature Shaft for Traction Motor Type 253 BX 4601 A2 to 36 Nos. 500 
Drg. No. EMU/2/TM/025. 


Due Date 


15th November, 1999 
15th November, 1999 — 


13th November, 1999 
16th November, 1999 


16th November, 1999 


16th November, 1999 q 


16th November, 1999 P 
17th November, 1999 


17th November, 1999 
17th Noyember, 1999 


17th November, 1999 


17th November, 1999 


18th November, 1999 — 


x 
18th November, 1999 


a 
3 


ry 
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Tend-r No. and Bricf Description of Material 


Serial (Details available in Tend. r Decuments) and Quantity Cost of Due Date 
No. Cost of Drg./Specification Required Tender 
Rs. 


791. $/25/1998/1010/4— 
Nomex Pap:r/Nomex Mica, etc. Details with Tender Form As per Tender 2.000 


18th November, 1999 
Form 


792. §/2398/7023/4— 


Thyristor for WAG-6A (ASEA) Locomotives as per details As per Tender 2,000 25th October, 1999 
with Tender Form. Form 
Total Cost of Specification is Rs.500 obtainable from CEE’s 
Offic:/GRC. 
Notes :— 
1. Cost of Tender Form (Non-refundable in all cases) and Cost of Drawing is shown separately. Tender Forms are obtainable 


from Tabulation Section of COS’s Office, 11, Garden Reach Road, Calcutta-709 043, citing Allocation No. 09 remittanc2 
of Cost of Money Order only to Controller of Stores by outstation firms. Local firms may deposit the cost to the Cheif 
Cashier, South Eastern Railway, 11, Garden Reach Road, Calcutta-700 043 and produce the Morey Recezpt tojthe Open 
Tender Seciitn (between 10-30 Hours and 16 Hours) on working days to obtain Tender Docum?nts. Postal Order, Demand 
Draft or Cheque will not be accepted. 


2: Tender Forms will be sold from 30 days before the Scheduled opening of tenders but will not be sold on the respective 
date of opening. All tenders will be closed at 14 Hours of the date of opening and will be opened at 14-15 Hours. 
3. Allocation No. For Tender form — 7-670 
Cost of Drawing — Z-650 and 
Earnest Money -- Z-Dep/Misc./Store. 


4. IRS Specifications, IRS Drawing, ICF Drawing, BEML Drawing or RDSO Drawing are not avaialable with this office 
but may be available from the Director General, Research Design and Standards Organisation, Manak Nagar (Alambagh), 
Lucknow-276 O11 or from respective Organisations on payment. 


5. This Railway‘s Drawing will be available from IB(Drawing) Section of COS’s Office or from other Offices wherever indicated 


on payment of cost to the respective section or office. Cost of Drawing should be reinitted separately and should not be 
tagged with the Cost of Tender. 


6. Offers should be submitted for delivery to direct consignee only, otherwise they are likely to be rejected. 
7. This office undertakes no responsibility for any postal delays. 
8. Samples where called for, should be sent duly sealed separately to the Reception Counter or Sample Section of this Office 


before the date and time of opering of Tender. These should not be enclosed with Tender Quotatian. 


9. Offers not accompanied by signed Tender Documents/Forms issued by S.E. Rly., authority may be summerily rejected with- 
Out assigning any reason. 


10. Current and valid W.B.S.T. Clearance Certificate in Form 58 to be submitted by the firms along with their Tender/Bill to 
Admit Payment. 


[ No. PR/Stores-38/99, dated 9-9-99, received trom the C.P.R.O., Calcutta-43.] 


GOVERNMENT OF DELHI 
« Siphesetses 
EXECUTIVE ENGINEER, PWD DIVISION No. XXIII 
(GNCTD),2ND NiZAMUDDIN BRIDGE, NEW DELHI-92 


: Widening of Mother Dairy Road 


The Executive Engineer, PWD Division No. XXIII and those of appropriate class borne on the approved 
(GNCTD), New Delhi invites on behalf of the lists of P&T and MES upto 3-00 p.m. on 11th October, 
President of India, Item Rate tenders in sealed cover 1999 for the work of Wedening of Mother Dairy Road 
from the approved and eligible contractors of CPWD from four lanes to six lanes and strengthening of 
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whole carriage way (Between Mother Dairy and 
Khichripur) and construction of balance footpath on 
north side adjacent to MCD nallah. 


~ 


Estimated Cost : Rs. 2,06,18,255. 
Earnest Money: Rs. 1,00,000. 
Time : Nine months. 


Notes :-— 

(i) Tenders will be opened at 3-00 p.m. on [/th 
October, 1999, Conditions and tender form 
can be obtained from the Office of Executive 
Engineer on all working days on payment 
of Rs. 1500 in Cash(non-refundable). Last 
date of sale of tender documents will be 
7th October, 1999. However, the application 
for purchase of tender documents will be 
received upto 4-00 p.m. on 6th October, 
(990: 

(ii) The contractors willing to tender must have 

their own hot mix plant, paver finisher and 

allied machinery for doing bituminous work. 

(iii) The tender will be sold against the produc- 

tion of valid Income Tax Clearance Certi- 

ficate, valid registration certificate and on 
production of proof having required machi- 
nery in good running condition. 


Tender form will be issued to CPWD and 
Non-CPWD_ contractors (as mentioned 
above) if they produce definite proof from 
the appropriate authorities of having com- 
pleted satisfactorily three works of ihe value 
of at least Rs. 70 lacs, each of the similar 
nature during last five years. 


(iv) 


(v) Cement, Steel, Bitumen and bitumen emul- 
sion shall have to be arranged by the 
contractor. 
(vi) Earnest Money should be deposited in the 
State Bank of India in favour of Executive 
Engineer, PWD Division XXIII (NCTD) 
and receipted Challan will be sent with the 
tender. The Earnest Money can also be 
deposited in the form of Deposit-at-Call 
Receipt of Scheduled Bank guaranteed by 
the Reserve Bank of India. 
(vil) The tender without Earnest Money will 
summarily be rejected, 
Sd.|- 
Executive Engineer 


[No. 54|504|P.W.D.D.-23|A-4/2073, 
dated 8-9-99.| 
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INDIAN ORDNANCE FACTORIES 
ORDNANCE CLOTHING FACTORY, SAHAJAHANPUR, 

(U.P.), Prn-240 001 . ae 

Fax No, 05842-23328 TEL. No. 05842-23704, 23416 


Procurement oj Washing Machine for Blanket 


Reference :—T.E. No. EO|1705|TE)09, 
on 7th September, 1999. 


Opened 


SS ee ee reese 


chet 


The following amendment has been authorised :— — 


Name of the Plant|Machine : Washing Machine ; 
for Blanket. i 
Quantity : 2 Nos. q 
Last Date of Purchase of Tenders : 20th September, 
1999 (By Post) and 29th September, 1999 (Upto : 
12-00 hrs. in person from Offices). : 
291 September, — 


ead : 


Date of Opening of Tender : 
1999 at 2-30 p.m. 


Works Manager 


i" 


[No, EO|1705|TE|09, dated 30-8-99.] 


Procurement of Heavy Duty Sectional Warping 
Machine with Revolving Creel to Prepare Warp 
Beom from 60 Tex/3 Cotton Yarn alongwith required — 
Accessories and two years Spare Parts 


Rejerence :—T.E. No. EO|1705|TE|05 Opened” 
on 7th September, 1999. + ~ 

The following amendment has been authorised me 

Name of the Plant|Machine ; Heavy Duty Sectional 
Warping Machine with Revolving Creel to Prepare 
Warp Beam from 60 Tex)3 Cotton Yarn alongwith 
required Accessories and two years Spare Parts, 


Working Width : 2200 MM. 


Quantity : 1 No. : 
Last Date of Purchase of Tenders : 20th September, — 
1999 (By Posi) and 29th September, 1999 (Upto 
12-00 hrs, in person from Offices). P 


Date of Opening of Tender: 29th September, 
1999 at 2-30 p.m. ;? 
Sd./- 


Works vate 


[No. EO|1705|TE|05, dated 30-8-99.] 
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i 


} 


] 


_ application 


Procurement oj Overlocking/Serging Machine 


Reference :—T.E. No. EO|1705|TE|/05, Opened 


on 7th September, 1999. 


The following amendment has been authorised :-—— 


Name of the Plant Machine : Overlocking Serging 
Machine. 


Quantity : 5 Nos, 

Last Date of Purchase of Tenders : 20th September, 
1999 (By Post) and 29th September, 1999 (Upto 
12-00 hrs, in person from Offices). 


Date of Opening of 
1999 at 2-30 p.m. 


Tender: 29th September, 


Sd./- 
Works Manager 
[Nc. EO|1705\TE/06, dated 30-8-99.] 


Procurement of Washing Machine Cum Hydor- 


Refererice :—T.E. No. EO|1705|TE'09, Opened 
on 7th September, 1999. 


Extractor 
The following amendment has been authorised :-— 


Name of the Plant|Machine : 


Washing 
Cum Hydro-Extractor. 


Machine 


Quantity : 1 No. 


Last Date of Purchase of Tenders : 20th September, 
1999 (By Post) and 29th September, 1999 (Upto 
12-00 hrs. in person from Offices). 


Date of Opening of Tender : 
‘1999 at 2-30 p.m. 


29th September, 
Sd./- 
Works Manager 


[No. EO|1705|TE/07, dated 30-8-99,] 


GOVERNMENT OF INDIA 
. MINISTRY OF DEFENCE 


MILITARY ENGINEER SERVICES 
GARRISON ENGINEER SAUGOR (MP).-470 00] 


Provision of Rewiring in Certain Building 


~ The Garrison Engineer, Saugor 


(MP) — invites 
by 6th October, 1999 ; 


from approved 
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and eligible contractors for issue of tender forms for 
the work :— 


Name of Work : Provision of Rewiring in Certain 
Buildings of AREA-II at Saugar. 


Estimated Cost: 3.10 lakhs. 


Earnest Money: Rs. 6,200. 


Period of Completion : Four Months, 


Contractors not enlisted in MES shall attach with 
their applications, a copy of valid ITCC, financial 
resources and particulars of works execuied during 
the last two years. 

[No. 8300/584|/03\E8, dated 2-9-99.] 


Repairing to Air Conditioner, etc. 

The Garrison Engineer, Saugor (MP) _ invites 
upplication by 6th October, 1999 from approved 
and eligible contractors for issue of tender forms for 
the work :— 

Name of Work : Repairing to 


Air Conditioner, 
Water Coolers and Refrigerators. 


Fstimated Cost : 4.90 lakhs, 
Earnest Money: Rs. 9,800. 
Period of Completion ; Four Months. 


Contractors not enlisted in MES shall attach with 
their applications, a copy of valid ITCC, financial 
fesources and particulars of works executed during 
the last two years. 

[No. 8500/585'03'E8, dated 2-9-99,] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 


ORDNANCE CLOTHING FACTORY, SHAHJAHANPUR, 
(U.P.) PIn-242 001 

Fax No. 05842-23328 

Tel. No. 05842-23704, 23416 


Procurement of Eyelet End Button Hoie Sewing 


Machine Comp 


Reference: T.E. No. EO|1705 TE!09, Ope 

7th September, 1999, re ie 
The following amendment has been authorised -.— 
Name of the Plant\Machine: E elet End 

Hole Sewing Machine Complete, geneity Pution 


Quantity : 2 Nos, 


C4! 


Last Date of Purchase of Tenders : 20th September, 
1999 (By Post) and 29th September, 1999 (Upto 
12-00 hrs. in person from Offices). 

Date of Opening of Tender: 29th September, 
1999 at 2-30 p.m. 


Sd./- 
Works Manager 
[No. EO!1705|TE|08, dated 30-8-99.] 


—_.- 


GOVERNMENT OF INDIA 
NATIONAL INSTITUTE OF CHOLERA & 
ENTERIC DISEASES 


OFFICE OF THE Director, N.I.C.E.D., 
P-33, C.IL.T. RoaD, ScHEME-XM, BELIAGHATA, 
CALCUTTA-700 010 


Incinerator, etc. 


The Director, National Institute of Cholera & 
Enteric Diseases, P-33, C.I.T. Road, Scheme-XM, 
Beliaghata, Calcutta-700 010 invites tender for the 
following Equipments Gadgets for the Animal House 
of the Institute. 


Serial 
No. 


Name of Equipments|Gadgets Quantity 


1. Incinerator (complete set with all 1 Set 


accessories). 


2. Air Coolers alongwith Automatic 
Thermostatic Devices and Con- 
trolled Ventilation System (com- 
plete set with all accessories). 


14 Sets 


os) 


Humidity Control Device 7 
(complete set with all acce- 
ssories ). ° 


4. Automatic Light Control Device 7 
(complete set with all acce- 
ssories ). 


3. ~ Air-curtain 
(complete set with 
SSOries ). 


1 Set 


all acce- 


6. Stainless Steel Rabbit Holding 
Cages with in-built Racking 
Device on Wheel alongwith all 
accessories (complete set of 6 
cages ). 


12 Sets 
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Serial Name of Equipments Gadgets Quantity 

No. 

7. Polycarbonate Rodent Cages with 120 Pes. 
Relevant Accessories. a 

8. Racks for above Polycrab. Cages 6 Nos, | 
(Trolly type). 
9. Indigenous. Rabbit Restrainer 1 Set 
with all accessories. 
with all accessories. | 

10. Indigenous Rabbit Ear-bleeder ‘eee 

11. Indigenous Rodent Restrainers 3-Sets 
of different sizes, 

12. Rodent Injection Cone 1 Set 

13. Weighing Balance for Animals : a 
upto 4 Kgs. 

(complete set with all acce- 
ssories ). 

14. Weighing Balance upto 60 Kgs. rs 
(complete set with all acce- 
ssories ). 

15. Vacuum Cleaner and Clipper 8 Sets 
(complete set with all acce- ‘ 
ssories ). 

16. Modern Mopes 1 Dozen 

17.  Aquaguard (complete set with 7 Sets 
all accessories ). : . 

18. Compound Microscope 1 Seta 
(complete set with all acce- g 
ssories ). 

19. Autoclave Sterilizers 3 Sets 

20. Electric Guiser (15_ Lit. pe) 3-38 


For any information required in connection with 
Quoting for the above, parties are requested to contact 
with the In-charge of Animal Section of the Institute. 


Last Date of Submission of Tender 


: 28th October, 
1999, , 


Tenders will be opened on 29th October, 1999 at 
3 p.m. (parties may attend). 


Rates quoted must be valid for period of at least 6 
months from the date of submission of quotation. 
Sealed tenders are required to be submitted by 


{ 
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dropping in the Tender Box put before Despatch 


Section between 10-00 a.m. and 5-30 p.m, 


Sd./- 
Director 


[No. D-21'99-Animal, dated 10-9-99.} 


GOVERNMENT OF UTTAR PRADESH 
U.P. STATE ELECTRICITY BOARD 


OFFICE OF THE EXECUTIVE ENGINEER, CPD-I, 
PANKI THARMAL POWER STATION, PANKI, 
KANEUR-208 020 


Tender Notice No. TMD/CPD-1/88/99 : Repairs & 
Medification of H.P. Rotor 


Sealed tenders are hereby invited from the experi- 
enced Firms P.F.C. approved Vendors for the follow- 
ing work :—- 


“Repair and Modification of H.P. Rotor of Unit 
No.-IV, 110MW, P.T.P.S. Panki, Kanpur, 
supplied and manufactured by M|s. B.H.ELL., 
Hyderabad (Otiginal Design & Manufacturer— 
ESKODA, Czekoslovakia)”. 


Qualifying Conditions :— 


The firms should have the experience of manufac- 
ture, supply. modification!repairing of 110 MW and 
above Steam Turbine Rotors. The documentary proof 
of successful performance must be enclosed with 
Part-I of the tender. The firms should have his own 
facility for full speed dynamic balancing of H.P. Rotor 
under vaccume tunnel alongwith over speed testing 
facility and should confirm the same. 


Earnest Money : Rs. 80,000. 


Date of Opening : 
p.m. 


28th September, 1999 at 3-30 


Detailed technical specification can be obtained 
from the Office of the Fxecutive Engineer (CPD)-I. 
on any working dav before the date of Opening and 
documents be submitted upto 15-00 hrs. on 28th 
September, 1999 in two parts. The Part-I, of the 
tender must contain documents required as per quali- 
fying condition alongwith — technical details. The 
Earnest Money must be duly pledged in favour of the 
Dy. C.A.0., CFA&RBO. P.T.P.S. Panki, Kanpur. in 
‘the fortn of CDRIFDR'Bank guarantee in prescribed 
format. Part-II of the tender must contain “Price 
Bid” alonewith other commercial conditions, if any. 
Tenderers who do not fulfil the qualifying conditions 
Mentioned above and do not deposit required Earnest 


re — a 
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Money. The Part-If of the tender shall not ve 
opened and their offer shall be rejected outrightly 
without assigning any reason, thereof. 


Sd./- 
Executive Engineer (CPD)-I 


[No. 1408'P,'T.P.S.'M.P.'CPD! Advt., dated 7-9-99. ] 


ee 


GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 


(PROVIDING VITAL INFRASTRUCTURE FOR 
NATION BUILDING) 


OFFICE OF THE CHIEF GENERAL MANAGER, 

TELECOMMUNICATIONS, TAMILNADU TELECOM 

CIRCLF-DEVELOPMENT WING, No. 33-ETHIRAJ 
SALAT, CHENNAI-600 008 


Optimux Terminals, etc. 
CORRIGENDUM 


Ref. : Tender No. Tender!LP'CLWI!1999-2000'7 
dated at Chennai the 30th August, 1999, 


The Name of the Item 8 MB/s Optimux Terminals 
appeared as Item No. 2 in the earlier Tender Adver- 
tisement published in the Indian Express and Daily 
Thanthi on 3rd September, 1999 may be Read as 
below :— 


2/8 MB Optimux or 2'8 MB Olte & 2/8 MB Mux. 


In view of the above change the following are the 
Technical specifications : 


Package—I : 2/8 MB Optimux Consists of — 
(1) 2/8 MBIs Optimux Equipment=G!OMX-01| 
02. Jan.97. 


(2) 2'8 MBIs Digital Distribution Frame—G|DDF- 
01'03. Feb,99, : 


OR 


Package—II : 2'8 MB Olie & 2'8 MB Mux Consists 
Of 
(1) 2!8 MBIs Optical Line Terminal 


Got o7ash por Equipment— 
Ps had an TS 


Re sere 
(2) 2/8 MB's Mux Equipment=G!DMX-01'03. 
Mar’98, 

(3) 218 MBIs Disital Distribution Frame—G! 


DDF-01'01. Mar’92. 


C843 


However there is no Change in the Last Date for 


Sale, Tender subm 


ission and Tender Opening. 


Sd./- 


Assistant General Manager(Tender) 


OUR MISSION--BETTER COMMUNICATION 


N 


0, [PRC/35-21|99. dated 8-9-99.] 


GOVERNMENT OF INDIA 


CENTRAL PUBLIC WORKS DEPARTMENT 


EXECUTIVE ENGINEER, VADODARA CENTRAL 
Division CPWD, Vapopara-390 002 


No. 56(68) VCD 99 643 : Laying of Underground 


RCE: 


Pipeline : Amendment 


CORRIGENDUM 


With reference ta this Office’s Tender Notice No. 


5 VCD 1999-2000 


may please be rec 


Name of work 


Estimated Cos 


Rs. 26,80,684, 
EMD: Rs, 


the Estimated Cost and EMD 
das under :— 


_ Name | : Laying of Underground R.C.C. 
Pipeline in remaibing command area 
tion ‘project at. C, 


of lift irriga- 
C.B.F., Dhamrod. 


t: Rs. 23,28,799 instead of 


58,220 instead of Rs. 67,017. 


Other terms and conditions remains unaltered. 


Sd./- 
Executive Engineer 


[No, 56(68)'VCD'99/643, dated 6-9-99,] 


GOV 


. 


ERNMENT OF KERALA 


DIRECTORATE OF ANIMAL HUSBANDRY 


Vikas 
Telegram : Keralavet 


Terder Na. 


Bhavan, Thiravananthapuram 


Telephone +: 302293 


2/9%-2000 : Purchase of Common Medicines, etc. 


(Tender No. 2199/2060) 


Animal Husbandry 


Departme 


Ani nt, Keraja ! Purchase of Common 
ee dicines and Sundry Articles required for various Veterinary 
Mstitulions of Animal Husbandry 


1999-2000. 


Sealed and competitive t 


Common Medicines 


L844 


Department, Kerala for 


enders are invited for the purchase of 
and Sundry Articles required for various 


Veterinary Institutions of the department for the year 1999-2000. 
Details of materials to be supplied can be had from the tender 
form. Tenders should reach the Office of the undersigned on or 
before the date and time specified below :— 


Intending tenderers should send only the exact amount requ ired 
by Money Order for the supply of tender form, Cheques, Postage 
Stamps, Postal Orders, Demand Drafts, etc. will not be accepted 
towards the cost of tender form nor the form will be sent by V.P.P. 
Tender forms can also be had from the Office of the Director 
of Animal Husbandry during office hours on payment of cost in 
Cash. Tenderers should submit a preliminary agreement in Kerala 
Stamp Paper Worth Rs. 50 along with tender. For execution of 
preliminary agreement, Kerala stamp paper if required, will be 
supplied to the firms outside Kerala alongwith tender form on 
payment of Rs. 70 (Rupees 50 value of stamp paper, Rs. 20 in- 
cidental charges which may be remitted by Money Order in 
advance. Late tenders will not be considered under any ciT- 
cumstances. Tenders should be superscribed as “Tender No. 
2/99-2000 for the supply of Common medicines and Sundry 
Articles to the Animal Husbandry Department, Kerala for 
1999-2000’. 


Last date and time forsale of: 11th October, 1999 at 4 p.m. 
tender forms 


Last date and time for receipt : 12th October, 1999 at 11 a.m, 
of tender form 


Date and time for opening of : 12th October, 1999, at 11.30°a.m. 
tenders 


Date upto which the rates are to: 31st March, 2000. 
be firmed for acceptance 


Price of tender form (Original) : Rs. 2,000 + ST: 
Price of duplicate copy : Rs.1,000 + S.T. 
Decignationand Address of the : The Director, 


Officer from whom the tender Directorate of Animal Hus- 
forms are to be obtainedand bandry, Vikas Bhavan, P.B 


to whom the tenders are to No. 5405, Thiru vanan- 
be submitted. thapuram. 
Sd|- 


Director of Animal Husbandry. 


(No. G3-121/99-9/AHD., dated, 18-8-99.] 


— 
. 


a ee eee 


CORRIGENDUM 


Reference: Tender No. IV-17013)9j9-11-99|PC- 
2-181, dated 11-8-99 Directorate General, Indo- 
Tibetan Border Police, New Delhi regarding capes 
water proof snow published at Page No. C543 of 
the Indian Trade Journal, dated 1st September, 1999. 


Kindly read closing date 9th November, 1999 and 
epening date 9th November, 1999 instead of closing 
date 9th September, 1999 and opening date 9th 
September, 1999, 


Other remain unaltered. 


(Issued by Govt. of India Press, Santragachi, 
Howrah). . 


cs 
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GOVERNMENT OF MADHYA PRADESH 
WATER RESOURCES DEPARTMENT, MADHYA PRADESH 


Office of _ the Superintending Engineer, Rajghat Canal Circle, Datia (M.P.) 
N.LT. No. 6/99-2000.: Consturction of Earth Work 


Sealed item rate bids in local competitive bidding forms are invited on behalf of the Governor of M.P. for the following works 
under Rajghat Canal Project: — 


Serial Details of Work Estimated Bid Cost of Period of Class of 
No. Amount Security Document Completion cligible 
of Work per set of includirg Contractor 
(U.S.R. two Rainy 
1.4.98) Season 
Rs. Rs. Rs. 


1. Consturction of Earth work from km. 0to 19.50 198.52 Lakhs 3.98 Lakhs 4,000 15 Months A-4 to A-5 Con- 


Km. and consturction of | 57 No. structures (Fall tractor’s Regis- 
Head Regulator D.R.B., V.R.B. and C.D. works) tration should be 
between Km. 0 to 19.50 Km. of Sarsai Distributary as per Govt. 
(Package No. 11). order dt. 6.5.99 


4 General Information : 


1.1 Govt. of India has received a credit of yen 13222 million( Rs. 421.00 Crore) from the Govt. of Japan through Overseas 
Economic Cooperation Fund (OECF), for construction of Rajghat Canal Project, Madhya Pradesh and intends to apply for 
part of proceeds of this Credit for payments under the contract for which the invitation to bid is issued. 


1.2 Bidders registered in appropriate class with Water Resources Department or other Department of Govt. of M.P. and those 
registered with other State Govt. of Govt. of India or State and Central Govt. undertaking are also eligible to bid. 

1.3 Those bidders/firms or foreign firms of repute who are not registered in M.P. Water Resources Department but have 
successfully executed similar works shall have to furnish the copy of permission from the competent authority empowered 
to register them in appropriate class of contractor to ensble them to purcnase the tender document. 

1.4 Lowest responsive Unregistered bidder will have to get himself registered in the Water Resources Department of Govt. of 
M.P. in appropriate class within 30 days from the date of submission of bid or before the issue of work order which ever 
is earlier failing to do so, their bid shall be rejected and Earnest Money snall be forefeited into Govt. Account. 

2.0 Purchase of Document : 

The bid document will be made available for sale upto 25th November, 1999 from the following Offices. 
(a) Engineer-in-Chief Water Resources Deptt. Amarkantak Bhawan, Bhopal, Pin-462017 (M.P.). 
(b) Chief Engineer, Rajaghat Canal and Sindh Projects, Shivpuri, Pin-473551 (M.P.). 


(c) Superintending Enginecr, Rajghat Canal Circle, Datia, Pin-675661 (M.P.) . 


2.1 Bidder while applying for bid document will have to submit the desired documents (i) Application (ii) Attested vailid re- 
gistration in Water Resources Deptt., M.P. (iii) Attested Income Tax Clearance Certificate for last years (iv) Attested cer- 
tificate of Experience of similar nature of work. 


2.2 Apolication for bid document shall ve accompanied by Rs. 4,000 (Rs. four thousand) per set of two which are — required, 
for the submission of bid towards the cyst of bid document in shape, of Demand Draft in favour of Executive Engineers, 
Rajghat Canal Division No. 3 Datia payable on any Nationalised Bank stationed at Datia or Deposit by Money Order 
or in Cash in the concerned office. Additional Document will be supplied on payment of Rs. 2,000 per document, 


2.3. Bidding document required by Meil will be despatcned by registered speed post on payment of extra amount of Rs. 2C0 per 
set. Tne water resources Deptt. will not be responsible for the postal delay if any in delivery of the documentand non receipt 
of the same. 


3.0 Pre-bid Conference : 
A pre-bid conference will be held in the Office of the Superin‘ending Engincer, Rajgbat Canal Circle, Datia (M.P.) at 15,30 


hrs. on 25th October, 1999 to provide opportunity to the prospective bidders to obtain  clearification regarding work ana 
bid conditions. 
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4.0 Submission Of Bid”: 


Bidder may quote for work as per details given above. Bids must be submitied in duplicate with one copy mar gore ea urd 
on front page. Tnis copy will govern whenever there are discrepencies between the two Bids will be received in t 
Separate envelopes which shall be placed in one outer sealed envelope. 3 


Envelope °A’ should cortain valid registration details or letters of permissicn to purchase bid document ri a. gr 
tent authrotity to register in appropriate class. Attested Income Tax Clearance Certificate for last year and valid bi y 
in one of the prescribed torrn. 


mate 3 y é : 6A? 
Envelope ‘B’ should contain information regarding eligiblity and minimum qualification enumerated in cluse 10 ‘A’ of 
Ih. B: 


Envelope ‘C’ should contain bid document duly filled in with price bids in the schedule of quantities. 


Each envelope ‘A’ ‘B’ and ‘C’ should be sealed and superscribed as ‘Bid Security’ and registraticn, ‘Technical bid os 
“Price bid’ respectively. All the three env lopc A.B and C should be put in outer sealed envelope and superscribed bids 
for construction of (Name of work) scalca bids will be reccivcd in the c fice menticned in paia 2 above upto 15.00 hrs. on 
dated 26th November, 1999. If the date of reccipt of. happens to be a holiday, the tenders will be reccived on the pext 
work ng day upto 15.00 hrs. Bids received late, on account of any reason whatsoever will not be considered and 
retuned unopened to the bidder. Telegraphic bids will not be entertained. 


5.0 Opening of Bid : 


The outer envelope conta'n‘ng envelope ‘A’ ‘B’ and ‘C’ w'll be opened by the officers or their authorised representatives 
ip the offices ment oned ‘n para 2 above at 15.30 Hrs. on Date 26th November, 1999. Afterwards envelope ‘A’ will be opencd 
and if the valid reg’strat’on and b'd sucur’ty of requ'red amount in prescr bed )rom ‘s found, then enveope ‘B’ will be 
opened on the same day in the presence of b’dders who choose to be present and cnvelope ‘C’ will be kept ‘n safe custody 
with the concerned officer. Based on information furnished in envelope ‘B’ bidders will be qualificd as per cr‘teria given 
in clause {.T.B. 10 ‘A’ Minimum qualification. Qualified bidders shall be adviscd if the date, time and office on which 
envelope °C’ will be opened.Envelope ‘C’ will be opened on this fixed date, time and office in the presence of bidders 
or their authorised representatives who may choose to be present.The price bid of non qualificd bidders will not opened 
and shall be kept unopened: under the safe custody in the concerned office. No representations whatsoever, on this 
account will be entertained. 


6.0 Detailed information about the work and on bid may be obtaied from the Office of the Superintending Enginecr, 
Rajghat Canal Circle, Datia and Executive Enginecr, Rejghat Canal Dn. No. 3, Datia (M.P.). 


Sd/- .... 
Superintending Engineer 


[No. G- 16489 dated 8-9-1999, issued by D.I. and RP.R Madhya Pradesh, Banganga Road, Bhopal (M.P.)-462003.] 
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INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 


Controller of Stores, HQ Officer (5th Floor), New Administrative Building, 11, Garden Reach Road, 
Calcuita-700 043 


Locojmotive Warning Light System, etc. 


Sealed tenders for and on behalf of the President of Inaia, are invited by the Controller of Stores, Hq. Office (5th Floor), New 
Administrative Building, 11, Garden Reach Road, Calcutta-709 043, for supply of the following items :— 


Serial Tender No. and Brief Description of Material (Details Quantity Cost of Due Date 
No. available in Tender Documents) and Cost of Drg./Specification | Required Tender 
Rs. 


793. $/12/1998/3547/4— 


Lecomotive warning light system (Flasher) as per RDSO Specn. 233 Nos. 500 1ith October, 1999, 
No. SPEC/E-14/5/02B type D amndt. No. 2 or the equivalent DLW 
Specn. Only RDSO appd. sources to quote. 


794. 30/1999/3121/4— 


Block hanger for Bogie Brake to RDSO’s Sk No. 93286, Alt. 2 item-1 11,743 Nos. — 12th Gctober, 1999, 
Matl. Specn. Steel to IS : 1875-92 CL-I (Sth Rev. Amndt. 2) andIS: + 30 per cent 
2004-91CL-I (3rd Rev.). Only RDSO appd. scurces to quote. option 
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Serial Tender No. and Brief Description of Material (Details 
No. available in Tender Documents) & Cost cf Drg./Specification 


795. 30/1999/3102)4— 
Draw Bar & Castle Nut to RDSO’s Sk. No. 99007, Alt. Nil. Itemn & 
2 Matl. Specn. Steel to IS : 5517-93 (II Revn.) Gr. 35 Mn6 M03 
and RDSO’s Specn. No. C-9509 (with amndt. No. 1 of April ’97), 


796, 38/1998/7044/4— 
et Housing piece No. E-2771 or similar (Draft Gear Make-50). 
Only RDSO appJ. sources to quote. 


797. S/6699/7094/ 4— 


Spare parts for ISUZU Engine C240, PKG Model No. F(V)D, 3027, 
for TCM make Fork light Truck as per details with tender form. 


198, 30/1999/2912/4— 
Upper Rubber washer, (For Axle Box Guide Arrgnt.) to ICF’s Drg, 
No T-0-1-609, Alt n/® Mti, Rubber Specn IRS-R-64/98 (Revised), 
i Only RDSO appd, sources to quote, 
99, 38/1999/2075/4— 


ROH Kit for distributor valve consisting of 27 items in a set. For 
KEO type D.V. Only RDSO appd. sources to quote, 


00. S/3895/3495/5— 


y Kit for Brake Gear, bushes consisting of 7 items. Details with 
" tender form, 


01. 39/1999/3075/4— 


Quantity 
Required 


1,800 Nos. 
=t 30 per cent 
option. 


200 Nos. 
+ 30 per cent 
option 


As per Tender 
Form, 


44,950 Nos, 
+30 per cent 
option 


1,231 Sets. 
+30 per cent 
option 


1,500 Sets, 


Drain valve to RDSO’s Specn, 85155. Alt 1, item No. 32. 907 Nos. 
Only RDSO’s appd. sources to quote. 
02. 30/1999/3074/4— 
Auxiliary Reservoir (£00 Ltrs.) to RDSO’s Drg. No. WD-92051-S-01, 120 Nos. 
Alt. 3/latest. Qnly RDSO’s appd. sources to quote. 
3, 30/1999/3069/4— 
~ Dirt collector complete to RDSO’s Drg. No. WD-92051-S-03, Alt. 566 Nos. 
I/latest. Only RDSO’s appd. sources to quote. 
4, 37/1999/3098/4— 
Fabricated side stanchion for BRH Wagns to IRS Drg. No. W/LG- 8,000 Nos. 
1843, Alt. 2, Matl. Specn. IS : 2062/92. Fe-410-WA. 
5. 37/1999/3005/4— 
: Lashing -hain plain end for BRH, BRHT, BRHC, BRS, BR BRST 8,000 Nos. 
; and MBW wagons to IRS Drg. No. WA/LG-1831. Alt. 3. 
6. 37/1999/3009/4— 
- __Lashing chain hook end for BR, BRH, HRHT, BRHC, BRS, BWL 8,000 Nos. 
‘ Wagons to IRS Drg. No. WA/LG-1830, Alt. 4. Matl. Specn. 
ne IS : 5537/91, 
in 37/1999/3010/4-~ 
Staple, Lashing Chain to IRS Drg. No W/LG-1840, Alt 2. Matl. 3,290 Nos. 
"" Specn. Steel-Cl.2. IS : 1875, IS : 1875 : 1992 (5th Rev.) with 
Amndt. No. Nov. °94, 
8. 37/1999/3006/4— 
Fabricated side Stanchion Bracket for (B.G.) Rail Wagons (R.H.) to 4,700 Nos. 
IRS Drg. No. W/LG-1845, Alt. 3. Matl. Specn. IS : 2062/92, Fe- 
tei 410-WA, 
fi 
9. 37/1999/3007/4— : 
Fabricated side Stanchion Bracket tor (BG) Rail wagons (R.H.) to 4,800 Nos. 
IRS Drg. No. W/LG-1845, Alt. 2. Matl. Specn. IS : 2062/92. Fe- 
410-WA, 
J. 30/1999 /3071/4— 
|] Passenger Emergency Alarm valve to RDSO SK. No. 97029 Alt. 2. 340 Nos. 
Only RDSO appd. Sources to quote. aad per cent 
: option 


DIAN TRADE JOURNAL @ September 22, 1999 


.:3 


Cost of Dve Late 
Tender 
Rs. 


590 14th October, 1999, 


500 26th October, 1999, 


150 18th November, 1999, 


2,000 18th November, 1999, 


1,000 19th November, 1999, 


150 19th November, 1999, 


150 19th November, 1999, 


150 19th November, 1999, 


150 19th November, 1999. 


1,000 22nd November, 1999, 


2,000 22nd November, 1999, 


1,000 22nd November, 1999, 


150 22nd November, 1999, 


500 22nd November, 1999, 


500 24th November, 1999, 


500 24th November, 1999 
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Tender No., Brief Description of Material (Details Quantity Cost of Due Date 
Required Tender a 


Serial 
No. available in Tender Documents) & Cost of Drg/Specification 
Rs. | ty 
811. 30/1999/3076/4— ae 
Arrangement of Emergency Alarm signal Device to RDSO Sk.97017, 450 Nos. 500 24th November 19! 
alt. Nil/Latest. Only RDSO appd. sources to quote. +30 per. cent . : 
option. 
812. 30/1999/3072/4— é 
Jsolating cock to RDSO’s Sk. 97002, Alt. 2. Only RDSO appd. 1,100 Nos. 150 24th November, 199 
sources to quote. ; 
813, Sa ries 
Hex head bolt with sp it pin to ICF’s Drg. No. T-2-2-503, Alt. ¢/2 26,800 Nos. 5 ‘ 
item No. 3 to 6 Matl. Specn. as per Drg. 8] s 00 24th November, 19% 
814. 39/1998/1017/4— 
odified flap door arrangement lor BOXN Wagon, S.E. Rly’s Drg. 1,727 Nos. 1.006 7th Oct | 
No. WRS/R-C1193. Alt. Nil Matl./Speen. as pet Drg. ee ; 0 th October, 1999 
815, 3097/3252/4— 
Foot plate Arrgt. for UIC Vestibule to RDSO’s SK. No.88059, Alt. 570 Nos. 500 25th November, 199 
6. Item. No. 9 to 14, 18 and 20, Details with the Tender form. ae 
816. 30/1999 |7050/4— 
Rubber stopper with Brg. Plate to RDSO SK. No. 97068, Alt. Nil. 12,384 Nos. 156 25th November, 199 
Item No. 1. Math. Specn. As indicated in the Drawing. 
W 
817. 6/8 4/1998/3093 /4— 
Rubber based adhesive to ICE Specn. ICF/M/D/Specn. /928 Rev. 1/ 18,480 Ltrs. 500 25th November, 19! 
91. +30 per cent 
option. ie 
818. § [4798/1000 /4— i 
Refrigerant Compressor with minimum capacity 20306 K Cal./Hr. 50 Nos. 2,000 25th November, 199 
and other aspects conforming to RDSO Specn. No. EL/AC/12 +30 per cent BVO ‘i 
type-l with latest Rev. but without 7 Nos. of Accessories. Details option. 
with Tender form. 
819. 43/1999 /6001 /4— & 
Electronic Wheel/Electronic Wheel Diameter Gauge . 2 Nos. 150 25th November, 195 
820, 2396/3832/4— y 
Valve complete MG 4/5A to M/s. A Dtranz’s Pt. No. A4150-30 for 67 Nos. 150 26th November, 19 
tap changer or similar. +31 Nos. 
optional. 
Notes :— | 
: 
ases) and cost of drawing is shown separately. Tender forms are obtain 


ie Cost of Tender f orm (NV on-refundable 10 all c 
from Tabulation Section of COS’s Office, 11, Garden Reach Road, Calcutta-700 043, citing Allocation No. on remitta 
¢ Stores by outstation firms. Local fitms may deposit the cost to the C 


of cost of Money Order only to Controller 0 

Cashier South Eastern Railway, 11, Garden Reach Road, Calcutta-700 043 and produce the Money Receipt to the 

Tender Section (Between 10.30 Hrs. and 16.00 Hrs.) on working days to obtain tender documents. Postal Order, Dem 
Draft or Cheque will not be accepted. | 

4. Tender forms will be sold from 30 days before the Scheduled opening of tenders but will not be sold on the respective 

of opening. All tenders will be closed at 14.00 Hrs. of the date of opening and will be opened at 14-15 Hts. 


For Tender form —Z-670 
Cost of Drawing —Z-650 and 
Earnest Money —Dep./Misc./Stores. 


4. TRS Specifications, IRS Drawing’ ICF Drawing. BEML Drawing ot RDSO Drawing ate not 
may be available from the Director Gereral, Research, Design and Standards Orgamisation, 
Lucknow-226 011 or from respective Organisations on payment, 


ill be available from 1B (Drawing) Section of COS’ 
pective section of office. Cost of Drawing should be remitte 


ay, Allocation No. 


available with this office 
Manak Nagat (Alamba 


5. This Railway’s Drawing w ; office or from other offices wherever indic| 
on payment of cost to the tes d separately and should no 
tagged with the cost of tender. | 


ect consignee only, 


6. Offers should be submitted for delivery to dir otherwise they are likely to be rejected. 
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7. This office undertakes no responsibility for any postal delays. 


Samples where called for should be sent duly sealed separately to the Receiption Counter or SampleSection of this office 
before the date and time of opening of Tender. These should not be enclosed with Tender Quotation. 


w 


9, Offers not accompanied by signed Tender Documents forms issued by S.E. Rly. Authorily may be summarily rejected 
without assigning any reason. 


10. Current and valid W.B.S.T. Clearance Certificate in form 58 to be submitted by the firms alongwith their tender/Bill to 
admit payment. 


[No. PR/Stores-40/99 dated 9-9-99, received from the CPRO, S_ E. Rly.,11, Garden Reach Road, Cal.-43.] 


ect” ae a 
. 


GOVERNMENT OF MADHYA PRADESH 
MADHYA PRADESH ELECTRICITY BOARD 


O ffice of the Superintending Engineer (MP), DN NO.- II, M.P.E.B., Korba, 
East Bank 


No. SE/MM/PH-NII/KE/.—HP/LP Flushing Pumps : Extension of Line 


The due date of opening of tender for procurement of HP/LP Flushing pumps is hereby extended as shown below :— 


rial Tender No. and Specn. No. Last Date for Sale Date of Opening 
lo. of Tender 

1, SE/MM/PH-I/KE/T-7/99. . A : : + : : d . 5th October, 1999 6th October, 1999, 
2. SE/MM/PH.II/KE/T-8/99 : : ' ; : Ta. : . 6th October, 1999 7th October, 1999. 
3. SE/MM/PH. II/KE/T-9/99 . ; ot : : ; - 21st Octaber, 1999 22nd October, 1999. 


All ojher terms and conditions of the tender notice will remain unchanged. 
** SAVE ELECTRICITY” 


__ Sd_J- 
Superintending Engineer 


No. MP/PD/2/KP/1995, dated 8-9-99.j 


. 
se 


GOVERNMENT OF MADHYA PRADESH 
MADHYA PRADESH ELECTRICITY BOARD 


Office of the Executive Director (O and M:GEN), Biock No.-6, Shakti Bhawan, M.P. Electricity 
Board, Rampur, Jabalpur-482 008 
‘Teiephone No. : (0761) - 311589/782600 Fax No. : (0761)-314572 
SGTPS 
‘Sealed tenders in prescribed forms re invited form experieneed Firms/Contractors for award of contract for liaisoning work 


respect of quality and quantity aspects including supervision of loading and movement of coal through rail for SGTPS, 
singhpur for a period of (Three) years as detailed belows :— 


rial Tender No. Earnest Last Day for Issue of Date and Time of 
lo. Money Tender Documents Opening of Tender 
| 4 Rs. 
1: LIASIONING/SGT S/TS-11/99. ; ; 3 : . 1 Lakh “11th October, 199° 12thOctober, 1999 
upto 17°30 hours. at 15-30 hours. 


In case the date of opening of tender is declared as Holiday then the same will be opened on next working day. 


0) 
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The tender will be issued only to those parties who have executed similar work for not less than 3 Million ton 

: : : Ade nes per yea 
in any of the preceding ef 3 (three) years with any of the Electricity Boards or Power Utilities only, as single Order. The we 
shoyld submit performance certificates regarding successful execution of the above Order, issued from the concerned department 


The party should also submit—- 
(a) Income Tax Clearance Certificate for latest financial year. 


(b) Solyency Certificate from any ef the Nationalised bank for being Solvent for at least upto Rs. 25.00 lakhs 
of Rs. 25 lakhs during the preceding year. ‘ aS Oh eae 


(c) The party should have offices at Delhi, Calcutta, Mumbai and Bilaspur. Details of same in:luding postal addresses 
Telephone Numbers, Fax No. and the particulars of the Officers/Staff with their ranks, etc. be furnished. , 


(d) The party should also have their offices along with communication facilities at mines end. Alternatively, they shoul 
give an undertaking to open thelr o-fices at mines end along with communication facilities within 15 days from the dat 


of letter of intent ( LOI) issued by MPEB. 


Request for obtaining tender document can be made with an application alongwith Crossed Demand Draft towards Fee 
for tender document to be drawn in favour of Regional Accounts Officer (CAU), MPEB, Jabalpur ant 


enclosing attested photostat copies of their claims for meting the eligibility criteria as laiddown above. The fees for obtainin; 
the tender document in person Is Rs. 1,000( Rs, One thousand only) and for obtaining throughi postis Rs. 1075 (Rs. On 
thousand and seventy Five only). It may please be noted that the above amount is non-refundable. Further MPEB would no 


take any responsibility for delay or loss of tender document, if demanded by post. 


Board reserves the right to accept or reject any or all the tenders wholly ar partially without assigning any reason what so ever 


“SAVE ELECTRICITY” 


Sd./- 
Executive Director (O andM: GEN) 
MP Electricity Board, Jabalpur 


INo, 07-03/GENERAL/6011, dated 9-9-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
CENTRAL ORDNANCE DEPOT | 
Procurement Branch Kanpur-208 013 
M/s. Spoon, etc. 


Sealed tenders are invited for the followings :— 


se Tender Number Cat/Part No. & Item & Specn. Quantity Date of Opening Validity 
0. 
1. 9282/9283/261/ K6-7330-000086 
262/KF/KND/ UC 150 M/S Spoon MK-2, Specn. 1,825 Nos. 12th October, 1999 12th January, 2000. 
PB/243/RP No. JSS 7330-35 with SS No. CIGS/ 
SS/316. 
2. 9739/718/H2/ H2/8305-000181 ! a 
KND/PB/897/RP Cloth Dosutie Cotton Orange 91 cm 83,600 Mtrs. 12th October, 1999| 12th January, 2000. 
wide Specn. No. 179-1977 (V. No.4) ‘ 
and other details in T/E. 
3. 9991/970/CN/ CN/7350-000109 i 
KND/PB Body Inner Tin Mess MK-3 Specn. 61,380 Nos. 12th October, 1999 12th January, 2000. 
No. IND/GS/1552 (d). 
4. 9992/971/CN/ CN/7350-000108 Y 
KND/PB Tin Mess MK-3 Specn. No. IND/GS/ 7,460 Nos. 12th October, 1999 12th January, 2000. 
1552(d). | 


ie 
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Serial 
No. 


5 


10 


11. 


Notes :— 


4. 


Z. 
3. 


4. 


. ante [/ 


Eender No, Cat/Part No. & Item & Specn. 
9056-A/056/CA/ CA/8310-000060 
ND/PB, Sewing Cotton 270d Tex/9 Black in 
tube of 500 mtrs. each Specn. No. 
1720-78 (V. No. 35) and other 
details in T/E. 
9052-A-/052/J1/ (i) J1/5110-001210 
KND/PB; Handles Powrah Wooden Specn. 


No. IND/GS/1746/(a). 


(ii) J1/5120-001447 
Shovel Hand Lt Blande Specn. No. 
IND/GS/1655. 


(iii) J1/5120-003631 
Handles shovel Hand Wooden 
Specn. No. IND/GS/1719. 

(i) J2/7320-000105 
Kettle Camp Oval 13. 61 Body 
Speen. No. JSS : 7330-43.4 


(ii) J2/7230-000010 
Degchi Inner Specn. No. IND/GS/ 
1709. 

(i) J1/5120-003630 


Shovel Hand Specn. No. CQA (GS) 
US/373. 


(ii) J1/5110-000461 
Handle Azes Pick Head Straight 
915 mm Specn. No. IS : 2897 1980 
& 88 No. CIGS/SS/70(b). 


(i) J1/8340-000503 
Pole, Upright (Bamboo) No. 5 (for 
Screen Latrine) Length 1220 mm 
dia 22 mm at Top and 30mmat bot- 
tom Specn. No. IS : 7344-1974 with 
Amdt. No. 1&2 & Supp. Sch. No. 
CQA(GS)/SS/344(b). 


(ii) J1/8340-00058 3 
Tent Desert Pin Specn. No. CIGS/ 
US/297. 
CF/8405-000875 
Cover Water Proof for Sikh Personnel 
Specn. No. TC/CLO/87(h) & 
CQAT&C Sch. No. CQAT&C/ 
TC-15/8(b). 
J1/7110-000026 
Boxes Mobile Office Specn. No. 
Drg. No. IND/GS/1394(i) and Supp. 
Sch. No. CQA(GS)/SS/411. 


9053-A/053/J2/, 
KND/PBj 


ND/PBj 


9055-A/055/J1/ 
KND/PB} 


9057-A/057/CA/ 
KND/PB] 


9058-A/058/I1/ 
KND/PB. 


Quantity D&te of Opening Validity 


6,400 Tbs. 13th October, 1999 13th January, 2000. 


17,150 Nos. 


3th October, 1999 | 
| 
J 


£13,000 Nos, | 


3,480 Nos. 13th January, 2000. 


4,785 Nos. ] 


ae October, 1999 = 13th January, 2000. 


Fo 1,973 INOS», 

, 
4,600 Nos. 

> 13th October, 1999 13th January, 2000. 
20,500 Nos. 


1,15,300 Nos. 


$14th October, 1999 14th January, 2000. 


| 
5,900 Nos. | 


£ 46,600 Nos. 14th October, 1999 — 14th January, 2000, 


180 Nos. 14th October, 1999 = 14th January, 2000. 


Allthe tenderers are requested to submit sealed envelope mentioning. Tender No.and date of opening of Top of the envelope 


clearly. 
Tender should be submitted in original only. 


Tender sale day and timings at COD, Kanpur : Monday, Wednesday and Friday from 9-30 a.m. to 11-30 a.m. 


Intending tenderers may obtain T/E forms for COD, Kanpur, DGOS (Proc. Wing), ‘B’ Block. New Delhi, Ord. Dept, Alipore, 


Calcutta, COD, Kandivali, 


Moumbai, Ord. Depot. Avedi , Chennai and 223 AEOD, Suranussi, Jalandhar on payment of Rs. 50 
only. Out Station firm’s may obtain T/E forms by paying of Rs.25.00 only extra towards postal charges. 


Tenderers are 


requested to remit tender cost plus Postal Charges by Money Order only. Remittance Demand Draft /Postal Order or by 


any mode shall not be acceptable. 


Note.—Tenderers obtaining tender forms from New Delhi are to be required to pay the cost through Demand Draft or Indian 
Postal Order favouring Controller of Defence Accounts, Hars., New Delhi. 
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Sd./- 
Major 


[No. 9001/Misc./K ND/PB/3(PUB), dated 9-9-99 


C85] 


GOVERNMENT OF KERALA 
DIRECTORATE OF ANIMAL HUSBANDRY 


Tender No. 3/99-2000 ; Purchase of Patent Medicines 


Animal Husbandry Department, Kerala : 
Purchase of Patent Medicines required for various Veterinary 
Institutions of Animal Husbandry Department, Kerala 
for 1999-2000 


Sealed and competitive tenders are invited for the purchase of 
patent medicines requited for various veterinary institutions of 
the department for the year 1999-2000.Details of the medicine 
to be supplied can be had from the tender form. Tenders should 
reach the office of the undersigned on or before the date and 
time specified below :— 


Intendinng tenderers should send only the exact amount required 
by Money Order for the supply of tender form. Cheques, Postage 
Stamps, Postal Orders, Demand Drafts, etc. will not be accepted 
towards the cost of tender form nor the form will be sent by 
V.P.P. Tender formcan also be hadfrom the office of the 
Director of Animal Husbandry during office houts on payment 
of cost in Cash. Tenderers should submit a preliminary agreement 
in Kerala stamp paper. worth Rs. 50 along with tender. For 
execution of preliminary agreement, Kerala Stamp Paper, if 
required will be supplied to the firms outside Kerala along with 
tender form on payment of Rs.70 (Rupees 50 value of - stamp 
paper."and 20 incidental charges) which may be remitted by Money 
Order in advance. Late tenders will not be considered under any 
circumstances. Tenders should be superscribed as “‘Tender 


aoe —} 


No. 3/99-2000 for the supply of patent medicines to the Animal 
Husbandry Department, Kerala for 1999-2000”. ; 


Last date and time for sale of : 12th October, 1999 at 4 p.m. 
tender form 


Last date and time for receipt : 13th October, 1999 at 11 a.m. 
of tender 


Date and time for opening of : 13th October, 1999 at 11.30 a.m, — 
tenders i 


Pate upto which the rate are + 31st Match, 2000. 


to be firm for acceptance. 
: Rs. 2,000 + S.T. 
: Rs. 1,000 -+ S.T. 


Price of tender form (Original) 
Price of duplicate copy 


The Director, ; 
Directorate of Animal Hus 
bandry Department | 

P.B. No. 5405, 

Vikas Bhavan, 
Thiruvananthapuram-695 33. 


Designation and address of the : 
Officer from whom tender 
forms are to be obtained and 
to whom tenders are to be 
sent, 


Sdl- 


Director of Aniimal Husbandry: 


[No, 03-122/99-13/AHD, dated 18-8-99.] 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 
Controller of Stores, Hq. Office (St% floor). New Administrative Building, 11, Garden Reach Road, Calcutta-700 043 


Upper Rubber 


Washer, ete. 


Sealed Tenders for and on behalf of the President of India, are invited by the Controller of Stores, Hq. Office (Stn Floor), New 
Administrative Building, 11, Garden Reach Road, Calcutta-700 043, for supply of the following items :— 


Serial 


_ Tender No. & Brief Description of Material Quantity Cost of Due Date 
No. (Details available in Tender documents) & Cost of Dre./Specifications Required Tender | 
Rs. 
684. 3098/3075/4— 
Fe Upper Rubber Washer for bogie bolster suspension to ICF’s Drg. 5,356 Nos. 500 27th October, 1999. 
No. T-0-5-618, Alt. h/4 Matl. & Specn. Rubber to IRS-R-64-98 
(Revised). Only RDSO’s approved sources to quote. 
685. S/12/1999/3195/4— 
Card 293 (Function Generator) G. E. Cat. No. 17 FC 293 Al or 124K, Ss 500 4 28th October, 1999. 
ECIL Code No. 21.390.0080. : 
686. 38/1999/2049/4— 
Piston Rod for 560 Cylinder -F’ Type to IRS Drg. No. VB-248/M, F5,600 —,, 500 % 13th October, 1999. 
a Matl. Specn. IS : 2062/92, Ke-410-WA/IRS-R-3-70 & R- : 
687. S/5698/5023/4— 
(1) pan Logger of 256 inputs to RDSO Specn. No. RDSO/Spn./ 3 Nos. ) 
-98., j | 
& 1,000 13th October, 1999. © 
(2) ae Logger of 512 inputs to RDSO Specn. No. RDSO/Spn./ ee es 
-98.3 J : 
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Serial _ Tender No. & Brief Description of Material 
No. (Details available in Tender documents) & Cost of Drg./Specification 


688. $/5697/6014/4/RP— 


Rubbing Strips complete, Rolled te IS-2708 with Slots and drilled 
holes, Size :— 


(1) 1800 mm. each to Drg. No. 410/S/KGP/71 


(2) 900 mm. each to Drg. No. 423/S/KGP/71. Drg. can be 
obtained from CSTE’s office/GRC free of cost. 


689. 38/1999/2071/4— 


Pin Flet head to IRS Drg. No. L/PN-603/M, Alt. 1a Matl./Specn. 
IS : 2062/92 ; Fe-410-WA. 


690. $/46/1998/5057/4— 
Fi bre Glass Two section Extendable Ladder. Details with Tender 
Form. 


691. 38/1999/2065/4— 
Brake Cylinder ( 14”) to RDSO Deg. No. 92051-S-06, Alt. 4. Only 
RDSO approved sources to guote. 


692, $/6799/7225/4— 
Mechanical Truck lifting Jack Non-infring type 8 Tones Toe-7.0.7 
capacity as per Specn. appd. by Rly. Bd./RDSO. 


693. V/S/12/1999/2001/4— 

Dynamic Braking Grids in LOCO Sets for WDM-2 & WDG-2 
LOCOS, Each LOCO set consisting of six (6) Nos. of item °A’ 
and six (6) Nos. of item ’B’ of S. E. Rly.’s Drg. No. SE/DL/RE- 
41, Alt. 5, dt. Sep. °97. Cost of Drg. Rs. 60 obtainable from 
SME(D), office/GRC. 


694. $/77/1999/2029/4— 
Paint Emanel synthetic brushing Exterior Dark Admirality Grey 
finishing to ISC-632, 1S : 8662/93. Only ICF appd. sources to 
quote, 


695, $/77/1999/2026/4— 
Paint Enamel Synthetic Brushing Exterior off white under coat to 
8662/93. Only ICF appd. sources to quote. 


696. V/S/11/1999/3013/4— _ 
L. P. Exnauster Cylinder Head to Drg. No. GRC/DL/Cx-92, 
eee 8, Cost of Drg. Rs. 60 obtainable from SME(D)’s office/ 
RC. 


697, V/S/12/1999/2011/4— 
Load Ammeter SI E. Rly. Drg. No. SE/DL/EF-420. Cost of Drg. 
is Rs. 40/- obtainable from SME(D)’s office/GRC. 


698. V/S/12/1998/3348/4— 
Cable Flexible core, 225/24, 1000 Volts grade with Butyl/CPR 
insulated & CSP sheathed to DLW Specn. No. DEL/SPN-129, 
R-16, Only RDSO approved scurces to quote. 


699, V/S/12/1999/3224/4— 
Black Tape Insulating PVC size 25 mm. as per IS : 7809 Pt. 3 See, -1. 


°700. V/S/12/1999/3196/4— ! 
Miniature Braker moulded case single pole, as per DLW Specn. 
DEL/SPECN/147 (Latest Rev.) for Diesel Elect. LOCO to 
DLW’s Drg. No. EL/PT-0359, Alt. R1. 


701. $/13/1999/3133/4— 
Gear Wheel Behr pump Drg. No. 2D/NG/ST/2/KPC Pt. No. 
725.07.0.32. 


702. §/11/1999/3092/4— eee 
Glass Fibre secondary Engine Air Filter RDSO Drg. No. SK-DP- 


3476, Alt. 1 & RDSO Specn. No. MP. 0.2600-16 Rey. 02 (June, 


99), Only RDSO approved sources to quote. 
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Quantity 
Required 


Cost of 
Tender 


Rs. 


75 iNos. 
500 
63-55 


17,860 Nes. 


7 Nos. 


664 ,, 


26 Nos. 
+30 per cent 
Option. 


37 Sets 


£25,600 Ltrs. 
+30 per cent 
Option. 


19,300 Ltrs. 
-+-30 per cent 
Option. 


177 Nos. 
+30 per cent 
Option. 


‘62 Nos. 
+30 per cent 
Option. 


1,500 Mtrs. 


1,79,691 Mtrs. 
+30 per cent 
Option. 


535 Nos. 


27 Nos. 
+30 per cent 
Option. 


648 Nos. 


+30 per cent 


Option. 


150 


150 


500 


500 


150 


150 


150 


150 


150 


150 


150 


14th 


14th 


14th 


14th 


14th 


27th 


25th 


25th 


25th 


25th 


25th 


26th 


26th 


26th 


26th 


Due Date 


October, 


October, 


Octeber, 


October, 


October, 


October, 


October, 


October, 


October, 


\ 


October, 


October, 


October, 


October, 


October, 


October, 


1999. 


1999. 


1999. 


1999, 


1999. 


1999. 


1999, 


1999. 


1999. 


1999, 


1999. 


1999, 


1999. 


1999, 


1999. 
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Serial 


No. 


703. 


704. 


706. 


707. 


708. 


709, 


7h iG ip 


W413; 


717. 


C854 


" Tender No. & Brief D2scription of material(Details available 
in Tender documents) and Cost of Drg./Specification. 


§/11/1999/3435/4 — ' 
Inter cooler Assly. for 6 CD 4 UC Expressor (KPC Pt. No. 
0950110000/Elgi Pt. No. 0112051) with tle lubes throughout the 
length. . 


S/11/1999/3122/4— 
Rubber bush for Genter pivot WDG-2 to DLW Drg. No. TPL- 
SII alt. e or latest & Pt. No. 11272818. Only RDSO approved 
sources to quete. 


$/11/1998/3381/4— 
6” Single vacuum guage V TP Self illuminated with LED DLW Derg, 
No. SK-2063 to DLW Pt. Ne. 11445520, Alt. ‘a’. Only RDSO/ 
DLW/CLW approved sources to quote. 


S/12/1999/3082/4 — f 
Voltage Regulator Panel complete GE Cat. No. 17 FH 20 B2, 
DRP-6109. 


V/S/11/1999/1003/4— : 
Snubber Assly. (BG) for WDM 2 Locaimoatives RDSO Drg. No. 
2089 A, Alt. 3 or latest. Only RDSO approved source to quote, 


25/1999/3084/4— aah 
Set of Rubber Packing for POH work of Electric Loca to CEE’s 
Specn. No. RS/TS/PACK/GASK/IIL Ref. 4, Alt. 4. 


$/25/1999/2002/4— 
Commutating Pole coil Assly. (Modified) Single section to RDSO’s 
Drg. No. SKEL-4386, Alt. 3 FOR TM TAO-659. Cost of 
Drg. Rs. 40 obtainable from CEE’s office/GRC. 


$/25/1999/3024/4— 
Kapton Tape with or without adhesive te CEE’s Speen. No. EL/ 
TM/045, Alt. B. Cost of Specn. is Rs. 50 obtainable from 
CEE’s office/GRC. 


$/2598/3171/4 — | 
Outer Coil Spring for Primary suspension of bogie for WAM-4 & 
WAG-S locos to CLW’s Drg. No. 01.1.15.44 alt. 6 Ref. 1 & 
RDSO’s Specn. Na. 0.4700.01 Rey. 2/86 with Amndt. | to 3 and 4 
of 89, Cast of Drg. Rs. 320 obtainable from CEE’s Office/GRC. 


$/25/1998/3003 /4— 
Spring seat to CEE’s Drg. No. LOCO/2/BD/017 for WAM-4 
and WAG-5 LOCOS, Cost of Drg. is Rs. 50 obtainable from 
CEE’ office/GRC. 


$/12/1999/3353/4— 
Bolt for Axle Cap 165 TM Drg. No.SE/DL/BT-190 Alt. 4 make 
GKW/UNBRAKO/LPS/TYVS. Cost of Drg. Rs. 25 obtainable 
from SME(D) Office/GRC. 


S/66/1999/3000/4— 
Pulling and Lifting Machine to IS : 5604/1984. Make-TIR/ 
FOR/MAXPULL/HYTACH. 


V/S/12/1999/2007/4— 
Crank case Exhauster motor DLW Pt. No. 12100249 and Drg. 
No. EL/PT-0151 Alt. R2 Specn. No. DEL/SPN 183. Sheet 1- 
10 Alt. RICEL GI Model No. ES92 with Drg. No. D 2179 or 
similar). 


V/S/11/1999/3101/4— 
Liner Pedestal(Motor Truck)Drg. No. SE/DL/BE-41 Alt. 9 (item 
1 and 2). Cost of Drg. is Rs. 25 obtainable from SME(D)’s 
office/GRC. 


S/83/1999/3019/4— 
‘Natural Traching Paper 60/65 GSM Size : 101.6 Cms. 18.29m, 
a Roll to IS No. 8431/77. 


Quantity 
Required 


Lil Nos. 
+30 per cent 
Option. 


100. Nos, 


467 Nos. 


60 Nos, 
+30 per cent 
Option. 


2,255.N0s: 
+30 per cent 
Option. 


110 Sets. 


1,245 Nos. 
+30 per cent 
Option. 


2,400 Nos. 
+30 per cent 
Option. 


1,400 Nos. 
+30 per cent 
Option. 


190 Nos. 


4,797 Nos. 
+30 Per cent 
Option. 


54 Nos. 
-+-30 Per cent 
Option. 


55 Nos. 
-+-30 Per cent 
Option, 


25150 Sets. 
-+-30 Per cent 
Option. 


750 Rolls. 


Cost of 
Tender 


Rs. 


1,090 


150 


150 


500 


2,999 


500 


2,000 


500 


1,090 


150 


150 | 


150 


500. - 


150 


26th 


27th 


27th 


27th 
27th 
27th 


28th 


28th 


28th 


28th 


4th 


4th 


13th 


13th 


Due Date 


October, 
October, 


October, 


October, 
October, 
October, 


October, 
| 


October, 


October, 


October, 
October, 
October, 


October, 


October, 


Ist November, 


1999, ‘ 


1999, 


1999. 


1999. 
1999, 
1999. 


1999, 


1999. 


1999, 


1999, 


1999, 


1999, 


1999. 


1999, 


1999, 
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Serial Tender No. and Brief Description of Material (Details i 
No. available in Tender Documents) and Cost of Drg/Specification 


718. $/83/1999/3001/4— . 
Paper Hindustan Cover blue size : 52 77.5 Cms. 26.2 Kgs. 130 
GSM Conforming to IS : 1848/91, 


719. S/7499/3058/4— 


Quantity 


2,400 H/S. 


Metal tape seals Specn./Drg. No. SK/TFC/RDSO 5/91 Unit 01. —5,00,000 Nos. 


720. §$/7499/3009 /4— 
Chain Iron Ordy. 6mm. 30mm. OSD» 20*6000mm. Inside 
length to IS : 2479/Pt. 1/70. Only NSIC approved sources to 
quote. 


721. $/7499/3002/4— 
Sheet Expanded Metal size 10mm. SWM™*40 mm. LWM Strand 
dimention 2.5mm. widthImm. thick sheet 2500%2000mm. 
to IS : 412/62. Only NSIC approved sources to quote. 


722. .$/77/1999/2027/4— ; . 
Paint Enamel Brushing white finishing to IS : 2933/1975 with 
Amdt. No. | and 2. Only ICF approved sources to quote. 


723. §/77/1999/2043/4— 
Paint Ready Mixed Middle Burns wick Green Brushing Finishing 
Semi-Gloss. to IS : 124(Pt. 3)/1979, ISC-226 toIS : 5. Only 
RDSO approved sources to quote. 


724. §/77/1999/1003/4— 


7,000 Kgs. 


3,300 Mtrs. 


43,600 Ltrs. 
+30 Per cent 
Option. 


23,000 Ltrs. 


Faint Ready Mixed Red Oxide Brushing finishing Semi Gloss  2,43,500 Ltrs. 
to ISC-446 to IS : 123/1962 with Amdt. No. 1 and 2. Only +30 Per cent 


RDSO approved sources to quote. 


725. 76/1999/0036/4— 

Flux cored CO, Welding filler wire (fluxofil-3 or equivalentappro- 
val under IRS CI.J and IA and IT IRS-M-39 Size-!.6mm. dia. 
Specn./Drg. Ref. IRS Cl.l and sA and Uf Firm’s Cat. Ref. 
Te approval L/No. and M and C/W/W/IV/3, Dt. 

-7-96, 


726. 76/1999/0037/4— 

Flux Cored CO, welding filler wire approved under IRS CII 
and IA and II IRS-M 39, Size-l.6mm. dia(fluxofil-12 or equiva- 
len,t) Specn./Drg. Ref. IRS CLI and TA and [I Firms Cat. Ref. 
RDSO/LKO’s approval L/No. M and C/W/IV/3 Dt., 3-7-96. 


727. 91/1998/0037/4— 
Lead wool on Yarn as per IS ; 782/66 


728, 30/1999/2008/4— 
Adjuster Spindle type IRS A-450 to RDSO’s SK.No. 85064 Alt. 4, 
Matl. Specn. Steel IS : 8500-1991(1st. Rev. with Amdt.2)Gr. -- 
Fe 540B. Details with Tender Form. 


729, 38/1999/3061/4— 


Plunger for Draft Gear of CBC for Bogie Wagon’s RDSO’s Deg. 


No. WD-81043-S-7-RC, Alt. 5, item No. 2 Mtl./Specn. ASTMA 
148, 58 Cl 80-40, Only RDSO approved sources to quote, 


730. 30/1999/7047,/4— 
Rake Testing Rig twin Pipe, ete. As per RDSO’s Drg. No. SK- 
M-81110 or similar. Only RDSO approved sources to quote, 


731, 3094/2003/4— 
Anchor Link to ICF’s Drg. No.T-0-7-603 Alt.U/13, Matt. Specn, 
as per Drg. without Silent Block. 


732. 3398/3050/4— 


Option. 


1,500 Kgs, 


2,388 Kgs. 


6,800 Kgs. 


3,821 Nos 
305 Per cent 
Option. 


711 Nos. 


2 Nos. 


574 Nos. 


Main door with Pad lock and guard lock furnished L.H. and R.H.  LH-80 Nos, 
Me BEML Drg. No. 411-14001, Alt. 7 P-1 and P-2, Matl. Specn. RH-80 Nos. 


| as per Drg. 
733, 37/1999/3002/4— 


Single vaccum Gauge with Metric Graduations only to IRS Dre. 
sa No. VB-218/M, Alt. 3, Matl. Specn. as per Drg. 
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1,350 Nos. 
--30 Per cent 
Option. 


; 


Cost of 
Tender 
Rs. 


150 


1,000 


[50 


{50 


1,000 


500 


2,000 


150 


500 


500 


500 


150 


150 


150 


150 


Due Date 


Ist November, 1999, 


Ist November, 1999, 


Ist November, 1999, 


Ist November, 1999, 


2nd November, 1999, 


2nd November, 1999, 


2nd November, 1999, 


2nd November. 199°, 


2nd November, 1999, 


3rd November, 1999, 


3rd Noyember, 1999, 


3rd November, 1999, 


3rd November, 1999, 


3rd November, 1999, 


4th November, 1999, 


4th November, 1999, 


C855 


Cost of 


Scrial Tender No. and Brief description of material (Details Quantity 
No. available on Tender Documents) and Cos} of Drg./ Tender 
Specification Rs. Due Date 
734. 38/1998/1052/4— ane : 
Rubber Draft Gear Spring for centre buffer couplers to RDSO’s 21,600 Nos. 1,000 4th November, 1999, — 
SK. No. 76562 Alt. 1 item No. 1 and 2. Matl. Specn. as per -£30 Per cent yen ’ ‘ 
Drg. Only RDSO approved sources to quote. Option. a 
735. 30/1999/3008/4— 0. 
Centre stiffener for Head Stock to ICF’s Drg, No, T-1-2-513 510 Nos. 150 4th November, 1999, — 


Alt. No. 25, Matl./Specn. as per Drg. 


736. 30/1999/2005/4— sm : 
Draw hook to RDSO’:SSK. No. 79062, Alt. 5, Matl. Specn. Steel 763 Nos. 500 4th November, 1999. 
St. C. 60-61 Heat treated. +30 Per cent _ 
Option. 
737. 38/1999/3077/4— 
Drit Collector complete to RDSO Drg. No. WD-92051-S-03 970 Nos. 150 5th November, 1999, — 
Alt. 2. Only RDSO approved sources to quote. . »* § 
738. 30/1999/2007/4— 
Pin for Brake Gear to RDSO’s SK. 93186 Alt. 3 Item 2. Matl. 74,977 Nos. 1,000 5th November, 1999, — 
Specn. Steel to 1S : 1875-92(Amdt. 2) CL. 2. +30 Per cent : 2 
Option. ' 
739, 30/1999/2009/4— hand 
Support Bracket complete to RDSO’s SK No. 91132 Alt. 4. Matl. 1,827 Nos. 500 Sth November, 1999. — 
Specn. as per Drg. +30 Per cent Ss 
Option. 
740. 38/1999/3114/4— 
Modified Adapter for Casnub Bogie to RDSO Drg. No. WD85053- 3,329 Nos. 1,000 5th November, 1999. 
S-01, Alt. 2, Matl. as per Drg. Only RDSO approved sources ‘ 
to quote. 
741, $/3098/2078/4— e 
Rear cover for Axle Box to ICF’s Drg. No. T-0-2-603, Alt. W/13, 414 Nos. 150 5th November, 1999. 
item-1(Machined). Matl. Specn. IS-617-75, 4600M. 4, 

Notes :— 

1. Cost of Tender form (Non-refiundable iv all casesyand Cost of drawing is shown separately. Tender forms are obtainable from 
Tabulation Section of COS’s Office, 11 Garden Reach Road, Calcutta-700 043, citing Allocation No. on remittance of cost of 
Money Order only to Contrlloer of Store by outstation firms. Local firms may deposit the cost to the Caief Casnier, South 
Eastern Railway, 11 Garden Reach Road, Calcutta-700 043 and produce the Money Receipt to the Open Tender Section between 
10.30 Hrs. & 16 Hrs.)on working days to obtain tender documents. Postal Order, Demand Draft or Cheque will not be accepted 

2. Tender forms will be sold from 30 days before the Scheduled opening of tenders but will not be sold on the respective date of 


opening. All tenders will be closed at 14 Hrs. of the date of opening and will be opened at 14,15 Hrs. Z 


3 Altocation No. For Tender form—Z-670 


C856 


Cost of Drawing—Z-650 and 

Earnest Money —Dep./Misc./Stores. 
IRS Specifications, IRS Drawing, ICF Drawing, BEML Drawing or RDSO Drawing are not available with this office but may 
be available from the Director General Research Design and Standards Organisation, Manak Nagar (Ambagh), Lucknow- 
226 O11 or from respective Organisations on payment. . 
This Railway’s Drawing will be availabe from IB(Drawing)Section of COS’s office or from other offices wherver indicated 
on payment of cost to the respective section or office. Cost of Drawing should be remitted separately and should not be tagged 
with the cost of tender 


Offers should be submitted for delivery to direct consignee only, otherwise they are likely to be rejected. 


This Office undertakes no responsibility for any postal delays. 


Samples where called for, should be sent duly sealed separately to the Recieption Counter or Sample Section of this office 
before the date and time of opening of Tender. These should not be enclosed with Tender Quotation. eee 


Offers not Accompanied by Signed Tender Documents/Forms issued by S.E.Rly. Authority may be summerily rejected without 
assigning any reason. : 
Current and Valid W.B.S.T. Clearance Certificate in form 58 to be Submited by the firms alongwith their Tender/Bill'to Admit 
Payment. 


[No. PR/Stores/37/99/ dated. 9-9-99, received from the CPRO, S.E. Rly., 11, Garden 
Reach Road, Calcutta-43.] : 
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GLOBAL TENDER 
INDIAN RAILWAYS 
NORTHERN RAILWAY 
Office of the Controller of Stores, Baroda House, New Dethi 
Tender Notice No. 28/79-2000—Slit Lamp 


Bids are invited on belialf of the President of India from experienced manuacturers :— 


Serial 
No, 


‘ 


Global Tender No. and Description Quantity Bid Cost of bid Due to be 
Guarantee Documents Opened on 
Rs. Rs. 
132/P22/99—. 
Slit Lamp as per Specification attached with 1 No. 16,000 569 18th November, 1999, 
Tender documents. or or 
US$ 272.00 US$ 12.00 


The sales timing of the bid document will bz 11.00 hrs to 12.00 hrs on all working days e<cept the date of opening. The 
offer complete in all respect will be received upto 11-25 hours at COS Office , N. Railway, New Delhi on the date specified above. 


Bidders will be required to :-— 


H 
2. 


Furnish a Bid Guarantee for the amount specified above. 


Keep their offer cpen for 180 days from the date of opening of the bids. A contract performance guarantee bond for 10 per cent 
of the contract price will have to be furnished by the bidder in the event of contract being award to them. 


Non-transferable bid documents containing detailed description of the material required as also other terms and conditions 
may be had from COS/N. Rly, B.H./NDLS (India) against payment of cost either in Cash or Crossed Demand Draft, Crossed 


Accounts Payee to Financial Adviser and Chief Accounts Officer, N. R., Baroda House, New Delhi. 


Notes— 

Bids from tenderers who have not purchased the bid docune ats, bid noi accomranied by the bid guarantee and bid from agent 
without letter of authority from the manufacturers and liable to be sunimarily rejected. 

Telex and incomplete ofler are liable to be summarily ignored. 


For the tenders guidence in submitting complete offer check has also been enclosed with the bid documents. Parts of which 
must be filled in and furnished with bid. 


Telex No. 031-66329 


Cable/Gram NORCOS/NDLS 
Fax No. 011-3384008 


Sd/- 
Controller of Stores 


[iNo. 129-S/0/8/PG/PT. I/Publication of Advt Tender, dated-8-9-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 
O ffice of the Chief Engineer (AF), Canmp Hanuman, Ahmedabad-380 003 


Provision of Central Sewage Scheme 


The Chief Engineer (Air Force), Ahmedabad, Near Camp Hanuman, Ahmedabad-380 003 invites applications upto 28th September 
1999 from M.E.S.,  C.P.W.D. P.W.D. and Railway contractors of appropriate class, for issue of tender for the following work :— 


Serial 


No. 


i. 


Name of Work Estimated Earnest 
Cost Money 
: Rs, Rs. 
Provision of Central Sewage Scheme for domestic area at AF Station Utterlai A 5 . 60.00 lakhs 90,000 


at par SSR-91 


Contractors who are not borne on the approved list of Southern Command, are requested to furnish alongwith their appli- 


cation/attested copies of letters of enlistment with other Departments/Commands, latest Income Tax Clearance Certificate and parti, 
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I 


culars (including credentials) of works carried out by them during the last three years stating the designation(s) of Officers and 
address to clients the tenders by contractors who have not deposited Standing Security with the M.E.S. as indicated above. 


[No. 82149/C/19/E8, dated 16-9-99.] 


me See 


GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 
O flice of the Chief General Manager, Telecom Factory, Richhai, Jabalpur-10 
No. TFR/DISP/Tend/08/06/99-2000/(6), dated 14-9-99 ; Ferrous & non-Ferrous Unserviceable Scrap Materials 


On behalf of the President of India, the Cnief General Manager, Telecom Factory, Richhai, Jabalpur invites sealed tenders 
upto 2-00 p.m. on 13th October, 1999, for the following ferrous & non-ferrous unserviceable scrap materials. :— 


Serial Lot No. Description of Stores Quantity Earnest 
No. Money 
Rs. 
1. 71/99-2000 M. S. Sheet Cut Piece Small . 100.000 M.T. 20,000 
2 72/99-2000 M. S. Sheet Cut Piece Small 100.000 ,, 20.000 
3 73/99-2000 M.S. Sheet Cut Piece Small 100.000 , 20,000 
4 74/99-2000 M. S. Sheet Cut Piece Small 100.000 ,, 20,000 
Sh 75/99-2000 M. SI Sheet Cut Piece Small 100.000 ,, _ 20,000 
6 76/99-2000 M.S. Sheet Cut Piece Small 100.000 ,, - 20,000 
s | 77/99-2000 M. S. Sheet Cut Piece Small 100.000 ,, E 20,000 
8. 78/99-2000 M. S. Sneet Cut Piece Small 100.000. ,, 20,000 
9. 79/99-2000 M.S. Sheet Cut Piece Small 100.000 ,, 20,000 
(Approximately) 

10. 80/99-2000 Rejected Rolled Sheet for Tubes A211 24a 20,000 
108 81/99-2000 Rejected Rolled Sheet for Bands S.A203) cae 10,000 
1 We 82/99-2000 M. S. Scrap of Sorts 37-148. 35 20,000 
13. 83/99-2000 Zinc Ash 55000 Saas 20,000 
14. 84/99-2000 7inc Dross (Big mould) (Each lot 27 M.T.) 270.000 sg 20,000 
(Eacn lot) 

1S) 85/99-2000 Zinc Dross (Small mould) (Each lot 27 M.T.) 270.000 at 20,000 

(Eacn lot) 
16. 86/99-2000 M.P. 20/8251 Matador F. 307 Station Wagon 1 No. 2,500 


Terms and Conditions :— 


1. The firms should have permission from the Pollution Contral Board for purchase and store of Zinc Process Scrap, and a 
certified/attested copy of the same should be enclosed alongwith the tender. ; 
2. Tender form together terms and conditions of sale can be had upto 17-00 hours on 12t9 October, 1999 on payable at Rs. : 
100 per Tender form (non-refundable) by cash or D. D in favour of Accounts Officer, Telecom Factory, Ricnhai, Jabalpur-10 
3. Earnest Money should be in the form of D. D payable to Accounts Officer , Telecom Factory, Richhai, Jabalpur-10. 
4. Note that if there is any increase in the Taxes and Excise Duty it will be collected from you. ; 
5. Firm is requested to quote Basic Rate only. 
- 6. Tender will be opened on 13th October, 1999 at 2-30 p.m. in tiie presence of attending tenderers or tneir representatives. 
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7. The Chief General Manager, Telcom Factory, Ricbhai, Jabalpur-10, reserves the right to. accept or reject any or all the 
tenders or withdraw from disposal, increase or decrease the quantity of any item with out assigning any reason at any stage. 


Sd/- 
Asstt. Engineer (Disposal) 


[No. TFR/DISP/08/99-2000 (VII), dated 14-9-99.] 


. 


GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT 
Office of the Executive Engineer, Srinagar Central Division, C.P.W.D., Satwari, Jdmmu 
Construction of O ffice Mess 
The Executive Engineern, Srinagar Central Division, C.P.W.D., Satwari, Jammu invites on behalf of the Presidcat of India 


sealed item rate tenders upto 3-00 p.m. on 8th October, 1/999 for the following works from the eligible and appropriate class of 
C.P.W.D. contractors (B&R) and those of appropriate class enlisted with Railways, M.E.S., P&T, and the J&K State P.W.D: 


Serial Name of Work Estimated Period of 
No. Cost Completion 
Rs. 
1. Construction of Officers Mess and Single Officer’s Accommodation for 21st Bn. ITBP, Leh (J&K).  34,00,052 12 months 


The Tender forms and conditions can be had from the office of the Executive Engineer upto 4-00 p.m. on all working days on 
payment of Rs. 500 (non-refundable). 


__ The last date of receipt of application shall be 4th October, 1999 and for issue of tender documents Sth October, 1999. The tenders 
will be opened on the last date of receipt of tenders. 


The contractor shall submit this application alongwith valid Income Tax Clearance Certificate. The non-C.P.W.D. contractors 
shall also submit definite proof of having completed Civil Works of specified numbers and amount i.e. three works each costing not 
less than Rs. 15-00 lacs or two works of costing not less than Rs. 30.60 lacs in aggregate or one work of cost not less than Rs. 30.60 
lacs during the last seven years. 


The tender shall be accompanied by Earnest Money (unless exempted) of Rs. 50,000 in Deposit-at-Call Receipt of a Scheduled 
Bank issued in favour of Executive Engineer, Srinagar Central Division, C.P.W.D., Jammu. A contractor exempted fram depositing 
Earnest Money in individual cases shall attach with the tender an attested copy of the letter exempting him from depositing Earnest 
Money and shall produce the original when called upon to do so. 


The Tender and Earnest Money shall be placed in separate sealed envelopes and marked ‘‘Tender” and “Earnest Money”’ respec- 
tively. Both the envelopes shall be submitted together in another sealed envelopes. The envelopes marked tender of only those 
tenderers shall be opened, whose Earnest Money placed in the other envelope is found to be in order. The tender without Earnest 
Money in the prescribed manner may be rejected at the discretion of the Competent Authority. 


Sd/-_ 
Executive Engineer 


[No. 54(1121)/SCD-99/1290, dated 15-9-99.] 


GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 
Office of the Divisional Engineer, Telecom., Optical Fibre Cable Project, Bansbari, M. K. Road, Malda-732 101 

H. D.P.E. Pipe Laying and Optical Fibre Cable 
For and on behalf of the President of India, the Divisional Engineer, Telecom, Optical Fibre Cable Project, Bansbari, M. K. Road, 
Maldah-732 101 hereby invites sealed re-tenders for the work of H.D.P.F., Pipe Laying and Optical Fibre Cable pulling from Rathbari 
More to Buniadpur Telephone Exchange and H.D.P.E. Pipe Laying only from K.M.P. 329 to Sadullapur Microwave Station as per 

details given below : - 


Contractors should apply in their letter pad stating the section numbers upto a maximnm of /0w sections and submit attested copik « 
of recent Income Tax Clearance Certificate and exeprience certificate of at least 5 (five) kms. of trenching and 5 (five) km 
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of H.D.P.E. pipe laying OR 5(fivs)kms. of O. F. Cable pulling, which should b2 issued by an Officer not below the rank of Divisional 
Engineer of D.O.T. or equivalent level Officer of P.S.U./State Govt. /Central Govt. Original recent Income Tax Clearance Certificate 
and Experience Certificate should invariably be produced alongwith the application for verification only. Tender papers will be issucd 
to the eligible contractors either individually or through accredited representative holding valid specific power of attorney. ‘This notice 
however, does not constitute any guarantee for issue of tenders to the applicants. Issue of Tenders will be decided by the Det, OF CP, 


Malda (whose decision shall be final and binding on the contractors). Contractors will not be entitled for any compensation for 
rejection of applications. 


Venue, Date and Time of sale of Tender Paper (i) O/o the Chief General Manager, Eastern Telecom Project, 35, Diamond 
Harbour Road, Calcutta-700 027, 27th September, 1999 to 29th Sep- 
tember, 1999 from 12-00 hours to 16-00 hours. 


(ii) O/o. the Divisional Engineer, Telecom, Satellite Communication 
Project, AA-12, Sector-I, Salt Lake City, Calcutta-700 064, 27th Sep- 
tember, 1999 to Ist October, 1999 from 12-00 hours to 16-00 hours. 

Venue, Date & Time of Receipt of Tender O/o. the Divisional Engineer, Telecom, Satellite Communication Project 
AA-12, Sector-I, Salt Lake City, Calcutta-700 064, on all working days, 
between 27th September and 8th October, 1999 from 12-00 hours to 
16-00 hours (In person or by Registered Post/Speed Post/Registercd 

Courier Service). we 
Venue, Date & Time of Opening of Tender : O/o. the Chief General Manager, Eastern Telecom Project, 35, Diamond — 
Harbour Road, Calcutta-700 027, 11th October, 1999 at 12-30 hours: 
Cost of Tender Paper Rs. 500 (Rupees five hundred only ) payable in Cash. 


Tender papers duly filled up, sealed in a envelop and superscribed with the name of the work and section and addressed to 
D.E.T.O.F.C.P., Malda, C/o. D.E.T., Satellite Communication Project, AA-12, Sector-I, Salt Lake City, Calcutta-700 064 should 
reach theabove venue on or b2fore 8th October, 1999 (16-00 hours). by Registered Post/Speed Post/Registered Courier Service OR 
may be dropped in the tender box kept at theabove venue. The department will not be responsible for any delay, loss or mutilation 
of tender envelopes/documents mailed by post/courier service. In case of unscheduled Holidays/Bandh on the last date of receipt/date 
of opening of tenders, the tenders will be received/opened on the next working day at the same tine and at the same venue. 


For HDPE pipe laying only, successful tenderers will have to furnish to the Department a Bank/Demand Draft equivalent to 7.5 
per cent of the tendered amount at the time of making the agreement besides deposit of initial Earnest Money which will be 2.5 
per cent of the estimated amount, failing which his tender will be cancelled and E.M.D. forfeited. For optical fibre cable pulling, 
successful tenderers shall have to furnish to the Department a bank guarantee of Rupees One lakh only per section before issue of work 
order. failing which their tenders shall be cancelled and their E.M.D. forfeited. Allroute lengths may increase or decrease as per 
actual requirement of site. All contractors are requested to inspect the site before quoting the rates,. In the event of non-completion/ 
partial completion of the work by the contractor, the entire security will be forfeited in addition to penalaction. Tender is non-trans- 
ferable and tender Cost is non-refundable. Earnest Money in the form of Bank Draft only drawn in favour of the Accounts Officer, 
Optical Fibre Cable Project, Calcutta and drawn after the date of publication of N.I.T.in newspaper must be attached with the tender 
paper. Tender papers without the required E.M.D. in the form of Bank Draft will not be entertained. The right to accept or 
reject any tender in part or whole without assigning any reason whatsever is reserved. rf 


Details of the Works 


I. HDPE pipe laying from Rathbari:’More to Buniadpur Telephone Exchange :— 
Section Route Length Estimated Earnest Section Route Length Estimated Earnest 
No. Metre Cost Money No. Meter. Cost Money 
Rs. i Vil Rs. 
1. 3150 2,00,350 5,009 11; 4000 , 1,45,000 3,625 
2; 4000 1,44,000 3,600 12.9 4000 1,55,000 3,875 
3. 4000 1,44,500 3,613 13. 4000 1,45,500 3,638 
4. 4000 1,47,500 3,688 14, 4000 1,46,500 3,663 
2, 4500 1,68,100 4,203 15, 4000 1,49,000 3,125 
6. 4000 1,45,000 3,625 16. 4000 1,44,000 | 3,600 
7 4000 1,45,500 3,638 17. 4000 1,45,500 3,638 
8. 4000 1,45,000 3,625 18, 4000 1,52,000 3,800 
9, 4000 1,45,500 3,638 19. 3550 1,48,350 3,709 

10. 4000 1,48,000 3,700 


Executin time for each section : 40 days 
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Il. HDPE pipe laying only between Sadullapur Microwave Station to KMP 329 (Near Yogayog PCO) — 


Section Route Length Estimated Earne st Execution 
No. Cost Money Time 
Deposit 
Rs. Rs. 
BAe Sitras(Approx) 4s fer ok Ok ee 1,66,300 4,158 45 days. 
III. Optical Fibre Cable Pulling between Rathbari More to Buniadpur Telephone Exchange : 
Al Rathbari More to Pakuahat Tel. Exch. (45 Kms. approx.) . ; : 3 i,18,100 2,953 25 days. 
A2 Pakuahat Tel. Exchange to Buniadpur Tel. Exch. (38 Kms approx.). 3 : 1,00,400 2,510 20 days. 
Sd/- 


Divisional Engineer, Telccom. 
[No. OFC(P)/MDA/T-1/99-2000, dated 16-9-99.} 
GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
Ordnance Equipment Factory, Kanpur 
Conervancy Contract 


The General Manager, Ordnance Equipment Factory, Kanpur invites sealed tender for the supply of following items on behal 
of the President of India :— 


Cost of the Tender > ~—Rs. 50.00, 
T. E. Number : 990862/PV/11/CONTG(A)/OT T. B. Date : 4th September, 1999, 
Tender Opening Date : 8th October, 1999. Tender Opening Time : 2.00 p.m. 
Earnest Pct. : 2.00 per cent of the Value of Qty. offered. Tender Validity : 6th January, 2000. 
Inspection Authority : G.M., O.F.F., Kanpur. 
Inspection Officer : G.M., O.E.F., Kanpur or his authorised Rep. 
Item Code :  WJ00001514 


Conervancy Contract for Drains/Sewar NES & Garbage Bins. 
(1) Factory premis O.E.F. inter College (as per Annex. (A) 
(2) Hospital premises, Stadium Building Pump Houses in sahney Colony (details as per Ann- 
ex (B). 
(3) Inspection Bunglow, Community Hall Pump House (Old Club) (Details as per Annex. (C). 


Notes : (1) Daily sweeping is to be stored at a place EAR marked for the purpose inside the Factory 
and thereafter to shift it the Jneel near New G. T. Road Colony twice in a week. 


(2) The Controller should render a licence for the contract under ‘Contract Labour (Regulation 
and abolition) Act. 1970°’ for the period under contract from Asstt. Labour Commissioner, 


(3) Kanpur in Form No. 4 of contract Labour (Regulation and abolition) Act.1970. This 
Certificate is to be submitted before commencing the Job Awarded. 


Specn. No. : 
Required Quantity : 6.00 Metre. 


Quantity and Rate to be filled by tenderer : 
Quantity Basic Rate Sales Tax Excise Duty Cess Others Total FOR Discount Remarks Validity 


Delivery Schedules 
———_—A—___—__—_ +) 


Date Quantity 
6 months 6.00 


[No. 990862/PV/11/Contg (A)/OT, dated 4-9-99 and No. PV/27/16 items/OT, dated 6-9-99.] 
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fe ape Newar 


The General Manager, Ordnance Equipment Factory, Kanpur invites sealed tender for the supply 
of following item on behalf of the President of India :— 


T. B. Number 
Tender Opening Date 
Earnest PCT. 
Inspection Authority 
Inspection Officer 


Item Code 


Specn, No. 


Required Quantity : 


Comments :— 


990861/PV/538 (A)/OT. Cost of the Tender 
8th October, 1999, T. BE. Date 

2.00 per cent of the Value of Qty. offered. | Tender Opening Time 
G.M., O.E.F., Kanpur. Tender Validity 
G.M., O.E.F., Kanpur or his Authorised Rep. 


9910262527 
Tape Newar U/D 100mm. 


IS : 1895 latest except that : 


Rs. 50.00 
4th September, 1999. 
2.00 p.m. 
6th January, 2000. 


(a) Scouring Loss shall not exceed 2 per cent when tested as per Method ‘“‘B’”’ (Mild Method) 


CONS GI SSS-7 76 
(b) The undyed tape should be scoured. 


(c) Wash Fastness the rating for change in Shade & Staining on white Musclin shall be III or 


better when tested as per IS:765-65. 
18,500.00 Metre. 


Quantity and rate to be filed by tenderer : 


Quantity Basic Rate Sales Tax Excise Duty Cess Others Total FOR Discount 


Delivery Schedules 


co — aA. 


Date 
31-12-1999 


Verge ©) 


Quantity 


18,500.00 


Remarks Validity 


[No. 990861/PV/538 (A)/OT, dated 4-9-99 & No. PV/27/16 items/OT, dated 6-9-99.] 


Tape Newar 


The General Manager, Ordnance Equipment Factory, Kanpur invites sealed Tender for the supply of following item on be- 


halffof President of the India : 


Tender Enquiry Number 
Tender Opening Date 
Farnest PCT. 

Inspection Authority 


Inspection Officer 
Item Code 


Specn No. 


Required Quantity 
Comments : 


C864 


990860/PV/512 (A)/OT Cost of the Tender 
8th October, 1999. TE Date 

2.00 per cent of the value of Qty. offered. | Tender Opening Time 
GM, OEF, Kanpur. Tender Validity 

GM OEF, Kanpur, or his auth. Rep. 

2101775875 

Tape Newar U/D 40 mm. 

IS: 1895-1982 Except that: 

(a) Scouring loss shall not exceed 2.0 per cent when tested as per 
test method “‘ D’” (( Mild Method). to IS: 1383-77. 

(b) The undyed tape should be scoured. 


(c) The rating for change in shade and staining on white 
Muslin shall be III or better when tested as per IS:764-79 


30,000.00 Metre. 
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Rs. 50.00 

4th September, 1999, 
2.00 p.m. 

6th January, 2000. 


@ September 22, 1o99 


Quantity and rate to be filled by tenderer 


Quantity Basic Rate Sales Tax Excise Duty Cess Others Total FOR Discount Remarks Validity 


Delivery Schedules 
SI api a 


Date Quantity 
31st December, 1999. 30,000.00 
[No. 990860/PV/512 (A)/OT, dated 4-9-1999 No. & PV/27/l6zitems/OT, dated 6-9-1999] 


Tape Newar 


The General Manager, Ordnance Equipment Factory, Kanpur invites sealed Tender for the supply of following items on behalf 
fthe President of India :— 


TE Number : 990852/PV/764 (A) /OT Cost of the Tender so RS2350.00 
Tender Opening Date : 8th October, 1999, TE Date : 4th September, 1999, 
Earnest PCT. : 2.00 per cent of the value of Qty. offered. Tender Optning Time : 2.00 p.m. 
~ Isnpection Authority : GM, OEF, Kanpur. Tender Validity >: 6th January ,2000. 
Inspection Officer : GM, OEF, Kanpur or his Auth. Rep. 
Item Code : 2101775865 
Tape Newar U/D 13 mm. 

Specn No. > IS : 1895-82 except that 

(a) Soeur ins loss shall not exceed 2°%, when tested as per test method “D” (Mild Method) to 


(b) The undyed tape should be: scoured. 


(c) The rating for change in shape and staining on white Muslin shall be 3 or better when tested 
as per IS : 764-79. 


Required Quantity :  25400.00 Metre. 

Comments :— 

Quantity and rate to be filled by Tenderer. 

Quantity Basic Rate Sales Tax Excise Duty Cess Others Total FOR Discount Remark Validity 
Deliver Schedules 


ave 


— 


Date : 31 st December, 1999 Quantity : 25,400.00 


[No. 990852/PV/764 (A)/OT, dated 4-9-1999 & No. PV/27/1 items/OT dated 6-9-1999.] 


) Web Cotton 


The General Manager, Ordnance Equipment Factory Kanpur invites sealed tender for the supply of following items on bchalf of 
he President of India :— 


TE Number :  990851/PV/495 (A)/OT. Cost of the Tender : Rs. 50.00 


{ 


| Tender Opening Date : 8th October, 1999, TE Date : 4th September, 1999, 
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Earnest PCT. 
Inspection Authority 
Inspection Officer 


Item Coce 


Specn. No. 
Required Quantity 


Comments :— 


2.00 per cent of the value of Qty. offered Tender opening Time : 2.00 p.m. 
GM OEF Kanpur Tender Validity ; 2. Ge January, 2009 
GM OEF Kanpur or his Auth. Rep. 


2101872985 
Web Cotton O.G. thick 57 mm. RESB. 


IS : 7777 (Latest) 
91000.00 Metre 


Quantity and rate to be filled by Tenderer. 


Quantity Basic Rate Sales Tax Excise Duty Cess Others Total FOR Discount Remarks Validity 


Delivery Schedules 


Date : 31st December, 1999 Quantiy : 91000.00 


The General Manager, 
behalf of the President of India 


Tender Enquiry Number 
Tender Opening Date 
Earnest PCT. 

Inspection Authority 


Inspection Officer 


Item Code 


Specn No. 
Required Quantity 
Comments :— 


Quantity and rate to be filled 


Quantity Basic Rate Sales Tax Excise Duty CESS Others Total FOR Discount Remarks Validity 


[No. 990851/PV/495 (A)/OT dated 4-9-1999 & No. PV/27/16 items/OT dated 6-9-1999. ] 


Tape Cotton White 


. 
Ordnance Equipment Factory, Kanpur invites sealed Tender for the supyly of following item on 


990859/PV/488 (A) /OT Cost of the Tender : Rs. 50.00 

8th October, 1999. TE Date : 4th September, 1999. 
2 per cent of the value of Qty. offered Tender Opening Time > 4 2.00sp.m. 

GM OEF, Kanpur. Tender Validity : 6th January. 2000. 


GM OEF, Kanpur or his Auth. Rep. 


2101774182 
Tape cotton white 19 mm bleached ( Herring bone weave) 
IS: 1895-1982 


92,000.00 metre 


by tenderer 


Delivery Schedules 


—<—$$ —$—— — A. 


Date 
31st December. 1999. 


The General Manager, Ord 
of the President of India :— 


Quantity 
92,000.00 ‘ Metre 
[No. 990859/PV/488 (A)/OT, dated 4-09-1999. & No. FV/27/16 items/OT. dated 6-09-99.] 


Tape Newar Khaki 


nance Equipment Factory, Kanpur invites sealed Tender for the Supply of following items on bel : 


TE Number : 990858/PV/484(A)/OT. Cost of Tender :  Rs.5.000. 
Tender Opening Date : 8th October, 1999. TE. Date : 4th September, 1999. 
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all 


Earnest PCT. : 2 percent of the Value of Qty. Offered. Tender Opening Time : 2p.m. 


Inspection Authority. : GM, OEF, Kanpur. Tender Validity : 6th January, 2000. 
Inspection Officer : GM, OEF, Kanpur or his Auth, Rep. 
Item Code > 2101775834 
Tape Newar Khaki 13 mm, 
Specn, No. : , IS.:1895 (Latest). 
Required Quantity :  15,72,300, Metres. 


Comments :— 
Quantity and Rate to be Filled by Tenderer— 
Quantity Basic Rate Sales Tax Excise Duty CESS Others Total FOR Discount Remarks Validity 


Delivery Schedules 
OM 


Date Quantity 
31-12-99 15,72,300 Metres, 


[No. 990858/PV/484(A)/OT, dated 4-9-99 & 
No. PV/27/16 Items/OT, dated 6-9-99.] 


Tape Newar 


The General Manager, Ordnance Equipment Factory, Kanpur, invites sealed Tender for the supply of following item on behalf 
of the President of India :— 


TE Number > 990856/PV/465(A)/OT. Cost of Tender >  Rs.50,00. 

Tender Opening Date 3 8th October, 1999, TE Date > 4th September, 1999. 
Earnest PCT. :  2per cent of the Value of Qty. Offered. Tender Opening Time : 2p.m. 

Inspection Authority : GM, OEF, Kanpur. Tender Validity > 6th January, 2000. 
Inspection Officer : GM, OEF, Kanpur or his Auth. Rep. 

Item Code F 2101775878 


Tape Newar U/D 50 mm. 


Specn, No. : IS : 1895-1982 Latest except that— 


(a) eee Loss shall not .exceed 2 per cent when Tested as per Test Method ‘“D” (Mild Method) to 
1S-1383-77. 


(b) The Undyed Tape should be Scoured. 
(c) The Rating for Change in Shade +- Staining 
On White Mostlin shall be IIf or Better when Tested as per 


IS-764-79 . 
1S-1895-1982, 


Required Quantity : 3,69,700 Metres. 


Comments :— 
Quantity and Rate to be Filled by Tenderer— 
Quantity Basic Rate Sales Tax Excis¢ Duty CESS Others Total FOR Discount Remarks Validity 


Delivery Schedules 


pie ae 
Date — Quantity 
31-1-2000 3,69,700 Metres 
[No. 990856/PV/465(A)/OT, dated 4-9-99 & 
No, PV/27/16 Items/OT, dated 6-9-99.] 
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Tape Cotton Khaki 


The General Manager Ordnance Equipment Factory, Kanpur invites sealed Tender for the supply of following items on behalf 


of the President of India : 
T.E. Number 
Tender Opening Date 
Earnest Pct 
Inspection Authority 
Inspection Officer 
Item Code 
Specn. No. 
Required Quantity 


Comments :— 


990857/PV/386/OT. Cost of the Tender » -Rs.50,00 as 
08/10/1999, T.E. Date Ath September, 1999. 
2:00 percent of the value of Qty. offered. Tender Opening Time : 2.00 pm. 

GM, OEP, Kanpur. Tender Validity 6th January, 2000. 


GM, OEF Kanpur. of his Auth. Rep. . zi 


2101775165 Tape Cotton Khaki 25 mm Drawsting (Designation 0352) 


Is -6H7 i 
1,56,4C0.00 Metre 


Quantity and Rate to be Filed by Tenderer 


Quantiy Basic Rate Sales 


4 ax Excise Duty CESS others Total For Discount Remarks Validtyi 


Delivery Schedules 


Date : 31st January, 20.0 


Es 
Quantity : 1,56,400.00 metres 


[No. 990857/PV/386/OT, dated 4-9-99 & No, PV/27/16 Items/OT, dated 6-9-99.] 


e% 


Tape Newar 


The Genetal Mamager, Ordnance Equipment Factory, Kanpur .invites sealed Tender for the supply of following item on behalf of 


the President of India : 
TE Numbet 
Tender Opening Date 
Earnest PCT. 
Inspectioi Authority 
Inspection Officer 


Item Code 


Specn. 


Requit ed Quantity 


C868 


° 
e 


990855/PV/766 (A)/OT. Cost of the Tender; Rs. 50.00 

8th October, 1999. TE Date : «4th September, 1999, ‘ 
2.00 per cent of the value of Qty. offered. Tender Openng Time : 2.00 p.m. 

GM, OEF, Kanpur. Tender Validity : 6th January, 2000. 


GM,OEF ,Kanput of his Auth. Rep. 
2101775844 


Tape Newar O.G. 13 MM 


IS : 1895-1982 (Second Rev.) Reaffirmeld 1992. 


Except that :-— 

1. Scoouring les shall not execed 2.0 per cent when tested as per testmethod “D” (Wildmethod) . 
to IS-1383-77. 

2. The Rating for change in shade+ staining of white Xualin shall be III or better when tested 
as per 1S-764-79. 

3. In appearance shade finish and other respect not defined IS standard. Besic¢ material will 
conform to the corresponding sealed pattern held in the custody of the controller CQA 
(T &C), Kanpur. 

4. Thefastness tolight when determined by exporing to source of light such as high intensity 


carbon ARC (atlas Radeometer) shall be at least class-III or better of classification adopte¢ 
by society of dvers and colourist. 
Bradford yarkshire or as per 1S : 2454 (Xeon Arct). 


32,200.00 Metre 
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Comments :— 


Quantity and Rate to be Filled by Tenderer — 


Quantity Basic Rate Sales Tax Excise Duty CESS Others Total FOR Discount Remarks Validity 


Deliver Schedules 
i eS zy 


a 
Date + 31st January,2000 Quantity : 32,200.00 Metres 


[No. 990855/PV/766 (A)/OT, dated 4-9-99 & No. PV/27/16 Items/OT, dated, 6-9-99.] 


Type Newar 


The General Manager, Ordnance Equipment a Factory, Kanpur invites sealed Tenders for the supply of Floowing items on behalf 
of the President of India :— 


TE Number : 990854/PV/763 (A)/OT. Cast of the Tender ; Rs. 50.00 

Tender Opening Date : 8th October, 1999. TE Date 3 4th September, 1999 
Earnest PCT. 2.00 per cent of the Value of Qty. Offered Tender Opening Time : 2.00 p.m. 
Inspection Authority : GM, OFF, Kanpur Tender validity : : 6th January, 2000. 
Inxpection Officer : GM, OEF, Kanpur or his Auth. Rep. 

Item Code > 2101775848 


Tape Newar O.G. 25 MM 


Specn. No. : IS : 1895-1982 (Second Rev.) Reafffired 1992 except that— 


1. Scauring loss shall not exceed 2 per cent when tested as per test method “D” (Mild Method) 
To IS : 1383-77. 


2. The rating for change in shade + Staining on white Moslin shall be 3 or better when tested 
as per IS 764-79. 

3. In appearnece shade finish and other respect not defined is standard. Besic materials 
will confim to the corresponding sealed pattern held in the custody of the controller CQA 
(T &C), Kanpur. 

4. The fiastness to light, when determined by exporing to source of light such as high intensity 
carbon ARC (Atlas Radeometer) shall be at least Class II or better of classfication adopted 


by society of dyers and colourist. 
IS-1895-1981. 
Braford Varkshire or as per IS ; 2454 (xeon Arct). 


Required Quantity :—3,210.00 Metre 
Comments :— 


Quantity and Rate to be Filled by Tenderer— 
Quantiy Basic Rate Sales Tax Excise Duty CESS Others Totab For Discount Remarks Validity 


Delivery Schedules 
a BPs = 


as ee ere 


— Soe =e ws = = mS 
Date : 31st January, 2000. Quantity : 32,100.00 Metres 
[No. 990854/PI/763(A)/OT, dated 4-9-1999 & No. PV/27/16 Items/OT, dated 6-9-1999.} 


. 
——.-_ —~\_——— 
. 


Tape Newar 


The General Manager, Ordnance Equipment Factory, Kanpur invites sealed Tender for the supply of following item on behalf of 
the Presidnet of India :— ’ y 


TE Number 4 990853/PV/762 (A)/OT Cost of the Tender Rs. 50.00 
Tender Opening Date : 8th October, 1999. TE Date ~ 4th September, 1999; 
Earnest PCT. : 2.00 per cent of the value of Qty. Offered. Tender Opening Time ; = 2.00 p.m. 
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6th January, 2000. 


Inspection Authority ¢ GM,OEF, Kanpur Tender Valdity 
Inspection Officer : GM, OEF, Kanpur or his Auth. Rep. 
Item Code *seeAD dao 13 


Tape Newar U/D 25 MM 


Spece No. : IS : 1895-1982 Except That— 
1. Scouring Less shall not exceed 2 percent when tested fas per test method “*D” (Mild 
method) to IS-1383-77. 
2. The undyed tape should be scoured 


3. The Rating for chage in shade + staning on white Moslin Shall be 3 or better when tested 


as per IS-764-79. 
IS-1895-1982. 


Required Quantity : 47,800.00 Metres. 


Comments °:— 


Quantity and Rate to be Filled by Tenderer— 


Quantiy Basic Rate Sales Tax Excise Duty CESS Others Total FOR Discount Remarks | Validity 


Delivery Schedule 


ova Se, 


oo 


Date : 31st December, 1999 Quantity : 47,800.00 metres. 


[No. 990853/PV/762 (A)/OT,’dated 4-9-1999 & No. PV/27/16 Items/OT, dated 6-9-1999] 


Heat Activated Per-Moulded Leather 


The General Manager, Ordnance Equipment Factory, Kanpur invites sealed tender for the supply of following item on behalf of 
the President of India :— 


T.E. Number * 990850/PV/285(A)/OT. Cost of the Tender] : Rs. 50.00! 

Tender Opening Date 8th October, 1999. T.E. Date ii 4th September, 1999. 
Earnest PCT. : 2.00 per cent of the Value of Qty. Offered Tender Opening Time : 2.00 p. m. . 
Inspection Authority : G.M., O.E.F., Kanpur. Tender Validity : 6th Shien 
Inspection Officer : G.M.,O.E.F., Kanpur or his Auth. Rep. 

Item Code s 9910281297 


Heat Activated Per-Moulded Leather Board Counter Size : 9 Last No. 9150. Thickness of 
Counter Being 2.25 to 2.5 mm Edges duly Skived. ’ 


Specn. No. 
Required Quantity : 5000.00 Pairs 
Comments :— 


Quantity and Rate to be Filled by Tenderer— 


Quantity Basic Rate Sales Tax Excise Duty CESS Others Total FOR Discount Rémarks Validity a 


Delivery Schedules 


oe A $$ — — 


Date : 30th Necaaier, 1999 Quantity : 5000.00 Pa‘rs. 
[No. 990850/PV/285(A)/OT, dated 4-9-99 & No. PV/27/16 Items/OT, dated 6-9-99.] 
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Heat Activated | Per-Moulded Leather Board 


Th: General Manager, Ordnanc > Equipment Factory, Kanpur invites scale 


calcd tender for the supply of following item ot behalf of 

the President of India :— 

T.E. Number > 990849/PV/284(A)/RP/OT. Cost of the Tender : Rs. 50.00 

Tender Opening Date : 8th October, 1999, T.E. Date 4th September, 1999, 

Earnest PCT. : 2.00 per cent of the Valuc of Qty. Offered Tender Opening Time : 2.00 p.m. 

Inspection Authority : G.M., O.E.F., Kanpur. Tender Validity 6th January 2000, 

Inspection Officer : G.M.,O.E.F., Kanpur or his Auth. Rep. 

Item Code >: 9910281296 


Heat Activated Per-Moulded Leather Board’ Counter Size : 8 Last No. 9150: Thickness of 
Counter Being 2.25 to 2.5 mm Edges Duly Skived. 


Specn. No. 

Required Quantity : 5000.00 Pair. 
Comments :— 

Quantity and Rate to be Filled by Tenderer. 


Quantity _ Basic Rate SalesTax SExcise Duty { CESS Others Total FOR Discount 
Delivery Schedules 


VQ5unaa=__——— —— 


Remarks Validity 


i i cr ee 


A =>) 
ate : 30th November, 1999 Quantity : 5000.00 


[No. 990849/PV/284(A)/BP/OT., dated 4-9-99& No. PV/27/16 Items/OT, dated 6-9-99.] 


—— 3 


Heat Activated Thermoplastic Stiffener 


The General Manager, Ordnance Equipment Factory, Kanpur iny 


ites sealed tender for the supply of foliowing.item on behalf o 
the President of india :— 

T.E. Number : 990848/PV/283(A)/OT. Cost ‘of the Tender : Rs. 50.00 
Tender Opening Date : 8th October, 1999. T.E. Date 4th September, 1999, 
Earnest PCT. : 2.00 per cent of the Value of Qty. Offered Tender Opening Time : 2.00 p.m. 
Inspection Authority : G.M., O.E.F., Kanour Tender Validity 6tn January, 2000. 
Inspection Officer : G.M., O.E.F., Kanpur or his Auth. Rep. 
Item Code > 9910281295 

Heat Activated Thermonlastic Stiffener Size : 9 Last 'N>. 9150 Tyickaes: of 2.75 te 2°5 mm. 

Edges duly Skived. 
Specn. No. : 
Required Quantity : 5000.00 Pair. 


Comments ; 
Quantity and Rate to be Filled by Tenderer. 


Quantitv Basic Ratc Sales Tax _— Excise Duty CESS Other Total FOR Discount Remarks Validitv 


Delivery Schedules 


cc — 


Date : 30th November, 1999 Quantity : 5000.00 


[No. 990848/PV/283(A)/OT, dated 4-9-99 & No.PV/27/16 Tims,CT,, dated 6-9-99 ] 


ne 
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Heat Activated Thermoplastic Stiffener 


The General Manager, Ordnance Equipment Factory, Kanpur invites sealed tender for tne supply of following iten 01 beaalf of 
tne-Presideut of India : — 


T.E. Number > 990847/PY/282(A)/OfL. Cost of the Tender : Rs. 50.00 

Tender Opening Date : 8th October, 1999. T.E. Date : Ath September, 1999. 
‘Earnest [Oaks 2.00 per cent of the Value of @ty. Offered Tender Opening Time : 2.00 p.m. 
Inspection Authority : NG. M.,-O.EBBs yi anpur. Tender Validity, : 6tn Jamaary, 2009. 


“Inspection Officer G.M., O.E.F., Kanpur or his Auth. Rep. 


Item Code : 9910281294 ieee) 
Heat Activated Thermoplastic Stiffener Size: 8 Last No. 9150 Thickness ot 2.25 to 2.5 mm. 


: Edges duly Skived. 
Specn. No. : 


Required Quantity : 5000.00 Pair. 
Comments :— 


Quantity and Rate to be Filled by Tender er.— 


Quantity Basic Rate Sales Tax Excise Duty CESS Others Total FOR Discount Remarks Validity 


Delivery Schedules 


—- 


ne, 


Date : 30th November, 1999 Quantity : 5000.00; 


my “34 


IMPORTANT NOTE.—All tender documents attached with invitation to tenderers are sacrosanct for 
considering any offer as a complete offer. It is therefore important that al! tender documents duly completed 
and signed returned with your offer, failing which your tender will be treated as incomplete and ignored, 


EARNEST MONEY.—At the rate of 2% of the tendered value of the material, in the shape of D.A. 

Call Receipt of the State Bank of India or any other Nationalised Bank of India for full quantity pledged 
in favour of G.M., O.E.Fy., Kanpur should accompany with tender, failing which offer will 6e ignored 
without further reference. Bank Cheque will not be accepted against Earnest Money. Further Earnest 
Money received against any other tender invited by this office will not be adjusted towards the current 

‘ “tender which please note. The firm whoever Registered with this Factory, DGS&D, other Ordnance 


Factory, NSIC or any Govt. Deptt. are also required to deposit Earnest Money alongwith — quotation 
‘otherwise offer will be ignored straightway. 


NOTE.— 


1. Firms who are not already registered with DGOQA will have to 
’ registration to DGQA before opening of the T.E. 
submitted by the alongwith quotation. _ 


The contractors who are not registered with this factory, should apply for their registration 
separately. 


submit their application for 
and a copy of their application has te be 


The firm should quote with a clear validity of 90 days from the date of opening of tender, failing 


which purchaser reserves the right to ignore the offer straightway without further reference to 
firm|bidder. . 


4. Tenderers should sign each page of tender pape: in token of acceptance of various conditions, — 


conditions not acceptable should be specifically indicated and signed. In such case the tender accept- | 
ing authority will have discretion to reject sucl offers on the merit of the case. 


5. Delivery is sacrosanct.—The delivery schedule quoted should be of supply inside the factory after 
inspection of material failing which the purchaser reserves the right to ignore the offer without 
making any further reference to firm|bidder. 

Te a ET ST 
E72 a, 
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6. In case firm fails to supply the material as per delivery period stipulated in the supply order, the 
purchase reserves the right to claim general damage or pre-estimated damage @ 2% of value 
of stores per month of default irrespective of ihe fact that the loss sufiercd by the purchaser, for 
above default is quantitiable or not. Default by part of the month will be considered as default by 
one month for calculation of pre-estimated damage. This is in addition to the rights and remedies 
reserved by the purchaser to procure the material from elsewhere at your risk and cost in the 
event of your non-performance. 


Tender should reach in this office by 1-30 p.m. on 8th October, 1999 on prescribed tender forms 
non-transferable, obtainable from this office between 9-00 a.m. and 3-00 p.m. on any working day except 
Saturday on payment of tender cost (non-refundable) in the form of Indian Postal Orders (Quoting Tender 
No. name and address of the remitter). Tender will be opened in this office at 2-00 p.m. on 8th Octcber, 
1999. The Earnest Money @ 2% of the quotation yalue must accompany the tender, failing which the 
tender would be treated as null & void. Last date for sale of tender is 5th October, 1999. 


Tender set will be soldjavailable at OEF, Kanpur only after the release of the advertisement in the 
News Papers. 


Only Manufacturing Unit or manufacturer’s agents are required to participate against this tender 
enquiry and sumbit documentry evidence to this support for purchase of tender forms. 


[No. 990847|PV/282(A)|OT, dated 4-9-99. No. PV|27|16 Items|OT, dated 6-9-99.] 
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Directorate General of Supplies and Disposals 


Beam Type Emergency Light, etc. 


Singh tte AB GRRE Bie, 
Office of Issue :—The Directorate General of 
Supplies and ‘Disposals, Parliament Street, New Delhi- 
Ly yes 


Lender No.—ME-S5:'RC-14310000|121999|EL|05, 
Due for Opening on 26th October, 1999 at 11 a.m. 
SEF gr 


Price per Tender Set : RS. [O00 " ‘ 


oe os ete sda ne a OED 


Sealed tenders on prescribed tender forms are 
invited on behalf of the purchasers named in the 


schedule of the invitation to tender for the following 
works :— 


Item Description of Stores 

No. 
The Emergency Lights suitable to operate 
automatically in case of power failure and will 


provide lights for 6 hrs. continuously and are 
of following types :— 


1. Beam Type Emergency Light with 12 Volt 
Bulb and Refiector. 


N 


Portable Type Emergency Light with Fluo 
Tubes—2 Nos. 


3. Portable Type Emergency Light with Fluo 
Tubes of 20 Watt and Reflector—2 Nos. 


4. Portable Type Emergency Light with Fluo 
Tubes of 20 Watt and Reflector with CFL 
Lamps of 11 Watt each—2 Nos. 


Detailed Technical Specification given in Tender 
Enquiry. 


Note.—Subject Store is required for purchase from 
Small Scale Industries (SSI) Units including Handi- 
craft Sector which may please be noted. 


Intending tenderers may obtain a copy of the letter 
of invitation to tender and tender forms complete 


C874 


with schedule from DGS&D, New Delhi and its 
Regional Offices on payment of Rs. 100. Tenders 
submitted in prescribed form will only be considered, 


Tender cocuments can also be had from DGS&D, 
New Delhi and its Regional Offices at different places 
i.e. Bombay|Calcutta;Madras and also from its Tnspec- 
tion Offices at Bangalore, Hyderabad, Kanpur, Jam- 
shedpur, Bhilai, Ahmedabad, Indore, ‘Ludhiana, 
Jaipur, Patna, Guwahati, Cuttack and Ernakulam on 
payment from 10-30 a.m. to 1 p.m. and from 2 p.m, 
to 4-p.m. 


Sd./- 
Section Officer 


[No. ME-5|RC-143140000|121999)BL| 
05, dated 31-8-99,] 


Neonatal Table 


Office of Issue : The Directorate General of Supplies 
& Disposals, Parliament Street, New Delhi-110 001 


Fax : 033-2486528. 
Tender No. E1-2)215|2168|01-3-99|82. 


Time & Date of Receipt of Tender at 11-00 am. 
on 12th November, 1999, 


Time & Date of Opening of Tender at 12-30 pn. 
on 12th November, 1999. 


Tender shall remain open for acceptance till 90 
days from the date of tender opening and excluding 
the date of tender opening. 


Sealed tender on prescribed form are invited on 
behalf of the Lt. Governor of Delhi. 


Item No. Description of Stores Quantity 


Neonatal Table (Indian) 1 (one) 


Intending tenderers may obtain copy of the letter 
of invitation of tender form complete with schedule 
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from the DGS&D., New Delhi and its Regional 
Offices at Mumbai|Calcutta| Chennai and Inspection 
Offices at Bangalore|Hyderabad|KanpuryJamshedpur, 
Bhilai | Ahmedabad | Indore | Ludhiana | Jaipur | 
Patna | Guwahati | Cuttack | Ernakulam on payment 
of Rs. 100 only per set. Tenders submitted on the 
prescribed \form -will only be considered. 


Sd.|- 
Asstt. Director (Supplies ) 
aii 


[No. El-2|215|2 168) 1-3-99|82, dated 14-9-99.] 


‘GBR ‘Special Gelatine, etc. 


Office of Issue : 
plies and Disposals, 
110'001. | 


The Directorate General of Sup- 
Parliament Street, New Dethi- 


Fax: 033-2486528. 


‘Schedule to Tendered : OC-2/RC-09021702|032000) 
Explosives|00-2001 |H2. 


Receipt of Tender by i-30 p.m. 
1999. 


Time and Date of 
on 12th November, 


Time and Date of Opening of Tender by 3-00 p.m. 
‘on 12th November, 1999. 


EET yu aeee | 
Mt a 


Tender shall remain open for acceptance till 90 
days :from ‘the -date of tender opening|extended date 
of tender opening. ew 


~sg9 Free ‘ 
a 


Period -of ‘Rate Contract of RIC: ‘1-3-2000 to 


28-2-2001. 
Price per tender set : Rs. 500 only. 


Sealed tenders on prescribed forms ate invited 


on behalf of purchasers named in the schedule to the 


invitation fo tender. 


Item No. Description of Stores Unit 


4. (A) DGBR Special Gelatine M|T 


‘80% NG Based 
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4. (B) DGBR Special Gelatine M|T 
item No. Descripton of Stores and 


80% Slurry Based 


2. (i)  Cordtex detonating fuse 1500 mirs. 
(Core Charge 10 Gms.|mtr. ) | 
2. (ii) Cordflex detonating fuse -do- 
(Core Charge 6 gms.|mitr. ) 
21 Safety fuse 10 mtrs 
4. Detonators Ordinary 1000 mtr! 
5. Aluminium Electric Detona- 1000 mitt 


tors with 1.8 meters lead wires. 


Intending tenderers may obtain a copy of the lett 
of invitation of tender forms complete with schedt 
from DGS&D., New Delhi or its Regional Offic 
located at Bombay|Madras|Calcutta on payment 
Rs. 500 only. 


Tenders submitted in the prescribed forms d 
completed in all respects will be considered only. 
Sd.\- 
Asstt, Director 


[No. OC-2|RC-09021702|032000|Explosives 
2001 |H-2, dated 14-9- 


All Gear Shaping Machine 


2000-01113 


Office of Issue : The Directorate General of 
plies and ‘Disposals, Jeevan Tara Building, 5, | 
ment Street, New Dethi-1. 


Tender No. WMT-3/RC-13049002| 121999 
ing Machine!2000-01 tS. 


Due for Opening on 1st November, 1999 at 
pm. ‘Due for Receipt on or before 11-00 a 
11th November, 1999. 


Sealed tender on prescribed tender for (in 
Bid System) are invited ;on behalf of the put 
named in the scheduled to the invitation to ter 


the supply of following stores on Rate Contraci basis 
for the tollowimg period :— 


Item No. Description of Stores Period 
All gear shaping Machine suitable for operation 
on 415 vols, 3 phase Ac supply system of 
various sizes alongwith spare parts and optionai 
requirements as per specification available and 
enclosed with schedule to tender enquiry, 


Period: on RI|C basis for the period from 
Ist January, 2000 or one year from the date 
of conclusion of RIC. 


Estimated Drawals: Rs. 1.5 Crore. 


Intending tenderers may cbtain a ccpy of the letter 
Ci invitation to tender and tender forms complete with 
schedule from the Hqrs. office of the Dte. General of 
Supplies & Disposals, New Delhi or its Regional Offices 
at Calcutta, Chennai, Mumbai on payment of Rs. 500 
only. 


Tenders as submitted in the prescribed tender forms 
only will be considered. Tenders received in this 
office after due date will be ignored. Letter Head| 
Telegraphic|/Telex quotation and short validity quota- 
tion will not be considered at all and will be sum- 
marily ignored. 


Sd.|- 
Section Officer 


[No. WMT-3|RC-13049002|121999|SM|2000-01/13, 
dated 15-9-99.] 


Compartmental Trays 
Office of Issue :—The Directorate General of 


Supplies and Disposals, 5, Parliament Street, New 
Delhi-110 001. 


Tender No. and Date: HW-2|RC-12040603| 
121999'SS Compartmental Trays|99-2006/42, due 
for submission at 11-00 a.m. on 9th November, 1999 
and opening at 12-30 p.m. on the same day. 


Validity of Offer : 90 days from the date of tender 
opening date (inclusive of tender opening date). 


Price of Tender : Rs. 100 only. 
Cutt-off Date for Performance : Nil. 


1876 


are invited on behalf of the 
to invitation to 


~ Sealed tenders 
Purchasers named in the schedule 
tender for :— . 


Technical Particulars. 


1. Stainless Steel Compartmental Trays, Standard 
Grade of sheet thickness of 0.80 mm _ con- 
forming to IS: 3257/1980 with Amendment 
No, i. 


2. Stainless Steel Compartmental Trays, Utility 
Grade of sheet thickness of 0.71 mm con- 
forming to IS : 3257\1980 with Amendment 
No. 1. 


F.O.R.: Station of despatch basis!free 


delivery 
within local municipal limits. 


Note :—The typical shapes and dimensions of 
Compartmental Trays shall be as per Fig. 1 to 3 of 
IS; 3257|1980. However, purchaser may specify 
in their S|O the number, shapes and dimensions of 
compartments of the trays as per requirements. 


Marking : The marking shall be as per the govern- 
ing specification, 


N.B.— 


(1) The Approx. annual drawal wilt be Rs. 25 
lakhs, . 


(2) The period of R|C would be one year from 
the date of conclusion. 


(3) Indenting tenderers may obtain a copy of the 
invitation to tender and the tender form complete 
with schedule from the Director General of Supplies 
and Disposals, Parliament Street, New Delhi or its 
Regional Offices at Bombay, Calcutta, Madras on 
payment of Rs. 100 only or any of the Inspection 
Offices of DGS&D at Bangalore, Hyderabad, Kanpur, 
Jamshedpur, Bhillai, Ludhiana, Ahmedabad, Indore, 
Jaipur, Patna, Cuttack, Ernakulam and Coimbatore. 


(4) The relevant IS : Specification can be obtain- 
ed direct from IS¥, Bahadur Shah Zafar Marg, New 
Delhi or its Regional Offices on payment. Specifica- 
tion No. IS: 3257/1980 with Amendment No. 1 
can be obtained from Controller of Quality Assu- 
rance P. Box No. 127, Kanpur-208 001 on payment. 
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5) The rate contract may be awarded to the 
Be recistored with DGS&DINSIC on the date of 
tender opening as per TIE description specifications. 
They are required to enclose copy of such Registra- 
tion Certificate... The firms who get themselves 
registered with DGS&D|NSIC within 90 days from 
the date of tender opening will also be considered 
for award of R/C if found otherwise eligible. They 
are requested to submit copies of supply orders ex- 


ecuted by them to Govt. Deptt. during last three 
years alongwith their tender. 
(6) For supply to Defence the firms are to be 


registered with DGQA, copy of such Registration 
Certificate to be enclosed with the tender. 


Sd./- 
Asstt. Director (Supplies) 


_[No. HW-2|RC-12040603]121999|SS Compartmental 


t 


a la a ale 


Trays|99-2000|42, dated 7-9-99.] 


Redial Drilling Machine, etc. 


Office of Issue :—The 
Supplies and Disposals, 
Delhi. 


Directorate 
Parliament 


of 
New 


General 
Street, 


Tender No. WMT-4|RC-13040304-032000|RDM| 
2000-2001|14, due for opening on Sth November, 
1999 at 12-30 p.m. 


Sealed tenders on the prescribed forms are invited 


on behalf of the purchaser named in the schedule 
to invitation to tender, 


Item No. Description of Stores 


1. Redial Drilling Machine of 32 mm, 40 mm, 
50 mm, 60 mm and 80 mm Drilling capacity 
in steel having 600 Mpa tensile strength 
meeting Geometrical and Practical Test per- 


formance as per IS : 2199/89 Reaffirmed 
1994 and corresponding permissible devja- 
tions with reference to IS - 2063/88 


(Reaffirmed 1993 Ne 


-do- but of portable type with universal drill 
headable to rotate 360 and swivel from hori- 
zontal upwards and downwards by 90° 
(approx.) (Detailed Specifications 


as per 
Tender Enquiry). 
RIC Preiod : 16-3-2000 to 15-3-2001 or One 
year from the date 


of issue. 
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Intending tenderers may obtain copy of the letter 
of invitation to tender form complete with schedule 
from DGS&D (Hars.) New Delhi and its Regional 
Offices at Mumibai/Calcutta|Chennai on payment of 
Rs. 500 only per set. Tenders submitted in the pres- 
cribed form only will be accepted. 


Sd./- 
Asstt. Director(S) 


[No. WMT-4/RC-13040304-032000|RDM|2~%0- 
2001/14, dated 10-9-y9.] 


REGIONAL DIRECTORATE, CHENNAI 
Fan Belts & V Belts: Extension of Due Date 


Office of Issue :—The Directorate of Supplies and 


Disposals, Shastri Bhawan, No. 26, Haddows Road, 
Chennai-600 006. 


The following Amendment to the 
is hereby authorised :— 


Tender Notice 
For the Existing Entries : 
Fan Belt|99-2000|71, dated 21-6-99, 

Office of Issue: Government of India, Ministry 
cf Commerce, Deptt. of Supply, Directorate General 


of Supplies & Disposals, Jeevan Tara Building, 5, 
Sansad Marg, New Delhi-110 001. 


No. AM-1/RC-15220000| 121999] MTS| v. Belt| 


Read as Follows : 


_ Office of Issue: Directorate of Supplies 
Disposals, Shastri Bhavan, IVth Floor, 26 
Road, Nungambakkam, Chennai-600 006. 


and 
, Haddows 


No. MDS|M1|RC-15220000 


121999'Fan B 
V Belis/99-2000. an Belts and 


For the Existing Entries : 


ecu for Opening by 1-30 P.m. on 6th September, 


C877 


Read as Follows: 
Due for Opening by 1-30 p.m. on 1th. October, 
1999. 


N.B.— 


(1) Intending tenderers may obtain a copy of 
ae Tender Form complete with Schedule from 

GS&D, New Delhi or its Regional Offices at Cal- 
cnitel Chennai hb, 


(2! Tenders submitted in’ the: prescribed Lihat 


Formy only will be considered. 


Sd./- 


Asstt, Director of Supplies: 


[No. MDS/PUR|STAT|1D; dated: 10-9:09.] 


. 
_— — 
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ge ‘Statistics of 
Revenue Collections of the Indian Union, ; 


LIST OF DGCI & § PUBLICATIONS 


1. Indian Trade Journal (Weekly) : 
Rs, 25.00 (Foreign £ 2.00/$ 3.00). 


Subscription per annum : 
Rs. 1250.00 (Foreign £ 100.00/$ 150.00). 


2. Monthly Statistics of the Foreign Trade of 
India : 


(i) Vol. I (Export & Re-export), 
July, 1998. (Part I & - 
Rs. 1470.00 (foreign £ 53.94/ 
$ 84.90). C 


(ii) Vol. If (imports), August, 1998, 
Rs. 970.00 (Foreign £ 35,.59/ 
$ 56.02). 


3. Statistics of the Foreign Trade of India by 


countries (Quarterly) : 


(i) Vol. I (Export & Re-export), 
March, 1998. 
Rs. 1, 740. 00 (Foreign & 62.85, 
$ 102. 43), 


(il) Vol. 11. (Imports), March, 1998, 


Rs. 1006.00 eorelan £ 36.12/ 
vi $58.87). 


the Customs - on Excise 


1995-96, 
Rs. 115.00 (Foreign £13.41/$41.40). 


§. Statistics of Foreign & Coastal Cargo Move.” 
ments of India, April, 1996 to March, 1997 
(Vol. I). Rs. 80.00 (Foreign £ 3.35/ 
$ 5.50). 


Copies of the Publications at Serial Nos. 1 to 10 1 are available%t on syria nally the Gan 
troller of Publications, Civil Lines, Delhi-54 (Tel: 


7846/7823/3302, Fax: 011-396-7848) 


publications. 


Also available at Govt. of India Book Depot, 8, K. 


"248-3813)/Govt. of India. Book Depot, 
Govt. of India Kitab Mahal, Emporium B 


7. 


9, 


India, 1996-97, 


10, 


by sending Bank Draft of 
drawn in his fay our or from the Book aoe Agents authorised to sell Government of India 


New Marine Lines, C.G.O. Complex, Bombay-20/ _ 
Baba Kharak Singh 
336-3708) /Publications Branch, Udyog Bhavan, New Delhi (Tel : 301-2082). 
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Statistics of! the’ Intend Comstli! ‘Trade 2 
Consignments of India, 1995-96, o 
Rs. 80.00 (Foreign £ 9.33/$ 28.80), rs 
Inter-State Movements/Flows of Goods by . 
Rail, River and Air for Twelve Months a. 
Ending March, 1995. : + 


Rs. 760.00 (Foreign & 88.62/$ 273.60). 


Directory .of Indian Exporters, 1997 | 
(24th Edition). 


Rs. 339.00 (Foreign £ 13.50/$ 22.00). 
Selected Statistics of the Foreign Trade of 


oe. 


ceccsesececees 


Rs. 36.00 (Foreign £ 1.26/$2. 11). 


Indian Trade Classification (Based on 
Harmonized Commodity Description and ¢ 
Coding. System) (Revised | Edition effective $ 
from ist January, 1996), — 3 


Rs. 163. 00 (Foreign £ 19.01/$ 58.68). > 
Foreign Trade Statisties of India (Principal Pe 


Commodities - Otte Cun ts e 
available only enone: DGCI&S, Calcutta by 
payment of aniiual ~ subscription of & 


Rs, 3,190 for April ’99 to March, 2000 in 3 
the form of Demand Draft on any. of Dicer 3 
based bank to be drawn in favour of 

tor General, Directorate General. of 
mercial Intelligence & Statistics, “ 
Latest Isspe | July, 199 
Post Charges of ‘Rs. 1,020/- 
Book Post Charges of Rs. 660 
the 12. issues are to be borne de a 
crtey extra). ; . 


396-2527 (Direct), PBX No. 011-39¢ 
the requisite. amoun 
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GOVERNMENT OF INDIA 


INDIA GOVERNMENT MINT 


fa Alipore, Calcutta-53 
Tender No, T/287 


TENDER NOTICE . 
The General Manager, India Government Mint, Alipore, Calcutta-700053, invites sealed tenders 


in two parts viz. (1) Technical Bid & (2) Price Bid on behalf of the President of India for con- 
version of 600 M.T. Cupro-Nickel Scissels/Cut pieces, virgin metals etc. into Cupro-Nickel Strins 


as per the specifications reproduced below :— 


1, Name of the material Cupro-Nickel Strips 400 MTS 
Copper = 75% 41% 
Nickel = 25%) 1% 
Thickness 2.43 mm. -+- 0.02 mm. 
Width 86 mm. + 1 mm. 
Length 1600 mm. +- 50 mm. 
Hardness 160 VPN to 175 VPN 
2. Name of the material Cupro-Nickel Strips 200 MTS 


Copper,== 75% -ihY 
Nickel = 25% +1% 


Thickness : 1.31 mm. -+ 0.02 mm. 

Width $ 90mm. + 1 mm. 

Length > 1600 mm, + 50 mm, 

Hardness 210 VPN + 2 VPN 
Chemical Properties 

Carbon £ vin 005% max. 

Sulphur i 0.02% max. 

Lead {0,005 max, 

Tron Peruse nia, 

Manganese > 0.50% max. 


The overall impurities shall not exceed 0.5%. 


Other details of the tender can be obtained from the Cashier, India Government Mint, Alipore, 
Calcutta-700053 between 10.00 A.M. and 1.00 P.M. on production of an application and on 
payment of Rs. 1500 by Cash or by money order or by Demand Draft Drawn on any Nationalised 
Bank in favour of the General Manager, India Govt. Mint, Alipore, Calcutta-700053. The 
tender documents will be issued from 20.9.99 to 28.9.99 except Sundays and holidays. The 
complete Tender Form with validity for 180 days shall be received upto 2.0) P.M. on 8.10.99. 
The Techno-Commercial Bid shall be opened on 8.10.99 at 3.00 P.M. 


Tender received late or not on prescribed form and postal delay will not be accepted. The 
Generali Manager, India Govt. Mint, Alipore, Calcutta-700053 has the right to reject any or 
all tenders wholly or the part without assigning any reason. 


(L. R. PRASADA RAO) 

GENERAL MANAGER 
FOR 

PRESIDENT OF INDIA 
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(PIPELINES DIVISION) 
GLOBAL TENDER NO. : PL/KBE/(8.8)/99/43 
Sealed tenders are invited in two bids (Part-I : Techno-commercial Bid and Part-Il Price Bid) from bonafide 
manufacturers/Vendors with sound technical capability and fulfilling the prequalifying requirements stated here- 


under for supply of following materials : 


cE SR A NR RE SC SN Se SN 


Description of Material Sale of Earnest Due Date & Due Date & Annual Single 
& Quantity tender Money Time for Time for Turnover order 
Documents Deposit submission opening Value 


of Tender of Tender 


HYDRA ANGULAR 13.09.99 © US$ 2900.00 02.11.99 02.11.99 US%$179 Thou- US$86000.00 


EXPANSION JOINT to (Two Thousand at at sand (One (Eighty Six 

(BELLOWS)-4 Nos. 04.10.99 Nine Hundred 1400 hrs. 1500 hrs. Seventy Nine Thousand US$ 

(FOUR Nos.). US$ _ only) or Thousand US$ only) or Rs. 
Rs. 1,24,000.004 only) or Rs. 77 37 Lakhs. (Rs. 
(Rs. One Lakh lakh (Rs. Thirty Seven 
Twenty Four Seventy Seven Seven Lakhs only). 
Thovsand only) lakh only) s 

PREQUALIFICATIONS 


Intending tenderer shaJl meet the criteria as per Column 6 and 7 above and shall submit (a) Catalogue and Litera- 
ture (b) Supply Record (c) Documentary proof in support of annual turnover and Single order value withovi 
which tender documents shall not be issued. Tender Documents (non-transferable) can be had in person/by 
post from the Office of Chief Materials Manager, Indian Oil Corporation Ltd. (Pipelines Division) Indian Oil Bhayan, 

_ A-I Udyog Marg, Sector-1, Dist. Gautam Budk Nagar, NOTDA-201301 (U.P.), on all working days upto 3.00 
P.M. on payment of Tender Fees (non-refundable) of US$ 50 (for Foreign Bidders) and Rs. 1,000 (for Indigenous 
Bidders) in the form of Demand Draft only from Scheduled Bank drawn in favour of Indian Oil Corporation 
Ltd. (Pipelines Division) payable at NOIDA/New Delhi. ICCL will not be responsible for non-receipt/late receipt 
or loss of tender documents/offers in postal transit. Tender issuing authority reserves the right to refuse issue 
of tender documents to any party without assigning any reason thereof, 


Dy. Genera! Manager (Materials), 
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In pursuit of Excellence 


HINDUSTAN AERONAUTICS LIMITED 


Rotary Wing Research / Design Centre 
Bangalore-560 017 


TENDER NOTICE 


On eh a8 of the General Manager, RWR&DC, Dy. General Manager( IMM), invites tenders for supply of following 
materials. : 


— 


—— 


Sl. Tender No. and Description Quantity Last date for receipt of Date of opening of 
No. tenders at 14.30 hrs, at Technical Bid at 10.00 
Design and Develepment hrs. in RWR&DC 
Admin. Dept. Purchase Dept. 
1. Digital Data Replay System DBA- 1 No. 11.11.99 13.11.99 


2/8422-9148/EQPT/99. 


2. Film Reader, Digitiser etc. DBA- 1 No. 11.11.99 13.11.99 
2/8422-9154/EQPT/99. 


a a 


—— 


Non-transferable Tender forms can be obtained separately for e.ch item upto 21.10.99 from The Dy. Manager 

(Purchase), Rotary Wing Research & Design Centre( RWR&DC), Vimanapura, Bangalore 560017, on payment 

of Rs. 2000/ (Rupees Two Thousand Only), for Indian Bidders and U. S. Dollar 500/ (Dollar Five Hundred) for 

Foreign Bidders, Non-refundabie, by a Crossed. Demand Draft/Pay Order payable at SBI, HAL Branch, Bangalore, 

2 wee J. C. Road Branch, Bangalore drawn in favour of M/s. Hindustan Aeronautics Limited, RWR&DC, 
angalore. 


Please note that offers are accepted only from Original Equipment Manufacturers and no involvement of dealers, 


agents and sub agenis in India and abroad is permitted at any stage in any manner. Vendors making proposal 
should ensure availability of export licence as per their Govt. rules to India, if an order is placed. 


The General Manager ( RWR&DC) reserves the right to reject or ignore the lowest or any other Tender either 

in full or part assigning any reasons thereof. 

Canvassing in any form shall disqualify the Bid. 

Following Eligibility Criteria supported with Documentary Evidence be enclosed with tender request. 

1. Should have minimum 5 years continuous successful business in the relevant field with proven track record 
and financially sound nealth with a minimum turn over of Rs. 5 crores or Two million U. S. Dollars (in case 
of Foreign Vendors) per annum. 


2. Should fave successfully executed a single order of a minimum value of Rs. 100 Lakhs or 250 Thousand US 
Dollars (in case of Foreign Vendors) or above during one financial year. 


3. Should ‘as a single point contract’ be responsible to fully deal the Purchase Order themselves without involving 
any third part y/agency. : 


4. Should ensure their Govt. regulation Permit export of the above materials into India and be capable of obtain- 
ing Govt. Export permission in time appropriate to the delivery schedule. 


. The material called is intend to be used for ALH flight test activities. 
. Should be able to provide continuous on site support during warranty period and post warranty period, 


. The delivery desired for the materials is 3 months from the date of release of Purchase Order. 


ont DN MN 


~ Vendors with ISO Certificate will be given preference, 


Sd./- 
DY. GENERAL MANAGER (IMM) 
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EASTE RN. a RAILWAY 
Sealed tenders ie pare supply atlas followhis materials :—1. Tender 
No. 1636/08/99/1029/OT, due on 08.10.99. Description of Stores and Qty. : 


"Polyglass banding tape, size 20 mm. wide x 0.3 mm. thick unidirectional and 


paralled glass high strength impregnated with fully catalysed thermosetting 
resin suitable for 180CC with moisture resistant quality as per KPA Specn. 
No. KELD-0182/1994-alt. A in roll of 100 mtrs. or above = 1,37,833 mtrs. 
N.B. : Specn. may be had from Dy. CEE/P&D/KPA against Cash receipt 
of Rs. 50 duly deposited with Chief Cashier, E. Rly., Calcutta-1. 2. Tender 
No. 1637/14/99/6371/OT. due on 08.10.99, Description of Stores and Qty. :— 
Polythene insulated Polythene sheathed armoured 0.50 mm. dia, 10 Pair jelly 
filled telephone cable with Poly-AL moisture barrier to Specn. No. IRS-TC-- 


41-9710 km. 3. Tender No. 1638/11/99/6045/OT, due on 08.10.99. Descrip- 


tion of Stores and Qty. :—Modified adopter (to be used with elastomeric pads), 
RDSO’s Drg. No. WD-85053/S-01, Alt. 3 = 1,400 Nos. (Only RDSO appd. 
Sources are to Quote alongwith a xerox copy of RDSO’s appl. _ letter). 
4. Tender No. 1639/11/99/1053/1/OT, due on 08.10.99. Description of Stores 
and Qty. :—Brake block bolt with accessories to LLH’s SK. No. LLH- 
26.94 Alt. Nil = 14,450 Nos. 5. Tender No. 1640/14/98/0003/OT, due on 
08.10.99. Description of Stores and Qty.:—0.60 mm. diameter annealed tinned 
copper conductor PVC insulated, cores colour coded, tapped and overall 
PVC sheathed 21 pair telephone cable to Specn. No. IRS-TC 24.91 (latest) 
= 8000 Mtrs. 6. Tender No. 1641/11/99/1050/1/OT, due on 08.10.99. Descrip- 
tion of Stores and Qty. :—FRP nin hand sink ‘D’ type to ICF Drg. No. 
T-6-3-772 Alt. ‘L’ = 810 Nos. :(1) Firm who are regd. with RDSO 
for this item only should quote eee a photocopy of RDSO appd. letter. 
(2) Drg. may be obtained from ICF, Perumbur, Chennai. 7. Tender No. 
1642/11/99/1005/1/OT, due on 08.10.99. Disenistion of Stores and Qty, : Guide 
cap for modified securing arrangement to ICF Drg. No. T-01-636 Alt. 2 
= 4830 Nos. N.B. : Drg. may be obtained from ICF, Perumbur, Chennai. 
8. Tender No. 1643/11/99/3/078/1/OT, due on 08.10.99. Description of Stores 
and Qty. : Adjuster spindle and protection tube kit-7 comprises of adjuster 
spindle with safety collar and roll pin for DRV-2450 and Protection tube 
with dust bushing of seal ring for DRV-2450, Pt. No. 41, 42, 43, 59, 35 & 
58 of Stone India Ltd. = 450 Sets. N.B.:Firm who are regd. with RDSO 
for this item only should quote alongwith a photocopy of RDSO appl. letter. 
9. Tender No. 1644/07/99/9109/OT, due on 08.10.99, Description of Stores and 
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Qty. : Spl. type low leat input all position very low distortion and self 
releasing slag MMAW electrode size : 4 mm. dia having UTS-50 Kgf./mm.? 
Elu-25/% = 1500 kgs. 10. Tender No. 1645/07/99/9108/OT, due on 08.10.99: 
Description of Stores and Qty. : Spl. type low carbon stainless steel elec- 
trode size : 4 mm. dia having UTS=560-660 N/mm? ein. 35-50% with work- 
ing temperature-800°C — S000 pcs. 11. Tender No. 1646/07/99/9104/OT, 
due on 08.10.99. Description of Stores and Qty. : 20 mtts. long copper cabie 
assembly with heavy duty forged parts moulded handle griper and —connec- 
tion of 600 Amps to IS=9857/81=45 Sets. 12. Tender No.1647/15996308/OT, 
due on 08.10.99. Description of Stores and Qty. : Highway metal halide 
luminaire with anodised aluminium reflector suitable for meta! halide HPI 
BU 400 W lamp. complete with all accessories make : Phillips/Crompton/ 
Bajaj = 54 Nos. 13. Tender No. 1648/08/99/6130/OT, due on 08.10.99. 
Description of Stores and Qty. : Elgi Water raising apparatus complete 
(Pump & Motor) DC, 110 volt suitable for A. C. coaches as per manufacturer’s 
Product Code No. 000342370 make—M/s. Elgi Equipments Ltd. = 10 Nos. 
14. Tender No. 1649/08/99/6131/OT, due on 08.10.99. Description of Stores 
and Qty. : Elgi Water raising apparatus complete (Pump & Motor) A. C. 
400 Volt suitable for AC coaches as per manufacturer’s product Code No. 
000340910 make-—M/s. Elgi Equipments Ltd. = 10 Nos. 15. Tender No. 
1650/08/99/6129/OT, due on 08.10.99. Description of Stores and Qty. : Here- 
metically sealed compressor capacity 3.5 ton with in built 5.3 KW 3 phase 
415 volt squirrel cage meter make Maneurope = 10 Nos. 


Notes :— 

1, Opening Time : Tenders are to be dropped in the Tender Box before 
13.30 hrs. on the opening date and the same will be opened at 14.00 hrs. 
on the same date. 2. Cost of tender form is Rs. 1000 each for SI. Nos. 
1636 only. Cost of tender form is Rs. 500 each for S!. Nos. 1637 to 1639 
only. Cost of tender form is Rs. 150 each for SI. Nos. 1640 to 1659 only. 
3. Cost of tender form is to be paid in Cash or by a Crossed Indian Postal 
Order in favour of Chief Cashier, Eastern Railway, Calcutta. The tender 
form will be delivered by the Controller of Stores (i. B. Section), Eastern 
Railway, Calcutta on receipt of money receipt. Tender form wil! not be sold 
on the date of opening. 4. IRS Drg. are not available from this office, 
Tenderers should approach RDSO, Lucknow for the same giving 15 (fifteen) 
working days time indicating the correct Drg. No. required. 5. SI. Nos. 
1642 to 1650 only will not be read out at the time of opening of tender as the 
value of tender is below rupees three lakhs. 


COS, Calcutta 


Stores-98/99-2000 ~ PRESSMAN 
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EASTERN RAILWAY 


Sealed Tenders are invited to supply the following materials :— 


(1) Tender No. 1666/04/99/6048/OT, due on 12.10.99. Description of Stores & Qty : () 
Fabricated beam complete as per Drg. No. JMP/CR-197/23-17 & 5-3407-0004-0 Spen. ST-55- 
STW IS'961 =: 12 Nos. (ii) Fabricated beam complete as per Drg. No. JMP/CR-53/91 & 
5-3407-0004-0 Spcn. ST-50 STW IS : 961. Materials required for 140 tonne crane = 12 Nos. 
(2) Tender No. 1667/04/99/6047/OT, duc on 12.10.99. Description of Stores & Qty.: Diesel 
Engine complete as per annexure (consisting of 19 items, description, Specn. & Qty. as per 
annexure attached with tender form) required for 140 tonne crane=06 sets. (3) Tender No. 
1668/39/94/6004/OT due on 12.10.99. Description of Stores & Qty.: (i) Radial swing bearing 
GE 220 UK 2 RS EIGES Drg. No. IWDH-140 CR-7-2-5151-0021-1st Item-6 GPI No. 1405006 
(SKF, FAG) = 08 Nos. (ii) Axile Swing bearing GE 180 AW (EIGES) Drg. No. IWDH 140 
CR-7-2-5151 = 0021-Ist Item-6 GPI No. 1405007 (SKF/FAG). Materials required for 140 
tonne crane = 08 Nos. (4) Tender No. 1669/04/99/6040/OT, due on 12.10.99, Description of 
Stores & Qty. : Travelling gear box arrangement complete consisting of 7 items, description, 
specn. and qty. as per annexure attached with tender form, required for 140 tonne crane. 
(5) Tender No. 1670/02/99/1003/OT, due on 12.10.99. Description of Stores & Qty. : Upended 
inserts 30 mm. INUX-301940 Grade-ATM-30 or similar. Equivalent Specn. No. 175-32-3019- 
40-25 SH or similar = 3,000 Nos. (only manufacturers of this item to quote). (6) Tender No. 
1671/11/98/1/0229/1OT, due on 12.10.99. Description of Stores & Qty. : Bolster liner for BOX- 
N-Wagon BCN to RDSO SK. No. 77578, Item No. 2 Alt. No. 5 = 20,400 Nos. N.B. : The 
firm who are regd. with RDSO for the above item only should quote. (7) Tender No. 1672/ 
39/94/6004/B/OT, due on 12.10.99. Description of Stores & Qty. : (i) Stud M 39340 Drg. 
No. IWDH 140 CR-3-2-7856-0368-4 material-30 CR NI MO8V = 32 Nos. (ii) Stud M 39 x ~ 
730 Drg. No. IWDH 140 CR-3-2-7856-0369-4 material 30 CR NI MO8V = 56 Nos. (iii) Stud 
M139 x 840 Drg. No. IWDH 140 CR-6-2-7856-0370-4 material 30 CR NI MO8V = 64 Nos. 
(iv) Round nut M39 Drg. No. IWDH 140 CR 3-2-7856-0254-3 material 42 CR M04V = 248 
Nos. (As per quaity assurance plan enclosed with tender form). (8) Tender No. 1673/02/99/ 
1005/OT, due on 12.10.99. Description of Stores & Qty. :—Upended inserts neutral of HEC 
make lathe machine HEC ISO-Design INUX-301940 ISO-Code -M-20 coated type only. Grade 
3015/TG. KPA’s Drg. No. 51/224, Fig. 5 = 515 Nos. N.B. :—Only manufacturer of this 
item to quote. (9) Tender No. 1674/02/99/1004/OT, due on 12.10.99. Description of Stores 
& Qty. : Upended inserts neutral 19 mm. of HEC make lathe machine HEC ISO-design INUX- 
191940 ISO Code M-20 coated type only. Grade 3015/TG as per KPA’s Drg. No. 51/224, Fig. 
6 = 1,192 Nos. N.B. : Only manufacturers of this item to quote. (10) Tender No. 1675/ 
09/98/2326/OT/Pt. B, due on 12.10.99. Description of Stores & Qty. : Fuel injection tube assly. 
E. Rly. Drg. No. 10050243 (Alt.-4) = 400 Nos. (11) Tender No. 1676/09/98/2640/OT, due on 
12.10.99. Description of Stores & Qty.: Arc box assly. moulded design for Power contractor 
as per BHEL Drg. No. 15801330006 Rev. (a) Asbestos base material conforming to BHEL Specn. 
No. BP-25998 == 274 Nos. (b) Non-asbestos base material (Polymer resin bonded non-hydras- 
canic fire retardant mode of FR 1438 = 182 Nos. (12) Tender No. 1677/19/99/5670/OT, due 
on 12.10.99. Description of Stores & Qty. : Axle Box complete with bearing fitted with 
plain type end cover-& plain type clamping plate NEI Drg. No. 92-4271C (Alt. latest) for WDM-2 
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= 15 Nos. (13) Tender No. 1678/05/98/5818/OT, due on 12.10.99. Description of Stores 
& Qty. : Adhesive rubber solution (Dunlop) S-758 or equal = 4,800 Ltrs. (14) Tender No. 
1679/09/98/2345/OT Pt. B, due on 12.10.99. Description of Stores & Qty. : Bellow connector 
type streamline Exht. manifold E. Rly. Drg. No. 10242752 (Alt.-1) = 95 Nos. (15) Tender No. 
1680/10/98/2443/OT, due on 12.10.99. Description of Stores & Qty : HBC/HRC fuse link 
160 Amps. 415V. AC/500V. AC (long link) to M/s. Siemens type 3 NA 1224 or M/s. EE’s 
type VSF-160 or M/s.I &T’s type SF 94231 or M/s. Indo Wickmann type 011W160 = 585 Nos, 


Notes .— 
1, Opening Time : Tenders are to be dropped in the Tender Box before 13.30 hrs. on the open- 


ing date and the same will be opened at 14.00 hrs. on the same date. 2. Cost of tender form 
is Rs. 2,000 each for SI. No. 1666 & 1667 only. Cost of tender form is Rs. 1,000 each for SI. 
Nos. 1668 to 1670 only. Cost of tender form is Rs. 500 each for SI. Nos. 1671 & 1672 only. 
Cost of tender form is Rs. 150 each for Sl. No. 1673 to 1680 only. 3. Cost of tender form is 
to be paid in Cash or by a Crossed Indian Postal Order in favour of Chief Cashier, Eastern 
Railway, Calcutta. The tender form will be delivered by the Controller of Stores (f. B. Section), 
Eastern Railway, Calcutta on receipt of Money Reeipt. Tender form will not be sold on the date 
of opening 4. IRS Drg. are not available from this office. Tenderers should approach RDSO, 
Lucknow for the same giving 15 working days time indicating the correct Drg. No. required. 
5. Sl. Nos. 1679 & 1680 only will not be read out at the time of opening of tender as the value 
of tender is below rupees three lakhs. 


Stores—100/99-2000 Controller of Stores, Calcutta. 
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RAIL COACH FACTORY, KAPURTHALA 


Tilak Bridge, New Delhi-110 002 
COS’s E-Mail Address : cos.@rb.railnet.gov.in RCF’s website Address : http ://ref.nic.in 


GLOBAL BID INVITATION NO. RCR/G/2003 


A. Sealed Tenders are invited for supply of followingitems :— 


Tender No. Description Quantity Cost of Earnest 
& Due Date Document Money 
GT/1001990087 (i) Yaw damper HI000507 Alt. ‘a’ 30 Nos. } Rs. 1000.00 2.5% of 
; or US $ value of 
Due on : (ii) Shock: absorber in secondary suspension S00 your offer, 
30-Nov.-99. H1060500 Alt. ‘nil’. | 
(iii) Double acting hydraulic shock absorber TA aN 
(vertical application) HI000489 Alyt. ‘d’. a | 
(iv) Double acting Hydraulic shock absorber a 
H1000490, Alt. ‘b’. | 


i A Sy eS bee ee 

B. All materials required at RCF, Hussainpur. . 

C. Fulldescription & details can be seen either on RCF Website or in the Tender Documents. 
Tender documents can be had either from the Office of Controller of Stores, RCF, Tilak Bridge, New Delhi 
or Chief Material Manager,RCF,Kapurthala-144 602 onal! working days ( from 10.30 Hours) til! one working 
day before the date of opening of tender. 

E. Tenderclosingtime : 14.25 Hours. 

F. Tender opening time : 14,30 Hours at RCF, TILAK BRIDGE, NEW DELHI. 

G. Furnish a bid Guarantee for the amount as specified above. 

H. Keep their offer open for 180 days from the date of the opening. 

i Non transferable bid documént containing details of materialand other condition can be had from Controller 
of Stores, Rail Coach Factory,(Kapurthala), Tilak Bridge, New Delhi-110002 (INDIA) aginsstpayment 
in Demand Draft Crossed Account Payee to FA & CAO/RCF/New Delhi. 

J. Telex or incomplete offers are liable to be summarily ignored. 


i 


RCF/COS/50/99 CONTROLLER OF STORES 
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Phone No. 237-4044 to 46 Fax No. (033,225:2043) 
BID INVITATION NO. : COS/CLW/PUB/99-2000/14, | DATED : 09.09.99. 


Bids are invited by the Controller of Stores for and on behalf of the President of India for the 
following :— 


Sis Tender No., Description of Stores, Quantity & Due Date 
No. Cost of Bid Documents 


Te ee ee 


DOMESTIC TENDERS FOR'3 PHASE ELECTRIC LOCOMOTIVES 


190. 14/98/2683, 2743-46—* 
Set of union & pipe fittings to the Speen. No. CLW/ES/3/0/25, 26'10°99, 


37 Loco Sets. Rs. 1,000 


191. 17/98/3795— i é 
Bar for bogie head beam, Drg./Specn. No. 1209-01.312-171, f& 27.10.99, 
420 Nos. Rs, 150! 


OTHER DOMESTIC TENDERS 


192. 21/2000/2652— 
M. S. Round IS : 1875/CI-1, 100 mm.,’dia, 25.10.98. 


22 MVE. RS:2 500 


193. 33/99/3631— 
Fixed & Mobile contact to Specn. No. 4TES. 291.001, Alt. ‘6’, 26.10.99. 


905 Sets. Rs. 150 


194, 10/99/5038— 
(i) PropOXur 20% E. C. as per IS : No. 9665/1981 Packed in 5 Ltrs.— 25.10.99. : 


Container (such as ‘BLATTA NEX CONCENTRATE’ of 
M/S. BAYER INDIA LTD). 
200 Ltrs. 


(ii) Fenthon 82.5°% w/w as per IS : No. 7948/1987, Packed in 10 Ltrs. 
Capacity container (Such as Baytex-1000 of M/S. BAYER INDIA LTD). 


100 Ltrs. 


(iii) Cyfluthrin WP-10/Solfac WP-10 Packed in 5 Kgs. container as per 
IS : No. 14158/1994. 
50 Kgs. Rs. 500 


195. 32/99/4020— 
Complete Brake Gear Arrangement (WAP-4) without Brake Cylinder 25.10.99. - 
to Drg..No. 03/1/19/36, 37, 38, 
200 Bogie/Sets. Rs. 2,009 


196. 12/99/1002— 
8” x 8” Brake Cylinder Mounting to Drg. No. 03/3/19/1, Alt. ‘2’, « 27.10.99. 
456 Nos.Rs. 500 
BOS 5659550555655 FH FFHF5F5FF5FF5055FFOFF55F8595 050559 
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Serial Tender No., Description of Stores, Quantity Due 
No. & Cost of Bid Documents Date 
197, 32/99/3320 | raps 

8” x 8” Brake Cylinder Mounting X & Z to Drg. No. 01/3/19/56, Alt. 22.10.99, 
“10°, . 


444 Nos. Rs. 500 
198. 07/97/5052— 
Induction, Heater for Removing Kaptos insulatation as per CLW’s Specn. 26.10.99. 
No. 4TPM.096.018, dt. 4-12-97, 
Ol No.’ Rs. 150 
199, 07/99/5031— 
Digital Microprocessor controlled inverter based sunergic dedicated 28.10.99. 
MIG/MAG machine with CC/CV characteristics. Detailed specifica- 
tion will be available in the tender schedule, 
24 Nos. Rs, 2,000 
Notes — 

1, Non-transferable bid documents containing detailed description and also other terms and 
conditions are.obtainable from the office of the Controller of Stores at Calcutta during 
office hours between 11-00 and 14-00 hrs. on all working days. Bids complete in all respects 
au be received upto 13-00 hrs. on the specified date and opened at 13-00 hrs. on the same 

ate. 

2, Sale of Bid documents will be closed 15 days before the date of opening of bids for out- 
station bidders demanding supply of bid documents by post against Money Order and 4 days 
before the due date, of opening of bids for all local bidders demanding hand delivery, 


3, All outstation bidders shall remit cost of bid documents by Money Order only for sending 
documents by post. No Cheque/Postal Order will be accepted. The bidder shall indicate 
his full postal address and Tender No. in the Money Order Coupon to ensure correct des- 

patch. 
ADUNIQUE 
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EASTERN RAILWAY 


Sealed tenders are invited to supply the following materials :—1. Teder No. 1681/10/99/5218/ 
OT, due on 14.10.99. Description of stores and quantity : Carbon brush for traction motor 
253 BX/4601 AZ for BHEL EMUs. Drg. No. ER/KPA/EL/BS-3HE-1703, Specn. No. KELD- 
0078-1983A RDSO app. grade-Regular-EG-14D(i) of M/s. ACPL, E-88x(i) of M/s. ELCA 
EG-7097 of M/s. Shree Carbomet = 9606 pairs. N.B.—Drg. to be collected from Dy. CEE/ 
P&D/KPA. 2. Tender No. 1682/15/99/6372/OT, due on 05.10.99. Descripyion of Stores 
Qty. : Fan fixed type 110 Volt DC 400 mm. sweep complete with close mesh guard and blade 
= 1760 Nos. 3. Tender No. 1683/15/99/6374/OT, due on 05.10.99. Description of Stores & 
Qty. : Brushless alternator 4.5 KW, 120 Volt DC bogie transom mounted complete with recti- 
fier cum regulator unit ‘V’ groove axle pulley with all accessories as per RDSO’s Specn. No 
EL/TL-47 Revision *‘C’ = 56 Nos. 4. Tender No. 1684/10/99/5544/OT, due on 14.10.99. 
Description of Stores and Qty. : Traction motor cooling blower complete assly. for WAM4 
& WAGS loco as per CLW Specn. No. CLW/ES-B3 (latest) = 08 Nos. 5. Tender No. 1685/ 
15/99/6373/OT, due on 05.10.99. Description of Stores & Qty. : Steel battery box having 
‘ERP tray at the bottom as per ICF Drg. No. [CF/SK-7-1-306, alt. “K’ = 126 Nos. 6. Tender 
No. 1686/20/98/1900/OT, due on 05.10.99. Description of Stores & Qty. : Seat-cum-back 
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rest pressing (compreg plywood) drg. No. EMU/M-2-6-507 (Alt-K) Specn. RD O’s Specn. 
No. C9407 type- 1 = 13,000 Nos. (Only RDSO appd. source to quote). 7. Tender No. 
1687/08/99/5355/1/OTS due on 14.10.99. Description of Stores & Qty. : Shaft Seat aslly. for 
5F-30 compressor (Voltas make), as per SIL’s Code No.. 01269Y & Code No. 3109040 1 
or similar for 108 Nos. 8. Tender No. 1688/11/99/1017/OT, due on 14.10.99. Description of 
Stores & Qty. Strap suspension complete for vacuum reservoir to LLH’s SK. No. 11/94, 
alt. nil = 4,320 Nos. 9. Tender No. 1689/10/98/10664/OT, due on 14.10.99. Description 


of Stores & Oty. : Roller bearing axle box assly. to drg.. No. ER/KPA/ELA/AB-151, Ajt.-d 
‘C’ (NEI-Design) ER/KPA/ELA/AB-152 (FAG design) = 12. Sets. 


N.B.— Drg. to be collecte 
from office P&D/KPA. 


10. Tender No. 1690/10/99/1056/OT, due on 14.10.99. Description 
of Stores &-Qty. : Leather bellow for traction motor type TAO-659 for WAM4 and WAGS5 
loco as per KPA’s drg. No. ER/KPA/EL/TM-3M4-2059, RDSO specn. No. SPEC/E-7/05 (Re- 
vised) = 320 Nos. N.B.—Drg. will be collected from DY/CEE/P&D/KPA: 11. Tender No. 
1691/10/99/1078/OT, due on 15.10.99. Description of Stores & Qty. : 15 days strip chart 
diagram roll each of 20 Mtrs. length for speedometer type RT-9 to record speed 0-150 KMPH 
of locomotives similar to M/s. Autometers Ltd., Noida as per RDSO’s specn. No. MP-0-370)- 
02 (Rev-4/97) = 3,150 Nos. 12. Tender No. 1692/10/99/6086/OT, due on 15.10.99. Descrip- 
tion of Stores & Qty. : Electronic time lag relay (Q-118) having 2 No. + 2 NC Operating voltag: 
110V suitable for our existing BBC make relay base timing 0 to 10 sec. = 50 Nos. 13. Tend2 
No. 1693/10/99/1063/OT, due on 15.10.99. Description of Stores & Qty. : Reverser cond lete 
assly. for WAM4 =WAGS Loco (suitable for 6 P locos) to CLW drg. No. ITWD-101-001 
(latest) = 08 Nos. 14. Tender No. 1694/10/99/5538/OT, due on 15.10.99. Description of 
Stores and Qty. : Maintenance kit for brake cylinder 8” x 8” of WSE consisting of 07 Items 


(Description of Stores in details to be seen in the tender) = 216 Sets. 15. Tender No. 1695/ 
10/99/5542/OT, due on 15.10.99. Description of Stores & Qty. : Connecting Pipe FP-5 for 


brake pipe for dual brake system of locos size 1-1/4" x 26" to CLW’s C&D No. 315/493 = 
503 Nos. 


N.B.— 


1, Opening Time : Tenders are to be dropped in the Tender Box before 13.30 hrs. on’ the 
opening date and the same will be opened at 14.00 hrs. on the same date. 2. Cost of tender 
form is Rs. 1000 each for Sl. Nos. 1681 to 1683 only. Cost of tender form is Rs. 500 each for 
SI. Nos. 1684 to 1686 only. Cost of tender form is Rs. 150 each for Sl. Nos. 1687 to 1695 only. 
3. Cost of tender form is to be paid in Cash or by a crossed Indian Postal Order in favour of 
Chief Cashier, Eastern Railway, Calcutta. The tender form will be delivered by the Conirilller 
of Stores (I. B. Section), Eastern Railway, Calcutta on receipt of money receipt. Tender form 
will not be sold on the date of opening. 4. IRS Drg. are not available from. this Oilice. 
Tenderers should approach RDSO, Lucknow for the same giving 15 (fifteen) working days 
ime indicating the correct drg. No. required. 5. Sl. Nos. 1695 only will not be read out at 
the time of opening of tender as the value of tender is below rupees three lakhs, 


Stores-101/99-2000 COS, Calcutta 
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EASTERN RAILWAY 


Sealed tenders are invited to supply the following materials :— 


1. Tender No. : 1651/06/97/4932/OT, due on 24-9-99. Description of Stores & Qty. : Pre- 
Printed ticket rolls for micro Processor based (CME mike) SPT michines, etc. as p2r So2cn. 
attached in the tender=71,200 Rolls. 2. Tender No. : 1652/08/99/1014/OT, due on 11-10-99. 
Description of Stores & Qty : Kapton covered 67% overlap annealed electrolytic high co1- 
ductivity copper conductor for Power coil of traction motor armature of 253-BX (HEIL) siz2- 
6.35 x 3.05 mm, conforming to KPA Specn. No. KELD/0035C/1986 = 7,778 Kg... N.B. :-Specn. 
is obtainable from the Dy. CEE, P&D, KPA on Production of receipt for payment of Rs.50 to the 
Chief Cashier, ER, CAL-3. Tender No. 1653/05/99/1090/OT, due on 11-10-99. Description of 
Stores & Qty : Silica Sand grade ‘A’ Specn. IS : 1987-1962 = 585 M/T. 4. Tender No. 1654/ 
11/98/2325/OT, due on‘11-10-99. Description of Stores & Qty. : Air cylinder to RDSO’s Drg. 
No. WD-92081/S-54, Alt. No. 1 = 35 Nos. 5. Tender No. 1655/07/99/5015/OT, due on11-10-99. 
Description of Stores & Qty : Company moulding size 45 mm. x 40 mm. X 2090 mm. to 
RDSO Specn. No. C-9407 Type-II and Sketch No. LLH-68/89,Item 7, Alt. 4= 8,090 mtrs. 
6. Tender No. 1656/05/99/6121/OT, due on 04.10.99. Description of Stores & Qty. : 
| SDLFAC WP 10 in 5 Kgs. Packing = 200 Kg. 7. Tender No. : 1657/05/99/5825/OT due on 
11.10.99. Description of Stores & Qty : Fire bricks high heat duty fire clay refractory bricks 
country C-I, Specn. IS : 8/1994 type-2, drawing No. 43240/62-107/JMP = 70,000 Nos. 
8.Tender No. 1658/05/99/58/19/OT, due on 11.10.99. Description of Stores & Qty. : Fire 
brieks country C-8 size-9” 4-1/2" 3" x 2-1/2” specn. IS : 6/83 drg. No. 43240/62-107/JMP 
= 30,000 Nos. 9. Tender No. 1659/05/99/5818/OT, due on 11.10.99. Descriptionof Stores 
& Qty : Broken fire bricks grade-A Specn. IS : 6/59 = 300 M/T. 10. Tender No. 165)/ 
05/99/5822/OT, due on 11.10.99. Description of Stores & Qty : Dextrine for use in foundry 
grade-I Specn. IS : 4269/1972 = 19,800 Kgs. 11. Tender No. 1661/05/99/5824/OT due on 
11.10.99, Description of Stores & Qty : Lime Stone 1/2” to 3-1/2” (37 mm. to 88 mm.) Specn. 
IS : 4140/1978, grade-I = 1,700 M/T. 12. Tender No. 1662/05/99/5820/OT, due on 11.10.99. 
Description of Stores & Qty : Clay bentonite Power type-2, grade-I, Specn. IS : 6186/71= 
156 M/T. 13. Tender No.£1663/03/99/6087/OT, due on 11.10.99. Description of Stores 
& Qty : Spares for “HEGEN SCHEIDT” Germany Demag Crane with MED Wheel Press 
type PR 500/1400, Sl. No. 6072, Control unit DST-92 =01 No. 14. Tender No. 1664/ 
07/99/1/056/OT, due on 11.10.99. Description of Stores & Qty : S. M. Flat 75x12 mm. 
Cl-II in std. length to IS-2062 gr. ‘A’ = 27 M/T. (Only main Producers on sources by RDSO 
or BIS should quote with Copy of their current & Valid appl. letter), 15. Tender No. 
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1665/14/99/6401/OT, due on 11.10.99, Description of Stores & Qty: Transformer 110/110V 


50 Hz single phase 150VA as per Specn. No. RSW-3/97-98 (attached with tender documents) 
= 250 Nos. 


1, Opening Times : Tenders are to be dropped in the Tender Box before 13.30 


hrs. on the Opening date and the same will be opened at 14.00 hrs. on the same date. 2. Cost 
of tender form is Rs. 1,000 each for SI: Nos. 1651 & 1652 only. Cost of tender form is Rs. 500 
each for SI. Nos. 1653 to 1657 only. Cost of tender forms is Rs. 150 each for SI. Nos. 1658 to 
\1665 only. 3. Cost of terder fo1m is to be paid in Cash or by a Crossed Indian Postal Order 
in favour of Chief Cashier, Eastern Railway, Calcutta. The Tender form will be delivered 
by the Controller of Stores (I. B. Section), Eastern Railway, Calcutta on receipt of Money Receipt. 
Tender form will not be sold on the date of opening. 4. IRS Drg. are not available from this 


office, Tenderers should approach RDSO, Lucknow forthe same giving 15 working days time 
indicating the correct rg. No. required. 


Stores—99/99-2000 Controller of Stores, Calcutta 
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HOSPITAL SERVICES CONSULTANCY 
CORPORATION (INDIA) LTD. 


(A Govt. of India Enterprises) 
Plot No. 6(A), Block—E, Sector—I, NOIDA-201301. 


Teka: 91-542 440, (5 lines), 533 009, 542448, 542437, Fax : 91-542447, 533001. 


INVITATION FOR BIDS (IFB) 


IFB No. HSCC/PUR/NAMP/99 Date : 10th Sep., 1999. 


Invitation for Bids from manufacturers only for procurement of Equipments/Drugs/Larvicides/Insecticides for the 
various consignees under National Anti Malaria Programme (NAMP) / Kala Azar Control Programme, 


On behalf of the Directorate of National Anti Malaria Programme, Union Ministry of Health and Family Wel- 
fare, bids are invited by M/s. Hospital Services Consultancy Corporation (India) Limited Under the adminis- 
trative control of Union Ministry of Health & Family Welfare for the following : 


SS a SE AE ee SS a ee en p> me fen es, ee ee ee 


Line Line Item Description - Quantity Bid Last Date for 
or Security Submission 
222 Sas: cee een -ton ote mins idl get) baie aldab ‘Bids 
(i) (ii) (iii) (iv) (v) 
Rs, 
1, Tablet Primaquine Phosphate 2 .5 mg., as per I.P. 96. 2 Crores 0,25 Lakhs 08.10.99, 
2. Tablet Primaquine 7.5 mg., as per I. P. 96 Be Pag (2.0 F,,.§ 08.10.99. 
3. Tablet Chloroquine Phosphate 250 mg. (150 mg.. 405.0 <5, 15 Lakhs 08.10.99. 
base), as per I. P,. 96 
4. Inj. Sodium Stibo Gluconate (SSG) I. P. 30 ml. vial 60,000 Vials 0.5.Lakhs 11.10.99, 
3. Quinine Di/Bi-Hydrochloride Inj. 2 ml. Ampule 0.01. Crores 0.10 Lakhs 11.10.99, 
6. Fenthion EC 82.5% conforming to IS No. 7948- 60,000 Ltrs. 6.0 Lakhs 11.10.99, 
1987 bearing ISI Certification mark.. 
7. _Pyrethrum Extract 2% conforming to IS No. : 1051- 20,000 Ltrs, 10.0 Lakhs 11.10.99, 


1980 (II Revision) bearing-ISI Certification mark. 


ee 


a ee ee 


(i) Bidders are free to-quote for any one or more of the line items, Bid evaluation will be made on the basis 
of total all inclusive lump sum price to be offered for a particular line item as a whole for the total quantity 


indicated. 
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(ii) Sealed bids to be submitted in single stage two bid system, i. e. Techno Commercial Bid (unpricedbid) 
and Price bid, for the above including bid security. 


(iii) The bidders shall be required to furnish a bid security for each line item along with the Bid for an amount 
specified herein above in the form of account payee Demand Draft in favour of HSCC from any nationa- 
lised 1st/Class Bank payable at NOIDA (U.P.). 


The successful Bidder will be required to furnish Contract Performance Security in the form of acccuni payce 
Demand Draft in favour of HSCC for 5% of contract value frcm any nationalised/Ist Class tank paycble <t hoica 

i. within 15 days of notification of award of contract. All relevant terms and conditions of tender and other details 
are available in bid documents. 


er 


BID DOCUMENTS $: Bid Documents can be obtained from the Office of HSCC at the aforesaid address from 
14.00 Hrs. to 17.00 Hrs. on all working days from 15.09.99 to 07.10.99 upon request in writing on bidder firm’s 
letter head and upon payment of requisite Bid Document fee of Rs. 1,000/ for each line item which shall be paid 
either in Cash or crossed account payee Demand Draft drawn in favour of HSCC from any nationalised/1st 
Class bank payable at Noida. While making request for Bid Documents, the tender notice (IFB) reference, Line 
item reference and items, name and full address of the remitter should be clearly indicated, Bid Document Fee 
paid is non-refundable and the Bid Documents are not-transferable. 


Bidders request for waival, alteration etc. for whatsoever reasons in respect of bid document fee, bid security ~ 
contract Performance Security etc. will not be accepted and hence no format reply will be given for such request. 


Bid should reach the office of HSCC, on or before the last date (as mentioned above) upto 12.00 hrs. for the 
respective line items. 


Only the Techno-Commercial bid shall be opened in the presence of participating Bidders on the respective last 
date at 14.00 hrs. The techno commercial bid shall not be opened of those bidders who have not complied with 
the provisions of bid security clause in the tender document: Based on Techno-Commercial evaluation, the Price 
bid of such of those bidders, who are found technically and commercially eligible, are only to be opened at a later 
date to be intimated to them. 


HSCC takes no responsibility for delay, loss or non-receipt of tender documents sent by post either way. 


HSCC reserves the right to accept or reject any or all of the tenders in full or in part including the lowest without 
assigning any reasons thereof or incurring any liability thereby. 


Chief General Manager (P/P) 


HSCC has vision of Quality, Innovation & 
Excejjence in Health Care Consultancy 
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aaa 


area fafaare 


are seat ara sifgarfeal a saree 


-jefeas araera od asdeee agfatered, sewer ero ent “dfeag gs we” era FY ws 
OMe GY HT uTeoR ear wre aifee) oer eremam feared} eS! ara % oH my afaw Fea 
aware val ® @t fear or asa g 1 (erera facia faaal & faay 102 % waevap SY ae 
qo 29) anes Serta qunrusa awe @ fSenit/earal & aqde fear ar g fee we suds 
or anada @q ara wt 


fafeer quad at afaal % serfetes, arfnfere orenrtt ca ciedeee verfaterea, 1, offer 
goes cele, wewer-1 st he afer ot art afer 1 


fafacr qeard ofe fired arene], oer faeroa oe ee gett faterea, a feet? aga eaqaa 
wa-eeas: afeeifeal canfe era sfsa ord) etfea ey, at wa sere et fafan et ofa ca fae 
ai ga: Sfarag) at ort arfee; ee eaee F weqea we) wee ea ae fafaerd “Yfeaa ge HAA” 
H et are sevfoe a oma €t foat faa ore wet art snfasrd ati gf afefafie F arma 
 foctere git 


nfs qua m ord ga ne “fers ge sia” F serene gang afafae masa o@ ae daa 
ngiatwraa FH Ma ane ca wes wim eifkut 


fafrereraral «Y aadt e% qur wwe ta da gare wl fafa a 15 fea} sr qua faqr wat atte 
wast fafaer qaaral % ara cat feedy ecrar fafa eq 8 dot ara arfge | 


“efeaa be aaa” qdefaa ateral % aque aac a fA are IX gery fae forsraa ata gy, 
eee farkerd ciimy< ag) wxar gE | 


“steaq ze we” @ gmyfna fafect gene & far faa ate gama fries, sama fawn, fafae 
aera, feect-110 054 St “weivia freuen” facet oa Taaw, taifsa feats gre agar dai gt 
wre | 


ary ext ara mfserfeale eade fear wre g fe Gfadl fe eanq ney aeedar arial 
@ eat 8 fag few oar feg we He HEE ATG HTS | 


feua 2s yaa @ fata 29, 1999 


(3a) 


W115 


Sul 


faqa : Sosftouto US Sto—-135 HA (Ghrwat ¥ faa at Get) 
at cadt—aa—aH frre aT Heat I 


aaa sifsartt ar ae facia faa aar & fH Stosftowgto wos gfo-135 
(qfrrat far at ort) va qadi—aa—ae fare ort aT act 1 FA, 1985 
a fart ware gr: 


(t) tosfteuro us gto-135 mt (gfanal & fae at ort) at ara 
sft Ge wR eqat aie afai F; ud 


(af) qadt-aa—aa free et art 25 Fa ofa ore t 


Hat sare F woaear git faaw Srosfhoumo uve Mo-135 HH Ft A 
He UF qadi—an-we faze wat at wx BF ith 1 Sosffoumo woe 4-135 
BiH aT AIX Vel at man fara yer to 5 Ud BTX Tadl—ea-Ae fees oni 
Sit faxat w ast qa, at fara yea to 5 git1 4 wre ariea fast faarat 
a osra fat ot await | 


ate wat at qsitga ete at dsitea ode eter aaa a araerwar at at 
afta Ga sat axa afer i wea eee at adienst B eT F aA atferi 
Trea severe Ra anfe % Sy WoT qar Aer edlare ael fHar aaa 


ao dfeqa 2s wat @ faarat 29, 1999 


(-Surgsruay yeusojuy > HS) 
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gieaq ge wit @ faatac 29, 1999 


araarean eaifraz, atarae Fela Heat, jrHTAT 
PLATT ATH QAPAT SA BIL arlwa 


area uefa ar aie A Haas estfaae saat Fla Hea, Forlo fro fao, Ararat, Fala ata frat faa F aq— 
Wier Gay av (wag ud va) % shart aa sea esitfaad Aart, tara, erware ca asa ar faaio faa, asses % soqaa Foi 
% 2%artt & faim g aaqaz, 1999 % 3.00 FF AME IH RATATAT ATH 2 arat Era FIX arfha HH It ve fees Ufeat uae 
ato Ato ato, atarax % fant ara #% fou agcaa wz ae fafaare onfat wed J 


aT dhare Fedtg are fear faa A ositea adt & see fafaar arog F fae araay Hed FAT sah gr aa dla agi 


art aaa et & ol fee aa enF 65,000 saH Ft aad H aa wat a gay sega wel zit aar aaea fafaarart 


al fafaer aa & cea faaifea wrt a addy arrpe adtaer wa Wa wea BAT eM | 
ATA ATA ---EIF 2,17,819 
fafaamt faqin sg aaqie, 1999 aT 3.30 a9 atat aratry 
ara aaa at vata dla ae 


yap fafaer * ara wie) erat arama ar ard fer age gro seat feet aaafea ae at ai aeT wie # 
eT Ako 5,445 a afaa aa (afe we a fae et at) wart arfar i macd fafser HH e9F 500 (wafer) aM at I Asa 
aaa & forte 5 aaqaz, 1999 an aMt ara faaat ar oa fer ot aad 21 aac ca fadim 4 waqaT, 1999 aH AG 4.00 
at an sega fea ar aad #1 fafaar wa attet uf at aan—aan faorn a our fafaar va atiac ufs ar aad aia gaat ga ert 
fan st we ara ates ae fark F stage Sea ata) 


gFaTo 
(arias esitfraz) 


[Ho 54/94-ato Fo Ho/1556/faat# 9-9-99] 


al Walaa 
Mas aTSves HIT, arg wa seara fratit, Sarge 
ast faata gaat aeat——22/19/8/Ht0 Sto /1 
Gxt Ary/tqo Ato, arfa 
farafafad artis far ast at den # afe aq ara oma a Aazara faaral F waza oa siafaa fer oT we F— 
1. SU——-faarg Ga — 
RU AA (to ato) FE O8 UF 008 
Su Fe aad cet 
SU ATA (Uo alo) Bt ATH, UAo Alo WF Vette Ato 
Ru Afaasaa, Bt Aatfean, HT cineaa, 


me fafana, HU feefarm, BY area, 


#120. efsaa ee wit @ faarax 29, 1999 


2 tS are Fa FO ata, w-feeran, weafafaan, Fafan farferorss 
3. Ato ato seta aeti Alo Alo F 4 Ato Ato meré fatwa fafadoa F 1 
4. fafaa ara sa fan, ceafafara, fea, site, eaaztarefen atar, det ater, ae, dr, 
5. Heat Atel, Aa sat Saale, AAT WAL Hama, Hawa sraizs, Fagan aifamres | 
6. farafafer arate % dass etaetem 150 Hto Alo sat, 200 Alo Alo SI, 254 Flo Hho Bar, ve 355 Alo Wo Bratt 
7. eat, Ut UG Ho eto azl faqet ara a, heat wy ad wed H far fafa aime wa fafaiqa H feRnea fF | 
8. tat Ua BET 
9. aafrH Wat Haat 
10. aafan alex va era fizz 
11. whan oH 
12. 4afar ot 
13. arg fe % ara og ara at te 
14. ‘aifsa/eare/ets “@ fafa oot a afsrfaa 
15. Far aay | 
eH fafeat eT A eqee Ht FAT F:-- 


faatar (¢ at swaartt) aaaartl Fars A HA aaeT emia fe ae ofan cerfHes, fHaeH, ar eatery 21 
2. Ato VAo Alo TATA are F | 


3. Sto Slo Flo To F THlaaA FI 


Lat 


4. te WT Hea avert araafan aa ay sare agar ara fast aa al ears A tstreat 


5. ere wt ama feat & ositaa 


6. WHo UAo Affo/TAo Wao Tso Alo FATE | 


Zyerahy :-— 
HT FT AFIT Tea Ia F ara artsy wear arfac feat sae fadcar #1 aaar ar ah 


faa wat ar UHo WHo THo a csHrrt zi Tal = ged at HTaza WAT ata | 
far art & fac GH GsaHcT ast et saat eter serge FT| 
araet Ta, Hal Taras, arg Va seta faatvit, era, Earqe, aaada, fear 24 Tear (sat), Tera ama—-743 144 % 
aaa et qaa HF WRT ga F 30 feat HF genta Tea arat aifac | 
SeTo 


Wel Tae 


[#o 22/1918/sto Zo, fetiw 11-9-99] 


tfeaa de sia @ faarax 29, 1999 #121 


ACT ATHTT 
ta Waray 
aviorera fazern, ta avez, wre Fesar, tay ate, aE fecal 
fafaar dear : 99/atto tao (atgo)/874/3 (ato Ato) : eae Car aaten arte 


ara % cesta % fac aa saat viz & aricras fama, ta dere (ara fesar), ta Waray, tag ats, area aeare A alfeT 
tqx dat aafer % farafafaa git a ate % fae ae were aed at fafawaa fea g -—— 


A were ar fart 
ae 
1 eq HT / 
2 ura ala 
3 farz far 
4 a | 
5 GT 


6. dee (24% 427) 


7. afaa fot 
g. Lata ez 
9. TH 


wa Ral al sada afaner ame anea a1 fafafte dem co dto/ato dto—39-97 F adraaH autaa safe BIE sl, F AAKT 
To Wo Ato HAMifar aifet eax Dae aah fac aravasar 2 ate ale Jaa sei maT a at oot ot aq ares dot Caz 
aafer at cae gal % fav aqdeara afaaet ocd aay anea gr aaatfad et aat fae oo fafact aad aT arta & qa area 
waa Wo sa aaa sate feo of eZ arfea 2a Dax dafer F eedmra fan ma F soqaa Zi, aa Gal FH art W sada afanet wa 
aan dmea gta ana/aeaa * faster * are aar za aex at faateo aed & are fe ag GH BIT tad A sa aaa yam faT 
A WZ To Vo Ao aantfad ates eqx trae Pater qT sedurat far wrt F far soaat gal el acare wt waa @, frararcay areat 


% faa faare feat aa) 


facaa fafaar aeavaa 16 faataz, 1999 & 25 aaqaz, 1999 am fat AY wrifere FT 10.00 AM A 13.009% Tat 14.00 
at & 16.00 at % ala HAT atat 327, ta aaa, tad ale, ae feed A stat feo ot ana Z1 fafaarare aT sia! 3,000 eI 
(anfata) at fafaar aria feat dt acta tra % fac aarenre va Her cat afaart at aaa TAT HUT anit aat fafaar aearast 
aa m fac qa ana wite art ait) sa gre fafaer aearaa ora get % fac i100 em at afafeaa uf sar waat shit 


aeetfa Ft daifad stata Heeare fan F faa qx aroras fata, ta derz, (ara—feeat) sr cat faat zl, 25 aaday, 
1999 4 14.30 at aH aaorers faera, ta visre, (Ia feeaT), ta daraa, tas as, ta waa, ae feel F WA way wa 
ama atfec i fafaar, fafacreret & sfafafaal a sofeafa a, st safeaa er ated @i, set arra at 15.00 ao Get orem) 


@tato 
arin fata, ta asrz, (ATA feat) 
[Ho 99/atto wo /1/874/3/Ato Ho, faatw s-9-99] 


#122 sfery gs wig @ faqqt 29, 1999 


eo 


Se ee ee a ee ee eee 


tisq AH 


WHET FLATT 


aTaiaa, TarTea, fafacer aafearad oa fdas dom fafecrea ang, set (aaa) 


FHT ASAT: To ( 


) fafaat/99-2000/600-604 


fafaat qaat deat 6/99-2000 : @a areal, arfe 


fafeca azifaaraa oad tae arag fafeeraal @¢ fara farce art a argia/fafaa fat % fae faatar/ataad faa ara 


afaga faaca aearal/wilea araradt/aearet afafa/acitea Shari & atecaes fafecre arafaa M1 art Fi fafaar car fafaar Ft mal 
at sa fart aeararceat % araiaa a fraifea wen awe/atoret ere sare wet ge (ait ateré adi wat) Arad ANT OH feat 


14 Waqaz, 1999 ST aT 3.00 aH aH ara feat ar awat 21 


qa eto ait ge fafaar lazer fame a fa ox fafaer at fare sifea at, fara araarcmat % tracy a feate 16 Ata, 


1999 @ 2.00 am wre ae ar saa qa eafaama eT A ear faeces ere arr aa ary arfer | 


ara] 
ae 


faa auara -——satarars, fafecat aetfaaray, 


qaa fod wa ara fataraa, wageerer ‘ATT | 


sfsaa zz win CQ faarat 29, 1999 


3b 


aa amt 
TaTAaAT 
afanca 4 fara 


fafacat faata 94a% 4 W464; 


+ UAT ATES HT 


atls Fa 
TSA Heelaey HT 


aq Hae 474 


ad fades aa fafscrret, aA, HAT | 


sia fafaard feria 16 waqaz, 1999 47 are 3.00 aH fara gearaeeat amar afaea afsartt arr sifera fafacrertay 
agar sfafafaat % ame alt aay | ; 


aaartaa atet fafaet 


uf aft We 
(arat 7) 
aqa eqy eT 
1.50 3,000 100 
10.00 20,000 100 
15.00 30,000 100 
10.00 20,000 100 
2../5.0 5,000 100 
2.50 5,000 100 
0.40 800 50 
5.00 10,000 100 
ZtATo 


gurararma oa faias 


lo 


[do do argo Fro ato /#10/ 2993/99, feats e-9-99] 


#123 


“Tier ay 


Atle Nt ATLA GLHTL 
aa Fa ARTA 
"Pts Hts wetatz, aqz faa, erat, fra—eso 309 
zat aarret any fast; arf" 
at 2000-2001 % faa (314TH, 2000 FT Me 1 aia, 2000°R 31) Ara, 2001 aH) Tl HrTa , Aral Aral Tar, Tats 


FIT FAT Sat fav au 2faaa aoe at sid hi fere fafeet ar 


TaAAH, AIA ALHTL ASIA, ad Ha. MITA F uwecahs gar saHy Be a a 26 atgae 1999: i ast aa fret 


fafad wal at ater % fag sat amiaa a faqes am faite ava ot qecare fafaere: artfaae wea Fey rae BPE Te 

erie ae on 0 nl a ee OO 

1. wat anit fad afea, m2 ev, wafsa aoe F aay ame au, uaa afaefsa teats, ead AAG, HA fae | 25,000 
TTT, xe ame st Hat, HTT Br Hatt, Begs wie sfaw Ars—aeret | 

2. aretacdtaar . Ba se 44000 

3. Fears aT NY. ; . L P : , : : ; . ' 1; 000 


4. soar fa au afore wae" F ; ‘ ; ; : : : : 1,000 


sTrat aad faaie 31 AM, 2000 a AIR 31 AM, 2001 aH Ht aafa F ctoaq srssag Ge wae F WT art, are aca 
TT, FNS BAT agi ca feo ae afaaa ace ar ax ofa fadza agar. fafaare saftae@ feu wre fe “adl aw * vet PTs 
aral adit qa, mars ara aat saatt feo ae afaae aqs” cao first, tho WarrH, WIA ATH HATA, FEY, Glo Hlo WAAT, 
aux faa, tem, f—eso 309, eT aalfaa fear aI 1 IT 25,000 Ala AT aaaT WAT cel Hrta F fau we art ge uw > faa 
*IZ 1,000 Aa aT aarat sar fafaer % ara sega fear sat err erst asa wt feria 26 waqaz, 1999 aT ae samt are far 
arent att fafaerd feata 26 waqaz, 1999 F AMA 3.00 aM Wea BT a Alar wear | et UH Ae F fag afrata ant fart care 


2 


FH GRIT & qa . woe S eee STATS fae. 
bie tine Set 
we «= - te BUTS af ; : F ee 5 ie ca ‘ 0% Beer 6 27964,000 
2. @rabaeel var 5 A ie nye eae fie eee 910,000 8 
3. PAS STT : é ; ‘ p A ! 10,000 
4. sqratr fume sfaaa ars (x1) , . ! sai 6,000 
faqo Fo :—— 3 
sqatt fac qe fara aoe & fan fafaat aad eT a Ast wT cil « este! Gis! Hee 


are aa faar saere feet at ad fafaart ede at aedtare at ana 21 fafaer.% aa frost da ag % fac aaax 
aarat sara ae aarat wAT vega feat sro. fafaar F ara agra war wie araHe aarat arT—Ta sega a faa sa ax fafaer 
HeaSIe Vt weAy | 


'. Glo Sater. 


ee [ao 91001/1/99-2000/eet4/ 3460, feate 9-9-99] 
a) ; tfsat ds oie @ fart 29; 1999" 


ay 


(1) 


« 
(2) 
(3) 


~ (4) 


(5) 


(6) 
(7) 


(8) 


(9) 


PART A 
NOTICE 
INDIAN TENDERS 
ATTENTION FOR ISSUING AUTHORITIES 


The Indian Trade Journal Issued by the Director General of Commercial Intelligence & 
Statistics, Calcutta should be regarded as the standard medium for public advertisements in India. 
Where necessary, advertisements may also be inserted in one or more principal newspapers in 
India (Item 29 of the Annexure to Rule 102 of the General Financial Rules). All Central/State 
Govt. Depaxtments/Undertaking are requested to take note of this provision for guidance. 


Tender notices should be sent in duplicate direct to the Director General of Commercial Intelli- 
gence and Statistics, 1, Council House Street, Calcutta-700 001 preferably by Telex No. 21-7902 
DGCS IN/FAX No. 033-2486528 or by SPEED POST. 


If it is desired to send the tender notices through some media or relevant Public Relations 
Officers, etc., no copy of such tender notice should be sent to this Department again. Non- 
compliance of this instruction may lead to double insertion in the Indian Trade Journal for 
which issuing authorities would be liable for payment for both the insertions. 


The notices alongwith Hindi versions, {# required should be sent to the DGCI&S so as to 
reach him at least three weeks before the date of publication of the Journal which is issued on 
every Wednesday. 


The tenderers should be allowed at least 15 days margin of time from the date of issue of the 
Journal to enable them to submit their quotations. es ga | 


Hindi version of tender notices should invariably be sent with the English version. 


The Indian Trade Journal accepts no responst bility for complaints. if any, arising from  non- 
adherence of the aforesaid requirements. aia 


The payment of bills and correspondences, ff any, for tender notices published in the Indian 
Trade Journal will be made direct to the Controller of Publications, Department of Pablica- 
tions, Civil Lines, Delhi-110 054 by Crossed Demand Draft or Cheque drawn in favour of the 


ro 
ed 


“Controller of Publications, Dethi”. 


The issuing authorities are requested to make payment immediately on presentation of bills te 
avoid accumulation of bills and audit objections. | 


DIRECTORATE GENERAL OF SUPPLIES AND DISPOSALS, NEW DELHI 
NOTICE 


__. All Communications intended for the Directorate General of Supplies and Disposals, New Delhi or 
its Regional Offices at Bombay, Calcutta, Madras and Kanpur should be addressed by titles, e.g., the 
Director General of Supplies and Disposals, New Delhi or the Director of Supplies and Disposals, 
Bombay, Calcutta, Madras and Kanpur as the case may be and NOT by name to any of the Officers, 


General Conditicns of Vender 


The following information is published for the guidance of the date being declared a closed holjday for Government 
of parties intending to quote in respect of tenders issued by Offices the due date will be the following working day. 
the Director General of Supplies and Disposals, New Delhi 


and its Regional Offices at Calcutta, Bombay, Madras and 
Kanpur :— 


2. Tender forms will be issued on pre-payment from the 
Director General of Supplies and Disposals, National Insur- 


1, ‘Tenders should reach the Office issuing the tender ance Building, Parljament Street, New Delhi-1 or from the 
Notice by the time and date specified therein. In the event Regional Offices at Calcutta, Bombay, Madras and Kanpur. 


'NDIAN TRADE JOURNAL @ September 29, 1999 A753 
4 


3. Tender forms will be issued on pre-payment of the 
fees prescribed which may be paid in Cash or by Money 
Urder or Indian Postal] Order quoting tender number, name 
and full address of the remitter. 


4. Tender fees paid are not refundable nor are the— 


tenders transferable. 


5. Tenderers not in the approved list of Contractors 
maintained by the Director General of Supplies and Dis- 
posals must give the name of their Bankers and submit 
alongwith tenders an Income Tax Clearance Certificate duly 
countersigned by the Income Tax Officer of the Circle 
concerned under seal of his office. 


6, It is notified for information of all suppliers that ordi- 
narily tenders offering firm prices are preferred where a price 
variation clause is insisted upon the tenderers’ quotations 
providing for a reasonable ceiling have better chances of 
being considered. Tenders for imported stores which are 
subject to variations of F.O.B. rate must stipulate jn the 
tender itself both the F.O.R. and F.O.B. rates. Where the 
F.O.B. rates are not furnished originally alongwith the tende: 
itself such tenders may be considered “Late” and are Viabl 
to: be, ignored. 


SPECIFICATIONS AND DRAWINGS 


DIRECTOR GENERAL OF SUPPLIES AND DISPOSALS 


EUR 


“ee 

(a) LS. and Directorate General of Supplies and Dispo- 
sais’. Standard Specifications which are priced publications 
can be had on prepayment in Cash or by Money Order 
from-— 


(1) Specifications :-— 


irec ecti ft tion Circle 
_ The Director of Inspection, Calcutta Inspectjon 
: 234\4A, Acharya Jagadish Chandra . Bose Road, 
Calcutta-700 020. 
> (eeu . oy Op eke | 
‘The Director of Inspection, Bombay Inspection Circle 
‘ Block: No... 1, 4th. Floor, “Shastri Bhawan”, New 
Marine Lines, Bombay-1. 


The Director of inspection, Madras Inspection Circle, 
; Block No. 1, 4th Floor, “Shastri Bhawan”, 95, Had- 


dows Road, Madras-6. 


4. The Controller of Publication, Civil Lines, Delhi-6. 


N.B.—See Important Notes to Tenderers 
Section D. 


(b) The Director General of Supplies and Disposals’ 
epecifications which are not priced (non-saleable) can be 
abtained free from the Office of the Deputy Director General 
(Inspection). National Insurance Building, Parliament Street, 
New Delhi-1. 


(c) LT.O. Specification are priced publications and can 
be obtained from. the Controller of Telegraph Stores, Jabal- 
our on pre-payment, in, Cash or by Money Order or Indian 
Postal. Order, to! the Accounts Officer, Stores and Workshops, 
Jabalpur:) The price) of Specification is Re. 0.75 per copy. 


at the end of 
Sesto 
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(2) Drawings :— . 


(a) The Directorate General of Supplies and Disposals’ 
Standard (Saleable) Drawings can be obtained on “pre oer 
ment in Cash or by Money Order from the Office and a} 
the price mentioned in the relevant tender schedule. 


t 


N.B.—(a) (1) 1.S.D. and Directorate General ef Suppltes 
and Disposals’ Standard Drawings are available only 
for certain P&T Departments, Hardware Articles and 
Textiles Stores. Copies of Drawings for P&T, Depart 
ment and Hardware Articles are available from the 
Office of the Deputy Director General (Inspection), 
Supplies and Disposals, National Insurance Buildings, 
Parliament Street, New Delhi and copies of drawings — 
for Textiles Stores from the Director of Inspection, Ist 
fioer, Aayakar Bhavan Annexe, New Marjne Lines, 
Bombay-l. viet # 


(2) See Important Notice. to. Tendesers at the end of 
Section D. ae Nene y 
(b) I.S.D. and Directorate General of Supplies and Die 
posals Drawings which are not ‘priced (non-refundable) are 
supplied free by the Deputy Director General of ; 
New Delhi. Copies are normally tssued free with tender. — 


B 


BUREAU OF INDIAN STANDARDS 


(a) Indian Standards published by the Bureau of India 
Standards ate priced publications and can be obtained on 
payment in Cash or by Money Order from Sale and Services 
at the following addresses :— 9 ee is se 


Headquarters: 229 TOR Ge Pee 


Manak Bhavan 9, @ahadur Shah Zafar Marg, New 
Delhi-110 002. i ee 


Resional Offices: 


_ Eastern : 5, Chowringhee Approach, P.O. Princep Street. 
“alcutta-700.012. 


¢ 


Southern : C.I.T, Campus, Adyar, Madras-600 029. 


Branch Offices : 


_‘Pushpak’ (3rd Floor), Nurmohamed_. Sheik’ Marg, 
Khanpur. Ahmedabad-280 001. rf 

‘F’ Block, Unity Building, Narasjmheraja Square, Banga- 
lore-660 002. ; 


_ Ahimsa Building, SCO 82-83, Chandigarh-160.017, 5-8-55] 
67, Namapally Station Road, Hyderabad-500 001, 17/5-18 B, 
Sarvodaya Nagar, Kanpur-208 005, bon @hh oe 


Udvog f iogval oe 
600001 aY8R, Crd Floor),, Gandhi, Maidan, Bast Patna: 


Hentex Bujlding (2nd F 


Trivandrum-695 001, ys meats pee a 


‘b) Copies of IS’ Snecificati wt “ 
U une 4 /> specifications are also available in the 
acta the Sales Managtr, British Standard Institution, 
British Standard House, 1, Park Street, London, W-1.. ¥ 


(c). In. other countries, copies of Indian Standards are 
available from their National Standard. Organisations. ©” 


Septemb pr 29, 1909. 


C 
INDIAN RAILWAYS 


Specifications ;— 


.RS, Specifications are also priced publications and can be 

Serarattnt the Manager (Business), Government of 
India, Publication Branch, Delhi-6 on pre-payment in 
Cash or by Money Order. 


Drawings :— 


I.R.S. Drawings are also priced publications and can be 
obtained from the Director General, Research, Design and 
Standard Organisatjon, Alanibagh, Lucknow-6. 


D 
DEFENCE SPECIFICATIONS AND DRAWINGS 


Detence Specifications and Drawings can be obtained on 
Pre-payment @ Rupees Fifty Five and Rupees Forty One 
respectively per copy by Money Order/Postal Order/Bank 
Draft/Cash quoting the number and date of the tender en- 
guiry from the undermentioned authorities :— 


1... The Controller, i 
Controllerate of Quality Assurance (G.S.), 
P.B. No. 127, Kanpur-208 004. 


(/tems :—All General Stores items includjng Metal and Non- 
metal items, Hand Tools, Brushwares, Hardness and 
Saddlery, Surgical Instruments.) (IND|GS-Series of 
Specifications|Drawings. ) 


2. The Controller, 3 
Controllerate ot Quality Assurance 


(Textiles and 
Clothing), P.B. No. 294, Kanpur, 


(liems ;--All Textiles and Clothing items including Tentage, 


Rubber items, Footwear, Parachute Cordage.) (IND]| 

IC Series of Specifications|Drawings. ) 

3. The Controller, 
Controllerate of Quality Assurance (Materials), 


P.B. No. 229, Kanpur-208 004. 


(items :—All Chemicals and Laboratory Store including Oils, 
paints, lubricants, fuels, drugs.} (IND|SL-Series of 
Si cifications|Drawings. ) 


(N.B.—Cost of each drawing is Rupees Fifty Five.) 


4. (i) The Controller, 

‘A Controllerate of Quality Assurance 
Aurangabad Road, Ahmednagar, 
414 001. 
(Telex No. 0143219.) 


Utems :—All Vehicles, Stores components pertaining to 
Enfield Motor Cycle, Ambassador, M&M _ Jeep, Maruti, 
TATA, Leyland Cabs & Bodies, Trailers, Crawler, Trac- 
tors, Motor Grader, Scraper and Wheeled Tracked and 
Armed Vehs.) : 


(ii) The Controller, 
‘Controllerate of Quality Assurance 
Dehu Road-412 113. 
(Telex No. 146294.) 


(Vehs.)_ 
Maharashtra- 


(Spl. Vehs.) 


(Items :—All Vehicles Stores pertaining to T-54, T-55, APG 


‘Track, Topaz) (ICV, BMPI, APC Wheel Skot, Kraz Maz 
Ural, Zil, Tatra, East European Trailers.) 
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(iii) The Controller, 
Controllerate of Quality Assurance (Heavy Vehs.) 
Avadi, Madras-600 054, 
(Telex No. 4122002.) 


tiems :—Al] Vehs. Stores and Components Spares|Assys of 
Armoured Vehs, Vijayanta, T-72.) 
(iv) The Controller, 
Controllerate of Quality 
Secunderabad-500 003, 
(Telex No. 04252012.) 


(diems :—All Vehs. Stores pertaining to ICV, BMP-II.) 

5. The Chief Inspector of Electronics, 

Chief Inspectorate of Electronics, 
Bangalore-6. 


(items :—All Electronic and Electrical Stores. é.g., wireless 
sets telegraph and teleprjnter equipments, sound repro- 
duction equipments, charging and generating equipments 
battery charger, measuring and test instruments and 
associated stores and components, primary and secondary 
batteries, cables, switches, insulating materials, etc.) 

6. The Controller, 
Controllerate of Quality Assurance (Military Explo- 
sives), Aundh Road, Kirkee, Pune-411 003. 
Telegram : ASSURMIL, KIRKEE. 


(/iems :—Explosives and connected items. ) 


7. - The Controller, 
Controllerate of Quality Assurance ( Metals). 
P.O. Ichapur-Nawabganj, Pin: 743 144, 
West Bengal. 
(Telex No. 21-5012.) 


(Jiems :—Metal and Steel items.) 


8. The Controller, 
Conirollerate of Quality Assurance (Ammunitjon), 
Kirkee, Pune-411 033. 
(/tems :—Ammunition Packages, etc.) 


9. The Controller, 
Controllerate of Quality Assurance (Instruments), 
Raipur, Dehra Dun-248 008. 
Gram : ASSURINSTRS 
Telex-0585319 CQA(I) IN, 


(Hiems :-—All drawings and:Survey Equipments, all optical 


Instruments, microscopes, cameras, binoculars, watches, 
clocks, compass and other fire control instruments.) 


Assurance (ICV), 


P.O. Hebbal, 


10. The Controller, 
Controllerate of Quality Assurance, 
(Engineering Equipment), 
Aundh Camp, Pune-411 027. 


(fvems -—AIl drawings and Survey Equipments, all optical 
equipment, water supply. equipment, compressors and pneu- 
matic tools, machine tools and workshop equipment, refri- 
geration and air-conditioning equipment, field work and 
mine cleaning equipment, industrial gas producing equip- 
ment, prefabricated structures, construction plants, fire 
fighting equipments, earth moving plants. CI|SI|Steam 
engines, electrical equipment, petroleum distribution equip- 
ment, transportation equipment, basic building material 
stores, bomb disposal equipment, cooking apparatus and 
stores, sanitary fittings, laundry equipments, textile and 
boat repair machinery, mobile bakery. equipment.) 


Notes.—“In_ respect. of Defence Armament and other 
classified stores the tenderers will not be supplied with the 
classified , specifications|drawings. For quoting they may 
inspect_the relevant paper, particulars in the Office of the 
DGS&D, New Dethi or _ its Regional Offices at Calcutta] 
Bombay|Madras|Kanpur. These _ Classified documents will 
however, be supplied, if required and considered necessary 
by Defence—A.H.S.P. only ‘to the successful tenderers on 
hire charges of Rs. 55 for specifications & Rs. 4] for draw- 
ings per copy. Postal Charges extra to be pre-paid in Cash 
or by Money Order to the concerned AERF”, 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
GENERAL RESERVE ENGINEER FORCE 


OFFICE OF THE CHIEF ENGINEER, PROJECT 
PusHPpAk, Cio 99 APO 


Supply and Stacking of Stone Metal, etc. 


The Chief Engineer, Project Pushpak, Cio 99 
APO invites applications by /2th October, 1999 from 
approved BRO MES CPWD|PWD Railway contrac- 
tor for issue of tender documents for Supply and 
Stacking of Stone Metal 53-22.4 mm, Stone Chips 
22.4-2.8 mm between km 40.30 to km 43.00 and 
km 49.00 to km 50.00 for BUSG works and Stone 
Meta! 63-45 mm, 45-22.4 mm, Stone Chips 22.4-2.80 
tim, 13.2. mm’ 11:2 mm, Sand and Stone Dust. at 
km 62.00 (Hot Mix Plant Site) for Strengthening 
Works on Road Lailapur-Kawnpui-Sairang (NH-54) 
under project Pushpak in Mizoram State (Km zero 
reckoned from Silchar). 


Applicants must attach with their applications, a 
valid Income Tax Clearance Certificate alongwith 
Permanent Account Number, particulars of financial 
and technical resources, list of similar works execut- 
ed by them during last three years and similar works 
in hand indicating the full designation and address 
of Officers under whom such works were executed| 
being executed. 


Tender No, CE(P), Pushpak-12|99-2000. 
. [No. 81296|01|E8, dated 8-9-99.] 


Vist 


OFFICE OF THE CHIEF ENGINEER, 
PROJECT Swastik, Clo 99 APO 


Supply and Stacking of Stone 


The Chief Engineer, Project. Swastik, Clo 99 APO © 


invites application on or before 9th October, 1999 
from contractors suppliers enlisted with BRO|CPWD| 
MES Railways, etc. for issue of tender documents for 
the work of Supply & Stacking of Stone Aggregate of 
size 90mm to 45mm, 53 mm to 2.8 mm, 22.4 mm 
to 2.8mm, 26.5 mm to 90 Micron and Stone Screen- 
ing 13.2 mm Graded Downwards for Surfacing Works 
on ARA-4-CHP road in Dist. Hazaribagh of Bihar 
State under Project Swastik, 
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Total Estimated Cost of Work : Rs. 55 Lakhs. 
Earnest Money : Rs. 82,500. 


Contractors who are not enlisted with BRO are 
requested to submit aongwith their applications, copies | 
of letters of enistment in any other departments, fresh 
income Tax Clearance Certificate in new proforma, — 
particulars of work executed by them in the last three — 
vears giving designation of the Officer under whom — 
executed. Harnest Money is to be deposited alongwith — 
the tender as noted against work payable by the con-~ 
tractors who have no Standing Security Deposit with i 
BRO. rand 4 


Invitation of application for issue of tender docu- — 
menis does not constitute any guarantee for issue of 7 
tender to the applicants, even to enlisted contractors — 
of appropriate class. Issue of tender will be decided — 
based on the past track of similar works. Decision 
of issue of tender or otherwise by the Accepting Officer — 
shall be final and contrector will not be entitled 
for any compensation for rejection of his application, 


[No. 80000-A|585|E8, dated 13-9-99.] 


. 
—~— 


eo | 
GOVERNMENT OF INDIAW 
MINISTRY OF LABOUR 
D. G. KE. & I, yr 
ADVANCED TRAINING INSTITUTE 


VIDYANAGAR, HyDERABAD-500.007 
TEL. : 7614606, KAX 34 040-7614606 
No. D-11024|25|98 : Adjustable Drill Holder, etc. 
Sealed item rate tenders in duplicate are invited’on 
behali of the President of India for the supply of the 
following Tools & Equipments required for CNC 
Machines : 


Cost of Tender 


serial Description of Items 
No. Documents 
1, Adjustable Drill Holder and ° Rs. 100 
_ Indexable Insert Drills. . | ¥ 
2. Tool Hoider for Indexable Rs. 100 a 


Inserts for Thread Milling. 


The detailed technical specificaton and other terms 
& conditions can be had from the Drawing & Dis- 
bursing Officer. A.T.1., Vidyanagar, Hyderabad- 
500 007 on payment of Rs. 100 per each item by 
means of Demand Draft drawn in favour of the 
Drawing & Disbursing Officer, A.T.1., Vidyanagat, 
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Hyderabad-500 007. Tenders in duplicate should be 
submitted to the Director, Advanced Training 
Institute, Vidyanagar, Hyderabad-500 007 in a sealed 
cover superscribed as “Tender for Supply of Adjustable 
Drill Holder, ete.”. 


Tenders shall be received only upto 1 p.m. on 28th 
October, 1999 and shall be opened at 3. p.m. on the 
same day in the presence of the tenderers who may 
like to be present. Late offers will not be accepted 
in any case. The undersigned’ reserves the right to 
reject any or all offers without assigning any reasons, 


*Name of the Item to be mentioned. 


Sd./ oi 
Director 


[No. 11024,25 98)PS\P-23, dated Sept ’99.] 


ae 


GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA 


CoAL. WING, DHARITRI BUILDING, 40, G.N. LOCK, 
SECTVR-V, SALT Lake City, CALCUTTA=9! 


Open Tender No. 07|99 :—Supply of Kit Canopy 


Sealed tenders are invited from the reputed firms for 
supply Kit Canopy at an Estimated Cost of Rs. 97,009 
(approx.). The tender will be opened at 3 p.m. on 
the 28th October, 1999. Tender schedule. containing 
specifications detailed conditions, etc. may be had 
from the Cash Section, GSI, 4, Chowringhee Lane, 
6th Floor, Calcutta-16. At a cost of Rs. 25 cach on 
any working day between 2 p.m. and 3 p.m. excepting 
Wednesday, First, Second and Last working day of 
the month. 

[No. 849|3|15|Kit Canopy|\CW|99, dated 14-9-99.] 


. 


DHARITRI BUILDING, CHQ, 40, G'N BLock, 


Trinocular Stereozoom Microscope 
CR TR ESE Te pT Ea 8 
Sealed tenders are invited from reputed firms foi 
supply of Trinocular Stereozoom Microscope at an 
Estimated Cost of Rs. 95,000. The tenders will be 
opened at 2-30 p.m. on 27th October, 1999, 

isiag ges GROMER ng a gyi NR RET 

Tenders schedule containing the — specification of 
stores with detailed conditions may, be had from the 
Director of Administration (Cash Section), G.S.L, 


secre = aan 
Ie, le y Rees 4 { $ 4 
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4, Chowringhee Lane, Calcutta-16 at the cost of 
Rs. 10 each on any working day between 2 p.m. and 
3 p.m. except Saturday. Earnest Money Deposit ior 
Rs. Nii will be required. 


[No. 2506f 112,21, 10/99-26B, dated 30-8-99.] 


Sd./- 
Stores Officer 


U.P.S. Printer, Celeron Based Computer, etc. 


Seaied tenders are invited from reputed firms for 
supply of U.P.S., Printer, Celeron based Computer, 
etc. at an Estimated Cost of Rs. 60,000. The tenders 
will be opened at 2-30 p.m. on /5th October, 1999. 
fender schedule containing the specifications of 
siores with detailed conditions may be had from the 
Director of Administration (Cash Section). G.S.L, 
4, Chowringhee Lane, Calcutta-16 at the cost of Rs. 
10 each on any working day between 2 p.m. except 
Saturday. Earnest Money Deposit for Rs. Nil will 
be required. 


Sd./- 
Stores Officer 


[No. 2640F!110/1/10!99-26B, dated 13-9-99.] 


GLOBAL TENDER 


GOVERNMENT OF INDIA 
MINISTRY OF FINANCE 


INDIA SECURITY PRESS 
OFFICE OF THE GENERAL MANAGER, INDIA SECURITY 
PRESS, GOVT. OF INDIA, MINISTRY OF FINANCE, 


Nasik ROAD, Pin-422 101, INpDIA 


Global Tender Notice No. 26|99 : Supply of Heat 
Activated Ultra Violet Film 

Tel: 91-0253-561251/562481. 

Fax : 91-0253-562718. 

Telex’:' 0752-238 ' 0752-264. 

The General] Manager, India Security Press, Nashik 
Read-422 10J, India, inyites sealed Glebal Tender for 
and on behalf of the President, of India to supply Heat 
Activated Ultra Violet Film from the manufacturers 
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having in house facility for the same or their authorised 
Dealers for the following sizes & quantity :— 


1, “25° Lakhs Sheets, (21-25 Zijia the-sizé, of 
266 mmx<192 mm (+ 1 mm.) 


%) in the size of 
1 mm.) 


2. 40 ‘Lakh Sheets 


(ae 
140 mmx 196 mm 


|-25 
(+ 


The prescribed Tender Form showing detailed 
specifications, terms & conditions can be obtained on 
payment of Us Dollars 30 only by overseas supplicrs 
or Rs. 1100 only by Iniand suppliers on furnishing 
Demand Draft or Indian Postal Order drawn in favour 
of The General Manager, India Security Press, Nashik 
Road. These tender documents will be issued from 
Ath October, 1999 to 13th October, 1999. 


The complete Tender Form with validity for 180 
days shall be received upto 11-00 hours (IST) on 
30th November, 1999 in the office of the General 
Manager, India Security Press Nashik Road-422 101, 
India. The tender shall be opened on the same day 
at 15:00 hours (IST) in the presence of Tenderer; 
Authorised Representative who may like to be 
present. 


The General Manager, India Security Press, Nashik 
Road, has the right to reject any or all tenders wholly 
or in part without assigning any reason. Tenders 
received’ late and not on prescribed form will be 
rejected Postal delay will not be accepted. 


Sd./- 


[No. 7876|Sy-6-70|99, dated 10-9-99.] 


ae | nly 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
HicH ExXpLosives FACTORY, KIRKEE, Pune-411 00? 
HDPE Woven Sac Bags 


Grams : Highex, Kirkee, Telex : 0145-7408 Hetkin 
Phone : 5819566, 5819567, Fax : 020-58132204 


The General Manager, High Explosives Factory, 
Khadki, Pune-3 invites sealed quotation for supply 
of 40,000 Nos. of HDPE Woven Sac Bags (25 Kgs. 
Capacity) as per Drg. No. 4793-A, dated 24-4-98 
(for packing TNT). 


Copy of the Tender Form can be had from this 
office on application and on payment of Rs. 30 
(non-refundable) by Money Order made out in. the 
name of the General Manager, 
Factory, Khadki, Pune-411 003. Postal Order will 
not be accepted towards the cost of Tender Forms. 


A758 


High Explosives . 


The Money Order receipt should be attached along- 
with your application for Tender Forms, | failing 
which Tender Forms will not be issued. Application 
for Tender Forms will be entertained upto 2 p.m. 
of 14th October, 1999. Quotation will be opened 
at 2 p.m. on 23rd November,. 1999... Estimated 
Value : Rs. 14,67,000 only. 

Firms who are not registered with this Factory or 
with DGS&D, New Delhi should submit name. of 
their Banker and the latest Income Tax Clearance 
Certificate alongwith their quotation, 


Sd./- 
Asstt. Works Manager 


[No. AD-20000006, dated 13-8-99.] 


INDIAN ORDNANCE FACTORIES 
METAL & STEEL Factory, P.O, ISHAPORE, 
NAWABGANJ, N. 24 PARGANAS, PIN-743 144° 
WEST BENGAL 
Ferro-Alloy, viz. etc, 
Vendor Development Notice No, 22\19/8|/V.D\1. 
Applications are invited, in sealed Envelopes, from 
the reputed firms for the development of more vendors 
for the following items :— 
1. Ferro-Alloys, viz. 
Ferro Chrome (LLC) Gr. 08 & 008 


Ferro Chrome Carbon Free 


ya 
Ferro Chrome (HC),Ferro Manganese, HC & LC 
Ferro Molybdenum, Fero Vanadium, Ferro 
Tungsten & Ferro Silicon a 
Ferro Titanium, Ferro Boron. 
Di) 


Cored wire, viz., Ferro Boron, Ferro-Titanium, 
Aluminium, Calcium ‘Silicide. . 


3. 'C.Ri Steel-Sheets, 


| mm to 4 mm thick of various 
specifications. | 


4. Metals, viz. Nickel, Aluminium, Tin, Zine, 
Electrolytic Copper, Pig Iron, Lead Pig. 
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5. Tron Ore, Burnt Dolomite, Lime Stone, Fluorspar, 


Calcium Carbide, Calcium Silicide. 
6. Graphite Electrodes of sizes :— 


150 mm dia, 200 mm 254 mm 


355 mm dia. 


dia, dia & 

7. Refractory Bricks of various sizes and spevifica- 
tions for heating furnaces, electric are furnace 
and LF V D furnace & laddles. 

8. Tools & Dies, 

9, Electrical, Power Cables. 

Electrical Motors & Switch Gears. 

1}, Mechanical, Spares. 

Electscal Spares. 


Ingot Moulds & Bottom Plates. 


Machining of various components from ‘orging, 
casting rods. 


Safety items 
Firms should clearly state whether they are :— 


1. Manufacturer or, Trader (In case of. Trader 
the firm should indicate whether they are 
Authorised Stockist. Distributor or Dealer. 


2. TSO—Certificate holder. 

3. Registered with D.G.O.A. 

4. Registered with any Central Govt., Public 
Sector Unit, Renowned Private Sector, Unit. 

5. Registered with any Ordnance Factory. 

6. SSI NSIC Unit. 


Firms should apply giving all of their eredentials 
so as to judge their reliability. 

Firms who are already registered with M.S.F. shall 
also have to apply. 


Firms should clearly mention the items for which 
they seek Registration. 

Application should reach The General Manager 
Metal, & Steel) Factory, P.O. Ichapur, Nawabsanj 
Dist.-24-Parganas (North). West Bengal-743 144, 
within 30 days of publication of this notice. 

Sd.!- 
General Manager 


[No. 22'19/8/V.D., dated 14-9-99.] 


INDIAN TRADE JOURNAL @_ September 29, 1999- 


OFFICE OF THE GENERAL MANAGER, 


ORDNANCE CLOTHING FACTORY, AVADT, 
CHENNAI-600 054 


Supply of Cat/Part No. ICA 8359,—Shirting Angola 
Drab 


Sealed tenders are invited from DGS&D'!NSIC! 
DGQA, New Deihi registered contractors for supply 
DGQA, New Delhi registered contractors for supply 
of Cat Part No. ICA 8359 Shirting Angola Drab 
152. Cms. Specification : Prov.S|/|5439|TC-19, Qty. 
34,000 Mtrs. Delivery within 3 months from the 
Date of Order. Tender documents with full details 
are obtainable from the General Manager, Ordnance 
Clothing Factory, Avadi, Chennai-600 054 on payment 
of Rs. 50 (non-refundable) by hand or on payment 
of Rs. 71 by regd. post payment will be accepted only 
through Indian Postal Order drawn in favour of the 
General Manager, Ordnance Clothing Factory, Avadi, 
Chennai-600 054. The date of issue of postal orders 


Should be after the date of publication of advertise- 
ment, 


SPECIAL CONDITIONS 


1. The tenderer must submit 
DGS&D NSIC'DGOA |New _ Delhi 
ficate issued in 
tender forms. 


xerox copy of 
registration carti- 
favour of them while applying for 


2. The tenderer must also enclose a xerox copy 


of the certificate issued by the DGOA, New Delhi 
about their registration'capacity varification assesse- 
ment or other wise they should get their capicity veri- 


fied from DGOA, New Delhi Authorities| AHSP, ete. 
simultaneously, | 


3. List of previously executed with orders duly 
inspected by Quantity Assurance Officer of any region 
should also be furnished by all the intending tenderers. 


4. Firms who are not already 


DGOA will have registered “with 


to submit their application for reo} 
GI ¢ is- 
tration to DGQA, New Delhi before opening of ten- 
des enquiry and a copy of their application has to be 
submitted by them alongwith quotation, 


5. In the event of their registration and capacity 
Verification was not carried out by DGOA authorities 
So far, tenderers should submit all the relevant docu. 
ments for capacity verification to Director of Ouality 
Assurance, DGOA New Delhi alongwith prescribed 
ra dg Sap ta to them. Registration certificate 
6S] } . = * . \ rf 
atte es Fests fa New Delhi is essential hefore place- 


on any contractor. AIL th 
whee! ny ¢ “ee! e relev: 
details can be seen In tender documents ne 


6, Last’ Date of Sale of Tender 


19th November, 1999 by 14-30 bre: Document : 
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7. Tender will be Opened at OCF, Avadi on: 
22nd November, 1999 at 14-30 hrs. 


8. Tenderers must forward Earnest Money Deposit 
(@ 2% of the value (including ED)Taxes) of their 
quotation in the form of DD drawn in favour of the 
GM, OCF, Avadi or in the form of Bank guarantee 
alongwith their quotation. Earnest Money must be 
deposited with the quotation otherwise their offers 
will not be considered. 


9. In the event of placement of order against this 
tender enquiry firm will be required to furnish secu- 
rity deposit at the rate of 5% of the value of the con- 
tract subject to the maximum amount of Rs. 2,060,000. 
00. 


10... General Manager, OCF Avadi, Chennai- 
600 054. reserves the right to accept or reject any or 
‘all the tenders without assigning any reason thereof. 


!1. Firm Must clearly indicate whether they are 
manufacturer trader or authorised agent of manufac- 
turer, 


Sd./- 
Works Manager 


[No, 2404/265|/99-2000/CA/ADV, dated 6-9-99.] 


Supply of Drill Cotton 


Sealed tenders are invited from DGS&D NSIC; 
DGOA,. New Delhi registered contractors for supply 
of Drilf Cotton Disruptive Pattern Vat Printed 142 
CMS specification : IND|TC 0044 (b) except that 
the Drill Cotton confirming to Variety No. 3 to IS: 
177-1989, Quantity ; 57,300 Mtrs. and Drill Cotton 
disruptive pattern vat printed in 142 CMS in Variety 
No, 4 speen. » IND|TC 0044 (c) Variety No. 4 to 
IS: 177-89. Quantity: 1,16,600 Mtrs. Delivery 
within 3 months from the date of order. Tender 
documents with full details are obtainable from the 
General Manager, Ordnance Clothing Factory, Avadi, 
Chennai-600 054 on payment of Rs. 50 only (non- 
refundable) by hand or on payment of Rs. 71 oily 
by Regd. Post payment will be accepted only through 
Indian Postal Order drawn in favour of the General 
Manager, Ordnance Clothing Factory, Avadi, Chen- 
nai-600 054. The date of issue of Postal Orders 
should be after the date of publication of advertise- 
ment. 


SPECIAL CONDITIONS 


1. The tenderer must submit xerox copy of 
DGS&D|NSIC DGGA New Delhi registration certi- 
ficate issued in’ favour of them while applying for 
tender forms. 
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2. The tenderer must also enclose a xerox copy 
of the certificate issued by the DGOQA, New | Delhi 
about their registration|capacity varification assesse- 
iment or other wise they should get their capacity veri- 
fied from DGOA, New Delhi Authorities AHSP, etc. 
simultaneously, be eee a 


3. List of previously executed orders duly 
inspected by Quantity Assurance Officer of any region 
should also be furnished by all the intending tenderers. 


4. Firms who are not already registered with 
DGOQA will have to submit their application for regis- 
tration to DGQA, New Delhi before opening of ten- 
der enquiry and a copy of their application has to be 
submitted by thein alongwith quotation.— = 


5. In the event of their registration and capacity 
verification was not carried out by DGOA authorities 
so far, tenderers should submit all the relevant docu- 
ments for capacity verification to Director of Quality 
Assurance, DGQA, New Delhi alongwith prescribed 
fees for registration to them. Registration certificate 
issued by DGQA, New Delhi is essential before place- 
ment of order on any contractor. All the relevant 
details can be seen in tender documents... | 


6. Last Date of Sale of Tender Document : 
'2th November, 1999 by 14-30 hrs. viata? 

7. Tender will, be Opened at OCF, Avadi on: 
15th November, 1999 at 14-30 hrs. er 


8. Tenderers must forwad Earnest Money Deposit 
@ 2% of the vaule (including ED!Taxes) of their 
quotation in the form of DD drawn in favour of the 
GM, OCF, Avadi or in the form of Bank. guarantee 
alongwith their quotation. Earnest Money must be 
deposited with the quotation otherwise their offers 
will not be considered. ing 9 


See? Tit the event of placement of order against this 
tender enquiry firm will be required to furnish Secu- 
rity Deposit at the rate of 5% of the value of the con- 


ee subject to the maximum amount cf Rs. 2,00,000. 


t 


10. General’ Manager, OCF, Avadi, . Chennai- 
600 054 reserves the right to accept or reject any or 
all the tenders without assigning any reason thereof. 


ino A Pateanaggenlt 
11. Firm Musi clearly indicate whether they are 


manufacturer'trader or authorised agent of manufac- 
turer. jel 


Sd./- 4 
Works Manager — 
[No. 2404!261'99-00ICA|ADV, dated 4-9-99.] 
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Supply of Cloth 


Sealed tenders are invited from DGS&D|NSIC| 
DGQA. New Delhi Registered contractors for supply 
of Cloth Plain Weave Polyester & Cotton Khaki 138 
CMS Specification No. IND|TC|0042(d). Quantity : 
45,506 Mtrs. Delivery within 3 Months from the 
date of Order. Tender Documents with full details 
are obtainable from the General Manager, Ordnance 
Clothing Factory, Avadi, Chennai-600 054 on pay- 
ment of Rs. 50 only (non-refundable) by hand or 
-on payment of Rs. 71 only by Reed. Post. Payment 
will be accepted only through Indian Postal Order 
drawn in favour of the General Manager, Ordnance 
Clothing Factory, Avadi, Chennai-600 054. The 
date of issue of Postal Orders should be after the 
date of publication of Advertisement. 


SPECIAL CONDITIONS 


_1. The tenderer must submit Xerox copy of 
DGS&D|NSIC/|DGQA|New Delhi Registration Cetti- 
_ficate issued in favour of them while applying for 
Tender Forms. 


_ 2. The tenderer must also enclose a Xerox 

copy of the Certificate issued by the DGQA, New 

Delhi about their Registration|Capacity Verification 

_ assessement or otherwise they should get their capa- 

city Verified from DGOA, New Delhi Authorities| 
AHSP, etc. simultaneously. 


_ 3. List of previously executed orders duly ins- 
pected by Quality Assurance Officer of any region 


should also be furnished by all the intending tender- 
ers, 


4, Firms who are not already Registered with 
_DGOA will have to submit their application for 
; Registration to DGQA, New Delhi before opening 
of Tender Enquiry and a copy of their application 
_ has to be submitted by them alonewith quotation. 


5. In the event of their Registration and Capa- 
city Verification was not carried out by DGOA 
Authorities so far, tenderers should submit all the 
mane documents for Capacity Verification to 
Director of Quality Assurance. DGQA, New. Delhi 
_ alongwith prescribed FEES for Registration to them. 
_Registration Certificate issued by DGQA, New Delhi 
pis essential before placement of Order on any con- 


tractor, All the relevant details can be seen in 
Tender Documents. 


: 


6. Last Date of Sale of Tender Document : 19th 
November, 1999 by 14-30 hrs. | ye 


7. Tender will be opened at OCF, Avadi on: 
2?nd November, 1/999 at 14-30 hrs, 


8. Tenderers must 
Deposit @ 2% 


forward Earnest Money 
of the value (including ED!Taxes) 
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of their quotation in the Form of DD drawn in 


favour of the GM, OCF, Avadi or in the Form of 


Bank guarantee alongwith their quotation, Earnest ~ 
Money must be deposited with. the quotation other- 
wise their offers will not be considered. 


9. In the event of placement of Order against 
this Tender Enquiry, Firm will be required to furnish 
Security Deposit at the rate of 5% of the value of 
the contract subject to the maximum amount of 
Rs. 2,00,000. 


10. General Manager, OCF, Avadi, Chennai- 
600 054 reserves the right to accept or reject .any 
or all the tenders without assigning any reason 
thereof. 


{1. Firm must clearly indicate whether they are 
Manufacturer|Trader or Authorised Agent of Manu- 
facturer. 


Sd./- 
Works Manager 


[No. 2404|263/99-00'CA|Adv., dated 6-9-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 


GARRISON ENGINEER (PROJECT) Fort Kocut, 
Kocut-682 001 


Special Repair to Flooring 


The Garrison Engineer (Project), - Fort Kochi, 


Kochi-682 001 invites application for the following 
items: oL 


_ Name of Work : Special Repairs to Flooring and 
dado “n ships galley.and dining hall at INS, Drona- 
charya. 


Estimated Cost of Work : 9.50 lakhs. 


Last Date of Receipt of Application for Issue of 
Lender : 7th October, 1999. 


Contractors not. enlisted with MES should submit 
alongwith their. applications, copies of letters of 
enlistment in other departments, Income Tax Clear- 
ance Certificate, financial resources and particulars 
of works carried out by them during last two years 
giving designation of the Officer under whom ex- 
ecuted. Earnest Morey to. be deposited by contrac- 


tors who have not got Standing. Security -with ME 
is Rs, 19,000. . : i 
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Tssne? cf voll oS ee . based on past 
track records, finance fT position, experience of similar 
works and decision for issue ae tender or otherwise 
of the Accepting Officer shall be final and contrac- 
tor will not be entitled for any compensation for 
rejection of his application. 


tenders 


[No. 8924'P|1 E8, dated 3-9-99,] 


TION, 


Sa Vn Pac) pe eg ee SS 


Gaal MNAGAR- 361 083 


Rinna. Bare a an AES) A PR FORCE S 


oad ie ai Oe ey hn + ay) i ptr 
PHROVISPOH of Strenethening Measures, GLC. 


The Garrison Engineer (AF), Air Force Station, 


Jamnagar-361 OCS invites application for the issue 
of tender for :--- 
Name of Work : 
(i) Provision of. Strengthening measures to ex- 
isting toilets and varandah_ walls of Bldg. 
Nos... 82 , to, .90.-class-IV_,.Quarters,. at AF, 
Jamnagar. 
(ii) Spl. Repairs'Replacement of Steel! Wooden 


ee ry at AF, Samana under 


~ 


Jamnagar 


GE(AF), 


Last Date of Receipt of Application for Issue of 
Tender : J/th October, 1999. 


Estimated Cost of Work : 


(iy Rs. 3.50 lakhs. 

(4) Ree ROO takhs: 

Contractors not enlisted in. MES should submit 
alongwith «their applications, copies. of. letters. of 


enlistment in othe: departments, Income Tax Clear- 
ance Certificate. financial resources and _ particulars 
of works carried out by them during the last two 
years giving designation of the Officer under whom 
execufed. Earnest Money to be deposited by con- 
tractors who have not got Standing Security with 
MES is Rs. 7,000 and 14,000 respectively, 


[No. 8523'19'B8, dated 6-9-99,] 


Repairs to Siding Door 


Phe GarrisonEngineer (AF), Air Force Station, 


Jamnagar-361 002 invites application for the issue of 
tenders forthe followi [te ae ae 


Name of Work - Repairs to sliding door 
WOM! 1293 OA a AR Jamnagar. 


i Select 


of hanger 
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not entitled for 
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Last Date of Receipt of Application for Issue 
Tender: //th October, 1999. 


Werk -?/’Rs 2-60 Eakins. ~ 


Estimated Cost of 


Contractors not enlisted in MES’ should ‘submit 
alongwith’ their applications, copies of enlistment letter 
in other departments, Income Tax Clearance Certificate, 
financial resources and particulars of works carrie 
out by them during the last two years giving desig- 
nation of the Officer, under whom executed. Earnest. 
Money to be deposited by contractors who have ac . 
got Sanding Security with MES is NS: 5,200... 


INo, 8522 Dae ‘dated 6.9.99, 


OFFICE OF THE COMMANDER WORKS ENGINEERS, 
KATARIBAGH, NAVAL «BASE iiP.Oi, KocHr682 004 


- 


Periodical Services to COAG, Buildings 


SS Sica tgs See Seyi pee att 


The Commander Works auiliaee’. Kathibach 
Naval Base : P.O., Kochi-682 004 ‘invites’ amu 
‘or the issue of tender for the following WORK . 


a 
¢ 
MA 


Name of Work : Periodical Services such as White] 
Colour Wash, Distempering, etc. to Certain Bldgs. alg 
Area ‘C’, Naval Base, Kochi. 


Estimated: Gost'\t ‘Rs 10" aks aa ; ‘ 
Last Date of Receipt of Application ae ssi of 
Tender 7th October, 1999. Ht Cie 


72 
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Contractors not enlisted with MES. should shibmmitl 
alongwith their applications, copies of letters of enlist-— 
ment in other departments, Income Tax Clearance 

Certificate, financial resources and particulars of works — 
canted cut by them during last two yéars’ ‘giving — ‘ 
Gesignation of the Officer under whom, executed. 
Farnest Money to be deposited by the contractors } 
pie have not executed Standing Beeomty Deposit — 
with MES is Rs. 20,000. , 


jt 


~ 

S ee 

Invitation for application for issue of fon ie does 
Not constitute any guarantee for issue of tender to | 
applicant even to enlisted contractors of appropriate — 
class. Issue of. tender will be decided on past track © 
records, financial position, experience of similar work. — 
Decision for issue of tender or otherwise of the ~ 
Accepting Officer shall be final and contractor will 
any compensation for rejection of his™ 


application, 
[No. 89084|1/E8, dated 2-9-99,] 


@ September 29, 1] 999 


' OFFICE OF THE GARRISON ENGINEER (AF), 
Arr Force Sration, JAMNAGAR-361 003 


Provision of Work Services 


The Garrison Engineer (AF), Air Force Station, 
mnayar-361 O03 invites application for the issue of 
nder for the foilowing work :— 
Name of Work : Provisiin of Work Services for 
eplacement of Steel Wiremesh to Aluminium Wire- 
esh in SMQ and Md. Officers Accomodation at AF, 
imnagar. , 
Last Date of Receipt of Application for Issue of 
ender : llth October, 1999. 

Estimated Cost of Work : Rs. 6 Lakhs. 
Coniractors not enlisted with MES should submit 
ongwith their applications, copies of letters of enlist- 
ent in other departments, Income Tax Clearance 
ertificate, financial resources and particulars of works 
uried out by them during last two years giving 
signation of the Officer under whom executed. 
arnest Money to be deposited by the contractors 
ho have not executed Standing Security Deposit 
ith MES is Rs. 12,000. 


[No. 8520/25/E8, dated 6-9-99.] 


QOBFICE) OF THE COMMANDER WorKS ENGINEERS, 
KararipacH. NAVAL Base : P.O., Kocut-682 004 
| Periodical Services to Certain Buildings 

The Commander Works Engineers, Kataribagh, 
aval Base : P-O., Kochi-682 004 invite applications 
tthe issue of tender for the following work :— 


‘Name of the Work ; Periodical Services such as 
lite Colour Wash, Distempering to Certain Bldg. at 
ataribagh, Naval Base , Kochi. 


‘Estimated Cost : Rs. 16 Lakhs. 


‘Last Date of Receipt of Application for Issue of 
a : 9th October, 1999, 


‘Contractors not enlisted with MES should submit 
Ongwith their applications, copies of letters of enlist- 
Mt in other departments, Income Tax Clearance 
Uiicate, financial resources and particulars of works 
ed out by them during last two years giving 
gnation of the Officer under whom executed. 
mest Money to be deposited by the contractors 
O have not executed Standing Security Deposit 
ith MES is Rs. 29,000. 
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Invitation for application: for issue of tender does 
not constitute any guarantee for issue of tender to 
applicant even to enlisted contractors of appropriate 
class. Issue of tender wiil be decided on past track 
records, financial position, experience of similar work. 
Decision for issue of tender or otherwise of the 
Accepting Officer shail be ‘final and contractor will 
not entitied for any compensation for rejection of his 
application. 


[No. 89088)1\E8, dated 2-9-99.] 


The Commander Works Engineers, Kataribagh, 
Naval Base > P-O., Kochi-682 004. invite applications 
for the issue of tender for. the, following work :— 


a2 Ses ase 


~ Name of Work : Periodical Services such as White| 
Colour Wash, Distenipering, etc. to Certain Bldgs. at 
Area ‘D’ including SMA, Naval Base, Kochi. 
Estimated Cost : Rs. 15 Lakhs. 
Last. Date of Receipt of Application for Issue of 
Tender : Sth October, 1999, 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate, financial resources and particulars of works 
carried out by them during last two years giving 
designation of the Officer’ under whom executed. 
Earnest Money to be deposited by the contractors 
who have not executed Standing Security Deposit 
with MES is Rs. 27,500. 


invitation for application for issue of tender does 
not constitute any guarantee for issue of tender to 
applicant even to enlisted contractors of appropriate 
class. Issue of tender will be decided based on past track 
records, financial position, experience of similar work. 
Decision for issue of tender or otherwise of the 
Accepting Officer shail be final and contractor -will 


- not ent.tled for any compensation for, rejection of his 


application. 


LNo. 89089/1/E8, dated 2-9-99.] 


. 
—_—_,— 


OFFICE OF THE GARRISON ENGINEER, 
863 ENGINEER WorKS SECTION, Clo 56 APO 
Provison of Special Repair to Road 


_. The Garrison Engineer, 863 EWS, Clo 56 APO 
Invites applications upto 6th October, 1999 from 
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enlisted MES|Railways|CPWD/PWD_ contractors of 
all appropriate classes for :— 


Name of Work : Provn. of Special Repair to Road 
at Mil School, Chail. 


Estimated Cost: Rs. 14.90 Lakhs. 


Contractors noi enlisted with MES are requested 
to submit their applications, copies of letters of enlist- 
meni in other departments, Income ‘Tax Clearance 
Cerificate and particulars of work cairied out by 
them during the last two years. Earnest _ Money 
is Rs. 27,500 is to be deposited alongwith the 
tender payable by the contractor, who haye no 
Standing Security with the department. — 

Sd./- 
Major 


[No. 8299|44/2|E8, dated 9-9-99,] 
Provision of Improvement in Existing Single Men 
Barracks 


The Garrison Engineer, 863 EWS, Clo 56 APO 
invites applications upto 6th October, 1999 from 
enlisted MES/Railways|CPWD|PWD contractors of 
all appropriate classes for ;:— 


Name of Work : Proyn. of Improvement in Exist- 
Ing Single Men Barracks at Jutogh. 


Estimated Cost: Rs. 8.10 Lakhs. 


Contractors not enlisted with MES are requested 
to submit their applications, copies of letters of enlist- 
ment in other departments, Income Tax Clearance 
Certificate and particulars of work carried out by 
them during the last two years. Earnest Money is 
Rs. 16,200 is to be deposited alongwith the tender 
payable by the contractor, who have no Standing 
Security with the department. 

Sd./- 


Major 


[No. 8299|42|2/E8, dated 9-9-99,1 


. 
— 


_ Provision of Special Repair to Retaining Wall 


eC Garrison Engineer, 863 EWS, Clo 56 APO 
Invites applications upto 6th October, 1999 . from 
cnalisted MES Railways|\CPWD|/PWD contractors. of 
all appropriate classes for :_ . 


Name of Work : Provn. 
Retaining Wall, parapet 
School, Chail. 


Estimated Cost 2 Rs. 4.70 Lakhs. 
A764 


of Special Repair to 
and Area Drainage at Mil 


Contractors not enlisted with MES are requested 4 
-to submit their applications, copies of letters of enlist-— 
ment in other departments, Income Tax Clearance — 
Cerlificate and particulars of work carried out by © 
ihem during the last two years. Earhest Money= 
is Rs.° 9,400. is. to be deposited alongwith » the 
icnder payable by the contractor, who have no; 
Standing Security with the department. jal 


‘Sd./-- 
Major 


ee ent owl 


[No. 8299/43|2\B8, dated 9-9-99.] 


. 
es 
. 


GARRISON ENGINEER AIR FORCE ACADEMY, 
(AFA), HyDERABAD-43 


Cleaning and Painting 3 


The Garrison Engineer (AFA), Hyderabad-437 
invites applications for the following works from — 
enlisted MES, PWD, CPWD and Railway con-— 
tractors for appropriate class for issue of tender” 
for :—— ; iti: 4 

Cleaning and Painting to Under Ground Sumps, 
over head Reservoirs and Pressure’ Filters “ at 
ABA,’ Byderabad-43 by 11th October, 1999, © 


Estimated Cost: Rs. 3 lakhs. 


‘ 
{ 
Earnest Money Deposit: Rs. 6,000, . ; 
Contractors not enlisted with MES are requested) 
(o submit their applications, copies of letters of | 
enlistment in other department, Income Tax Clear-* 
ance Certificate, financial resources and. particulars | 
oi works carried out during the past two years giving 
ihe designation of the Officer under whom executed. 
Partiest Money to be deposited alongwith the tender 
as shown against the work is payable by the con- 
‘actor who have no Standing Security. with MES, — 


[No. 8205|AJO1|E8, dated 1-9-99.] 


* 
—— 


GARRISON ENGINEER(I), Navy (MAINT), MINNIEBAY, 
JUNGLIGHAT-PosT, Port BLAtR-744 103 s 
Special Repairs to Building 


-. Ube Garrison Engineer(I), Nav Maint), Minnies 
bay, Junglighat-Posi, Hes 2, ae 


va Port Blair-744 103 invite 
application by 15th October, 1999 — from approve 
contractors of appropriate ‘class 


CPWD Railway, cte. for issue of tender for 
Repairs to Building 
Blair’. 


Estimated Cost at par SSR Rs. 2.63 ete 
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Contractors not enlisted with MES are required 
to submit alongwith their application, copies of letter 
of enlistment in other department, Income Tax 
Clearance Certificate, financial resources and parti- 
culars of similar works carried out by them during 
last 3 years supported by certificates from authorities 
under whom the works were executed. Earnest 
Money to be deposited alongwith the tender is 
Rs. 5,260 only payable by contractor who have not 
executed Standing Security with MES. 


Sd. ka 
BE 


[No. 8872/01|E8, dated 30-8-99.] 


GARRISON ENGINEER(AF), SULUR, POST : 
KANGAYAMPALAYAM, COIMBATORE-641 401 


Supply of Bazar Materials 


The Garrison Engineer(AF), Sulur, Post : Kanga- 
yampalayam, Coimbatore-641 401 invites application 
by 16th October, 1999 from enlisted MES, CPWD, 
PWD and Railways contractors for the appropriate 
class for issue of tender for: 


Supply of ‘Bazaar Materials at BSO under GE, 
AF, Sulur which is Estimated to Cost of 
Rs. 3.50 lakhs at par Market Rate. 


The Period of Completion is 7 Months. 


Contractors not enlisted with MES are required 
to submit with their application, copies of letters of 
enlistment in other department, Income Tax Clear- 
ance Certificate and particulars of work carried out 
by them during the last two years giving designation 
of the Officer under whom executed. Earnest Money 
is Rs. 7,000 to be deposited alongwith the tender 
payable by the contractor who have not Standing 
Security with MES. 


[No. 8683]2|/E8, dated 31-8-99.] 


° 
—~o 


GARRISON ENGINEER (Army), Buus, 
KutcuH-370 001 
Special Repairs to Sewage System 
e the Garrison Engineer (Army), Bhuj, Kutch 
Invites application upto 16th October, 1999 from 
MES, CPWD, PWD and Railway contractors for 


appropriate class for issue of tender for : 


Special Repairs to Sewage System in K.S. Li 
at Army Area, Bhuj. in At Sane 
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Estimated Cost: Rs. 5.50 lakhs. 


Contractors whe are borne on the approved. list 
of the Chief Engineer, Southern Command are Te- 
quired to furnish alongwith their application, attested 
copies of letters of enlistment with other department) 
command, latest Income Tax Clearance Certificate 
and particulars of works carried out by them during 
the last three years stating the designation of the 
Officer under whom the same were executed, con- 
tractors who have not lodged Standing Security with 
MES will be required to pay Earnest Money | of 
Rs. 11,000; 


[No. 8843/01\E8, dated 25-8-99.] 


OFFICE OF THE GARRISON ENGINEER(AF). 
AMBALA CANTT.-133 001 


Term Contract for Artificier Works 


The Garrison Engineer (Air Force), Ambala 
Cantt. invites applications upto 16th October, 1999 
from approved and eligible contractors for issue of 
tender for the works of Term Contract for Artificier 
Works in Tech. area under GE, AF, Ambala. 


Estimated Cost: Rs. 5 lakhs. 


Earnest Money: Rs. 10,000. 


Time of Compietion : 3 months. 


The contractors not enlisted with MES are 
quired to submit with their application, copies — of 
letters of enlistment in. other departments, Income 
Tax Clearance Certificate and particular of works 
carried out by them during the last two years 
giving designation of Officer under whom executed. 
Earnest Money to be deposited alongwith the tender 
by the contractor who have not Standing Security 
with the MES. 


re- 


[No. 8030|1518/E8, dated 3-10-99,] 


Special Repairs to. Perimeter Fencing 


The Garrison Engineer (Air Force}, Ambala 
Cantt. invites applications upto 22nd Ociober, 1999 
from approved and eligible contractors for issue of 
tender for the works of Special Repair to Perimeter 


‘Fencing to Site-T'V under GE(AF ), Ambala. 


A765 


Estimated Cost : Rs. 4.70 lakhs. 
Earnest Money: Rs. 9,400. 


Time of Completion : 3 months. 


The contractors not enlisted with MES are re- 
quired to submit with their application, copies | of 
letters of enlistinent in other departments, Income 
Tax Clearance Certificate and particular of works 
carried out by them during the last. two years 
giving designation of Officer under whom executed. 
Earnest Money to be deposited alongwith the tender 
by the contractor who have not Standing Security 
with the MES. 


ra Cah ar 
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[No. 8030,1522|E8, dated 6-9-99.] | 


GARRISON ENGINEER Ca hee» 
Naval Base : P.O., Kocui-682 004 


Transportation of Cement 


The Garrison Engineer (P) (1), Naval Base : PO 
Kochi-682 004 invites application for 
tender for the following works :— 


> 


the issue of 


_ Name of Work ; Transportation of cement by road 

from Ex-Factory Mailacheruvu, Dist. : Nalgonda(A.P) 

to GE(P} (1) store yard at Kataribagh, Kochi. 
Estimated Cost as per Morket Rate : Rs. 12 Lakhs. 


Last Date of Receipt of Application for Issue of 
Tender : 7th October, 1999, 


Earnest Money : Rs. 23,000. 


Sy 
SMG ET a ea 


a ae 


eS le OES 
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Contractors not enlisted with MES should submit 7 


alongwith their application, copies of letters of enlist- © 


ment in other departments, Income Tax 


carried out by them during the last two years 
designation of the Officer under whom 
Earnest Money to be deposited by the 
Who have not got Standing Security with MES as in- 
dicated above. 


one Clearance « 
Certificate, financial resources and particulars of works 2 
giving * 

executed. F 
contractors 
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COMMANDER Works ENGINEERS, KATARIBAGH, ” 
NAVAL BASE, P.O., KocHi-682 004 ahs 


Perivdical Services to Certain Bldy. 


Tne’ Commander Woxks | Engineers Kataribagh, fe 
Naval. Base : P.O., Kochi-682 004 invites application 
for issue of teader tor the following. works :— 


Name of Work : Periodical Services such as white| 
colour wash, distempering, etc. to certain bldg. at Area 
‘A’ except NSRY, Naval Base, Kochi. 


Estimated Cosi: Rs. 16 Lakhs. 


Last Date of Receipt of Application for Issue of 
Tender : 7th October, 1999. 


Contractors not enlisted with MES should submit 
alongwith their applications, copies of letters of enlist- 
ment in other departiment. Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two, years giving — 
designation of the Officer under whom executed. 
Earnest Money to be deposited by the _ contractors 
who have not executed Standing Security Deposit with’ 
MES is Rs. 29,000. 


Invitation for application for issue of tender to 
applicant even .to. enlisted contractors of appropriate 
class, issue of tender will be decided based on past track 
records, financial position, experience of similar work 
and decision for issue of tender or otherwise of the 
Accepting Officer shall be final and contractor, will 
not enlisted for any compensation for rejection of appli- 
cation. Sree 


[No. 89085) 1|H8, dated 2-9-99.] 


COMMANDER WoRKS ENGINEERS. KATARIBAGH, 
NAVAL BASE : P.O., KocHI-682 004 


Provn. of Storage Facilities for Acid 
The Commander Works Engineers Kataribagh, 
Naval Base : PO, Kochi-682 004 invites application 


for issue of tender for the followng works :— 


Name of Work : Pioyn. of storage _ facilities for 
acid and alkali Batteries at-Naval Base, Kochi. 


Estimated Cost : Rs. 16 Lakhs. 


Last Date of Receipt of Application for Issue of 


[No. 8379|1|E8, dated 13-8-99.] Tender : 9th October, 1999. 
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Contractors not enlisted with MES should submit 
alongwith their applications copies of letters of enlist- 
ment in other department. Income Tax Clearance 
Certificate, financial resources and particulars of work 
carried out by them during last two years giving 
designation of the Officer under whom _ executed. 
Rarnest Money to be deposited by the contractors 
who have not executed Standing Security deposit with 
MES is Rs. 20,000. 


Invitation for application for issue of tender to 
class, Issue of tender will be decided based on past track 
applicant even to enlisted contractors of appropriate 
records, financial position, experience of similar work 
and decision for issue of tender or otherwise of the 
Accepting Officer shall be final and contractor will 
not entitled for any compensation for rejection of 
application. 


[No. §9084|1|E8, dated 2-9-99.] 


OFFICE OF THE GARRISON ENGINEER (AF 
AMBALA CANTT-133 001 


), 
Repair to Joinery 
MILITARY ENGINEER SERVICES 


The Garrison Engineer (Air Force), Ambala 
Cantt. invites applications upto 22nd October, 1999 


from approved and eligible contractors for issue of . with MES. 


E,.C.: Rs. 5.00. lakhs. Earnest Money is Rs. 
10,000. Time of completion : 3 months, 


The contractors not enlisted with MES are required 
to submit with their application, copies of the Ictter of 
cnlistment in other departments, Income Tax Clearance 
Certificate and particulars of werks carried out oy 
them during the last two years giving designation of 
Officer under whom executed. Earnest Money to be 
deposited alongwith the tender by the contractor Who 
have not Standing Security with the MES. 


Sd.\- 
RE 


[No. 8300|1520/B8, dated 6-9-99.] 


GARRISON ENGINEER, BIKANER 
Certain Repairs to Certain Buildings 


The Garrison Engineer, Bikaner invites applications 
upto 9th October, 1999 from MES'!CPWD Railway 
PWD contractors for provn. of Certain Repairs to 
Certain Buildings in Hutted Area in Zone‘B’at Bikaner. 
Estimated Cost is Rupees’ Four Lakhs — Fifty 
Thousand only. Earnest Money is Rs. 9,000 only 
to be depositd by the contractor who have. not enlisted 
Period of contract is Four months. 


tender for the works of “Repair to Joinery” in 


Domestic area under GE, AF, Ambala. 


[No. 8012/E8, Telegram,dated 15-9-99.] 


Garrison Engineer, (North), T/64, Meanee Lines, MEG and Centre Area, Bangalore:-42. 


Repairs to Certain Roads 


The Garrison Engineer (North), T/64, Meanee Lines. MEG and Centre Area, Bangalore - 42 invites applications for the 


J followine works from MES, CPWD and Railway contractors :— 


& Serial Name of Works Value of Farnest 
No. : Work Money 
Deposit 
Rs. Rs. 
1. Repairs to certainroads at PRTC and COAL area under GE (North), Bangalore. 5 lakhs 16.000 
2. Details of applications etc. 
(j) Last Date of Submission of Applications Ind October, 1999. 
’ (ji) Date of Issue of Tender 4th October, 1999. 
: (iii) Date of Receipt of Tender 27th October, 1999, 
4 ‘ 


Comtractors not . erlisted 
depatimert Ircome Tax Clearance 
signation of Officer under whom cxecuted. Earnest Morcy as 
who have not deposited Standing Security with the MES. 
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with MES are required to submit with their applicatton. copics of the letters of erlistment in other 
Certification and narticulars of work carricd out by them during the lact two years giving .dc- 


indicated above is to be deposited alonewih tender by contractors 
[No, 8008/902/F8.* dated 28-08-1999.} 
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Gatrison Engineer (Naval Works), Dr. Hom— 
Colaba, Mumbat- 400 005 


White Washing, etc, to Buildings. 


The Garrison Engineer ( Naval Works) Dr. Homi Bhabha Road, Navy Nagar Colaba, Mumbai- 400005,. 


tion for the issue of tenders name of work as detailed below :— 


Serial Name of Works 
No. 


1. White washing/painting to steel/ wooden surfaces to buildings 1,2,3,4 and 5 
Nagar, Colaba, Mumbai. alae ate aN es 


9, Internal/External finishes to buildings AC/2.,AD/2, AE2, AF2, AG2. AH, AZ2, Al. 
A12, AK, AL, AN and AC at New Navy Nagar. Colaba. Mumbai. 


%. Periodical Services internal to building No AA,AB, AC, AD, AE, AF. AG, AH 
at New Navy, Nagar. Colaba, Mumbai. ; 


4. Certain Maintenance Services to certain buildings at Old Navy Naga Colaba Mumbai. 


Last date of receipt of application for issue of tender. 15th October, 1999. 


Date of issue of tender 18th October, 1999. 


Due date of receipt of tender 8th November, 1999. 


Time and date of opening of tender 


Contractors not enlisted with MES should submit alengwith applicatons, 
Inccme Tax Clearance Certificatet particufars of works carried out by them 
Officer under whom executed’ financial resources Earnest Money as 
who have not got Standing Security Deposit with MES. 


during last two years giving 
mentioned above shall be deposited by the contractors 


Bhabha Road, Navy Nagar, 


Estimated 
Cost . 


Rs. 
4.57 lakhs 


4.30 lakhs 


4.27 lakhs 


4.50 lakhs 


15.00 hours on 8th November, 1999, 


Sdl-_. 
Major.” 


; _ Barnest 


_ Money} 


Deposit 
Rs. 
9,140 


8 600 


8 340 


9,000 


[No. 88/03/E8, dated 28-08-1999.] 


e 
ene Cree 


Chief Engineer (Navy), Port Blair, Andamans-744 103 
Provision of MES Key 


The Chief Engineer (Navy), Port Blair, Andama1s- 744103 invites applications by 9th October, 1999 from approved contracto 


appropriat2 class from MES/PWD/CPWD/Railway, etc. for issue of following tender : - 


Serial Name of Work 


No. 


1. “Provision of MES Key personnel quarters for augumentation of berthing facilities at 
Haddo, Port Blair”. 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of enlistment in other de-_ 
works carried out by them during the last _ 


cartificates from authorities under whom the works were executed. The contractors who have no Stan ding” 
Earnest Money as shown above shall be deposited by them alongwith” tenders. . 


partments, Income Tax Clearance Certificate, financial resources, Particulars of similar 


3 years supported by 
Security with MES., 


# [No. 800477/02/E8, dated 24-08-1999.) 
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Estimated 


Cost 
Rs. 
77 lakhs 


Earnest 
Money 


Rs. 
-1,15,500 
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desig nation of the: 
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Garrison Engineer (N), Meerut Cantt, 
Provision of Two Bathrooms, etc. 


4 The Garrison Engineer (North), Meerut Cantt. invites applications from enlisted MES., P.W.D., CPWD, and Railways con- 
tractors of the appropriate class for following works by 5th October, 1999, 


Serial Name of Works Estimated Earnest 

No. Cost Money 

Rs. Rs. 

1. Provn. of Two Bathrooms with 10 cubicals cach at 16 Fd Regt under GE(N), Meerut. 4 lakhs 8,000 

2. Special repair to Bunglow No. 100 at EBS Babugarh under GE (North), Meerut. 3 lakhs 6,000 

3. Term contract for  Artificer work in Zone ‘A’ area of AGE B/R-I under GE (North), 7 lakhs 14,000 

Mecrut Cantt. 

4. et pe ale for Artificer work in Zone ‘B’ area of AGE B/R-II under GE (North), 7 lakhs 14,000 

eerut. 


, Contractors not enlisted with this department are required to submit alongwith their applications, copies of letter of enlistid 
in other d2partment, Income Tax Clearance Certific ates and particulars of works carried out by them during the last two ycais 
Siving the designation and address of Offic:rs under whom the work executed. 


Batis” Money as _ shown agaiast work shall be deposited alongwith the tenders by the contractors who have not Standing 


[No. 8200/10-R/1786/E8, dated 26-08-1999.] 


Commandor Works Engineers, Pathankot- 145 001 
Provision of Community Hall 


The Commander Works Engineers, Pathankot (Pb):- 145001 invites applications by 8th October, 1999 from the enlisted M ES, 
CPWD and Railway contractors of the appropriace class for the following :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Provision of Community Hall and Guest rooms in DAD Residential accommodation at 9 lakhs 18,000 


Pathankot under GE (W), Pathankot. 

_ Contractors not enlisted with MES are required to submit with applications, copies of letters of enlistment in other forma- 
tions and latest Income. Tax Clearance Certificate, particulars of work carried out by them during the last two years, giving 
designation of the Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by Con- 
tractors who have not deposited the Standing Security with the MES, 


[No. T-8135/08/02/E8, dated 30-08-1999.] 
Garrison Engineer (South), Deolali- 122101, Tel. - 541411/6599, 
Repairs to Drain, etc. 


The Garrison Engineer ( South), Deolali., Onslow Road., Deolali Camp-422 401 invites the applications upto 9th Octckcr. 
1999 from MES., CPWD., PWD and Railway contractors of appropriate class for issue of tenders for the following work :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1, Repairs to drain, floor, wall and plaster of buildings No. W/51 to W/58 OR’s MD Accn. 4.50 lakhs 9,000 


in Haig line, Deolali. 
| 2. Repairs to cooking platforms, water tanks, plinth protection, chajja plaster and sewage 4 lakhs 8,000 
line in PAO Quarters at Deolal i. 
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Coatractors who are not borne on the approved MES list required to furnish alongwith the applications, attested copies of 
letars of  enlistavsat with offer Deprrtments/Comman4, latest Incom2 Tax Clearance Certificate and particulars of works carried 
o1 by them during the last three years stating the designation (s) of the Officer (s) under whom the same were executed. Con- 
t712:073 wio have not lodz2d Standing Security with the MES will be required to pay Earnest Money as mentioned above Major 
W.l> sadmittiag tie teader in casa their nam? are selected for issue of tender. oh i 


_ Major 
[No. 8043/321/B8, dated 13-08-1999. ] 


e 
eae ae 


Chief Engineer, Siliguri Zone, Sevoke Road, PO : Salugara, Distt. : Jalpaiguri 
Provision of Six Guest Room 
Th: Chief Engineer, Siliguri Zone, Sevoke Road, PO : Salugara, Distt. : Jalpaiguri (W/B), invites separate applications by 20rh 


October, 1999 from enlisted MES, PWD, CPWD and Railway contractor of the appropriate class and authorised /Reruted firms for 
issue of tender for the: following works :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Provision of Six Guest Room at Sukna . : : ; ; : ; ; ‘ . 20.00 Lakhs. 30,000 


Contractors not enlisted with MES formation are required to submit with their applications, copies of letters of enlistment in 
other departments, Income Tax Clearance Certificate and Particulars of work carried out by them during last two years giving the 
designation of Officer.under whom the works were executed. 


_Sd./- 
SW 


[No. 98358/SZ/1/R8, dated 20-8-99.] ~ 


Garrison Engineer (MES), Roorkee 


Repair to False Ceiling, etc. 


The Garrison Engineer (MES), Roorkee invites applications by 4th October, 1999 from enlisted MES, CPWD, PWD and Railway 
- contractors of the appropriate class for issue of tender for the under mentioned works :— 


Serial Name of Works Estimated Amount of Earnest 
No. Cost of Work Money required to 
(at par market rate) be deposited 
Rs. ORg, “10ihe 
1. Repair to False Cziling, AC Roof, Fly proofing, cleaning and repair toOH tank, Brick 4.87 Lacs 9,800 
work, plaster and plinth protection in certain bldgs. at RTS&D, Saharanpur. 
2. Provision of Bazar Supply for B/R and B/S at RTS&D, Saharanpur . ; ; . » 3.40 Laes 6,800 
3. Retaping of Charpoy GI pipe with Nylon Newar for BEG&C and MH at Roorkee 3.82 Lacs 7,700 
4. Repair/Replacement of existing WC’s and Sewage line in OTM Accn. 29 bks of No.2 3.00 Lacs 6,000 
TB, BEG &C and Repair/Replacemeént of OH tks. of bathroom blocks (total qty. 6) of 
4 guards. 
‘5. Provision of borewell in Bde. area at Roorkee : : ‘ ; : < . 2.60 Lacs 5,200 ae 


_ Contractors not enlisted with the MES, Central Command are required to submit with their application, copies of ‘letters of 
enlistment in other departments, Incom2 Tax Clearance Certificate and Particulars of work carried out by them during the last two 
years giving designation of the Offic:r under whom the works were executed. | 

Earnest Money shall be d:posited alongwith the tender by the contractors who have no Standing Security with MES. 


Sd.|- 
Major 


[No. 8350/50/2/E8, dated 20-8-99.] 
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Chief Engineer, Pathankot Zone, Pathankot 
Provision of RCC Over Head Reservoir 


The Chief Engineer Pathankot Zone, Pathankot, Pin Code-145 001 invites applications by 9th October, 1999 from enlisted MES, 
CPWD and Railway contractors of the appropriate class for the following work :— 


Serial Name of Work Estimated Earnest* 
No. Cost of Work Money 
(at par market rate) 
Rs. Rs. 
1. Provision of RCC Over Head Reservoir of Capacity 25000 Gallons : ; 5 » 7.50 Lakhs 15,000 


*(Payable by the contractors Who have no Standing Security with MES.) 


Contractors not enlisted with MES are required to submit with th2ir applications copies of letters of cnlisment in other depart- 
ments, Income Tax Clearance Certificate and Particulars of works carried out by them during last three years giving the designation 
of the Officers under whom executed. 


[No. 85028/02/E8, dated 31-8-99.] 


Garrison Engineer (South), Pathankot 
Repair to Toilets, etc. 


The Garrison Engineer (South), Pathankot (PB), invites applications by 15th October, 1999 from enlisted MES, CPWD and Railway 
contractors of appropriate class for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Repair to Toilets of SM barracks and Office bldg.in Bde Area. 6 : : ; - 4.50 Lakhs 9,000 
2. Repair to roof leakage and joinery in SM barracksin Bde Area . : : : . . 4.60 Lakhs 9,200 
3. Repair to AC/CGI sheet roofing in certain bldg. at Dhangu complex . : : : . 4.80 Lakhs 9,600 
4. Repair to roof leakage in Md. Offrs. Qtrs. and certain bldgs. in FMSD Area : : . 4.80 Lakh . 9,600 
5. Repair to Toilets and certain other repair in wards in MH Area . i ; - : . 4.20 Lakhs 9,400 
6. Certain Repair to Cook house in MH Area : : : , , : : . 4.25 Lakh 9,500 
7. Certain repairs to Cook house at Mirthal . : - ; = é ae : . 4.00 Lakhs 8,000 
8. Certain repair to Cook house at Kandrori and Nangal : : : ; : : . 4.20 Lakhs 9,400 
9, Repair to roof leakage plastering flooring and joinery in Md. Hav/ORs Qtrs. in Dhangu 4.40 Lakhs 8,800 
Complex. 
10. Repair to toilets in certain qtrs. at Nangal Area . : : p . . : ; . 4.00 Lakhs 8,000 


Contractors not enlisted with MES are requested to submit with applications. copies of letters of enlistment in other departments, 
Income Tax Clearance Certificate and Particulars of works carried out by them during last three years giving the designation of the 
Officers under whom they have executed. sd.} 


Garrison Engineer 


fj [No. 8015/372/E8, dated 30-8-99.] 


Garrison Engineer (South), Deolali,Onslow Road, Deolali Camp-422 401 
Repairs to Floor, Wall Plaster, etc. 


The Garrison Engineer (South), Deolali, Onslow Road, Deolali Camp-422 401, invites applications upto 9th October, 1999 
from MES, CPWD, PWD and Railway contractors of appropriate class for issue of tenders for the following works :— 


Serial Name of Work Estimated Earnest 

No. Cost Money 
Rs. Rs. 

1, Repairs to Floor, Wall Plaster, Plinth Protection, etc. in Officers Md. Accn.under AGE, B/R 4.75 Lacs. 9,500 


Haig Line, Deolali. 
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Contractors who are not borne on the approved MES list required to furnish alongwith the applications, attested copies of letters 
of enlistment with other Departments /Command, latest Income Tax Clearance Certificate and Particulars of works carried out by them 
during the last three years stating the designations of the Officer(s) under whom the same were exccuted. Contractors who have not 
lodged Standing Security with the MES will be required to pay Earnest Money as mentioned above while submitting the tender in case 
their names are selected for issue of tender. 

Sd./- 
EE 


[No. 8043/325/E8, dated 20-8-99. ] 


— 
—— ee 


Office of the GE, (South), Military Engineer Services, Ballygunge Maidan Camp, Calcutta-700 019 
Repair/Replacement of OH Conductor, etc. 


The Garrison Enginecr (South)Calcutta, Ballygunge Maidan Camp, Calcutta-700 019 invites application by 14th October, 1999 
from appropriate categury of contractors for issue of tender forms for the work mentioned below :— 


Serial 


Name of Works Estimated Earnest 
No. Cost Money - 
‘Rs. Rs. 
1. Repairs/Relacement of OH Conductor at PH No.4, Main Office Building T/220, T-103, T-89 7.14 Lakhs 14,280 
and Interconnection of feeder pillars near NF-3 Building and Allied works including replacc- 
ment of unserviceable electric poles at BM Camp, Calcutta. 
5) 


2. Rewiring and replacement of electric fittings and fixtures at Buildings Nos. NP-2, P/122, P/123. 9.92 Lakhs 19,840 
P/124. T-12 to T-50 at BM Camp, Calcutta. a 


Contractors not enlisted with M.E.S. arerequired to submit with their application, copy of letter of enlistment in other department, 
latest Income Tax Clearance Certificate and particulars of works carried out by them during thc last 3 years giving designation and address 
of the Officer under 


r whom executed. Earnest Money as shown is required to be forwarded alongwith the tender by those contractor 
who have no Standing Security Deposit with any of the M.E.S. formation. 


Sd/- 
Major 
INo. 8006/119/E8, dated 24-8-99.] 


Garrison Engineer (M.E.S.), Roorkee Cantt. 


Provision of 03 Rooms, etc. 


The Garrison Engineer (M.E.S.) Roorkee Cantt. invites applications by 4th October, 1999 from enlisted M.E.S., C.P.W.D., P.W.D. 
and Railway contractors of the appropriate class for issue ot tender for the under mentioned works :— 


Serial Name of Works Estimated Earnest” 33 
No. Cost Money 
required to 
deposited 
Rs. Rs. 
1. Provision of 03 Rooms and Two ACs of 1.5 Ton capacity each for MDC /Roorkee . 2 ° 3.95 Lakhs 8,000 
- 


ms 


Re-wir.ng of MD Officers Accn Sapper Road, YP Marg, University Road, Garden Road etc. 4.89 Lakhs 9,800 
and MH at Roorkee 


Contractors not enlisted with theM.E.S. Central Conimand are required to submit with their application, copies of letters of enlist- 
ment in other department, Income Tax Clearance Certificate and 


lope ‘ J particulars of work carricd out by them during the last two years” 
giving designation of the Officer under whom the work Were executed. 
Earnest Money shall be deposited alongwith the tender by the contractors who have no Standing Security with M.E.S. 


Sd.]- 
Major 


[No. 8350/56/2/E8,/dated 27-8-99.] 
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Garrison Engineer (1), Navy (Maint), Port Blair, Andamans-744 102 


Water Proofing Treatment to Building 


The Garrison Engineer,(J)Navy(Maint), Haddo, Port Blair, Andamans invites applications by 8th October, 1999 from the approved 
Contractors of approopriate class from M.E.S., P.W..D. and Railways, etc. for issue of tender for the following works :— 


Serial Name of Work Estimated Earnest 
No, Cost Money 
Deposit 
Rs. Rs. 
1, Water Proofing treatment to Building No. P-74(Part) P-75 and P-77 at DSC Platoon, Port Blair 2.85 Lakhs 5,700 


Contractors not enlisted with M.E.S. are required to submit with their applications, copies of letter of enlistment in the other depart- 
ments, Income Tax Clearance Certificate, Financial resources/Particulars of similar works carried out by them during the last three years 
supproted by Certificate from authorities under whom the works were executed. EMD as given above payable by the contractors who 
have not Standing Security with M.E.S. 


[No. 8050/139/E8, dated 1-9-99.] 


Garrison Engineer (A/F), Bagdogra, Post. : Bagdogra Air Port, Dist. : Darjeeling (W.B.) 
Repair to Road 
The Garrison Engineer(A/F),Bagdogra, Post.-Bagdogra Air Port, Dist.-Darjeeling(W/B), Pin-734421 invites application by 14th 


October, 1999 from enlisted M.E.S., P.W.D., C.P.W.D. and Railway contractor of the appropriate class for issue of tenders for the 
following works :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs, 
1. Repairs to Road at Bagdogra . : : : : ; . i : ; 3 Lakhs ! 6,000 


Contractors not enlisted with M.E.S. formation are required to submit their application, copies of letters of enlistment in other 
department. Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving the designa- 
tion of Officer under whom the work were executed. 


[No. C-8269/03/E8, dated 25-8-99.] 


Garrison Engineer, Hisar Cantt. 
Proyision of Certain Repairs to Roof 


_ The Garrison Engineer, Hisar Cantt, invites application for undermentioned work from enlisted contractors of M.E.S., C.P.W.D. 
Railway approved class upto 27th October, 1999, 


Serial Name of Works Estimated Eatne st 
No. Cost Money 
Rs. Rs. 
as per market 
Rs. 
1. Provision of Certain repairs to roof at Hisar Cantt . : , Rage ; : : 3.90 Lakhs 7,800: 
2. Provision of Certain repair to Solar Water Heater at Hisar Cantt. é : : ; : 4 Lakhs 8,000 


Contractors not enlisted with the M.E.S. are required to submit their application with copies of letter of enlistment in other 
department. Income Tax Clearance Certificate and particulars of work carried out bythem during the last two years giving the 
esignations of Officers under which executed. Earnest Money to be deposited alongwith tender will be given in Col-4 contractors 
who haye not got Standing Security with M.E.S. 


[No. 8000/B/173/E8, dat ed 28-8-99.] 
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Garrison Engineer (I), R and D (West), Banzalore-560 093 
Manning and Operation of Sub-station, etc. 


The Garrison Enginecr‘P), (I), R and D(West), Bangalore-93 invites their applications by 9th October, 1999 from enlisted M.E.S.. 
p.W.D. and Railway contractors for the following works :— ) ormgns a 


Serial Name of Works Be ahs) Earnest. 

No. Cost Money 
Rs. Rs. 

1, Manning and Operation of Sub-station in residential area at D.R.D.O. Complex, Bangalore. 5 Lakhs 10,000 

2. Manning and Operation including comprehensive maintenance of central and Package type 6.50 Lakhs © 13,000 


AC at Bangalore. 


Contractors not enlisted with M.E.S, are required to submit with their applications, copies of letters of enlistment in other deprt- 
ment, Income Tax Clearance Certificate and particulats of works carried out by them during the last two years giving the designataion 
of the Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by Contractors Wwao 
have not executed Standing Security with M.E.S. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
contractors of appropriate class. Issue of tender will be decided by the Accepting Officer based on past track records, financial 
position and experience of similar works of the applicant/contractor. The decision of the Accepting Officer for issue of tender or 
otherwise to the applicant/contract or shall be final and the applicant/contractor will not be entitled for any compensation for 
rejection of his application, 


a [No. 8815/01/E8, dated 18-8-99.| 


The Garrison, Engineer (1), R/D (East), DRDO Complex, Ramanagar, Bangalore-560 093 
Maintenance and Repairs to EOT Crane, etc. 


The Garrison Engineer (1), R&D (East), Bangalore-560 093 invites applications by 11th October, 1999 from enlisted M E S, 
PWD, CPWD and Railway contractors for the following works :-- 


Serial Name of Works Estimated Farnest 
No. Cost Money 
Rs. __ Rs. 
1. Maintenance and repairs to EOT crane at GTRE, Bangalore ’ : 1 : hk A 3.84 Lakhs 7,700 
2. Manning, operation, comprehensive maintenance of 2 and 4 MVA AVR Sub-Station at 5.13 Lakhs 10,300 
GTRE, Bangalore. 
3. Manning, operation, comprehensive maintenance and repairs to AC plants at GTRE, 10.38 Lakhs 20,600 
Bangalore. 
4. Comprehensive maintenance and repairs to AC plants of central type (Run by departmenta) 2.50 Lakhs 5,000 


staff) at ADE Bangalore. 
5. Manning, operation, comprehensive maintenance and repairs to AC plants at ADE, Bangalore 7.60 Lakhs 15,200 
[No. 8878/East/01/E8, dated 3-9-99.] 
Chief Engineer, Pathankort Zone, Pathankot-145 001 
Provision of RCC Overhead Reservior 


The Chief Engineer,Pathankot Zone, Pathankot, Pin Code-145001 invites applications fron enlisted MES, CPWD and Railway 
contractors of appropriate class for 9th October, 1999 from the following works :— 


Serial Name of the Work Estimated Earnest 


No. Cost of Money 
market rate 
Rs. Rs. 
1, Provision of RCC overhead reservior Capacity 25000 gallon sat Pathankot . d . 7,50,.Lakhs 15,000 


[No. T-85028/03/E8, dated 31-8-99.] 
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Office of the Garrison Engineer (East), Jalandhar Cantt.-144 005 


Provision of Special Repairs to Buildings, etc. 


_ The Garrison Engineer (East) Jalandhar Cantt.-144 005 invites application by 4th October, 1999 from enlisted MES/PWD/CPWD 
Railway contractors of apprupraite class for the undermenticned warks :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs, 
1. Provision of special repair to building No. T-67, T-68, SM 42-A, NP-6, P-17 and P-22 of 11 2.60 Lakhs. 5,200 
Corps Engr Sig Regt under GE (East), area at Jalandhar Cantt. 
2. Provision of special repairs to building No. 196/BDC to 201/BDC bath and Lavatory block in 3.22 Lakhs 6,440 
112 Inf. Bn€TA) at Jalandhar Cantt. 
3. Provision of certain B/R works in storage accommodation under GE (East) at Jalandhar Cantt. 4.75 Lakhs. 9,500 


Contractors not enlisted with MES are required to submit their applications with copies of letter of enlistment in other depart- 
ment, Incmme Tax Clearance Certificate and particulaurs of works carried out by them during thd last two years giving designation of 
the Officers under whom executed. 


un Contractors who have not any Standing Suecurity with MES shall have to deposit the Earnest 
Money as indicated above alongiwith the tender, 


[No. 8738/62/02/E-8, dated 6-9-99.] 


Commander Works Engineers, Mudfort, Secanderabad-500 003 
Repairs to Roads 


The Commander works Engineers, Mudfort, Secanderabad-500 003 invites applications by 11th October, 1999 fram enlisted 
MES, PWD, CPWD and Railway contractors of approrpaite classes for issue of tenders for :— 


Serial Name of Work Estimated Earnest 
No. Cost Money 
Deposit 

IS; Rs. 
1. Repairs to Roads under Age B/R No. I and Age B/R No.-IT under GE (South), SEC BAD 23.00 Lakks. 34,500 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of enistment in other depart- 
ments. 


Incom2 Tax Clearanc2 Certificate, financial resources giving the designation of the Officers under whom executed. Earnest 
“laa a be Deposited alongwith the tender as shown aginst the work which is payable by the contractor who have no Standing Security 
wit , 


JNo. 82539/01/E8, dated 8-9-99.] 


Garrison Engineer, Dehu Road, Dehu Road Cantt.-412 101 
Repairs to Manglore Tile Rooff 


The Garrison Engineer Dehu Road, Dehu Road Cantt.-412101 invites application upto 8th October, 1999 from MES, CPWD, 
P.W.D. and Railway contractors of appropriate class for issue of tender for the following works :— 


Serial Description of Stores Estimated Earnest 
No. Cost of Money 
Work Deposit 
Rs. Rs. 
14 


Repairs to Manglore tile roof, AC Sheet. Ceiling joinery CGI sheet in bldg. Nos. T-39,T-45, 10.00 Lakhs. 20,000 
T-115, T-44, T-46,CSD Canteen T-1, GE office visitorroom,sampleroom, ladies toilet, T-36, 


T-14 and repair to joinery of coference Hall, toilet/urinal gents at Stn. HQ DRD under AGR 
B/R (East) at Dehu Road. 
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Contractors who are not borne on the approved list of Chief Engineer, Southern Command, Pune are required to furnish 
alongwith other department/commands, latest ITCC and particulars of works carricd out by them during the last three years statng 
the designation of ths Officer(s) under whom the same were executed. Contractors who have not lodged Standing Security with MES: 
will be required to pay Earnest Money as mentioned above while submitting the tenderin case their names are sclected for issue of 
tenders, i ; 


[No. 8251/01/E8, dated 31-8-99.] 


Repairs to Manglore Tile Roofing, etc. 


The Garrison Engineer, Dehu Road, Dehu Raod Cantt.-412 101 invites applications upto 8th October, 1999 from MES, CPWD 
PWD and Railway contractors of appropriate class for issue of.tender for the following works :— 


Serial Description of Work Estimated Earnest 
No. Cost Money 
Deposit 
Rs. Rs. 
i= Repairs to manglore tile roofing, celing flooring, plastering, pumbing PR walling an sanitary 10.00 Lakhs. 20,000 


fittings in Bldg. Nos. 591, 592, 566/1 to 16,5451 to 12 at ID and Rep, to roof of bldg. No. T-7, 
T-109, T-12,at RSD under Age B/R (West) at Dehu Road. 


Contractors who are not borne on the approved list of Chif Engineer, Southern Commands, Pune are required to furnish alongwith 
other department/coommands, latest TCC and particulars of works carrid out by them during the last three years stating the designation 
of the Officer(s) under whom the same were executed. Contractors who have no lodged Standing Security with MES will be required 
to pay Earnest Money as mentioned above while submitting the tender in case their names are selected for issue of tenders. 


[No. 8250/01/E8, dated 31-8-99.] 


The Garrison Engineer, Kaluchak, PO : Sangyal, Jammu-180 010 
Provision of Replacement of Joinery and Allied 


The Garrison Engineer, Kaluchak, PO : Sangyal, Jammu-180 010 invites application by 14th October, 1999 from enlisted MES, 
CPWD, and Railway contractors of the appropriate class for the following works (s) :— 


Serial Name of Work Estimated Earnest 
No. Cost Money* 
Rs. Rs. 
1. Provision of Replacement of joinery and allied works in JCO’S/OR’s and accn, at Ratnuchak 4,35 Lakhs, 8.700 


*(Payable by the contractor who have no Standing Security with MES.) 


‘Contractors not enlisted ith MES are required to submit with their applications, copies of letter of enlistment in other department, 
Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the designation of the 
Officer under whom executed. 


[ No. 8171/99-2000/11/E8, dated 12-8-99, ] 


a 


Provision of Special Repairs/Replacement of 2 Nos 50 Horse Power Pump 


The Garrsion Engineer, Kaluckak, PO : Sangyal Jammu-180 010 invites applications by 14th October, 1999 from enlisted MES, 
CPWD and Railway contractors of the appropriate class for the following works :— 


Serial... .-, Name of Work Be Estimated Earnest 
No. Cost Money* 
Rs. Rs. 


1, Provision of Special Repairs/Replacement of 2 Nos 50 horse power pump sets at Boosting 3.29 Lakhs, 6,600 
station at Decan line at Ratnuchak. 


*(Payable by the contractor who have no Standing Security with MES.) 
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Contractors not enlisted with the MES are required to submit with their applications,copies of letter of enlistment in other 
departments. Income Tax Clearance Certificate and particulars of work carried out by the during last two years giving the designa- 
tion of the Officer under whom executed. 


[No. 8199/99-2000/3/E8, dated 12-8-1999.] 
Chief Engineer, Siliguri Zone, Sevoke Road, PO : Salugara, Diast : Jalpaiguri (W/B) 
Provision of Six Guest Room 


The Chief Engineer, Siliguri Zone, Sevoke Road, P. O. : Salugara, Dist : Jalpaiguri (W/B) invites separate applications by 20th 
October, 1999 from enlisted MES. PWD, CPWD and Railway contractors of the appropriate class and authorised/Repvuted firms 
for issue of tender for the following works :— 


Seria| Name of Work Estimated Earnest 

No. Cost Money 
Rs. Rs. 

1. Provision of Six Guest Room at Sukna ©, 9.9) f re. gos See. 6% 4 20,00 Lakhs. 30,000 


: Contractors not enlisted with MES formation are required to submit with their applications, copies of letters of enlistment 
in other departments, Income Tax Clearance Certificate and particulars of works carried out by them during last two (2) years giving 
the designation of Officers under whom the works were executed. 


{No. 98358/SZ//1/E8, dated 20-8-1999.] 
Garrison Engineer (1), Navy Maint Haddo Port Blair, Andamans-744 102 
Repairs/ Replcement of LT UG Cable, etc. 


The Garrison Engineer (1), Navy( Maint), Haddo Port Blair, Andaman invites applictions by 8th October, 1999 from the approved 
contractors of approparite class from MES/PWD/Railways, etc. for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Deposit 
Rs. Rs. 
1. Repair/Replacement of LT UG Cable feeder piller Box and LT line at Navy Park, Haddo, Port 4.5 Lakhs. 9,000 
Blair. 
2. Rewiring to NSRY Building at Port Blair . i MET Sika Lae yes eta Ores OO LAKES: 6,000 
3. Repair/Replacement of LT Panel/Garden lights and connected works at FOM Area Haddo, 4.5 Lakhs. 9,000 
Port Blair. 


: Contractors not enlisted with MES are required to submit with their applications, copies of letter of enlistment in the other 
departments, Income Tax Clearance Certificate, Financial resources/particulars of similar works carred out by them during the last 
_ three years supported by certificate from authorities under whom the works were executed. EMD as given above payable by the contractor 


who have not Standing Security with MES. 
[No. 8050/131/E8, dated 20-8-1999.] 


Office of the Commander Works Engineers (MES), Jalandhar Cantt. 
Special Repairs to Certain Sheds 


The Commander Works Engineers (MES), Jalandhar Cantt. invites application upto/by 4th October, 1999 from the contractors 
enlisted wtth MES for issue of tender forms for the work :— 


Serial Name of Work Estimated Earnest Period of 
No. > Cost Money Completion 
Rs. Rs. 
1. Special Repairs to Certain Sheds at Baddowal » fs ; ‘ *h t e 6.75 Lakhs. 13.500 5 Months. 


[No. 7002/715/E8, dated 30-g§-99.] 
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Office of the Garrison Engineer, 859, Engineer Works Section, C/o 99 APO 
Repair|Cleaning of Septic Tank, etc. 


The Garrison Engineer, 859, Engineer Works Section, C/o 99 APO invites applications by 11th October, 1999 from enlisted MES, : 
CPWD and Railway contractors of the appropriate class for issue of tenders for the following works :— 


Serial Name of Works Estimated Earnest Period of | 
No. * CBst Money Completion 
Rs. Rs. 
1. Repair/Cleaning of Septic Tank and Sewage line at Birpur, Tenga; Dahung, TCP 4.44 Lakhs. 8.880 | 6 Months. 


' Sessa, TCP Dedza Area. in AGE B/R I under GE, 859 EWS. 


2. Polishing of Wooden Furniture of Md, Officers Accn. at Chindi, Top/Rupa/Upper 4.14 Lakhs 8,280 6 Months. 
Dahung under GE, 859 EWS. ; 


3. Repair/replacement of old/unserviceable water storage tank at Rupa and Gaohham 2.90 Lakhs 5.800 4 Monthy. 
areaunder GE, 859 EWS. 


Contractors not enlisted wtth MES formation are required to submit with their applications, copies of lettets of enlistment in — 
other departments, Income Tax Clearance Certificate and Particulars of works carried out by them during the last two years giving 
the designation of the Officer under whom the works were executed, 


[No. 8000/A6/115/E8, dated 28-8-99.] 
Garrison Engineer, Umroi Mily Stn., Barapani, PO : Shillong-793 103 
Special Repairs to Water Supply Instln., etc. 


The Garrison Engineer, Umroi Mily Stn., Barapani-PO : Shillong-793 103 (Meghalaya) invites application by 9th October, 1999 
from enlised MES, PWD, CPWD and Railway contractors of the appropriate class of issue of tender for the following works :— 


Serial Name of Works Estimated Earnest Time of 
No. Cost Money Completion 
Rs. Rs. ove 
1. Special Repairs to Water Supply InstIn. and PPL at Umroi Mily. Stn. : . 4.73. Lakhs. 9,460 6 Months. 
2. Special Repairs to Electric lines Instln. wiring at Umroi Mily Stn. E : . 4.69 Lakhs. 9,380 6 Months. 
3. Term Contract for Artificers Works in OTM Accn. at Umroi Mily Stn. ‘ . 4.95 Lakhs, 9,900 J2 Months. 
4. Term Contract for Artificers Works in Married Accn, at Umroi Mily Stn. . . 4:95 Lakhs. 9,900 12 Months. 
5. Special Repairs to Sunken Floors cf Toilets of Certain OTM Accn. at Umroi . 4°66 Lakhs. 9,320 6 Months. 
6. Repair/Improvement of LT Panel Board at different Sub-Station and 3.69 Lakhs. 7,380 6 Months. 
allied work at Umroi Mily Stn. ’ ; 
7. Provision of Certain Addn./Altn. to Bldg. Nos. 222,225 and 226 to Accommo- 4.75 Lakhs. : 9,500 6 Months. 


date Section Hospital at Umroi Mily. Stn. 
Cantractor not enlisted with MES formation are required to submit with their applications, copies of letters of enlistment in 


other departments, Income Tax Clearance Certificate and particulars of works carried cut by them during the last two years giving the 
designation of the Officer under whom the works were executed. 


[No. 8020/55/E8, dated 27-8-99.] 
Garrison Engineer, Firozpur Cantt. 
Repairs to Roads, etc.. 


The Garrison Engineer, Firozpur Cantt. invites applications from enlisted MES/CPWD/Railway and DGER contractor of 
the appropriate class for issue of the following works :— 


Serial Name of Works Estimated Earnest ‘Period of Date of Receipt of © 
No. Cost Money Completion Application 
Rs. Rs. : 
1. Repairs to roads in Sector 1 and 2 at Firozpur Cantt. 4.80 Lakhs | 9,600 3 Months 10th October, 1999, 
2. Special repairs to certain building in Aliwal line at 7.50 Lakhs 15,000 6 Months 10th October, 1999 
Firozpur Cantt. : 
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Contractors not enlisted with MES are requested to submit applications with copies of letters of enlistment in other depart- 
ment, Income Tax Clearance Certificates and particulars of works carried by them during last ‘two years with value on per- 
formance report, certificate of satisfactory completion of works executed. The contractor with experiences in this type of work will 
be given reference. 


Earnest Money to be deposited alongwith the tender as is payable by the contractor, who have got Standing Security 
Deposit withthe MES. 


[No. 8054/1025/E8, dated 30-8-1999.] 


Chief Engineer, R and D, Probyn Road, Delhi-54 
Construction of Two Igloo Type Explosive Storage Magazines 


The Chief Engineer, R ard D, Probyn Road., Delhi -54 invites application from enlisted MES/PWD/CPWD/Railway con- 
tractors of appropriate class for issue of tender in respect of the following works :— 


Serial Name of Works Estimated rarnest Application Invited 
No. Cost Money upto. 
Rs. Rs, 
1. Construction of two iglco type explosive storage magazine at 15.50 Lakhs. 29, 000 11th October, 1999. 
Zone III TRBL Range, Ramgarh. 
2. Provision of additional accn. for war head group Zone-VII at TBRL 42 Lakhs. 63,000 11th October, 1999. 


Range, Rarmgar’ h. 
Contractors not enlisted with MES are rquired submit with tteir application, copies of enlistment in otrer devartment, 
~Income Tax Clearance Certificate, particulars of works carried out by them during last three years giving designation and address 
under whom the works are carried cut/being carried out. Contractors wo have not deposited Standing Security wit: MES., 
shall furnish Earnest Money in favour of GE (I) R and D., Caandigarh alongwith the tender, 


[No. 84000/29/01/E8, dated 31-08-1999.] 


Chief Engineer, Chandigarh Zone, ‘N’ Area, Air Port Road, Chandigarh-160 003 
Proyn. of Md. Accn: 


The Chief Engineer, Chandigarh Zone. ‘N’ Area, Air Port Road. ‘Chandigarh -160 003 invites applications — for under 
mentioned work from enlisted onctractors of MES/CPWD/Railways of appropriate class :- 


Serial Name of Work Estimated Eatnest Last Date of Receipt of Concerned 
No Cost Money Application Garrison 
} at par market Engineer 
Rey Rs, 
1. Provision of Md. Acen, for 60 Hav.(90 DUs) at 202 Lakhs. 2,02,000 9th October, 1999 GE (5S) 
Ambala. Ambala. 


enlisted with the MES are required to submit their applications with copies of letter of enlistment in other 
Department, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the 
designation of Officers under whom executed. Earnest Money to be deposited along with tender will be as given in col. -4 
above for contractors who have not got Standing Security Deposited with the MES. 


Contractors not 


[No. 83266/T/4/E8, dated 31-8-1999.| 
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Garrison Engineer. (North), Calcutta, 46, BT Road, Caleutta -700 050 
Repair|Renovation of Water Tower 


The Garrison Engineer (North), Calcutta. 46, BT Road. Calcutta—700 050 invites separate application by the dates giver 
against from enlisted appropriate categories of MES., CPWD.. PWD and Railway contractors for issue of tender for the following 


works :— 


Serial Name of Works Estimated Earnest Last Date of Receipt 
No. Value Money of Application. 
Rs, Rs. 
1. (a) Repair/Renovation of water Tower (Building No.-21)atGSF, 6.60 Lakhs. 13.200 7TthOctober, 1999. 
Cassipore, , 
(b) Constn, of ladies rest room at SF, Cossipore : F 4.50 lakhs 9.000 7th October, 1999. 


Contractors not enlisted with MES are required to submit along with their application, copies of letters of enlistment in 
other department latest Income Tax Clearance Certificate and particulars of works carried out by them dring last two years 
giving the designation and address of Officers under whom, executed, Earnest Money is required to be forwarded along 
with the tenders by those contractor who have no Standing Security with any of the MES formation. 


lInvitation for application for issue of tender does not constitute any guarantee for issue of tender for applicant, even to 
enlisted contractors of appropriate class. Issue of tender will be delited based on past track records, financial position, 
experience of similar works and compensation for rejection of the application. 
[No, C/8941/A/O1/E8, dated 31-08-1999.) 
Office of the Garrison Engineer, Garhi, PO : Garhi, Udhampur-182 121 
Provision of 63 KVA Diesel Gen. Set 


The Garrison Engineer, Garhi, Udhampur invites applications by 8th October, 1999 from enlisted MES, CPWD and Railway 
contractor of the appropriate class for the following works :— 


Serial Name of Work Approx. Earnest 
No. Cost Money 

: Rs. Rs. 
i. Provision of 63 KVA Diesel Gen. Set and voltage stabiliser 3 phase in suitable housing for 300 6.82 Lakhs. 14,000 


MDC near Udhampur. 


% 


Contractor not enlisted with the MES are required to submit with their applications copies of letter of enlistment in other depart- 
ment, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the designation 
of the Officers/Officer under whom executed. 


[No. 8511/09/E8, dated 2-9-99,] 


Office of the Garrison Engineer, Bengdubi, PO : Bengdubi, Dist. ; Darjeeling (W.B.) 
Repairs to Roads, ete. 


The Garrison Engineer, Bengdubi, PO: Bengdubi, Dist : Darjeeling (W.B.) invites separate applications by 14th October, 
1999 from enlisted MES, PWD, CPWD and Railway contractors of the appropriate class for issue of tender for the following works :- 


Serial Name of Works Estimated Farnest:...: % 
No. Cost Money 
Rs, Rs, 
1. Repairs to Road at ‘A’ Zone (Left out portion) and ‘B’ Zone under AGE B/R I, Bengdubi  . 4.50 Lakhs. 9,000 
2. Repairs to Road at °C’ Zone KP/CS Area under AGE B/R IJ, Bengdubi ; : : . 8.34 Lakhs. 16,700 
3. Repairs to Road ‘B’ Zone, ‘E> Zone and shopping complex under AGE B/R JI, Bengdubi . 6,88 Lakhs, . 13,000 


Contractors not enlisted with MES formations are required to submit with their applications, copies of letter of enlistment in. 
other Department, Income Tax Clearance Certificate and particulars of work carried out by them during last two years giving the 
designation of Officer under whom executed, 


[No. C/8540/01/E8, dated 30-8-99.] 
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Office of the Garrison Engineer, Alwar 
Repair to Joinery in Married Officer Accommodation, etc. 


The Garrison Engineer, Alwar invites application upto 11th October, 1999 from MES/CPWB/PWD Railway contractor of 
appropriate class for issue of tender for the following works :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
| Rs. Rs, 
1. Repair to Joinery in Married Officer Accn. at Itarana, Alwar i 4 : : 5 BF 13.5.) LADS: 6,700 
2. Periodical Services (Painting) to Certain Bldgs. of South side of MM of Itarana, Alwar - 4.89 Lakhs. 9,780 
3. Special Repair to Existing Security wall around Jtarana, Alwar. f : : ; . 4.00 Lakhs. 8,000 
4. Special Repair to Road at Itarana, Alwar . ‘ : ’ : 3 : : : . 4,00 Lakhs. 8,000 


Contractors who are not borne on the approved list of Chief Engineer, Southern Command, Pune, Commander Works Engineer 
Jaipur are required to furnish alongwith their applications, attested copies of letter of enlistment with other Department/Commands. 
Latest. Income Tax Clearance Certificte and particulars of works carried out by them during the last three years stating the designa- 
tion of Officer under whom the same were executed. Contractor who has not lodged Standing Security with MES will be required 
to pay Earnest Money while submitting the tender in case his name is slected for issue of tender. 


Sd. |- 
BE 


[No. 8505/02/E8, dated 8-9-99.] 


Office of the Garrison Engineer, 871, Engineer Works Section, C/o 56 APO 
Provision of Drain 
The Garrison Engineer, 871, Engineer Works Section, C/o 56 APOinvites separate application by the date shown against the 


e from enlisted MES/CPWD/PWD/Railway contractors of appropriate class for the issne of tender for the undermentioned 
works :— 


Serial Naine of Work Estimated Earnest Date of Receipt of 
No. Cost Money Application 
Rs, Rs. 
1. Provision of Drainfor DARL at Auli . 5 “ - . a... 12.50; Lacs. 24,000 9th October, 1999. 


Contractor not enlisted with” the MES are required to submit with their application, copies of letters of enlistment in other depart- 
‘ment, Income Tax Clearance Certificate and particulars of works carried out during last two years giving designation of the Officer under 
eeovtte work executed. Earnest Money is to be deposited alongwith the tender by contractors having no Standing Security with 
Ss. 


[No. 8001-A/25/E8, dated 1-9-99.] 


Garrison Engineer, Ahmednagar-414 001 
TC for Artificers Works 


The Garrison Engineer, Ahmednagar will issue of the following tenders :— 


Serial Name of Work Estimated Earnest Date of Receipt of Date of Issue of 
No, Cost Money Application’ Tender 
Rs. Rs. 
4. T.C. for Artificers Works under AGE B/R If Areall —15,00,000 13,750 14th October, 1999 15th October, 1999, 


at Mirc, Ahmednagar. 
The contractor shall furnish list of similar work done in last 3 years with valid Income Tax Clearance Certificate. 


[No. 8001/1498/E8, dated 31-8-99.] 
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Commander Works Engineers, 229 M.G. Road, P.O.-Dilkusha, Lucknow 
Provision of Furniture 


___ Headquarters, the Commander Works Engineers, 229 M.G. Road, P.O.-Dilkusha, Lucknow invites applications from enlisted 
MES, CPWD, Railways and PWD Contractors for the appropriate class for issue of tenders as appended below :— 4 


Serial Name cf Work Estimated Earnest Date of submission Concerned GE 
No. Cost Money of application 
Rs. Rs. 


1, Provision of Furniture for 116 OR (174 Dwelling 9.80 Lacs. 19,600 11th October, 1999 GE (West,) 
ek Md. Accn. at Lucknow (Quick Shelter Lucknow, _ 
Phase-III). be 


Contractor(s) not enlisted with MES are required to submit alongwith | their application, copies of letter of enlistment in other 
departments, Income Tax Clearance Certificate and Particulars of works carried out by them during thelasttwo years giving the 
designation of officer under whom the work were executed, Earnest Money shall be deposited alongwith tender by the contractor 
who have no Standing Security with MES. i 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicant even to enlist= — 
ed contractor of appropriate class. Issue of tender will be decided based on the past track records, financial positon, experience of 
similar works and decision of the Accepting Officer for issue of tender or otherwise shall be final and the Contractor will not be 
entitled for any compensation for rejection of his application. AN 


[No. C/81000/W/338/02/E8, dated 2-9-99,] 
The Garrison Engineer (1), (Dockyard Maintenance), Naval Dockyard, Visakhapatnam-530 014 } 
Repairs/Renewals of AC Sheets, Roofs, etc. 


The Garrison Engineer (1), (Dockyard Maintenance), Naval Dockyard, Visakhapatnam-14 invites applications from enlisted — 
MES, CPWD, PWD and Railways contractors of the appropriate class for issue of tenders for the following works :— 


Serial Name of the Works Estimated Earnest | Date upto which - 
No. Cost Money applications will 
Deposit be received 
Rs. Rs. 

1. Repairs/Renewals of A.C. Sheets, Roofs, north light curves, rain water 4.45 Lakhs. 8,900 8th October, 1999, 
pipes, glazing, RCC/PCC works in certain bldgs. in p area ‘A’ at Naval 
Dockyard, Visakhapatnam. 

2.. Repairs/Maintenance to Central and Package typé Air ‘Conditioning 10.00 Lakhs. 20,000 8th October, 1999, 
plants at Naval Dockyard, Visakhapatnam. , 

3. Periodical Services to Group-XXII_ buildings at Naval Dockyard, 4,30 Lakhs, 8,600 &th October, 1999, 


Visakhapatnam. 4 

The contractors not enlisted with MES are requested to submit their applications alongwith copies of enlistment in other de- : 
partments, financial resources and Particulars of works carried out by them during the last two years giving designation of 
officers under whom executed. Earnest Money to be deposited alongwith the tender is payable by the contractors who have no 
Standing Security with MBS. 


| 


[No. YSGE/8150/95/E8, dated 28-8-99]. 


& 


Garrison Engineer (AF), PO : Kalaikunda Air Field, Dist. Midnapore (W.B.) 
Repairs to Roof 


The MES, Garrison Engineer (AF), Kalaikunda PO : Kalaikunda, Air Field Pin-721 303 Dist. Midnapore (W.B.) invites appli« 
cation by the date shown below from the appropriate category of MES, PWD and Railway contractors for the following works :— 


Serial . Name of Work Estimated Earnest _—_ Last date of receipt 
. No. Cost Money | of application. 

; Rs. Rs. art 

1. Repairs to Roof of Certain Officers Md. Accn. in Officers area at A.F. 6.39 Lakhs. 12,780 12th October, 1999, 


Kalaikunda under GE A.F. Kalaikunda. : 
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Note :—Contractor(s) not enlisted with MES are required to submit alongwith their applications, copies of letters of enlistment 

‘in other departments latest Clearance of Income Tax Certificate and Particulars of works carried out by them during last two years 
giving the designation and address of office under whome executed. Earnest Money is required to be _ forwarded. alongwith — the 

tender forms by them who have not executed Standing Security Deposit with any of the MES fo rmat ion(s). 


[No. 8240/N/3/E8., dated 29-8-99,] 


Garrison Engineer Golconda, Hyderabad 
Cleaning of Septic Tanks, ete. 


The Garrison Engineer, Golconda, Hyderabad-500 008 invites applications by 16th October, 1999 from enlisted 


MES, CPWD 
and Railway contractors of appropriate class for issue of following tenders :— 
Serial Name of Works Approved Estimated Earnest Period of 
No. Class Cost Money Completion 
Deposit 
Rs. Rs. 
1. Cleaning of Septic Tanks, Manholes, sewage lines, repairs/renewal MRE 2.14 Lakhs. 7,000 04 Months. 
of sewge lines, Manholes, RCC cover slabs in IB lines area and 
outside MKD area at Arty Centre uncer AGE B/R Hyderabad at 
GE Golconda. 
2. Certain repairs to Md..JCOs.accn.at inside MKD lines under AGE fee 2.13 Lakhs. 8,200 04 Months. 
B/R Hyderabad at GE Golconda. 
; 3. Repairs to PCC flooring, Shahabad stone flooring, Manglore Tile ay 2.04 Lakhs. 7,900 04 Months. 
roofing, Plastering, Joinery, Chajjas, Brickwork to certain Md. 
JCOs accn. at Inside MKD lines under AGE B/R Hyderabad at 
GE Golconda. 
4, Repairs to water supply system at Arty Centre under AGE B/R od ali 1.64 Lakhs, 5,100 03 Months. 
Hyderabad at GE Golconda. sal 2 
5. Repairs to floor, brickwork, plastering, joinery, false ceiling, roof of dig 2.36 Lakhs. 9,600 04 Months. 
certain OTM accn. at Outside MKD lines under AGF B/R Hyd- 
erabad at GE Golconda. F 
6. Periodical servies such as painting to wood and steel surfaces of og 5.43 Lakhs. 10,000 03 Months. 
certain bldgs. of Old and New Md. lines, 5 Madras, ASC Supply, 
CMS, 254 Fd Wksp. under AGE B/R Golconda at GE Golconda. 
7. Repairs to floor, brickwork, Plaster Joinery, false ceiling, roof of ‘PF’ 1.38 Lakhs. 5,600 03 Months. 


certain buildings in outside MKD lines under AGE B/R Hydera- 
bad at GE Golconda. 


Contractors not enlisted with MES are required to submit with their a 


ments, Income Tax Clearance Certificate, financial resources and Particulars of work carried out during the last two years giving the 
“designation of the Officer under whom executed. Earnest Money to be deposited alonewith the tender as shown against the work 
which is payable by the Contractor who have no Standing Security with MES. 


pplication copies of letters of enlistment in other depart- 


[No. 8004/23/E8, dated 3-9-99.] 


Commander Works Engineers, Wellington the Nilgiris-643 231 
Special Repair to Sewage to MD -Accommodation 


The Commander Works Engineers, Wellington, Nilgiris, invites applicaticns by 6th October, 1999 from enlisted MES. P.W 1D). . 
C.P.W.D. and Railway contractors of the appropriate class for issue of tender for the undermentioned work :— 


7 
- Serial Name of Work 


Estimated Earnest 

No. Cost Money 
to be Deposited 

Rs. 
1. Special repairs to sewage to MD accommodation Building No. P-424 to P-330,P-284, P-468 5 Lakhs 10,000 
2 and OTM Accommodation building No. P-331, 342/B1 to B13 and other building at Pangode, 
Trivandrum. 
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Contractors not enlisted with M.E.S. are required to submit with their applications copies of letters of enlistment in other depart- 


ments, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving designation of the 
Offiers under whom executed. 


[No, 84807/02/E8, dated. 6-9-99.} | 


° 
—_———— 


Garrison Engineer (I), AF, Pathankot-145001 


Rewiring in Md. Quarters 


The Garrison Engineer (I), Air Force, Patnankot,(Punjab)-145001 invited applications by 4th October,1999 from the enlisted M.E.S, 


C.P.W.D. and Railway contractors of the appropriate class for the following :— 


Serial Name of Work Estimated 
No. 


Earnest 
Cost : Money 
Rs. Rs. 


1. Rewiring in married quarters of Latif Complex at AF Stn, Pkt. $ . - : . 5.40 Lakhs 10,800. | 


Contractors not enlisted with M.E.S. are required to submit with applications, copies of letters of enlistment in other formation 
and latest Income Tas Clearance Certificate, particulars of work carried out by them during the last two years giving designation of 


the Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by contractors who have 
not deposited Standing Security withthe M.E.S. 


Sd./- 
Major 


[No. 8748/03/E8, dated 6-9-99,] 


. 
ee ame 


Repair to Joinery in Airmen Married Accommodation 


The Garrison Engineer()), Air Force, Pathankot (Punjab)-145 001 invites applications by 4th October, 1999 from 


the enlisted 
M.ES., C.P.W.D. and Railway contractors of the appropriate class for the following :— ; 
Serial Name of Work : Estimated Earnest 
No. Cost * Money 
Rs. Rs, 
1. Repair to Joinery in Airmen Married Accommodation Double Storey in Domestic Area at 5 Lakhs 10,000 
Air Force Station, Pathankot, 


- 
Contractors not enlisted with M.E.S. are required to submit with their applications copies of letters of enlistment in other form > 


ation and latest Income Tax Clearance Certificate, particulars of work carried out by them during the last two years giving designation 


of the Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by contractors wno have | 
not deposited Standing Security with the M.E.S. 


Sd./- 4 
Major 
[No. 8765/03/E8. dated, 7-9-99,] 
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Repair to Building 


The Garrison Engineer(})A ir Force, Pathankot (Punjab)-145 001 invites applications by 4th October, 1999 from the enlisted M.E.S., 
C.P.W.D. and Railway contractors of the appropriate cl 


ass for the following :—- 


Serial Name of Work Estimated Earnest 

No. Cost Money 
Rs. Rs. 

1. Certain Emergent Repair to Building No. P-147 and P-146 at Air Force Station, Pathankot 5.50 Lakhs 11,000 


Contractors not enlisted with M.E.S., are required to submit withtheir applications, copies of letters of enlistment in other formations 


and latest Income Tax Clearance Certificate, particulars of works Carried out by them during the last two years giving designation of 
the Officer under whom executed. Earnest Money 


uted. as indicated above is to bz depasited alongwith tender by contractors wa0 have 
not deposited Standing Security with the M.E.S. 


Sd./- 
Major 


[No. 8764/03/E8, dated 9-9-99.] 


——— °_ 
° 


Head Quarters Office of the Commander Works Engineers, Yol (HP) 
Provision of Tube Well 


The Commandei Works Engineers, Yol (HP) invites application by 16th October, 1999 from enlisted M.E.S. C.P.W.D. and Railway 
contractors of the appropriate class for the following works :— 


Serial Name of Work 


Estimated Earnest* 
No. 


Cost Money 
(at par Market Rate) 
Rs. Rs. 


1. Provision of Four Tube Wells at Palampur 15 Lakhs 27,500 


*(Payable by the contractors who have no Standing Security with M.E.S.) 
Contractors not enlisted with M-E.S. are required to submit with their applications, copies of letters of enlistmentin other depart - 


ment, Income Tax Clearance Certificate and particulars of work carried out by them during last three years giving the designa- 
tion of the Officers under whom executed. 


Sd.|- 
JSW 


[No. 8219/23/02/E8, dated 9-9-99 .] 
Garrison Engineer (1), AF, Pathankot-145 001(Punjab) 
Certain Repair to Air Ferce School 


The Garrison Engineer (1) Air Force, Pathankot(Puniab)-145 001 invites application by 4th October, 1999 form the enlisted M.-E.S. 
C.P.W.D. and Railway contractors of the appropriate class for the following :— 


stimated Earnest 
Ms Name of Work Estima Earns 
Rs. Rs. 
1. Certain Repair to Ait Force School at Ajr, Force Station, Pathankot. avakns 12.000 


Contractors not enlisted with M.E.S. are required to submit with their applications, copies of letters of enlistment In nk aa 
formations and latest Income Tax Clearance Certificate, particulars of work carried out by them during the last two yeats ect 
designation of the Officer under whom executed. Earnest Money as indicated above is to be deposited alongwith tender by contracto 
who have not deposited Standing Security with the M.E.S. 


Sd,|- 
Major 


[No. 8766/03/E8, dated 7-9-99.| 
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Garrison Enginneer (North) 7/64 Meanee Lines, MEG &Centre Area Bangalore-42 
Remoying/Replaying/Relacement of Certain GI/CI . Pipes, — ete. ie!) out} i 
The Garrison Engineer (North) T/64, Meanee Lines, MEG and Centre Area, Baqgalore-42 invites applications for ve following . 
works from MES CPWD and Railway contractor. :—~ 7 tue ; 
Serial Name of Work Value of Earnest : 
No. Work Money: 
efis Deposit j 
. 
1. Removing/Relaying/Replacement of certain GI/CI pipe lines and fittings at PRTC ,106 Inf 4.20 Lakhs, fc : 
Bn (TA) 1034 Rly Engr. Regt. (TA), MI Lines and ML Lines under GB (North) Bangalore. al Des err i.” 
2. Painting to wood and steel surfaces at OTM accn, md JCO’s quarters and Officers quarters 5.40 Lakhs 10,800 
Mandlay Lines, TB III area under GE (N) Bangalore. 
Details of applications, ete. | 
— a ers SS EE SE Se ee ee SES Se _ eS es ee . 
(i) Last Date of Submission of Applications : 2nd October, 1999. . 
(ii) Date of Issue of Tender : 4th October, 1999, 
4 
(iti) Date of Receipt of Tender : 28th October, 1999, 
Contractor not enlisted with MES are req uired to submit with their application, copies of the letters of enlistment i in other departs . 
Income Tax Clearance Certificateon and particulars of work carried out by them during the last two years giving designation of Officer 
under whom executed. Earnest Mone6 as indicated above is to be deposited alongwith tender by contractors who have not deposited., 
Standing Security with the MBS. 
| 
[No. 008/909 /E8, dated 4-9-99.] | 
Garrison Engineer Narangi P.O. : Satgaon, Distt-Kamrup Guwahati-781 027 (Assam) he ; 
Repair] Replacement of Internal Electrification 
The Gerrison Engineer, Narangai. PO ; Satgaon, Dist : Kamrup Guwahati-781 027 (Assam) invites application’ by 234d October, 
1999 for the issue of tender form contractors of appropriate class for the undermentioned work :— 
Serial ; Name of Work Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Repair/Replacement of Thternal Electrification of certain Md. Accn. of 14 FAD under GE 6.95 Lakhs 13,900 
Narangi (Qtr No. E-1 to 88, E-241 to B-248 E-131 to B-138 and B/225 to: B-332). 
[No. 8014/1985 E8, dated 1-9-9, 


Commander Works Engineer, Udhampur, PO : Garhi Udhampur-812 121 (J/K) 


Provision of Resurfecing to Certain Roads 


© 
k 
The Commander Works Engineer, Udhampur, PO : Garhi, Udhampur (J&K) -182121 invites applications by Sth October, 7669 _ 
form enlisted MES, CPWD and Railway contractors cr | the appropriate class for issue of tender for the following a im ‘ 


Serial Name of Work # Estimated Earnset 
No. Cost Money 
Rs. Rs. 
1. Provision of resurfacing to certain reads at Udhampur ‘ a ‘ . ‘ : . 25.00 Lakhs 37.500 
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C ontractor not enlisted with MES are required to submit with their applications, copies of letters of enlsitment in other depart- 


ment, Income Tax Clearance Certificate and particulars of works(s) carried out by them during the last three vears giving the dexignation 
of the Officer under whom the works were executed. 


Earnest Money shall be deposited alongwith the tender by the contractor who have no Standing Security with the MES. 


; Invitation for applications for issue of tender does not constitute any guarantee for issue of tender to the applicant, even to en- 
listed contractors of approrpriate class, issue of tender will be decided by the Accepting Officer based on interalia, past track records‘ 
financial position and experience of similar works executed by the applicant/contractor. The Accepting Offi er shall consieer app 
application received upto the date of receipt of applications for issue of tender. The applicant/contractor. will be informed regarding 
non issue of tender without assigning reasons. The applicant/contractor, if he so desire may appeal to the next higher engineer authority 
with copy to the Accepting Officer. No appeal/representation shall be entertained in respect of applications for issue of tenders as 
received after the due date of receipt of applications/extended date of receipt of applicaticns. 


The decision of the next higer Engineer authority shall be final. No applicant/contracor shall be entitled for any compensation 
what so ever for rejection of his applications. 


_ The Accepting Officer reserves his right to accept a tender submitted by public undertaking, giving a price preference ove other 
tender(s) which may be lower as are admissible under the Government policy. No claim for any complensation or otherwise shall be 
admissible for such tenderers whose tenders may be rejected on account of said policy. 


[INo. 8442/4-22/01/E8, dated 7-9-1999.] 


Garrison Engineer (1) Army, Port Blair, Andamans-744 103 


Prevision of Shelter for Parcking of Vehicle, etc. 


The Garrison Engineer(1) Army Por Blair, Andamans,-744 103 invite application by 20th October,1999 from approved contractors 


_ of appropriate class for MES/PWD/CPWD/ Railways, etc. for issue of tender for :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Provision of shelter for parking of vehicle in Inf. BN No. 2 at Brichgunj, Port Blair 4 . 3.87 Lakhs 7,740 
Ap par SSR 
1991 
2. Provision of Furniture in married JCOs/ORs Accommodation at Brichgunj Cantt. Port Blair teh tie 18,600 
t par Mar- 
ket Rates 


3. Special repairs to Roads of Brichgun} Cantt. Port Blair 4 , 5 . H - 7.13 Lakhs 14,260 


At par SSR 
1991 


4. Special repairs to Cook House for Modernisation and installation of LPG Appliances in — 3.725 Lakhs 7,450 
Brichgunj Cantt, Port Blair. “eh SSR 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of enlistmentin other dcpart- 
ments, Income Tax Clearance Certificate, financial resources. particulars of similar works carricd out by them during the last 3 years 
supported by certificates from authorites under whom the works were executed. Earnest Money to be Deposited alongwith the tender 
is payable by contractors who have no Standing Security with MES. 


[No. 8514/1/B8, dated,25-8-1999.] 
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O flice of the Commander Works Engineers (Fy), P.O. Ordnance Factory Badmal, Dist. Bolangir 
(Orissa)—767 770 


Provision of MS Grill 


Th: Commander Works Engineers (Fy), Bolangir, P O. : Ordnance Factory Badmal, Dist : Bodlangir, Orissa-767 770 invites appli- 
cations by 11th October, 1999 from enlisted MES/CPWD/Railways contractors of appropriate class for the undermentioned works :— 


Serial Name of Work Estimated Cost Earnest” 
No. at par Market! © Money 
Rate Deposit — 
Rs. Ss 
Ordnance Factory, Badmal, 6.57 Lakhs. 13,200 


1. Provision of MS Grill barrier for protection of Security Wall at 
Dist.-Bolangir. 

_ The work is in project area near Saiktala in Bolangir District of Orissa State, which is about 24 Kms. from Titlagarh Junction 
Railway Station. Contractors have to submit valid Income Tax Clearance Certificates alongwith their applications. Contractors 
Who are not enlisted with MES as are required to submit with their applications copies of letters of enlistment, in other department 
and Particulars of similar works carried out by them during the last three years supported by certificate under whom the works executed. 
Earnest Money in favour of Garrison Engineer (Fy), Bolangir alongwith tender is required to be forwarded by those contractors who 
have no Standing Security with any of the MES formations. 

[No. 88109/03/E8, dated 4-9-99.] 


O flice of the Garrison Engineer, 868 EWS, C/o 99 APO 
Majer Overhauling to DG Sets, etc. 


__ The Garrison Engineer 868 EWS, C/o 99 APO invites applications on or before 6th October, 1999 from enlisted MES, PWD, 
CPWD and Railways contractors of the appropriate class for issue of tender for the following works :— 


Serial Name of Work Estimated Earnest 
No. Cost Moncey 
Rs. Rs. 
1. Major Overhauling to DG Sets of Capacity 125 KVA at Rangapahar . ° A 7 6.00 Lakhs 12,000. 
4.00 Lakhs 8,000 


2. Repair/Replacement to LT Sub Station Panel Board and allied works at Rangapahar 


me 


Contractor who are not enlisted with MES are required to submit their applications alongwith copies of enlistment letters 
in other dopartments, Income Tax Clearance Certificate and Particulars of works carried out by them during last two years: giving 
the designation of the Officers under whom the works were executed. They are also required to deposit Earnest Money as above in 
the form of Deposit-Call-Receipt with their tenders. MES contractor will indicate their Index Numbers in their applications. Bank 
Guarantee is not acceptable towards Earnest Money. 

Sd./- 

Major 


~ No. 8928/02/E8, dated 28-8-99.] 


Sa 


The Garrlson Engineer, (North), Onslow Road, Deolali-422 401 


Repairs to Certain Roads 


The Garrison Engineer (North), Onslow Road, Deolali-422 401 invites applications upto 7th October, 1999 from MES, CPWD, PWD 
and Railways contractors of Appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest , 
No. 4 Cost Money j 
Rs. Rs. 
1. Repairs to Certain Roads including approch Road at Arty Centre, ADGM Centre and AP 4.00 aye 8,000 
at per SSR 91 


(665 R & OSQN) under GE North), Deolali. 
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Contractors who are not Borne on the approved MES list are Required to Furnish alongwith applications, attested copies of 
letters of enlistment with other Department/Command, latest Income Tax Clearance Certificate and particulars of work carried out by 
them During the last three years stating the Designation of the Officers under whom the same were executed, contracters whe have 
not lodged Standing Security with the MES will be required to pay Earnest Money as Mentioned above while submitting the tender in 
case their names are selected for issue of tender. 


[No. 8420/1245/E8, dated 1-9-99.] 


The Garrison Engineer (West), Pathankot- (Punjub) 
Provision of Single Officer Accommodation, etc. 


The Garrison Engineer (West), Pathankot, (Punjab)-145 001 invites applications by 13th October, 1999 from cnlistcd MES, 
CPWD and Railway contractors of the appropriate class for the following works :— 


- Serial Name of Works Estimated Earnest 
No. — Cost Money 
Rs. Rs. 
1. Provision of Single Officers Accn. for CE Pathankot Zone at Pathankot. : : ; : , 9.36 Lakhs 15,100 
2. Certain Repairs to Building No. P-60, P-67, P-85, P-86 and P-88 at Madhopur : : p a. OSes 9,300 
3. Certain Repairs to joinery of Md. Accn. at Madhopur - x : ‘ = . 3 452 7, 9,100 
_. 4. Repairs to Roof Leakage, Flooring, Plastering, Joinery in Bldg. No. NP-80 NP-78 and 4.95 ,, 10,000 
ENP-S5 of 39 EME Wksp. 
5. Periodical Services to Md. Accn, JCOs/Havs ORs at LL Area, 34 Med and 12 Fd and 38 Med 3.80) ihe 8,000 
6. Hssential Work Services to Bldg. of AFOI and Mandir Area at Pathankot. : : j OU. 10,000 
ds xecionical Services to Md. Accn. of JCOs/Havs (Rs., 674 GT, 304 Stn. Wksp. and Som Nath F240 ve, 6,500 
ines. 
8. Repairs to Bldg. No. P-67 (Main Wksp) of 996 AD Regt and Bldg. No. ET-1, ET-2 and ET-6 5 fa bbe 7,700 
of 975 AD Regt. at Madhopur. 
9. Repairs/Renewal of Serwage Line and Area Drainage at Abrol Nagar, under AGE B/RL. Bi Vide ee 7,800 
_ 10. Certain Repairs to Tank/Radar Shed and Storage Acen. of AD Regt at Madhopur . . : W445... 6,900 
hi 11. Repairs to Certain Building in Zone ‘D’ under GE (W) PKT : ; ! : : , Ad ie 8,100 


Contractors not enlisted with MES are requested to submit with their applications copies of letters of enlistment in other 
Department Income Tax Clearance Certificate and particulars of works carried out by them during last three years giving the designation 
of the Officers under whom they have executed. 

: 


[No. 8025/213/E8. dated 8-9-99,] 


Commander Works Engineer, Post-Dekargaon (Tezpur), Dist. ; Sonitpur, Assam 784 501 
Construction of Hard Standing, etc. 


The Commander Works Engineer, Tezpur invites application upto 23rd October, 1999 from approved/eulisted MES, CPWD, 
Railways and PWD contractor for issue of tender for the undermentioned works :— 


Serial Name of Works Estimated Earnest Time of 
No. Cost Money Completion 
rT Rs. Rs. 
1. Construction of handstanding at parking area at staging Camp Rangiya under {4.00 Lakhs $,000 4 Months. 
AGE (1), Rangiya. 
2. Special Repairs to certain bldgs at Tamalpur under AGE (J), Rangiya . 6.00. ,,’ 12,000 6 


59 


Contractors not enlisted with MES are required to submir with their applications, copies of letters of enlistment in other depart- 
ment, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the designations 
and address of the Officers under whom the works were executed. Earnest Money mentioned above against the works shall be 
deposited by the contractors who have not Standing Security with MES. 


[No. 8013/592/E8, dated 31-8-99,} 
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Provn. of Three Rooms, etc. d 
: tk 


Office of theCommander Works Engineers, P.O. Dekargaon (Tevpur) Dist. Sonitpur-784 501 (Assam) 


The Commander Works Engineer, Tezpiur invites applications upto 16th October, 1999 from approved/cnlisted MES, CPWD, 
Railways and PWD conwractor for issue of tender for the undermentioned work :— * 


Serial Name of Work Estimated Earnest Time of — 
No. Cost Money Completion — 
# 

Rs. Rs. 

1. Provn. of three Rooms with attached bathrooms and latrine at Harchura 5.00 Lakhs 10,000 6 Months. j 


under AGE (1), Charduar. 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of enlishment in othe 
department, Income Tax Certificate and particularr of works carried out by them during the last two years giving the designations 
and address of the Officers under whom the works were executed. Earnest Money mentioned above against the work shall be deposite 
by the contractors who have not Standing Security with MES. ‘ 


[No. 8013/593/E8. dated “1-9-99,] 


hy ty 4 


Garrison Engineer (1) R & D, Kanchanbagh, Hyderabad-500 058 


ea 


Repairs and Resurfacing to Certain Roads, etc. 


The Garrison Engineer (1) R&D Kanchanbagh, Hyderabad-500 058 invites applications from enlisted MES;\CPWD, & Railway 
contractors of the appropriate class for issue of tender documents for the following works :— hte 2 


Serial Name of Work Estimated Earnest Last Date of 
No. Cost Money Application 
Rs. Rs. 
1. Repairs and Resurfacing to Certain Roads at Old Complex in DMRL 4.20 Lakhs. 8,50032 6th October, 1999. 
at Kanchanbagh, Hyderabad. Rite 
2. Repairs to Roof Treatment and other Miscellaneous Repairs in Bldg. 3.05 Lakhs. 6, 10038 6th October, 1999. 


Nos. A-27, 2%, 33, Or-2 and D-40/4 and Provn. of Hard Base at Shop- 
ping Complex in DRDO Complex at Kancsanbagh, Hyderabad. 


Chat 


Last date of receipt of application, Estimatee Cost and Earnest Money to be deposited for the work alongwith tender by the con- 
tractors who have no Standing Security Deposit with MES required to submit copies of letters of enlistment in other departments 
fresh Income Tax Clearance Certificate in the new proforma and particulars of work carried out during thelast three years giving 
the designation ofthe Officer under whom works Were executed alongwith the applications. 


Invitation for application for issue of tender does net constitute any guarantee for issue of tender to applicant ev; n to enlisies 
contractors of appropriate class. Issue of tender will be decided based on past track records, financial positon, expericrice of smila 
works. Decision for issue of tender or otherwise of the Accepting Officer would be final and contractor will net be entitled for am 
compensation for rejecton of application. a 


Sd/- 
JSW 


[No. 8047/336/88, dated 1-9-99. ] 


aR} a 
Office of the Commander Works Engincers, Rani Laxmi Bai Marg, Jhansi Cantt-284 001 E 


Provision of Gen. Set, etc. 


Headquarters Commander Wrks Engineers, Rani Laxmi Bai Marg Shans: Cantt-284 001 invites application form contractor! 
enlisted with Government Department to apply for issue of tenders for the following :— a 


Sena! Name of Work Approx Earnest ~- Last Date of Receipt 
No. Cost Money of Applications. 
Rs. Rs. ' 
ft; Sgt hit of 3 HTOCS, Gen. Set and connected E/M Services at 11.04 Lakhs. ¥ 20,000 5th October, 1999, 
Talbehat. ah 


‘ iP 
INo. 83183/02/E8, dated 6-9-99.] 
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Garrison Engineer (P), Factory Khamaria, Jabalpur-482 005 (M.P.) 
Repairs to Roof 


The Garrison Engineer (P), Factory Khamaria, Jabalpur-482 005 (M.P.) invites contractor enlisted with MES Department to 
wply for issue of tenders for the following works :— 


Serial Name of Work Estimated Earnest Applications by 
No. Cost Money 
Rs. Rs. 
1. Repairs to Roof of NAI and QAE Main. Building at OFK, Inside 04 lakhs $,000 5th October, 1999, 


Factory, Jabalpur. 


. Contractors not enlisted in MES shall attach with their applications, copy of valid I.T.C.C., Particulars of works executed during 
ast 3 years. 


i [No. 8916/02/E8, dated 9-9-99.] 


ae ee] 


Garrison Engineer (East), Jabalpur 
Repair] Replacement of Water Supply 


The Garrison Engineer (East), Jabalpur-482 011 invites contractors enlisted with Govt. Department to apply for issue of tenders 
for the following work :— 


‘Serial Name of Work Estimated Earnest Application by 
= No. Cost Money 
Rs. Rs, 
1. Repair/Replacement of Water Supply CI/GI Mains in Restricted Area 3.60 lakhs 7,200 9th October, 1999. 


under GE(E), Jabalpur. 


_ Contractors not enlisted in MES shall attach with their applications, copy of valid I°T.C.C., particulars of works executdd during 
3 years and financial resources. 


Sd|/- 
Major 


[No. 8824/243/R8, dated 19-8-99.] 


) 


Office of the Garrison Engineer, Barrackpore, P.O. Barrackpore, Dist. 24-Parganas (North), West Bengal-743 101 
Special Repair to Hanger 3B and 4B 
_ The MES Garrison Engineer, Barrackpore, P.O. : Barrackpore, Distt : 24-Parganas (North), West Bengal invites application by 


the dates shown against each from appropriate categories of MES, CPWD, PWD and Railway contractors for issue of tender forms 
of the following works :— 


Serial Name of Work Estimated Earnest Last Date of Receipt 
No. Value Money of Application 
Rs. Rs. 
1. Special Repair to Hanger 3B and 4B and repair to cattle fencing around — 13.00 lakhs 26,000 4th October, 1999, 


CMI room at 9 Engr. Regt. Kanchrapara under GE Barrackpore. 


Contractors not enlisted with MES are required to submit alongwith their applications copies of letters of ehlisted in other depart- 
ment, latest Income Tax Certificate and particulars of works carried out by them during last two years giving the designation and 
address of Officers under whom executed. Earnest Money is required to be forwarded alongwith the tenders by these contractor 
Who have not Standing Security with any of the MES formaton. Invitation for application for issue of tender does not constitute 
any guaraniee for issue of tender to applicant even to enlisted contractars of appropriate class. Issue of tender will be decided 
based on past track records, financial position, experience of similar works and decision of issue of tender or Otherwise of the Accep- 
ting Officer shall be final and contractor will not be entitled for any compensation for rejection of the applicaticn. 


[No. 8000/ADV/636/B8, dated 1-9-99.] 
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Garrison Engineer (South), Deolali,, Onslow Road., Deolali Camp-422 401 


Periodical Services to Certain Building 


The Garrison Engineer (South), Deolali., Onslow Road, Deolali Camp-422 401 invites applications from MEBS., CPWD 
and Railway Contractors upto 9th October, 1999 for issue of Tender format for the following works :— oy 


Serial Name of Work Estimated Earnest © 
No. Cost Money | 
Rs. Rs. 
3,500 


iN Periodical services to certain hily buildings in OG line area under AGE B/R HAIG line © 2.74 lakhs 
Deolali. 
| 


[No: 9043/322/E8-., dated 18-08-99.) 
——:—— ] 


Office of the Chief Engineer, R and D Picket, Secunderabad :-500 003 | 
Provn, of Deficient Married Accn, | 


The Chief Engineer, R and D, Picket, Secunderabad-500 003 invites applications from enlisted MES., CPWD., Railway 
contractors of the appropriate class to issue of tender documents for the following work. Last date of receipt of application, 
Fstimated Cost and Earnest Money to be deposited for the work alongwith tender by the contractors who have no sergio | 
Security Deposit with MES are shown below. Contractors not enlisted with the MES are required to submit copies of letters of 
enlistment in other departments, fresh Income Tax Clearance Certificate in the new proforma and particulars of work carried 
out during the last three years giving the designation of the Officer under whom works were executed along with the applications. 


Serial Name of Work Estimated Earnest Last Date of 
No. Cost Money Application 
Rs. Rs. . 
1. Provn. of deficient married accommodation for DSC personnel at 41 lakhs 61,500 13th October, 1999. ‘| 


NPOL, Kochi. 
Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant en 
Aly 


enlisted contractors of appropriate class. Issue of tender will be decided based on past track records., _ financial position 
experience of — similar works, Decision for issue of tender or otherwise of the Accepting Officer wluld be final and contractor 


will not be entitled for any compensation for rejection of application. 


[No. 86030/02/E8, dated 2-09-99.] 


Office of the Garrison Engineer, Chandimandir., Chandimandir., Cantt., Panchkula-134 107 CHR) 
Certain Repairs to Married Accommodation., etc., 


The Garrison Engineer, Chandimandir-134 107 invites applications for the under mentioned work/works from enlisted Con- 


tractors of MES/CPWD/Railways of appropriate class :— p 
Serial Name of Works Estimated Earnest Last Date for Receipt Concerned | 
No. ' Cost Money of Application GE 1 

at par 
market 
Rs. Rs. 
1. Certain repairs to Married accn in Sector ‘C’ at 4.75 lakhs 9.500 5th October, 1999. GE, 
Chandimandir. Chanimadir. 
2. Provn, of Bazar Supply for B/R Materials in AGE 3.36 lakhs 6,720 5th October, 1999. GE | 
B/R Tl at Chandimandir. ? Chandiman dir 
3..Frovn of Bazar Supply for B/R Materials in AGE, 3.50 lakhs 7,000 Sth October, 1999. GB, i 
B/R I at Chandimandir. Chandiman. 
7. Provnof steel racksfor stacking at maps at MCMC 3.20 lakhs 6,400 5th October, 1999. GE, 
Chandimandir. 


at Chandimandir. 
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Contractors not enlisted with MES are required to submit their applications with copies of letterof «enlistment in other de- 
Jariment, Income Tax Clearance Certificate and particular of work carried out by them during tne the last two years giving desi- 
lesignation of Officer under whom executed... Earnest Money to be deposited alongwith tender will be as given in Appx ‘A’ 
wainst each work by the Contiactor who are not enlisted with MES and who have not executed SS Bond with MES. 


igi © 


[No. 8126/144/3/E8., dated 01-9-99.] 


Offlde of the Garrison Engineer, Pithoragarh., 


Term Contract for Artificers work.. etc., 


' The Garrison Engincer, Pithoragarh invites separate applications by the date shown against the works from enlisted MES/ 
»WD/CPWD and Railway contractors of the appropriate class for issue of tenders for the undermentioned works :— 


Serial Name of Works Approx. Amount of Period of Last Date of Receipt 
No. Estimated . Earnest Completion of Application 

¢ Cost Money 

: Rs. Rs. 

1. Term Contract for Artificers work for ‘Zone ‘A’ at Silakhs. . 16,000 12Months 11th October, 1999. 
: Dharchula under GE, Pithoragarh. 
7 2. Term Contract for Artificers works for Zone ‘B’ LE Sngh8 16,000 120 Ass 11th October, 1999. 

: sh at, Dharchula under GE, Pithoragarh. 

$ 


: Contractors not enlisted with the MES CWE Hills, Pithoragarh and Central Command, Lucknow are requested to submit with 
ler application copies of letters of enlistment in other departments, Income Tax Clearance Certificate and particulars of works 
ied out by them during the last three years giving the designation of the Officer under whom the works were executed. 


_ Earnest Money shall be deposited alongwith the tenders by the contractors who have no Standing Security with the MES. 
3 
_ Invitation of applications for issue of tender does not constitute any guarantee for issue of tender to the applicant. even to 
inlisted contractors of appropriate class. Issue of tender will. be decided by the Accepting Officer based ‘on the past track records, 
Cial position, experience of similar works of applicant contractors. The decision of Accepting Officer for issue of tender oy 
therwise Shall b2 final and the applicant/contracter will not be entitled for any compensation for rejection of his application , 
P 


. [No. 8276/DHR/I/E8., dated dated 2-09-99.] 
_— 
; Chief Engineer, Shillong Zone, Spread Eagle Falls., Shillong-793011 


Provision of Def Married Accommodate 


pare 


? The Chief Engineer, Shillong Zone, Spread Eagle Falls, Shillong- 793 011 invites application as indicated from enlisted MES.. 
?WD.., CPWD and Railways contractors of the appropriate class for issue of tender for the following work :— 


Serial Name of Work Estimated Earnest Last Date of Receipt Concerned 
Cost Money of Application GE. 
at par market 
Rs ey Rs. 
| be. » Provision of def married accn.for certain unit at AF © 60 lakhs ! 190,000 13th October, 1999 PMwGB, 
) i Station under GE Missamari. Missamari. 


2 
| Contractors | not! enlisted | with the MES are required to submit their applications with copies of letter of enlistment in other 
Hepartment, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the 
Isignation of of Officers und=r whom executed. Earnest Money to be deposited alongwith tender will be as given in Col. 4 above 
Of contractors who have’ not got Standing Security Deposit with the MES or are not enlisted with MES. 


PROT wado 


[No. 88614/MISM/02/E8., dated 14-09-1999... Received 
x ) Through Fax. ] 
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Office of the Headquarters, Commander Works Engineers, Leh, C/o. 56 APO 
Provision of Tubewell], etc. 


The Commander Works Engineers, Leh, C/o. 56 APO invites applications by 7th October, 1999 from enlisted M.E.S., P.W.D., 
C.P.W.D. and Railway contractors of all appropriate class for the following works :—- 


Serial Name of Works Rstimated Earnest Period of Last Date of 


No. Cost Money Completion Receipt of 
Application 
Rs. Rs. 
1. Provision of Tubewell to Augment W/S at Leh. F 45.00 lakhs 67,500 6 months 7th October, 1999. 
2. Provision of 2X320 KVA DG Set at Leh . : , 40.00 ,, 60,000 6. 7th October, 1999, 
3. Provision of Hot Water Supply and heating System to 40,00 ,, 60,000 Gee 71th October, 1999. 
various units at Leh. , 
4. Provision of Office Furniture at Leh. , ‘ ; £5.00 <5 27,500 6a 7th October, 1999. — 
5. Provision of Furniture for Officers, JCOs and OR living 25 OO vies 67,500 Gieias 7th October, 1999. 
Accn. at Leh. 
6. Provision of Cook Houses at Karu. ; 3 se AGO.00 7 e 45,000 Goi 7th October, 1999. 
7. Provision of 2X110 KVA DG Set at Mimmu : : 20.00 ,, 30,000 Ol ae 7th October, 1999. — 
8. Provision of DG Set of 2X320 KVA for Signal Centre 44.00 ,, 66,000 Oi) aiesan 7th October, 19999. 
at Nimmu. j 
9. Manufacture & Supply of Furniture at Nimmu_. bt AOSO! SS 74,250 Git 7th October, 1999. 
10. Addition/Altn. to Adm. Block (3 IDSR) at Leh. i? OZEDO 5. 30,000 Gites 7th October, 1999. 


Contractors not enlisted with the M.E.S. are required to submit application alongwith :—- 
(a) Copies of letter of enlistment in other department and latest Income Tax Clearance Certificate. 
(b) Particulars of works carried out. by them during the last two years designation of Officer under whom executed. 


Earnest Money to be provided alongwith the tender as mentioned above, payable by the contractors who have not deposited 
Standing Security with the M.B.S. 


[No. 8000/Adv./411/E8, dated 16-9-99, received through FAX.] 


Commander Works Engineers, Station Road, Bareilly Cantt, 
Overhauling/Repairs to Chloronome Plants, etc. 


The Commnder Works Engineers, Station Road, Bly Cantt. invites applicationformenlisted MES, CPWD anit alway Contractors 
of the appropriate class for the works mentioned below and by dates shown aginst each :— | 


Serial Name of Works Estimated Earnest Last Date of Receipt | 
No. Cost Money of Application 
Rs. Rs. 
1. Overhauling/repairs to chloronome plants at various stations under 10.00 lakhs 20,000 16th October, 1999, 
CWE, Bareilly. 
2. Repairs to existing transformers under CWE, Bareilly Arca : BO A ena 18,000 16th October, 1999, 
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Serial Name of Work Estimated Earnest Last Date of Receipt 


No. Cost Money of Application 
Rs. Rs. 
ap Bebe of liquid Chlorine gas to various formations underCWE, Bareilly 14.00 lakhs 26,000 16th October, 1999, 
rea. 
4. Supply of Building materials under CWE, Barcilly Area rs : oe lt. OOL s. Bs 30,000 16th October, 1999. 


Contractors not enlisted with the MES arerequired to submit with thzir appiications, copies of the letters of enlistment in 
other Department, ITCC and the partiuclars of similar works carried out by them during last two years giving th. designation(s) of the. 
Officer(s) under whom the works have bzen/are being executed. Earnest Money is payble by th: contractors who have no Standing Sedurity 
with any other formation of the MES. 


Invitation of applications for issuc of tender does not cositute any gurantec for issuc oftendertothe applicant evento cnlistmecd 
conttactors of approrpaite class. Issue of tender will be decided based on interalia, past track records, financial politions, experic nes 
of similar works executed bytheapplicant/contractor. The Accepting Officer shallconsiderapplicationsrecciv.duptothe date of receipt 
of applications/extended date of receipt of application for issue of tender. The applicant/contractor will be informed rega:ding non issue 
of tender without assigning reasons. The applicant/contractor, if he so desires may appeal to the next higer Engine. r Autority with copy 
to the Acc2ping Officer. No appeal/representation shall be enterentancd in respect of applications for issue of tenders as reczived aftcr 
the due date of receipt of applications/extended dated of reccipt ofapplications. Thc decisioncfthe next higher Enginec: Authority 

shall b: final. No applicant/contractor shall. be entitled for any compensation whatsoever for rejection of his application. 


The Accepting Officer reserves his right to accept a tender submitted by a publicundertaking, giving a price preference over 
other tenders which may be lower as are admissible under the Govt. poicty. No claim for any compensation or otheriwise shal! be admi- 
ssible for such tenderers whose tenders may be rejected on account of the said policy. 


[No. 8100/B/83/01/E8, dated 9-9-99.] 


Office of the Garrison Engineer (West), Jabalpur-48270i 


, Repair/ Replacement of Door 


The Garrison Engineer (West), Jablapur-482 001 invites contactors enlisted with Government Department to apply for issue of 
tenders for the following works /:— 


Serial Name of Work Estimated Earnest Application by 
No. Cost Money 
Rs. Rs. 
1. Repair/Replacement of door with shutter, bathroom doors with shutter 2.35 lakhs 4,700 11th October, 1999. 
in OTM of 4 TTR (1 STC) Jabalpur. 
2. Special repairs to bldg No. 24, 25, 27 and 31 JCO’s Md Accn. at Outram S50 11,000 ith October, 1999. 
line GRC, Jabalpur. 
3. Re-surfacing of parade gound at GRC under GE (W), Jabalpur . a. (SP es 18,000 t1th October, 1999. 
4. Term contract for area-I of Age B/R-II (W) under GE(W), Jabalpur . 5.00. ,, 10,000 lith October, 1999. 


Contractors not enlisted in MES shall attach with their applications copy of vaid ITCC, particulars of works cxecutcd during 
last 3 years and financial resources. 


[No. &€80/01/E8, detcd 7-9-69.] 
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INDIAN RAILWAYS | 


Central Organisation for Modernisation of Workshops 
Railway Offices Complex, Tilak Bridge, New Delhi-110 002 

eaccee, Cable/Gram : COFMOW, FAX : 91-11-3715347, 3311159 

mae 6D INVITATION GLOBAL TENDER NO. G/33/99 DATED: 31-08- 99 


Bids are Invited on behalf of the President of India from experienced manufacturers [S,.Oc}, 
their authorised agents for supply of the following machines .- 


ee ee ee nee 


Tender Type-Capacity Qty. Cost of bid Bid Last Date of 
No. (Nos.) Documents Guarantee Submission & 
Opening of Bids |, 


eller 2 AES 


COFMOWIG- , “in 
166/99 _C.N.C. HORIZONTAL 01 Rs. 2,000 Rs. 2,04,000 01-11-99 
_ MACHINING CENTER 


167/99 a HYDRAULIC RESCUE 37 Rs. 2,000 Rs. 4,44,000 05-11-99 
DEVICE . 


Non transferable Bid Documents containing description of the machines required as also other terms 4 
& condition may be had from the office of the controller of Stores against payment of cost either in 
cash or by Crossed Demand draft payable to Financial Adviser and Chief Accounts Officer 
‘COFMOW” New Delhi. The sale timings of Bid Documents will be 10.30 hours to 15.00 hours 
excluding lunch recess from 13.30 to 14.00 hrs. on all working days except the day of opening of the 

offer. The sale of Documents will be closed at 14.00 hours on the prior date. The offers complete in 


all respect will be received upto 11.00 hours and will be opened at 11.30 hours on the dates specified 
above. — / 


Bidders will be required to : i) Furnish a Bid Guarantee for the amount specified above: fore: ®. 
each tender or seek exemption under clause 0609 of section 1 of Bid Documents pt. 1. 1i) 4 
Keep their offers open for 150 days from the date of opening of bids. iii) Furnish contract performance 2 
Guarantee Bonds for 10% of the contract value in the event of a contract being awarded to | 
them. NSIC REGD. firms seeking exemption from PG bond for items & upto monetory limit 

of their registration with NSIC should submit neccessery documentary proof. 


Note : Konkan Railway Corporation Ltd. bonds individually purchased during Public “issue, or 
at other time from financial institute or from banks already holding them by way of transfer : 
are also acceptable for Bid Guarantee and Performance Guarantee. 


ene > 
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INDIAN RAILWAYS 


Central Organisation for Modernisation of Workshops 


Railway Offices Complex, Tilak Bridge, New Delhi-110 002 
Cable/Gram COFMOW, FAX : 91-11-3715347, 3311159. 

BiD INVITATION NO. OPB/150/99 Dated; 31-08-99 
Bids are Invited on behalf of the President of India from experienced Indian 
manufacturers or their authorised agents for supply of the following machines :- 


des Wolke ne 
COrFMOW 


Tender Type-Capacity Qty. Cost of bid Bid Last Date of 
No. (Nos.) Documents Guarantee Submission & 
(Rs.) (Rs.) Opening of Bids 


COFMOW/OP 


1049/99 DIESEL HYDRAULIC 01 2,000 1,00,000 22-10-99 
ROAD MOBILE CRANE 
(FULL SLEWING TYPE) 
CAPACITY = 16 TONNE. 


1050/99 DIESEL HYDRAULIC ROAD 02 1,000 40,000 25-10-99 
MOBILE CRANE | 

ARTICULATING TYPE 

CAPACITY = 8 TONNE. 


POWER TRANSFORMER | ps OF 500 28,000 28-10-99 
RATED VOLTAGE 33KV/11KV 
RATED OUTPUT 3.0MVA 


1051/99 


Non transferable Bid Documents containing description of the machines required as 
also other terms & conditions may be had from the office of the controller of Stores 
against payment of cost either in cash or by Crossed Demand Draft payable to Financial 
Adviser and Chief Accounts Officer, COFMOW New Delhi. The sale timings of Bid 
Documents will be 10.30 hours to 15.00 hours excluding lunch recess from 13.30 to 
14.00 hrs. on all working days except the day of opening of the offer. The sale of 
Documents will be closed at 14.00 hours on the prior date. The offers complete in 
all respect will be received upto 11.00 hours and will be opened at-11.30 hours on 
the dates specified above. 


Bidders will be required to : (i) Furnish a Bid Guarantee for the amount specified 
above for each tender or seek exemption under clause 0609 of section 1 of Bid 
Documents Pt. 1. (ii) Keep their offer open for 150 days from the date of opening 
of bids. (iii) Furnish contract performance Guarantee Bonds of 10% of the contract 
value in the event of a contract being awarded to them. NSIC regd. firms seeking 
exemption from PG Bond for items & upto monetary limit of their registration with NSIC 
should submit necessary documentary proof. 


Note : Konkan Railway Corporation Ltd. Bonds individually. purchased during Public 
issue, or at other time from Financial Institute or from Banks already holding them 
by way of transfer are also acceptable for Bid Guarantee and Performance Guarantee 


@. 
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INDIAN RAILWAYS 
NORTHERN RAILWAY 
Head Quarters Office, Boroda House, New Deihi 


Tender Notice No. 27/90-2000:— Supply of Stores Items.— Stricker Casting Wear Plate, ete. 
Fax No. 01-3384008 


E-Mail Address-nr cos @ vsnl. net. in 


On the behalf of the President of India througb Controller of Stores, 


t of Northern Railway, Boroda House. New Delhi invites scaled 
tender for the supply of the following items :— 
Serial Tender No. and Description of Stores Quantity Tender “Due on 
No. Cost 
Rs. 


1. 817/99/P7— 


Stricker Casting Wear Plate for CBC Bogie Wagon to RDSO 16,394 Nos. 500 21st October, 1999 
Drg. No.WD-8756-S/1, Alt.-(3). Mat. and Speen. as per Drg. ‘ : 


conforming to latest IR-STR No. 48 BD-94 issued by RDSO. 


Note : Matsrial ta be procured from RDSO approved firms 
only. 


N 


710/99/P-28— : 
Binding Cloth 98/100 Cms width in a Roll of 20 
IS-Specn. No. 10582/83 in Three Shade as under 


(i) P.O. Red ISC No. 538 of IS-5/1978 


: : . 13,555 Mtrs. ; 
* (ii) Oxford Blue ISC No. 105 of IS-5/1978  , r : , ZOEZ.” 55 500 25th October, 1999, 


Meters as per 


(iii) Traffic Green ISC No. 267 of IS-5/1978 . 2 ; - 10,408 _,, } 


3.  258/99/P-28— ' 
Paper Carbon Pencil Black One Side 40:5 X 51 Cmsin a Ream 2874 Reams 
of 500 Sheets ISI No. 3450/1976 as well as ISL Marked. 


4.  119/99/P-11— 


500 25th October, 1999, 


Hex Head Bolt to IS : 1363(Part-1) 92 ISO : 4016/88 M-20 44.257 Kgs. 509 25th October, 1999, 
75mm 4.6 with Hex Nut to 1S:1363 (Part-3) 92 ISO-4034/86 
M20-5. 


5, 52/99/P-7— 
Single Piece FRP Louvre Shutter (2’-0” wida Window to Iten 39,459 Nos. ; 2,039 
1 to 7 of RDSO/SK-97020, Alt.-(7). Matl. and Specn. as per 
Drg. and Part Drg. mentioned thereon and conforming to 
latest RDSO/STR.C-8409 and C-9403. 


23th October, 1999, 


Note : ah atta will be made from RDSO approved firms 
only. 


6.  1220/99/P-12— 


Silico: Bonded Polymide Film Kapton Mica Wrapper for TAO 15,870 Nos. | 500 26th October, 1999. 
659 TM (0.15X 426 < 176 mm) to Specn. No. 4 TMS/CNB 
Specn./95/1. 


7 2238/99/P-8— 
Detector Electri¢ Point Facing and Lock combined 3 Slidtypa 125 509 27th October,1999, 
with cross protection contact for single pair af paint and lack 
with in and out to Drg. No. SA-23331 (Adv.), Alt.-(3), Specn. 
IRS-S-49/74 or latest. 


Note : The material shall be procured from RDSO approved 
sources only, 
8.  1137/99/P-8— 


Power Supply Card PS-5 No. FB-17165 for OMINI-230 Digital 5 Nos. 500 28th October, 1999, 
Electronic Exchange, 
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Serial Tender No, and Description of Stores Quantity Tender Due on 
No. ) Cost 


9, 1116/99/P-8— 
Secondary Cell Maintenance Free Battery (MFVRLA) 12 Volt. 100 Nos. 150 28th October, 1999 
40 AH as per Specn. IRS-S-93/96(A) or latest. ctober, . 


10. 1128/99/P-8— 
USDT Card FB-51473 for OMNI-230 Digital Electronic Exchange SI%;5 500 28th October, 1999. 


11. 1136/99/P-8— : 
Exchange Card suitable for OKI based Exchange. 


~ (i) Long Distance Subline Interface Card (LSILCA) ; ‘ 10 Nos. } 
Gin MB/MM AMD) Card yam deinivcoh ond \ alls 2: is 150 28th October, 1999. 
(iii) ODBWT Card (Out Dial both Way Trunk) ; ‘ 4 6se 

12. 1130/99/P-8— 


HWTEC Card for NE-1200 Electronic Exchange (High Way Inter- 11 


99 150 28th October, 1999, 
face Card) based on OKI Technology. 


13. 176/99/P-14— 
Rubber based Adhesiveas per Specn. No. DIL/ADH/90/1, 8,817 Ltrs. 500 2nd November, 1999. 
dt. 10-5-90 One Ltrs. Tin Packing. 


14.  551/99/P-15— 
Mobile High Pressure Hot Cold Water Jet Cleaning Machine Elec. 4 Nos. 500 2nd November, 1999. 
Operated Trolley Mounted with Standard Accessories as per 
‘ Specn. attached Tender Set. 


15. 53/99/P-7— 
Silent Block for Anchor Link to Item-1 of ICF/Drg, T-0-7-601, 30,000 
Al.t-(T) and (17). Matl. and Specn. as per Drg. and confirming 
to RDSO’s STR-3C9406 (Rev.-I) or latest. 


he ~ 2000 25th October, 1999, 


Note : Mipehase will be made from RDSO approved sources 
only, 


16, 541/99/P-16— 
Super Short Cardan Shaft (W/length4450) C&D No. NVOL/O11 Wa 53 150 © 27th October, 1999, 
Voith SKX-225.7 Drg. No. 2D/09-71 (Ref.-3), Alt.-(Nil). 


17. 130/99/P-11—__ 
Basket Pilchi Shakhar) 460 mm dia < 200 mm deep of good 89,200 
Quality Pilchi or Jhakhar (as approved Sample). 


18. 503/99/P-28— igs tao 
Paper Super Sun Shine in Size 61 86 Cms. 21 Kgs. per Reams 383 Reams 150 26th October, 1999, 
500 Sheets 80 Gsm. 


19. 826/99/P-19— 


35 1,000 ‘20th October, 1999. 


Spares of Circuit Breaker (DJ) of M/s. ABB. 5 ‘ 4 63 Items 1,000 2nd November, 1999. 
20. 647/99/P-2— 
Maintenance Free VRLA Cell of 500 AH/800 AH One Set each 112 Neos. 500 21st October, 1999, 


make Amara Raja. 


Note :— 


1. Tender Documents can be obtained from the Office of the Controller of Stores, Northern Railway, Baroda House, New 
Delhi during 11 hours to 15 hours on all working days except on the Date of Opening of Tender. 


2. The Cost of Tender Documents should be remitted to FA&CAO(SAB)NR/BH/NDLS through Crossed Bank Draft only. 
Postal Orders/Cheque/Money Orders are not acceptable. A 


3. Tender Documents are not transferable. 


4. Tender submitted on other than prescribed Tender Forms are liable to be rejected. 
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5, If the firm desires to obtain the Tender Documents by Post, they must send the Demand Draft alongwith requisition to. 
C.O.S. office atleast 15 day before the Date of Tender Opening. ; 


6. All the Tenderers are requested to indicate their Banker’s Name and Account No. in all the Offers/Quotations being sub- 
mitted to the Controller of Stores, Baroda House, New Delhi. BT POET J 
[No. 129-—S/0/8/PG/PTI/Publicatjon of 


ADV Tender, .deated 8-9-99,] - 


. 
—- ~~ q 


\ 
Statutory Bodies— 


GOVERNMENT OF RAJASTHAN 
RAJASTHAN STATE ELECTRICITY BOARD 
O ffice of the Super intending Engineer (TD-I!) Shed No. Vidyut Bhawan, Jyoti Nagar, J aipur-402 005 
Tender Notice No. PNM-2 ; Design, Engineering, Manufacturing, Supply, etc. of D.M. Plant 


Sealed tenders in qua-druplicate are invited from the reputed manufacturers/suppliers for Design Engineering Manufacturing supply, 


erection, testing and commissioning of De-mineralisation Plant required for2X250MW STPS. Stage-ll, District Sriganganagar, 
- 1iVv ie} hp 


Rajas than as detailed hereunder :— 


Serial Name of Work Earnest - Tender Date of Opening of 
No. Money Cost Tender 
Rs. Rs. —-b1-F 000 


1. Design, Engineering, Manufacturing, Supply and erection testing and 4,00,C00 Lakhs 1,006 29 th October,1999. 
Commissioning of D.M. Plant consisting of 3 Nos. Strems each os 6: ied oe 
of 55M 3/hr. net out put capacity complete with all accessories Mg 
auxiliaries and ancillaries and complete electrical civil, structural 
and architectural works. 


The Tender documents (non-transferable) including specification can be obtained from the effice cf the undersigned on any working — 
day from. 10.30. a.m. to 1-30 p.m, by remitting the tender cost (non-refundable) in Cash cr through Crossed Demand Draft payable at” 
Jaipur to the Sr. AO(TD), R.S.E.B, Jaipur on production of Documentary proof of the experience and the financial capacity, Tequest 
for Issue of tender document should be accompanied with details of previous manufacturing/supply experience for executing two similar 

Jobs which should have been in successful commercial operation for atleast 2 years with details of technical collaboration if any. 


The tenders will be received upto 3 p.m. on the dates mentioned and shall be opened on the same day at 3.30 p.m. in this Office 
in the presence of the tenderers who wish to be present. If 29th Octcber, 1999 happens to be a Holiday then tenders will be received 
and opened on the next working day at the same time. The required Earnest Money is te be deposited in the form of Crossed Bank 
Draft drawn.on any Nationalised Bank payable at Jaipur in favcur of Sr. A.O (TD), R.S.E.B. Jaipur, Any tender not accompanied 
with Earnest Money shall not be opened and shall be rejected.The undersingned reseryes the right to reject or cancel any or all 
the tenders without assigning any reason thereof. 


, Superintending Engineer, (TD-IN) " 
' [No. RSEB 8347(99)/1926, dated, 4-9-99.] 


Purchase of tender-document is.essential to partictpate in the tender bid. 


teh 
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FOREIGN TENDERS 


Indian tenderers should ascertain the exportability of a commodity in the tender notices publised below 
in the light of the rules and regulations in force before negotiating for actual business. Firms participating 
in these tenders are requested to inform the Directorate General of Commercial Intelligence and Statistics, 


_1, Council House Street, Calcutta-1, when they succeed in their bids. 


9999999950006 
: SYRIA ¢ 


© $005 60000H% 


Miscellaneous Stores 


Sealed tenders are invited for the followings : 


| Complete Medical Cotton Line 
. —Br. 5/9131. Requirement : Complete medical cotton line. File No.:- 1033/99, Bid bond : USD 100,000 
Performance bend : 10 per cent. Booklet : Obtained at USD 10 from United Commercial Industrial Corporation 
(Khoumassieh)., Damascus. 
Deadline : 15th November, 1999, 


Electrical Cables 6 K. V. 


_—Br. 2/9133. Requirement : Electrical Cables 6 K.V. for A.U. Plant + 25 per cent. Bid bond : USD 3,000. 
Performance bond: 10 per cent. Booklet : Obtained at USD 20 from Gen. Fertilizer Co., Homs. 


Deadline’: 9th November, 1999, 


Raw Material Discharge Trolley 


Raw material discharge trolley for Musslmieh Cement Plant. Bid bond : 


—Br. 6/9133. Requirement : 
Obtained at USD 4 from AI-Chahba Cement Co., 


USD 5,000. Performance bond : 10 per cent. Booklet : 
Aleppo. 
Deadline : 10th November, 1999, 


Lead Metal 


—Br. 3/9133. Requirement: /200/ MT Lead Metal from external origin + 25 per cent. Bid bond: USD 
0,000 and /100/ MT Antimonial Lead from external origin + 25 percent. Bid bond USD : 8,000. Perf. 
rmance bond : 10 per cent. Booklet : Obtained from Syrian Batteries and Liquid Gases., Aleppo. 


Deadline i 23rd December, 1999. 
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Rubber Expansion Joints 


Br. 5/9133. Requirement : Rubber Expansion Joints for Ammonia Urea Plant and T.S.P. + 25 
per cent Bid bord ; USD 3.000. Per formance bond : 10 per cent. Booklet :- Obtained at USD 20 from Gen. 
Fertilizer., Co., Homs., . . 


Notts : 


A, 


2. 


A802)». 


Deadline : 10th November, 1999. 


Most Syrian Organisations . -tequired paymentfor tender:docuntesits:to'be dade in’eash: eithetin US$ 
or in Syrian Pounds ( US $ 1- S.P. 11.20 official rate). | 


Firms in India wishing the Embassy of India, P.O. - Box - 683., Damascus to purchase tender docu- 
ments on their‘behalf, may telex Indemb - 411377 SY this Mission giving full details of tender documents to 
be purchased, confirming that payment by the firm would follow in due course by Bank Dra ft. 


The documents can be sent directly by courier service ( DHL/ SKYPAK) provided the firms makes 
such a request. In this courier charges (approx. US$ 15 for 1/2 kg) will also be payable by the firm 
to the Embassy. . 


Owing to the difficult logistics involved at present, the Embassy of India is able to. purchase _ tender 
document personally through representatives of the Enibassy., only ‘from Syrian Organizations based 
in Damascus. For outtsajion tender documents the Embassy will request the concerned outstation 
Syrian Organisation, by telex., to forward. documents bylocal post/courier to the Embassy in 
Damascus, for onward transmission to India and guarantecing payment of tender document charges 


by the Embassy, This: usually-involves: considerable delay in the Enibassy receiving documents. — n “some 


cases the ‘Embassy has ‘requested ‘the Syrian Organisation for’extension in deadkine:; which 
acceded to occasionally. These facts may please be __ borne in’ mind: «.in “req : 
outstation tender documents, especially those with short deadlines. For procuring outstation docu- 
ments expeditiously.,!it- would be useful to have a Syrian Party for local liasion and follow up 
as is the normal practice here. The Embassy., on request., can recomend names of local parties with 
whom the Indian stde cam settle terms mutually. “Such-a local contact is also useful for follow up on 
offers made by Indian side. Bea " , 
Tel :- 3739081., 9082, 9083 ., Fax :- 963-11-3316703,, ney 
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FOREIGN TENDERS 


Indian tenderers should ascertain the exportability of a commodity in the tender notices publised below 
in the light of the rules and regulations in force before negotiating for actual business. Firms participating 
in these tenders are requested to inform the Directorate General of Commercial Intelligence and Statistics, 

1, Council House Street, Calcutta-1, when they succeed in their bids. 


$0999 99000 
: SYRIA q 


vb 
%SO00$$0O0O0 


Miscellaneous Stores 


Sealed tenders are invited for the followings : 
| : Complete Medical Cotton Line 


_ —Br. 5/9131. | Requirement : Complete medical cotton line. File No.:- 1033/99, Bid bond : USD 100,000 
Perfermance bend ; 10 per cent. Booklet : Obtained at USD 10 from United Commercial Industrial Corporation 
(Khoumassieh)., Damascus. 


Deadline : 15th November, 1999, 
Electrical Cables 6 K. V. 


—Br. 2/9133. Requirement : Electrical Cables 6 K.V. for A.U. Plant - 25 per cent. Bid bond : USD 3,000. 
Performance bond: 10 per cent. Booklet : Obtained at USD 20 from Gen. Fertilizer Co., Homs. 


Deadline’: 9th November, 1999, 


Raw Material Discharge Trolley 


—Br. 6/9133. Requirement : Raw material discharge trolley for Musslmieh Cement Plant. Bid bond : 
USD 5,000. Performance bond : 10 per cent. Booklet : Obtained at USD 4 from AI-Chahba Cement Co., 


Aleppo. 
Deadline : 10th November, 1999, 


Lead Metal 


—Br. 3/9133. Requirement: /200/ MT Lead Metal from external origin + 25 per cent. Bid bond : USD 
0,000 and /100/ MT Antimonial Lead from external origin -+ 25 per cent. Bid bond USD : 8,000. Perf. 
Tmance bond : 10 per cent. Booklet : Obtained from Syrian Batteries and Liquid Gases., Aleppo. 


Deadline i 23rd December, 1999. 
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Rubber Expansion Joints 


Br. 5/9133. Requirement : Rubber Expansion Joints for Ammonia Urea Plant and T.S.P. + 25 


per cent Bid bord : USD 3.000. Per formance bond : 10 per cent. Booklet :- Obtained at USD 20 from Gen. - 
Fertilizer., Co., Homs., 


Deadline : 10th November, 1999. 


Notes: : | ie , voleey odd Fey tel@ll oils 


1. Most Syrian Organisations | required: paymentfor tendersdocumentsto’ be’ made‘in ‘cash; eitherin US$ 


or in Syrian Pounds ( US $ 1- S.P. 11.20 official rate). 


2. Firms in India wishing the Embassy of India, P.O. - Box - 683., Damascus to purchase tender docu- 


A802 


offers made by Indian side. ou | 


ments on their behalf, may telex Indemb - 411377 SY this Mission giving full details of tender documents to 
be purchased, confirming that payment by the firm would follow in due course by Bank Dra ft. 


The documents can be sent directly by courier service ( DHL/ SKYPAK) provided the firms makes 
such a request. In this courier charges (approx. US$ 15 for 1/2 kg) will also be payable by the firm 
to the Embassy. 


Owing to the difficult logistics involved at present, the Embassy of India is able to purchase tender 
document personally through representatives of the -Embassy., only ftom: Syria Organizations: based 
in Damascus. For outtsajion tender documents the Embassy will request the concerned outstation 
Syrian Organisation, by  telex., to’-forward. documents* bylocal post/courier to the Embassy - in 
Damascus, for onward transmission to India and guaranteeing payment of tender document charges 
by: the Embassy.. This’ usually involves'considerable‘delay-in the:Embassy receiving'documents: In’ som 
cases’ the Embassy has: requested the-Syriat: Organisation: for‘extension inedeadline:, ‘which has been. 
acceded _— to occasionally. These facts may please be borne in’ mitid~: « in° “réquestion 
outstation tender documents, especially those with short deadlines. For procuring outstation docu- 
“ments -expeditiously., it. would be useful to have a Syrian Party for local liasion and follow up 
as is the normal practice here. The Embassy., on request.,can recomend names of local parties with 
whom the Indian stde can settle terms  muttally. “Such’a‘local contact is also useful for follow up on 
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Tel :- 3739081., 9082, 9083 :, Fax :- 963-11-3316703. 
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PART B 


EKICE GCULOTATION 


(INDIAN) 
OFFEE-- © {OTE (HESSIAN) FAS—®3 
Calcutta, 8th September, 1999. 
Rs. 

(i) Hessian Cloth 40°73 oz, 

Bangalore,“8th March, 1999. (101.5 cm, 229 g/m?) per 100 Mtrs. - . 639.09 
(2) Hessian Cloth 40°7 oz. 

(101.5 cm, 244 g/m*) per 100 Mtrs. r 594.00 

Mode} Fylces (3) Hessian Cloth 40’10 oz. 
(101.5 cm,305 g/m?) per 100 Mitrs, - P 854. 0 


(Per 50 Kilograms) 
LINSESD OIL 2 


Calcutta. 8th September, 1989. 


Rs 
Rs. 
(1) Pentetien rar ° . ° e 4566.00 ' (1) Raw (loose) ex-mill (per quistal) - . 3350.00 
2 Boi ex-mMi intal H 4 g.t 
a é opp) f ENE ee (2) (Double Boiled) ex-mill ( per quintal } 3600.1 0 
SESAMUM OIL— @ 
(3). Arabica Cherry “AB™ «+ + + $4000.00 si 
pa Sesamum Oil (per quiatal) « A ; AG 
14) ” 99 r B e . ® e 3900.00 Ne : 
SUGAR— 
(5) Robusta Cherry “AB”. ' e ° 3800.00 ; 
(a) MANUFACTURED SUGAR— 
{t} ‘ee PIS TPs jal PO ' + 3600.00 
Deth!, 27th Septenter, 1996, 
4%) SACKING) PAS~ela ; Rs. 
Yapur C-29 (per quintal) . 4 : : 1335.06 
{si GUR~ 
Calcutta, 8th September, 1999. Delhi, 27th September, 1996. 
Rs 
Rs. )) Dethi Dhalsera (per quintal) 4 ‘ . 9§0,00 
(2) Kanpur Pansera (per quintals 870.05 
fl: A Twhiis per 100 bags . ° . 2465.00 
73) Indore Local (per quictal) ; : NLR. 
(2) B Twills per 100 bags , ; 2130.06 (4) Madras Sort-Il (per quinta) : : 77,00 
*Coffes Board @ Bengal Chamber of Commerce and Industry. 
t Directorate of Econo'nics and Statistics, Ministry of Agricultura, New Delhi. 
NLA —Not Available. NLR. =-Not Reported, 
B333 
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TRADE 


A. Trade Enquiries for Import from India 


OSESESSE SEES 
> ETHIOPIA.a 
09698586544 > 


Serial 
No. 


Ls 


B334 


Name and Address of the Firms/Individuals 
and Commodity 


M/s. FAFA Food Factory 
P. O. Box 5688 
Addis Ababa (Ethiopia). 
Fax 00251-1-653976 


Soyabeans. 


M/s. Orbit Techno Commercial 
P. O. Box 6486 
Addis Ababa (Ethiopia). 
Fax 00251-1-612290 


E-mail: orbit.eth@Telecom.Net.ET 


Railway Spare parts and equipments, PP.Bags. 


M/s. Wahib Oumer Ismael 
P..O. Box 2202 
Dire Dawa (Ethiopia). 
Fax 00251-5-111525 


Aluminium Kettles, Jugs, Weighing Scales 
and Hing. 


M/s Bab Inter Trade Co. 
P. O. Box 12695 
Addis Ababa (Ethiopia). 
Fax 00251-1-621233 


Safety Match processing Machine. 


M/s. Kajio International Co. 
P. O. Box 21307 
Addis Ababa (Ethiopia). 
Fax 00251-1-550633 


Rice. 


M/s. Ampiedco Trading Ent. 
P:. 0; Box 760 
Dire Dawa (Ethiopia). 
Fax 00251-5-112436 


Ginger Peeling & Drying Machines. 
M/s. Hashim Abdela 

P. O. Box 20370 

Addis Ababa (Ethipoia). 

Fax 00251-1-713911 


Basmati Rice. 


Serial 
No. 


8. 


10. 


I}. 


OPPORTUNITIES 


Name and Address of the Firms/Individuals , 
and Commodity 


M/s. Metasebia Tacssee 
P. O.. Box 201 
Addis Ababa (Ethiopia). 


Paper Bag Machinery. 


M/s. Sisay Sifer 
P. O. Box 55574 
Addis Ababa (Ethiopia). 


General Metal Works Machinery like Shear- 
ing machine and Raffle corrugated sheet 
metal machines. 


M/s. AB International PLC 
PPO Box "8257 
Addis Ababa (Ethiopia). 
Fax 00251-1-791756 


Gold Painting, Paper painting and | Paper 
Bag Machines. 


M’s. R. G. Partners PLC. 
P. O. Box 9135 
Addis Ababa (Ethiopia). 
Fax 00251-1-511111 


Pipes and Fittings, Water Meter, Water and 
Submersible Pumps. 


M/s. East African Trading Co. 
P. O. Box 4408 
Addis Ababa (Ethiopia), 
Fax 00251-1-518869 


Tractors, Agricultural Implements and Agri: 
Trailers. 


M/s. Work General Marble Works Industry 
Pvt. Eat. 


P. O. Box 41782 
Addis Ababa (Ethiopia). 
Fax 00251-1-533292 


Sheet Glass and Aluminium. 


[Source : Embassy of India, Addis Ababa.] - 
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7 JORDAN : 
OS SF SSSSSOSSSSESSSOO 
Serial Name and Address of the Firms/Individuals Serial 
No. and Commodity No. 
i: Top for General Trading & Investment 6. 
P. O. Box 885 
Amman 1182}. 


Telefax : 00-962-6-5856507 
Contact Person : Mr. Haydar Al-Hakkak 
General Manager. 
Writing & Printing Paper. 

2. Al-Aman Establishment for Mechanical & 
Fire Fighting Works. 
P. O. Box 911089 
Amman 11191. 
Ter : 00-962-6-5689760 
Fax : 00-962-6-5689580 
E-mail : al-aman@index.com.jo 
Contact Person : Mr. Nasr Awadeh. 
Fire Pumps & Rubber Hose Reels. 


5. Al-Baydeh Ltd. Co. 
P. O. Box 941621 
Amman 11194. 
Tel. > 00-962-6-5620649 
Telefax: 00-962-6-5683552 8. 
E-mail : albaydah @ go.com.jo 
Contact Person: Mr. Hussian Al-Baldani 
General Manager. 


Safety Matches TV sets and Wool. 


4. International Textile Manufacturing Co. 
PeCr. BOR 231 
Industrial City, Sahab 11512. 
‘Ter. : 00-962-6-4023133 
Telefax : 00-962-6-4023771 
Contact Person : Mr. Mazen Al-Saket, 9. 
General Manager. 


Yarn. 


3, Ali A. Hawash & Sons Co. 
P. O. Box 83 
Amman 11621. 
Telefax : 00-962-6-4751546 
E-mail : tasabeel@go.com.jo 
Contact Person : Mr. Ali Hawash, 
General Manager. 


7 


Agro Chemicals Fertilizers & Pestisides. 


Name and Address of the Firms/Individuals 
and Commodity 


Rosam Int. Trade Est. 
P. O. Box 962357 
Amman 11196. 
Tel. : 00-962-79-542669 
Fax : 00-962-6-5604243 
Contact Person : Mr. Abbas Ali. 


Steel Wire 
The Eng. Corp. for Farming & Trading Fahed 


& Fayez Abu Qamar Co. 
P. O. Box 19283 


Amman 11196. 
Tel. : 00-962-6-5512929/551643 1 
Fax : 00-962-6-5535418 


Contact Person : Mr. Fahed Abu Qamarh. 


Liquid Anticaking Reagent. 


Al. Madar Chemical! Est. 
P. O. Box 426140 


Amman 11140. 

Tel. : 00-962-6-5693796/5699467 
Fax : 00-962-6-5685690 

E-mail :; almadar(@nets.com.jo 


Contact Person : Mr. Osama Akonbeb 


Packing Machines. 


General Union Trading Co. 
P.O. Box 961655 


Amman 11196. 
Tel. : 00-962-6-5696366/5696367 
Fax : 00-962-6-5696377 


Contact Person : Mr. Ahmad Juma, 
General Manager. 


Aluminium Sulphate Colloids, Tractors, Gar- 
bage Vehicles & Ductile Iron Pipes. 


[Source : Embassy of India, Amman.] 


Notes.—1. Firms or individuals in India while contacting the foreign enquirers whose names and addresses are 


iurnished above may intimate the fact to the Directorate General of Commercial Intelligence and Statistics, 1. Council 
House Street, Calcutta 1. This intimation may also contain a reference whether the party is registered with the above 


department and the registration number thereof. 


2. The Directorate General of Commercial Intelligence & Statistics, Ministry of Commerce, Govt. of India, Calcutta 
ao not accept any responsibility, either direct or indirect for the trade introductions accorded to these aforecited 
foreign firms, organisations, agencies and individuals and also for their financial soundness, capabilities, business 


integrity and experience or otherwise in the cited activities. 


The negotiating/contracting parties are advised to refer fully to the extant trade laws, rules and regulations enacted 
and framed by the Sovereign Governments of the Countries concerned with respect to the import and/or export of the 


commodities and services in which they intend to trade. 
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International Relations 


FOCUS ON INTERNATIONAL TRADE 


: 
i 
: 
i 
i 


THE REPUBLIC OF BENIN TODAY 


The Republic of Benin is a narrow stretch of territory in West Africa. 


Reh SOL SCAsesesenzerres 


112,622 sq. km. (43,484 sq. miles). 
6.22 million (estimated for 2000). 
55.22 per sq. km. (estimated). 
Porto-Novo. 

Djougou, Bohicon, Kandi and Ouidah. 
Animism, Islam and Christianity. 
French and Tribal dialects. 

28 per cent. 


Benin’s Climate is tropical. 


Benin is a member of the UN, OAU and is an ACP state of the EU. 


SWSF CP FORAGE RSe OOP HUACRl BEE EASE ee cassEs SHES Se GIS OEREEeseeES: 
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2: Recent History 


Benin,called Dahomey until 1975, was formerly part of French West Africa. It became a self-governing 
republic within the French Community in December, 1958, and an independent state on August. L 
1960. The country’s history from independence until 1972 was marked by chronic political instability, 


with five successful coups involving the army, and by periodic regional unrests fuelled by long-standing 
rivalries between the North and the South. 


2.2 In October, 1972, Gen. Mathieu kerekou seized power and installed a new left-wing regeme committed 
to socialist policies. A consititution was adopted in 1977, based on a singee Marxist Leninist Party 
(PRPB). Despite persistent economic problems, factional fighting withing the ranks of the party and 
frequent plots and atempts at its overthrow, the regeme has retained power. 


3. National Economy 


Benin has experienced considerable economic growth since the beginning of the 1990s, as the country 
could attract official development assistance and private investment. The second Adjustment Pro- 
gramme began in 1991; it seeks to provide resources for priority social and economic. goals by econo- 
mics, reforms and nationalization. An action plan envisages some privatization. The privatization 


and restructuring of public enterprises was a key element of the new three year (1996-99) enhanced 
Structural Adjustment Facility agreed with IMF in August, 1996. 


3.2 In 1994, according to estimates by the World Bank, Benin’s Gr 


at average 1992-94 prices, was US$ 1,954 million, equivalent to $ 370 per head, During 1985-94, 
it was estimated, GNP per head declined by an annual average of 0.8 per cent in real temrs. Benin’s 
Gross Domestic Product (DGP) increased, in real terms, by an average of 2.7 per cent annually. 
during 1985-95. Real GDP growth was 5.7 per cent in 1995 (3.4 per cent in 1994). 


oss National Product (GNP), measured 


3.3. Agriculture (including forestry and fishing) contributed an estimated 36.0 per cent of GDP in 1995. 


About 57.6 per cent of the labour force were employed in this sector in 1994. During 1985-95, agri- 


cultural GDP increased by an annual average of 4.6 per cent. The IMF estimated the growth in agri- 
cultural (GDP) at 0.6 per cent in 1995. 


3.4 Industry (including mining, manufacturing construction and power) contributed an estimated 15.1 


per cent of GDP in 1995, and engaged 10.4 per cent of the employed labour force at the time of the 


1992-census. Industrial GDP increased by an annual average of 1.2 per cent in 1985-95. The IMF 
estimated the growth industrial GDP at 5.9 per cent in 1995. 


3.5 The Manufacturing Sector, which contributed an estimated 8.6 per cent of GDP in 1995, engaged 7.8 
per cent of the employed labour force in 1992. Manufacturing GDP increased by an annual average 


of 5.3 per cent in 1985-95. Growth in manufacturing GDP was estimated by the IMF at 5.3 per cent 
in 1995, 


3.6 The Services Sector contributed an estimated 48.9 per cent of GDP in 1995 and engaged 31.8 per cent 
of the employed labour force in 1992. The GDP of the services sector increased by an average of 1.7 
per cent per year in 1985-95. The IMF estimated growth in the sector at 6.5 per cent in 1995. 


4. __ Banking, finance and Currency 


The bank of issue and the Central Bank is the regional West African Central Bank (BCEAO). The 
monetary unit is the franc CFA (XOF), with a parity value of 100 francs to 1 French Franc. The 
exchange rate of Indian Rupee per 100 unit of franc CFA (XOF) in July, 1999 was :— 


100 Franc CFA (XOF) = Indian Rupees 6.8333 
5. Foreign Trade 


5.1 Benin’s total exports and imports, volume of Trade and Balance of trade between 1993 and 1997 along- 
with their growth rates are depicited in Table-l. 
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5.2 Benin’s total exports in 1993 were US$ 384 million. It increased to US$ 400 million in 1997. Exports, 
during the period from 1993 to 1997, were the highest (US$ 424 million) in 1996. The annual com- 
pound growth rates calculated at 1.03 per cent. 


5.3. Imports in 1997 were US$ 614 million while in 1993 were US$ 572 million. Imports during the period 
1993 to 1997 were the highest (US$ 692 million) in 1995. Imports grew annually by 1.79 per cent. 


5.4 Volume of trade registered annual compound growth rate of 1.48 per cent from US$ 956 million in 
1993 to US$ 1014 million in 1997. 


5.5 Benin faced deficit balance of trade during the period from 1993 to 1997. 


5.6 Benin’s main import items are Food stuff, Beverages, Tobacco, Petroleum Products, Intermediate 
Goods, Capital Goods and Light Consumer Goods. ' 


Main import suppliers are France, Thailand, Netherlands, China, Hong - Kong and USA. 
Cotton, Crude Oil, Cocoa, Palm Oil, Palm Kernal Cake and oil and cake are the principal items of export. 


Benin main export destination are Morocc, Portugal, Libya, Italy and USA. 


5.7. The international airport is at Cotonou (cadjehovn).Benin is a Member of Air Afrique. Services 
are also provided by Aerofloat, Air Burkina, Air France, Air Gabon, Cameroon Aijrlines, Ghana 
Airways, Nigeria Airways and SABENA. There is a seaport at Cotonou. 


6. Bilateral Trade with India 


6.1 India’s exports to Benin in 1994-95 were Rs. 2,239.90 lakhs and imports were Rs. 1,763.48 lakhs, there 
by India enjoyed favourable balance by Rs. 476.42 lakhs. Similarly, in 1998-99 India enjoyed favour- 
able balance of trade by Rs. 5,999.53 lakhs as exports were Rs. 11,201.54 lakhs and imports were 
only Rs. 5,202.01 lakhs. 


6.2 Provisional figures are available from April, 1999 to June, 1999. Exports and imports during the period 
increased by 56.18 per cent and 227.07 per cent respectively as compared to the same previous period. 
India faced deficit balance of trade during the periods. ; 


6.3. India’s export to and import from Benin of merchandise goods during 1994-95 to 1998-99 with com- 
parative figure for April, 1998 to June, 1998 and April, 1999 to June, 1999 alongwith their growth rates 
are presented in Table-II. 


6.4 Table-III gives India’s top ten merchandise goods exported to Benin during 1994-95 to 1998-99 along- 
with their growth rates. 


6.5 Tabe-1V gives Indias top five merchendise goods imported from Benin during 1994-95 to 1998-99 
alongwith their growth rates. 


7. Names and Addresses of the Organisations engaged in Foreign Trade in Benin are :— 
(a) Ministere due Commerce, de 


l’artisant et du tourisme 
Direction du commerce exterieur 


B.P. 2037 

COTONOU 

Tel. : (229) 315267 
Fax. : (229) 315258 


E-mail : mcatdce @ intnet. bj 
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(b) Centre beninois du commerce exterieur (CBCE) 
Ministere due commerce, de 
Vartisant et du tourisme 


B.P. 1254 

COTONOU 

Tel. : (229) 301320 

Fax : (229) 300436 

E-mail : cbce @ bow. intnet. bj 


(c): Conseil national pour 
Texportation (CNEX) 
Lot 43 Immevble G.H. Face 
Chateau d’Eau Patte d’Oil 
04 B.P. 0611 Recette Cadjehoun 


COTONOU 

Tel. : (229) 300702 

Fax : (229) 300047 

Tlx +5023 

E-mail : ghbenin @ how. intnet. bj. 


(d) Chambre de Commerce et 
d’industrice du Benin (CCIB) 
Service info. et documentation 
Anvenue du General de Gavlle 


Ol B.P. 31 

COTONOU 

Tel. : (229) 312081 

Fax 2 *(229)- 313299 

E-mail. : ccib @ how. intnet. bj. 

Url. : http: planben. intnet. bj/pne/ccib. htm. 


NOTICE 


Permission for reproduction in part or in entirety this official paper on Bilateral Foreiga Trade of India, 
Published in the Indian Trade Journal is reserved by D.G.C.L. & S., Calcutta. 
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FROM OUR EMBASSIES ABROAD 


I. (A) INDO-GERM AN TRADE 


During the months of Jan.-May, 1999 the two way Indo-German trade continued its downward trend. In DM 
terms, it has registered a decline of 4.46 per cent in comparison to the same period in Jan.-May, 1998. Indian 
export to Germany decreased by 0.08 per cent from DM 1788 million (cif) to DM 1786 million (cif). Imports 
from Germany also decreased by 9.27 per cent from DM 1631 million (fob) to DM 1480 (fob). The balance. 
of trade is in favour of India by DM 306 million in May, 1999. 


During the period January-May, 99 India’s market share in total German imports has remain the same i.e 
0.53 per cent as it was in May, 98. 


B. Performance of 15 Major Products Categories Total German Imports : 


All values in 1000 DM. 


Jan-May, 98 Jan-May, 799 Percentage 
Value in DM Value in DM change 
Tea 91,238 88,831  —2.64 
Cotton Yarn 334,287 274,527 —17.88 
Silk rayon & synthetic fibre fabrics 1,203,337 1,115,898 —].21 
Wool & animal hair mainly carpet 928,992 "797,170 —14.19 
Cotton Fabrics 900,751 786,134 —12.72 

Jute 361,438 346,172 —4,22 
Leather 526,470 441,198 —16.20 
Precious & semi-processed stones, pearls 364,384 314,187 —13.78 
Cotton Knitwear 3,732,091 3,352,577 — 10:17 
Other garments & made-ups of silk & rayon 4,371,152 4,373,892 0.06 
Garments & made-ups of cotton 3,629,846 3,441,510 '—~5,19 
Leather shoes 2,394,868 2,443,297 2.02 
Leather Goods 1,290,285 1,166,216 —9.62 
Engineering Goods 146,688,510 154,291,101 5.18 
Chemicals & pharmaceuticals products 16,078,365 17,488,075 8.77 


The above table shows a general decline in German imports. Except Pharmaceuticals (8.77 per cent), Engi- 
neering goods (5.18 per cent), Leather shoes (2.02 per cent) and Other garment & made-ups of silk & rayon 
(0.06 per cent), import of other categories have declined as compared to the same period in 1998. 


£Overall total German import in the fifteen product categories increased by 4.28 per cent compared to the 


same period in May, 1998. 


£Import from India of these items declined by 4.01 per cent compared to the same period in May, 1998. 
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C. GERMAN IMPORTS FROM INDIA 


Value Value Percentage 

Jan-May, °98 Jan-May, 99 change 

Tea 22,163 23,062 4.06 
Cotton yarn 17,543 14,523 Pegg vei 
Silk rayon & synthetic fibre fabrics 24,213 24.833 2.56 
Wool & animal hair mainly carpet 112,124 87,292 289915 
Cotton fabrics 39,846 35,346 —11.29 
Jute 17,471 19,948 14.18 
Leather 22,87] 16,725 — 26.87 
Precious & semi-processed stones, pearls 35,146 37,178 5.78 
Cotton Knitwear: 153,697 166,718 8.47 
Other garmets & made-ups of silk & rayon 110,287 111,710 1.29 
Garments & made-ups of cotton 219,592 202,221 27.0] 
Leather shoes 67,297 82,888 23517 
Leather goods 193,008 163,649 —15.2] 
Engineering goods 276,027 286,977 3.97 
Chemicals & pharmaceuticals produtts 166,424 145,409 10 63 


All value in 1000 DM 


There has been, in value terms a decline in 7 out of 15 major thrust product categories. Leather, Wool 
id animal hair mainly carpets, Cotton yarn, Leather goods, Chemicals & Pharmaceuticals, Cotton, fabrics and 
arments & made-ups of cotton have declined by 26.87 per cent, 22.15 per cent, 17.21 per cent, 15.21 per cent, 
.63 per cent, 11.29 per cent and 7.91 per cent respectively compared to those for the same period in 1998. 


Leather shoes, Jute,,Cotton, Knitwear, Precious & semi-processed stones, pearls, Tea, Engineering goods, 
Ik rayon & synthetic fibre fabrics and Other garments & made-ups of silk & rayon have increased in value terms 
+ 23.17 per cent, 14.18 per cent, 8.47 per cent, 5.78 per cent, 4.06 per cent, 3.97 per cent, 2.56 per cent and 1.29 
1 cent respectively compared to those for the same period in 1998, 


Engineering goods (DM 287 milion) constitutes the largest export commodity from India followed by Gar- 
ents & made-ups of cotton (DM-202 million) and Cotton Knitwear (166). 


(D) INDIA’S MARKET SHARE 


Market share of 9 products categories viz. Tea (25.96 per cent), Cotton yarn (5.29 per cent), Silk rayon & 
nthetic fibre fabrics (2.23 per cent), Cotton fabrics (4.50 per cent), Jute(5.76 per cent), Precious & semi-processed 
ynes pearls processed (11.83 per cent), Cotton Knitwear (4.97 per cent), Other garmetns & made-ups of silk & 
yon (2.25 per cent), Leather shoes (3.39 per cent), products increased‘ whereras, Wool & animal hair mainly 
tpets (10.95 per cent), Leather (3.79 per cent), Garments & made-ups of cotton (5.88 per cent), Leather goods 
4.03 per cent) and Chemicals & Pharmaceuticals (0.83 per cent) registered lower market share in the period 
n-May, 99 as compared to the same period in 1998. 
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Comparative figures of imports of 15 major product categories into Germany and market share of export: 


from India during Jan-May, 798 and Jan-May, ’99 are as under : ia 
Period Total Percentage Imports from Percentage Percentage i \ 
German change over India’s change India’s Market share 

Imports previous DM million Export by of India’s | 

year value Export @ 
Jan-May. 1998 339,699 ds 1788 x 0.53 die 
Jan-May, °99 336,950 —0.81 1786 —0.08 0.53. 


(E) VARIATION IN INDIA’S EXPORTS VIS-A-VIS TOTAL GERMAN IMPORT! 


Over all German imports have declined by 0.81 per cent whereas India’s exports to Germany has decling 
by 0.08 per cent. | 


Despite increase in total German imports in Chemical and pharmaceuticals products, India’s market shar 
has gone down (0.83 per cent) compare to the same period in 1998. oe 


India’s market share in Tea, Silk Rayon & synthetic fibre fabrics, Jute, Precious & semi-processed pear 
processed and Cotton Knitwear products have increased despite decline in total German import of thes 
items compare to the same period in 1998. g 


Export of wool & animal hair mainly carpets, Leather, Garments & made ups of Cotton and Leather goo¢ 
have declined proportionately at higher rate than the total German imports of above items compare t 


the same period in 1998. oS 
Export. rif 
[Source - Consulate General of India, Frankfurt.] q 


(ey 


Il. (A) ECONOMIC OVERVIEW OF CYPRUS 

The economy is based on free enterprise, with the Government’s role being one of macromanagement of t] 
economy and with public sector bodies being in charge of basic utilities like water, electricity, etc. while majori 
of the economic activity is in the private sector. GNP at current market prices was CYP 4,167.5 million (Ui 
8,690 million). The rate of inflation during 1996 was 3.6 per cent. The unemployment rate was also 3.1 per ce 
(1996). GNP real economic growth was 5 per cent as against 5.5 per cent in 1994. GDP (1996) CYP 4,142 
million (US per cent 8,906 million). Tourism is the largest employer. About 13 per cent of the population 


employed in agriculture. Main source of income and 


foreign exchange is tourism. About 2,085,000 tourists visit 


Cyprus in 1997 and the revenue from tourism in 1997 was CY 
rable income accuring from British bases in Cyprus, troops o 


P 843 million (US $ 1,812 million). Also consic 
f the UN force, and remittances from oversei 


Has an Association Agreement with EEC since 1974 and Customs Union Agreement since 1988. Rate of inflati’ 

in 1997 was 3.6 per cent. Unemployment is 3.1 per cent (1996). In 1996, gross agricultural output at curr¢ 

prices was CYP 345.7 million (US $ 743.25 million), and gross output in the manufacturing sector was C’ 

1,265.2 million. it . 7 

(B) Economic policies (including trade policies of the country highlighting its regional agreements and 
arrangements and their effect on bilateral economic relations with India) 


The European Union (EU) is Cyprus’ main trading partner. The island has had an Association Agreemé¢ 
with the EU since June 1, 1973. which provides for the establishemnt of a Customs Union between the two sid) 
The implementation of the first phase of the Customs Union Agreement was completed on January 1, 1998, wh 
customs duties on the products covered by the agreement (most industrial and a number of agriculture produc 
were reduced to zero and the Common Customs Tariff was adopted. Cyprus has also started formal negotiati 
for the EU membership from March, 1998 and is part of the first group of six countries being considered } 


“ed 
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ich membership. This means that the current entire economic focus of the Cyprus government is on harmo- 
ising Cypriot laws and regulations in all spheres, amd especially in the economic field, with the corresponding 
sgislation and rules of the EU. This process is already fairly advanced, and Cyprus is one of the best performers 
mong the first group of six countries in this respect. As and when Cyprus joins the EU, goods imported into 
‘yprus will of course be eligible to travel outwards into the rest of the EU without further tariff or other barri- 
rs. The potential importance of Cyprus for India, which was highlighted at the 3rd meeting of the Joint 
‘conomic Committee in Nicosia in September, 1998 lies precisely in this potential position of Cyprus as ano- 
her gateway of India to the EU. It would thus be worthwhile to establish the economic presence in Cyprus 
ight now so as to be well placed to take advantage of its eventual EU membership. 


‘(C) SOME OF FACTS INDIA-CYPRUS TRADE 


Major Commodities exported from Cyprus to India in 1999 and their percentages in total 
global exports of those commodities : 


ER SE A et 


Makes a Name of Commodity Percentage of 
ENo. “anal Pieris: ata a Seay a Va oe hotel Glapal Bxports, 
1. Heterocyclic .compounds ds Ll 
2. Sheep or lamb skin leather Ziahtl 
3. Goat or kid skin leather ; 98.69 
4, Textile doubling of twisting machines 100 
5. Flat Knitting machines 7.84 
| 6. Discs for laser reading system 40.76 
7. Magnetic tapes for reproducing phenomena 72.14 
8. Office Furniture, metal . 66.26 


% Major Commodities imported from India to Cyprus in 1999 and their Percentages in 
a ' total global imports of those Commodities : 


Serial Name of Commodity Percentage of || 
No. Total Global Imports 
q 1. Shrimps & Prawns 9.70 
2. Cuttle fish & squad 9.92 
q 3. Octopus frogen 23.99 
) 4 4, Cashew nuts 67.62 
£5. Black tea 5.51 
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Serial Name of Commodity Percentage of Total 


No. lobal Imports — 
6.,",Rice 7.90 bn 
7. Heterocyclic compounds 23.28 4 
8. Penicillins and their derivatives 37.98 

* 
9. Erthromycin and its derivatives 55.94. a 
10. Antibiotics 11.60 

11. Hand bags with outer surface of leather Ads e 
12. Articles carried in pocket or handbag 37.00 q 
13. Woven fabrics of Silk 11.82 

14. Cotton yarn, combed, uncombed 62.76 
15. Woven cotton fabrics 25.54 

16. Woven fabrics of polyester 7.58 

17, .wCarnete 17.89 

18. Sesame Seeds 80.05 
19. Shawls, scrarves 37.94 

20. Bedspreads of textile materials 22.17, 

21. Furnishing articles of textile 9.19 ; 

22. Diamond non-industria! 23.76 q 

23. Precious or semi-precious stones 21.85. 

24. Tubes, pipes, iron or steel 40.39 

25. Cast articles of non-malleable cast iron 49.60 

26. Statuettes and other ornaments ] 20.57 

27. Automobiles with diesel engine . 7.38 


India’s export of seafood antibiotics, carpets and cotton yarns have been increasing during the last three 
years. However, our share of the market for these items is quite insignificant and there is a good scope for fur- 
ther increase. Other items having good prospects are textile goods, carpets, handicrafts, hand/machine tools. 
The following table may be of interest to the readers. a 
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COMMODITY EXIM UPDATE 


IMPORTS 
Items covered this week : 
1. Pearls, Precious Semi Precious Stones 


In June, 1999, the provisional value of imports 
of this commodity was of the order of Rs. 196,282.09 
lakhs which accounted for 12.50 per cent of the total 
imports of India during the month in ‘question. In 
June, 1998, the corresponding figures were Rs. 146,760.54 
lakhs and 11.57 per cent (final figures). 


Belgium, U. K. and Israel have been respectively, the 
first, second and third most important sources of 
these imports in June, 1999. Belgium, alone, is the 
source of 61.74 per cent of total imports of this 
commodity. Corresponding figures for U. K. and 
Israel are 20.35 per cent and 6.62 per cent respectively. 


The imports of this commodity have been done 
mainly through Mumbai Air Port (87.45 per cent 
of the total imports of this commodity va luewise) 
in June, 1999. Seepz “and CochinSSea Port conie 
second and third with corresponding figures of 3.27 
per cent and 0.43 per cent respectively. 


2. Gold and Silver 


In June, 1999, the provisional value of imports 
of this commodity accounted, for 11.80 per cent of 
the total imports of India during the month in question. 
In 1998, the corresponding figures was 7.74 per cent 
(final figure). In absolute terms, this month has seen 
an upswing of imports of this commodity as cmpared 
to the corresponding month of the previous year (an 
increase of Rs. 87,169.25 lakhs or 88.77 per cent). 


Switzerland, South Africa and U. K. have been 
respectively, the first, second and third most important 
sources of these impcrts in June, 1999. Switzerland, 
alone, is the source of 65.37 per cent of total imperts 
of this commodity. Corresponding figures for South 
Africa and U. K. are 31.75 per cent and 8.40 per cent 
respectively. Last year, during the corresponding 
period, Switzerland, U. K. and U. A. E.. were, 
respectively, the first, second and third most important 
sources of these imports. 


_ The ports through which this commodity has been 
imported mainly are Ahmedabad Air Port, Dethi, 
Air Port and Bangalore Air Port. 37.13 per cent of 
the total imports of this commodity valuewise has 
been done through Ahmedabad Air Port in June, 1999 
Delhi Air Port and Bangalore Air Port cone second. 
and third with corresponding figures of 32.64 per cent 
and 6.30 per cnet respectively. | 
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EXPORTS 
Items covered this week : 


1. ‘Spices’ 

In June, 1999, the provisional value of exports 
of this commodity was to the tune of Rs. 15,054.33 
lakhs which accounted for 1.34 per cent of the total 
exports from India during the month in question. In 
June, 1998, the corresponding figures were Rs. 14,348.91 
lakhs and 1.5.2 per cent (final figures). 


U. S. A., U. K. and Japan have been respedtivetly 
the first, second and third most important destinations 
of the exports of this commodity in June, 1999. 
U. S. A., alone, accounted for 44.99 per cent of the 
total exports of this commodity in June, 1999. 
corresponding figures for U. K. and Japan are 6.70 
per cent and 4.57 per cent respectively. 


The exports of this commodity are done mainly 
through Cochin Sea Port (61.05 per cent of thé total 
exports of this commodity have been done through 
this port in June, 1999). ft, | 

2. Castor Oil 

In June,, 1999. the provisional value of exports 
of this commodity accounted for 0.97 per cent of the 
total exports of India during the month in question. In 
June, 1998, the corresponding, figure was 0.61 per cent 
(final figure). In absolute terms, this month. has 
been an upswing of exports of this commodity as 
compared to the corresponding month of the previous 
year (an increase of Rs. 5,122.72 lakhs or 88.99 
per cent). : 


U. S. A., Peoples’ Republic of China~ and 
Netherlands have been respectively, the first, 
second and third most important destinations of these 
exports in June, 1999, U.S. A. alone, is the source 
of 36.81 per cent of total exports of this commodity. 
Corresponding figures for China and Netherlands 
are 19.08 per cent and 13.23 per cent respectively. Last 
year, during the corresponding period, Netherlands, 
China and U.S. A. were respectively, the first, second 
and third most important destinations of these exports. 


The ports through which this commodity has been 


. exported mainly are Kandla Sea Port, Mumbai Sea Port 


and Nhava Shiva Sea Port. 53.87 per cent of the total 
exports of this commodity valuewise has been done 
through Kandla Sea Port in June, 1999. Mumbai 
Sea Port and Nhava Shiva Sea Port come second 
and third with corresponding figures of 32.03 per cent 
and 8.83 per cent respectively. 


[Source : D.G.C.I. and S., Calcutta.] 
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FOREIGN TRADE STATISTICS 


REVIEW OF FOREIGN TRADE OF INDIA DURING APRIL-JUNE, 1999 OF THE 
FINANCIAL YEAR 1999-2000 


Overview 


Exports : India’s exports of merchandise during April, 1999 to June, 1999 are provisionally estimated at 
Rs. 34,241 crores (equivalent to US$ 7986 Million) as against provisionally estimated figure of Rs. 30,546, 
crores (equivalent to US$ 7,489 million). The exports registered a growth of 12.10 per cent in rupee terms 
and 6.64 per cent in dollar terms during April, 1999 to June, 1999 compared to the level registered during 


April, 1998 to June, 1998. 


India’s exports during June, 1999 are provisionally estimated at Rs. 11,247 crores (equivalent to US$ 2,607 
million) as against provisionally estimated figure of Rs. 9,910 crores (equivalent to US$ 2,346 million) 
during June, 1998, registering a growth of 13.49 per cent in rupees terms and 1.13 per cent in US$ terms. 


Imports : India’s imports during April, 1999 to June, 1999 provisionally placed at Rs. 44,410 crores (equi- 
valent to US$ 10,357 million) compared to provisionally estimated figures of Rs. 40,339 crores (equivalent 
to US$ 9,889 million) during the corresponding period of the previous year. The growth in rupees terms 


was 10.09 per cent and 4.73 per cent in US$ dollar terms. 


visionally stood at Rs. 15,705 crores (equivalent to US$ 3,641 million) 
626 crores (equivalent to US$ 2,989 million) during 


India’s imports during June, 1999 pro 
growth of 24.39 per cent in rupee terms and 


compared to provisionally estimated figures of Rs. 12 
the corresponding period of the previous year registering a 
21.81 per cent in US$ terms.: 


The trade deficit for April, 1999 to June, 1999 is provisionally estimated at Rs. 10,196 
to US$ 2,401 million) 


Trade Balance : : 
9,793 crores (equivalent 


crores (equivalent to US$ 2,372 million) as against Rs. 
during the corresponding period of the previous year. 


Trade deficit during June, 1999 provisionally stood at Rs. 4,458 crores (equivalent to US$ 1,033 million) as 
643 million) during June, 


against the provisionally estimated figures of Rs. 2,716 crores (equivalent to US$ 
998. 


de as registered during the month of June, 1999, April to June, 1999 and 
2009 and 1998-99 is depicted in the brief 


The monthly review of foreign tra 
8 of the financial years 1999- 


June, 1998 and April to June, 199 
overview in Table I below :— 
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TABLE-I 
Details of India’s Foreign Trade (Rs. Crore) 


(Comparative growth in percentage) 


a ae 


Nature of June, 1998 — June, April, °98- April, 1999- June, 1999 April, 1999 - 
Trade/Year 1999 June, 1998 June, 1999 Over June, 99 
June, 1998 Over 
April, ’98- 
June, 1998 
Rea ome, eee aie? ey 4 5 6 7 
Export 9,910 11,247 30,546 34,241 13.49 12.10 
(2,346) (2,607) (7,489) (7,986) (11.13) (6.64) 
Imports 12,626 15,705 40,339 44,410 24.39 . S095 
(2,989) (3,641) (9,889) (10,357) (21.81) (4.73) +g 


Trade Balance (—) 2,716 (—) 4,454 (—) 9,793 (—) 10,169 
(—)(643) (—) 1,033. = (—)(2,401) — ()(2,372) 


eo a a et 


NOOBS 


ee — 


; 
ee 


Figures given in brackets in column 2 to 5 are in US3 million and in columns 6 & 7 are the 
corresponding percentages. 


2. All figures are provisional. 


2.0 Export Trade of India 


2.1 India’s exports to [5 major countries of the world in the order of value of merchandise exported during 
June, 1999 compared to June, 1998 and that of April, 1999-June, 1999, compared to April, 1998—June, — 
1998, have been examined to find out the Inter-country shares and changes there of in the’ total exports 


trade of India with these countries. These have been presented in Table-I] and ITA» in’ Indian « rupee 
terms and US dollar terms, respectively. . 


2.2 It will be seen from Table II that 15 major countries absorbed 71.45 per cent of India’s total exports trade 
during April, 1999-June, 1999, as against 71.88 per cent during the corresponding. period of ‘the: previous’ 
financial year. Fi 130 


3.0 Direction of India’s Exports Trade 


3.1 U.S.A., was the top importing country absorbing 22d percent of India’s total exports. in April, 1999_ 


to June, 1999 which is under review. U.S-A. was followed by Hong Kong (5.94 per cent), U. K. (5.83 per- 
cent), United Arab Emirates (5.74 per cent), Germany F. Rep. (5.44 per cent), etc. Amongst the’ majo 
fifteen countries the highest growth in rupees terms was recorded by Canada (34.55 per cent) followed by 
Singapore (32.€4 per cent), U. Arab Emirates (24.61 per cent), France (22.10 per cent), Hong Kong (20.68 
per cent),stc. India’s exports to Japan, Russia, Belgium, Italy, Bangladesh and Saudi Arab actually 


dropped during April, 1999-June, 1999 as compared to the levels achieved during the corresponding period 
of previous. year. : i a 


India’s exports to the next 15 emerging important country markets have been presented in Table dH and 
IHIA in descending order of value of export trade during the cited period. These 15 countries absorbed 


15.27 per cent in India’s total export trade during April, 1999-June, 1999 as against 13.91 per cent during the — 
corresponding period of the previous financial year. 


3:2 


: a 
3.3. Among the emerging important countries, Spain (1.62 percent) topped the list, followed by China» P, Rep. 
(1.45 per cent), Sri Lanka (1.36 per cent),Korea Rep. (1.24 per cent) etc.during April, 1999-June, 1999.ent) — 
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4.0 
4.1 


4.2 


4.3 


5.0) 


{In rupee terms Nepal recorded. the highest growth of 1061/11per cent followed by Indonesia(112.82 per cent 
and Korea Rep. (79.74 per cent), etc. However, the export in respect of South Africa, Chinese Taipei and 
Australia actually dropped ‘during April, 1999-June, 1999 when compared with level attained during the 
April, 1998-June, 1998. 


Commodity Pattern of ‘India’s Exports 


India’s exports of 15 dominant high-value earning commodities and 15 emerging high-value earning eommo- 
dities have been presented in Table [V, IVA, V and VA in India rupee terms and US dollar terms. 


These 15 dominant high-value earning commodities contributed 64.96 per cent to India’s total exports 
trade during April, 1999 -June, 1999 compared 63.67 per cent during April, 1998-June, 1998. Gems and 
Jewellery (16.54 per cent) as usual was top items of export during the cited period followed by RMG Cotton 
including accessories (10.49 per cent), Cotton Yarn, Fabrics, Made-ups, etc. (9,21 per cent),Drugs, Pharma- 
ceuticals and Fine Chemicals (4.34 pcrecnt) etc. These four items also maintained top position during 
April, 1998-June, 1998. The growth in terms of rupee was the highest in caseof Handicrafts (excluding 
handmade carpets) (50.54 percent) followed by RMG Cotton including Accessories (41.37 per cent), 
Cashew (37.06 percent), Drugs, Pharmaccuticals and Fine Chemicals, Marine Products, Machinery and 
Instruments, RMG Man-made Fibres whoever, each recorded negative growth. 


Of the fifteen emerging high value earning commodities shown in Table-V and VA which accounted for 
16.57 of India’s total exports trade during April, 1999-June, 1999 compared to 19.76 per cent during the 
corresponding previous period. Carpet (excl. Sik) Handmade recorded) maximum growth of 12).00 per 
cent in rupee terms, followed other Ores and Minerals (84.39 per cent) and Footware of J eather (52.88 
percent). Items like Primary and Semi-finished Iron and Steel, Coffee, Gil meals, Electronic goods. Rice 
(other than Basmoti), Rice Basmoti, rubber manufactured products except footwear, Tea, flashed leatie r, 
however, each registered a comaprative fall. 


Import Trade of India 


5.1 India’s imports from 15 major countries of the world in the order of value of imports during April, 1999 to 


5:2 


June. 1999 have been depicted in Tables VI (in crores of INR) and VIA (value in Million USS respectively) 


It may be seen from the table VI that India imported as much as 70.87 per cent of its total importers from 


these fifteen important countries during April, 1999 to June, 1999 as against 72.82 per cent of the total c.if. value 
of aggregate imports during April, 1998 to June 1998. aah a 


6.0 
6.1 


7.0 
7.1 


Direction of Imports 


It will be seen frem tatle V1 that cut of 15 listed countries, USA (8.29 percent) ,Switzerland(7.49 per cent), 
Belgium (5.87 per cent), U.K. (5.68 per cent), United Arab Emirates (5.04 percent), South Africa (4.65 
per cent) were the major countries of origin from which India’s imports had generated significantly, during 
the period April, 1999 to June, 1999. 


These fifteen countries together recorded a combined growth of 6.61 percent in rupee value in their export 
trade to India during April, 1999 to June. 1999. The growth in terms of rupee in the case of India’s imports 
from Nigeria was very substantial at 127.40 per cent followed by South Africa (104.16 per cent), United 
Arab Emirates (53.29 per cent), etc. However, imports from Switzerland, U.K., Japan, Belgium, Federal 
Republic of Germany, Saudi Arab and Australia actually dropped during April, 1999 to June, 1999 com- 
pared to the levels registered during April, 1998 to June, 1998. 


Commodity Pattern of India’s Imports 


In Tables VIL and VIA India’s imports 15 high value merchandize during April; 1999 to June, 1999. have 
been presented in rupee terms and US. Dollar Terms respectively. These 15 commodities contributed 
78.60 per cent of India’s total import trade during the-cited period compared to 76.27 percent during 
corresponding previous period. 
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It will be seen from Table VII that Petroleum Crude and Products (21.19 per cent) as usual topped the list 
followed Gold and Silver (12.01 percent), Pearls, Precious, Semi- “precious Stones | (11.19 per cent) 
Machinery except Electrical and Electronics (5.76 per cent) were the major items of imports trade in rupee 
terms during the cited period. 


During April, 1999 to June, 1999, Vegetable Oils Fixed (edible) recorded the highest growth of 93.24 per cent 
in rupee terms followed by Petroleum Crude and Products (56,38 per cent) and. Fertilizers Manufactured 
(43.17 percent). Organic Chemicals, Coal, Coke and Briquettes, etc. Machinery except Electrical and- 
Electronics, Gold and Silver, Iron and Steel, Project Goods, Inorganic Chemicals, Professional Instruments, 
etc. except Electronics and Metaliferous Ores and Metal Scrap however, each registered a comparative fall. | 


India’s Export Originating from Major India Ports during April, 1998 to June, 1998 and April, 1999 to June, — 
1999 of Financial Year 1998 to 1999 and 1999 to 2000. 


India’s exports from major Indian Sea and Airports during the period under review have been presented 
in Tables VIII and VIIIA valued in Indian Rupee Terms and US Dollar Terms, respectively. 


It will be seen from the Tables that 86.16 per cent of India’s total exports during April, 1999 to June) 1999 
have taken place through India’s major Sea Ports and Airports. The exports through Land Route were — 


negligible. 


Among the Sea Port routes, Nhave Sheva Sea Port ranked first according to the value of exports trade 
handled, followed by Mumbai, Chennai, Cochin, Tuticorine, etc. All the Seaports except Mumbai, cochin, 
Calcutta and Visakhapatnam recorded positive growth during April, 1999 to June, 1999 compared to the 
levels attained during April, 1998 to June, 1998. 


In Air Cargo routes, Mumbai occupied the top position, followed by Delhi, Chennai, Bangalore and Calcutta. 
The value of export Cargo in terms rupees shipped through Calcutta Air Cargo Complex recorded 
a growth of 65.41 percent followed by Mumbai (16.10 per cent) during the period under review. 


India’s Imports through Major Ports during April, 1998 to June, 1998 and April, 1999 to June, 1999- of the 
Financial Years 1998 to 1999 and 1999 to 2000. 


India’s imports made through major Indian Sea and Air Ports during the period under review have been 
presented in Tables IX & IXA valued in Indian Rupee Terms and US Dollar Terms, respectively. 


It will seen from the above tables that 83.09 per cent of India’s imports have taken place during the period 
under review mainly through Sea and Air Ports compared to 84.00 per cent during the paribengcot period. 


Among the Major Sea Ports, Mumbai Port occupied the topmost position, followed by Nhava Sheva, 
Chennai, Calcutta, Kakinada, Vishakapatnam, Haldia, etc. While imports through Mumbai, Chennai, 
Visakhapatnam, Kandla, Haldia dropped the other four ports registered positive growth ranging between 
254.34 percent (Kakinada) and 28.16 percent (Cochin) during April, 1999 to June, 1999 ayes to levels 
registered during April, 1998 to June, 1998. 


Among the Indian Airports handling India’s import of merchandize, Mumbai, Delhi, Ahmedabad, Chennai 
and Bangalore were the five major Airports contributing the major share. 
The contribution of Land Routes were in significant. 


NOTICE 


Permission to reproduce in part or in entirety of the review of Foreign Trade of India published in the 


Indian Trade Journal is reserved by the DGCI & S, Calcutta. 
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TABLE—II 


India’s Export to fifteen major Countries 


(Value in Rs. Crores) 


——L——L LS TS I SS ES ES SS SN SD rs RN a a 


ee 


Serial Country of Destination Of Financial Of Fimancial Per cent Percent Share Percent Share 
No, year 1998-99, year 799-00, Growth during in India’s total in India’s total 
period April, period April, April, °98-June, export April, export April- 
-*98-June, 98 *99-June °99 *98-April, °99- *98-June.98 °99-Jurc, °99, 
(Prov.) June, °99 
eg ae ye ey en 
ok! SA. ° ° ° ° 6521 7451 £14.26 21.45 £22.11 
2. Wong Kone htt Sa 2 1659 2002 20.68 / 5.46 5.94 
as’ U. K. ° . ° . bs 1670 1965 £17.66 » 4.49 5.83 
Beet. Arab, EMTS:, =. FS 1552 1934 24.61 5.18 5.74 
5. German F, Rep. . ° ° e 1658 1835 10.68 + 5.45 wes 44 
6. Japan ; > 3 A ° 1465 1436 —1.98 4.82 4.26 
Bee Belgium — OV es 1366 1262 —7.61 - 4.49 3.74 
8. Italy . 3 ° - ° : 1053 1046 —0.66 3.47 3.70 
9. France ¢ ; . : 3 742 906 i 22.10 2.44 2.69 
10. Netherland , : . ° 726 859 F18.32- 2.39 2.55 
11. Russia : : > . ; 821 804 —2.07 2.70 2.39 
12. Bangladesh , . ° ° ° 970 75 —26.29 3.19 242 
13. Saudi Arab . ° ° ° ° 756 679 —10.19 2.49 2.02 
Me Singapore 9, 481 638 32.64 1.58 1.89 
15. Canada : . ° ° . 411 553 34.55 Ce. 1.64 
. Total (1 to 15) . ° ° ° 21851 24085 10222 71.88 71.45 
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Serial 
No. 


Country of Destination 


TABLE - LI 


India’s Export to Fifteen Emerging Countries 


rs 


Of Financial 

year 1998-99, 
period April, 

°O8-June, 1998 


ee as en Sa eS RS OS ES ER = EET EES RE CNET EE NL NERS WERE ET: ERLE SS, 


(1) 


1, 


woe an BY fp 


— —_— roy 
N — >) 
. ‘ . 


(Prov.) April’ 1999- 
Jurie 1999, 
(3) (4) (5) (6) (7) 
a Mae agipy agen, aehee nse 14.74 1.56 1.62. 
: 368 489 32.88 120° 1.45. 
: 406 458 612.81 1.33 1.36. 
205.63 232 417 79.74 | 0.76 1.24- 
: 343 382 11.37! 1.13 4,13, 4 
é : 305 372 21.97 1.00 1.10 
383 365 —4.70 1.26 1.08 
216 351 27.17 0.91 1.04 
, ; 316. 318 0.63 1.04 0.94 
. 296 284 —4.05 0.97 0.84. 
117 249 112.82, 0.39 0.74. 
354 240 —~32.20 1.16 0.71. 
193 237, 22.80, 0.63 0.70 
146 232 58.90 0.48 0.69 
18 209 1061.11 0.06 0.62 
4228 5148 21.76 13.91 15.27 
a Greate asta nue ens he TTT TTT ggggg saree ls 10.80), aOgDOn a selene 


- B356 


oe 


(2) 


Spain . 

China P RP 
SriLanka . 
Korea RF. . 
Israel . 
Malaysia 
Australia 
Thailand 
Switzerland . 
Chinese Taipei 
Tndonesia 
South Africa 
Egypt A RP 
Nigeria 

Nepal . 
Total ( 1 to 15) 


Grand total . 


(Value in Rs. Crores) 


at ne a oe 


Per cent Share , 
in India’s total _ 
export April, 
*99-June 1999, 


Per cent Share 
in India’stotal 

export April, 

°98-June, 98 


Per cent 
Growth during 
April 1998- 
June 1998 | 


Of Financial 
yeat 1999-00, 

period April, 
°99-June, 1999 
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TABLE-IV 


India’s Export of Fifteen High Value Earning Commodities 
(Value in Rs. Crores) 


——_-— pi i i i i i nn gn ni in ng tn eee eee eee ieee corer ee 


Serial Commodity Group Of Financial Of Financial Percentage Percentage Percentage 
No. Year 1998-99 Year 1999-2000 Growth during Sharein India’s Share in India’s 
period April period April April °98-June tota] expori total export 
*98-June ’98 *99-June °99 °98/April 99- = April °98- April ’99- 
(Prov.) June ’99 June 798 June °99 
I QS 6 
1. Gems & Jewellery  .  .. 4,907 5,576 13.63 “16.14 Rie 54. 

2. RMG Cotton Incl. Accessories , 2.502 3,537 41.37 8.23 10.49 

3. Cotton Yarn, Fabrics, Madeups, etc. 2,684 3,106 MS? 8.83 9.21 

4. Drugs, Phrmcutes & Fine Chemls . 1,479 1,463 —1.08 4.86 4.34 

5. _ Machinery and Instruments . 4 1,129 1,118 + —0.97 eye Al | 3.32 

6’ Manufactures of Metals 931 1,101 18.26 3.06 3.26 

7. Marine Products . 1,056 956 ~ 9.47 3.47 2.84 

8. Man made Yarn, Fabrics, Madeups 784 811 3.44 wre-5o 2.41 

9. Transport Equipments . ; : 650 728 12.00 2.14 2.16 

10. Hand Crfs. (Excl. Hand made Crpts.) 465 700 50.54 155 2.08 

11. Inorganic/Organic/Agro Chemls_ 533 * 603 —13.13 14) 1.79 

12.. RMG Manmade Fibres ; : 833 ” 585 —29.77 2,74 1.74 

13. Plastic & Linoleum Products . 4 ~ 494 543 9.92 1.62 1.61 

14. Cashew 394 540 37.06 1.30 1.60 

15. Dyes/Intmdtes & Coar Tar Chem . 514 532 3.50 1.69 1.58 
GTS a ASR er PY TY VY SOC PT 
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Serial 
No. 


16. Total (1 to 15) 


TABLE—V 


India’s Export of fifteen Emerging High Value Earning Commodities 


Commodity Group 


Coffee 

Spices . 

Carpet (Excl. Silk) Handmade 
Electronic Goods . 


Primary and Semi-fnished Iron and 
toe 


Rice-Basmoti ‘ 2 2 . 
Leather Goods 

Tea 

Rice ( Other than Basmoti) 

Other Ores and Minerals 

Footwear of Leather 


Oil Meals 


Rubr . MFD. Products except footware 


Resid! Ghemical and Allied Products 


Finished Leather . 


Of financial 
year 1998-99 
period April’98 
-June, 


6,008 
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1998 


- — 


Of financial 
year 1999-00 
period April 
°99-June 1999 


(Prov.) 


261 


mio! =< pa a 


5,584 


a ce RE ene A RE OR SE Se eS SN a UY Some ER MOE oc REN EY 
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Percentage 
Growth during 
April-1998- 
-June 1998/ 
April °99-June 

1999 


414 


15.29 


Beh er 


—7.06 


(Value in Rs. Crores) 


ee 


Percentage Share 
in India’s total 
export April 
98-June 1998 


1.10 
1.04 
0.79 
0.97 


19.76 


— 


Per cent Shar 
in India’s tote 
export April, 


-°99-June, 199! 


: 


TABLE-VI 


india’s Import from Fifteen Major Countries 


Se A LS A Ne 


Serial Eatintss: of Origin of Indian Of financial Of financial Percentage 
No. Import year 1998-99 year 1999-00 Growth during 

period April period April’99 = April, 1998- 

°98-June, 1998 — -June, 1999 June, 1998/ 

(Prov.) April, 1999- 

June, 1999 

Pe en ee Oia t tase oe 

ya Oh 3,254 33672 12.85 
2. Switzerland ; ; ~ : 3,584 3,317 —7:45 
3. Belgium : ; ; 5 $ 2,950 23599 —!1 1.90 
4. U.K. 3,294 2,515 2 33°65 
5. U. Arab. EMTS. 1,458 2,235 53.29 
6. South Africa 1,010 2,062 [104.16 
7. Nigeria 905 2,058 £127.40 
8. Japan . 2,412 2,001 —17.04 
9. Malaysia . : : A 1,444 1,975 36.77 
10. Saudi Arab . 2 : Fl 1,672 1,871 F11.90 
11. German F. Rep. 1,908 A —10.32 
12. Kuwait ; . : A 1,472 1,706 £15.90 
13. Singapore 1,491 1,500 [0.60 
eid. Australia . 1,622 1,164 —28.24 
a China FP. RP. ° ° 977 1,013 3.68 
Total (1 to 15) 2 : : 29,453 31,399 6.61 


a 
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a 


(Value in Rs. Crores) 


Perc tage Share 
in India’s total 
Import April’98 
-Jnne, 1998 


Percentage 
Share in India’s 
totol Import 
April’99-June, 

1999 
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TABLE-VII 
India’s Import of Fifteen High Value Merchandise 


(Value in Rs. Croris) 


eee ee oo eo eee eee es a eee ee ee Oe ee ee ee ea ee ee ee eee 


Serial Commodity Goup Of financial Of financial Percentage Percentage Share Percent age — 
No: year 1998-99 year 1999-00 Growth during _ in India’s total Sharein India’s 
period April period April April 1998- Import April 98 — totak Import 
98-June, ’°98 99-June, ’°99 - June 1998/ June; 1998 April, ?99-June 
(Prov.) April, ’99-June "99 
1999, 

(1) (2) (3) (4) (5) (6) (7) 
1. Petroleum, Crude and Products 6,004 9,389 56:38 14.84 21.19 
2. Gold and Silver ; ‘ 5,779 5,321 —7,93 14,29 12.01 
3, Perls Prcus Semipres Stones . ; 3,727 4,960 33.08 {9.21 £11.19 

4. Machry except elec and Electronic 2,988 2;550 _—14.66 7.39 [ 5.76 j 

3. Blectronic Goods aN Pi 2,040 2,294 12,45 (5.04 [5.18 

6. Vegetable Oils Fixed (Edible) ‘ 1,035 2,000 93.24 | 2.56 £4.52 
7. Organic Chemicals é : ; 1,389 1,350 —2.81 53.43 } 3.05 
8. Project Goods . $ : : 2,084 1,184 (—43.19 {5.15 OL 
9. Inorganic Chemicals. 2 ; 1,154 1,148 --0.52 2.85 2.59 
10. Ironand Steel : : : ‘ 971 894 —7.93 2.40 2.02 
11. Coal, Coke and Briquittes, etc. 1,032 858 {— 16.86 2.59 {1.94 
12. Fertilizers Manufactured : : 593 849 143.17 £1.47 [1,92 
13. Profsnl Inst, etc. excpt Electronic 824 763 [—7.40 12.04 E472 
14. Artfcl., Resns, Plastc Materials, etc. 575 679 18.09 1.42 [1,53 
15. Metalifers Ores and Metal Scrap 654 585 — 10.55 1.62 1532 
Total(1lo15) . ; 5 ; 30,849 34,824 12.89 76.27 78.60 

_ GrandTotal =... kw AMM Ok igo 
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TABLE-VIIL 


INDIA’s EXPORT THROUGH MAJOR PORTS DURING APRIL °99-JUNE °99 AND APRIL °98- 
JUNE °98 OF THE FININCIAL YEAR 1999-2000 AND 1998-99 


(Value in Rs, Crores) 


Serial Name of Ports Value of Value of Comparative Percentage Percentage 
No Exports during Exports during Growth in Share in India’s share in India’s 
April ’98 to April ’99 to Exports during Total Exports Total Exports 
June °98 June °99 April ’99 to during April 98 during April 
June ’99 over to June 798 99 to June ’99 
April °98 to 
June °98 
Meee ite: a @ 8° O.m. Oa 
I-SEA 
1. Nhavashiva . ‘ : : é 3,611 », 6,597 82.69 11.88 19,57 
2. Mumbai . : ; ; ‘ 4,466 3,757 —15.88 14.69 11.15 
aeaenenod  . f0%. 2... Ob! 2,858 2,935 2.69 9.40 8.71 
4; Cochin} ; ; : ; : 1,563 1,426 —8,77 5.14 4.23 
5. Tuticorin . ; ; ; ’ 1,213 1,384 14.10 3.99 4.11 
6, Kandla ; : ‘ ‘ ‘ 995 1,065 7.04 3.27 3.16 
7.4. Calcutta = -. q ‘ : ‘ 926 813 —12.20 , 3.05 2.41 
8. Visakhapatnam . - ; . 576 410 —28.82 i, 1.89 1.22 
eerie eS. 16,208 CE Ge lee Vee gn BEY Seana sey 9 ae 
II—AIR . 
Weeete me i ka 6,088 7,068 16.10 20.03 20.97 
2. Delhi . : , ; : : 2,624 1,979 — 24.58 8.63 5.87 
3. Chennai ‘ : : : . 951 895 5,89 3.13 2.65 
4. Bangalore . : : ; ‘ 393 406 Fr duot 1.29 1.20 
5. Calcutta é 3 : ; , 185 306 * 65.41 0.61 0.91 
Tal. Pe ea man ren a She 
Ill-LAND 
1. Petrapole, W. Bengal . ; ; 408 286 — 29.90 1.34 0.85 
2. Moreh, Manipur . ; / ‘ 0 ye. = ee. 0.57 
Total Scere 408 8 Te ei eg 


IS i a a ee = — — —_ — 
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TABLE-IX 


india’s Import through Major Ports during April, ’99-June, 99 & April, °98-June, 98 
of the financial year 1999-2000 & 1998-99 


(Value in Rs. Crovess 


Serial Name of Ports Value of Value of Comparative Percentage: Percentage - 
No. Imports during Imports during Growth in share in India’s share in India’s 
April, ’98 to April, ’99 to imports during total imports total imports 
June, ’98 June, °99 April, ’99 to during April, 98 during April 99 
June, ’99 over to June, 98 to June, °99 
April, °98 to 
June, ’98 
OR). Gy a RR SG Geta eae ees OREO a: tae 
I.—SEA 
i:Mumbai "| 88k 7. Fk 6,454 5,326 —17.48 > 18.74 acing 28 
2.. Nhavashiva . : : : 3 1,926 2,429 26.12 5:59, : 6.96. 
giGtennal ee ey 3,312 2,239 Bay he 9.622°) jena BAI 
4. Calcutta : ; ‘ ; ‘ 585 i 1,810 209.40. ¢ 140%: milo S18 
5. Kakinada. , . ‘ ‘ 219 776 254.34. 0.64... 3 2.22 
6. Visakhapatnam. ‘ 4 ; 881 762 —13,351°", 2:56%% 2.18 
A’. aldia SORE 673 584 SSG ae “, ~ 7,05 02" | aiiuoley er 
8. Cochin .- 864 ; ; t 419 537 28.16 1.22ntaei aqeddea Sat 
EWOReraer uh ecb can a a We li 469 —60.19 yas we 1.34. 
eR as lle ginal ee a sn ee ee 
IT.—Air 
1. Mumbai. ° ; d , 6,030 6,643 10.17 ATE ., Uth§9.03 
2. Delhi ; : : ‘ ° 2,829 2,870 f1.45-, S29; (3.22! 
3. Ahmedabad . : ; : 2 2,131 2,557 19.99 6.19 ericl,32 
4. Chennai j } i 4 ‘ 812 1,308 —52.80 4.30 2.00. 
So. Ginnaslage<mae-n xa eaed aes ieee 1,481 699 —52.80 ~~ hah eee ae 
I1I—Land ny 
1. Petrapole, W. Bengal . : 5 73 30 —58.90 0 215% 0 .09 
2. Moreh, Manipur . : ? : 18 118 555.56 0.05 0.34 
Total : 91 148 62.64 0:26“ 0.42 
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TABLE-IIA | 
India’s Export to Fifteen Major Countries 
(Value in US$ Millions) 


—_——-- 


— 


———_———__._.___. 


Szrial Country of Destination Of financial year 1998-99 Of financial year 1999-00 Percentage Growth during 
No. period April, ’98-June 98 period April, ’99-June, °99 April, 98-June, °98/ 
(Prov.) April, ’99-june, ’99 
re Bre GE RS me 

BUS. Ae. : : x : : 1,599 1,738 8.69 
2. Hong Kiong 2 ee 407 hein AGF 14.74 
Loi TS Ley eee 409 | 458 11.98 
4. U.Arab Emts . ? : cas 380 451 18.68 
5. German F. Rep. : - ; - 406 428 3.42 
6u- Japan’ ~. : > \ : H 359 335 —6.69 
[lth = Ss ee are 335 . 294 —12.24 
SI ake e' ! , 258 244 neat 
ROR eh ete ne 182 211 | 15.93 

10. Netherland. ; D ; ; 178 200 12.36 

Lie Russia : , ; 2 * 201 188 = Arh 

12. Bangladesh . ‘ : F 5 238 167 — 29.83 

13. Saudi Arab : : 5 . : 185 158 —14.59 

14. Singapore ; : : ; ; 118 149 26.297. 

Coy ii ene aaa ee Sala 101 Sie 1290) 0. re eae 

ona Peek a 5 446 aah ea S61 Toh 4.87 


—— es 
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TABLE-HIA 


- India’s Export to Fifteen Emerging Countries 
(Value in US$ Millions) 


— 


ee 


Serial Country of Destination Of financial year Of financial year Percentage Growth 
No, 1998-99 period 1999-00 period during April, °98- 

Apri, 98-June, °98 April, ’99-June, 99 June, 98 April ’99- 

(Prov.) June, °99 — 
TD ee i a 

1. Spain 116 127 9.48 
Qe, China Poe. oe “a Se fat, 90 114 26.67 
z. Sri Lanka 100 107 7.00 
4. Korea Rp. 57 97 70.18 
. MSfeal. 78 ; : ; ; } 84 89 5.95 
6. Malaysia ; : : j 5 75 87 16,00 
7. Australia. 94 85 —9,57 
8. Thailand See anes ete ae 68 82 20,59 
9. Switzerland . , : ‘ : 7 74 —3.90 
10.” ‘Chinese ‘Taipei 3 66 9,59 
11. Indonesia Ase oe Nea 29 58 100,00 
12:-"soutn Africa’ (2a tech fn t, 87 56 —35.63 
13s ERO cA So) Se od sere 47 55 17.02 
14. Nigeria 36 54 50,00 
13. "Nepales nts eee 4 49 1125.00 

Total (1 to 15) F1,037 1,200 saz 


—_—— 
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TABLE-IVA 


India’s Export to Fifteen 


eee ee Ce |e oe ee ee 


Of financial year 


High Valued Earning Commodities 


(Value in US $ Millons) 


Of financial year 


= 


Percentage Growth 


Serial Commodity Group 
“No. 1998-99 period 1999-00 period during April, 98- 
April, °98-June, ’ 98 April, 99 -June,’99 June, °98/ 
(Proy.) April, °99-June,’99 
perce. pea Q) Bem) RANA secs. es 
1. Gems & Jewellary p 4 4,203 1,300 8.06 
2. RMG Cotton Incld. Accessories » 613< e 825 34.58 
3, Cotton yarn. Fabrcs, Madeups, etc. . A : + 658+ . 724 10.03 
4. Drags. Phrmcutes & Fine Chemls. A d A 363 341 —6 (06 
5. Machinery and Instruments . A - ° ; 277: 261 57 
6. Manufactures of Metals < . : . ° » 228: 257 12.72 
7 Marine Products. . ; , ° ° ° + 259 « 223 —13.90 
8. Manmade yatn, Fabrics, Madeups : , : - 4192 - 189 —1.56 
9. ‘Transport Equipments ° 4 ° ° 159 170 6.92 
10. Handcrafs (excluding Handmade Crpts) a : 114 163 42.98 
11. Inorganic/organic/Agro Chemicals . ; . 131 141 1.63 
12. RMG Manmade Fibres ; - ; s . 204 « 136 —33.33 
13. Plastic & Linoleum Products : ‘ ° . 121° 127 4.96 
14. Cashew. . ° . ° . . 97 126 29.90 
15. Dyes/Intmdtes & Coar Tar Chemicals . : 126 124 —1.59 
Total (1 to 15) 4,745 5,107 7,63 
—, ————— ———— a 
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TABLE-VA 
India’s Export: of Fifteen Emerging: High’ Valued: Earning Commodities 
(Value in US § Millions) 


a rn i 


—— 


Serial’ Commodity Group Of firiancial year Of:financial year. . Percentage Growth: 
No. 1998+99 'period 1999-00 period during April, ’98- 
April, ’98-June, °98 April, ’99-June, ’99 June, °98/April, ’99- 
(Provn,) June, 799 
ey Wien Meets ON ee ee ee (4) =e ene 
iw Coffee ‘ ° ° ° ° ee 186. 122 34.41, 
2. Spices : y ts . e ° efite 11] 118 | 6.31. 
3. Carpets (Excl. Silk) Handmade . ° eee 54 Drak 113 109.26, 
4: Electronic Goods ° ° ° e 122. 108 hts, 
5, Primary & Sem-Finished Iron & Steel . 143, 107 ral Ts 
6: Rice Basmati . - ° ° ° Bll « 120. . 88 ~—26.67 
7. Leather Goods . ‘ . . ° Gece 71 85 . 19.72 
8) Tea ; . : ° . 118 77 —34.75 
9: Rice (otherthan Basmoti) ° 165 | 76 7753.94 
10; Other Ores.and Minerals. . ° ° 42 74 76.19 
11: Footwear of Leather .. é ‘ e - 51 74 45,10 
12, Oil Meals. : : ‘ ee ° 82 3 69 15.85. . 
13... Rubr. mfd. Products except Foowear 2 6: e as 65 Ps 15,58. 
14; Residl. Chemical & Allied Products . : ‘ =) 65 10.17 
15; Finished Leather P ° ° ° . 72. 61 15.22. | 
Total (1 to 15) 1,473 1,302 —-11.61 
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& 


_ TABLE-VIA 


India’s Import from Fifteen Major Countries 


(Value in US $ Millions) 


Serial Country of Origin of Indian Import — -Of*financial year Of financial year Percentage Growth 
No. 1998-99 period April, 1999-00 period April, during April °98- 
798-June, 1998 °99-June, 1999 (Prov.) June, 1998- April, °99- 
- June , 1999 
555 Sagi aaa sganeiat- aimed eigen 1: Raney.) Same sig a 
Bae 6. Md fe TEAL . 798 . 856 4.27 
aemwitzeriand, . ‘ii, . . He. tye tae . ool 11.95. 
Ko Sa et a «5 re 2 Te Pitzc 606 oth yueeshb.18 
4 .U.K. ‘ . : o . . = , 808, : Pale +27.35 
Seam Arabemts . OF . , . #%. BST Se. 521 45.94 
6 South Africa . e . . 5 JM. . 248. . 481 93.95 
7 Nigeria a e : 2 - j mt jon eens ‘ ~ 480° ; 116.22 
8. Japan $ e 3 : s : ; ao9l : 467 20.98" 
9. Malaysia . B . s : 5 » Coke 354 ‘ _ 461 J 30.23 
10. Saudi Arab ; . : ; ; cee . 410 ; 436 6.34 
11. -German F. Rep. . er. A : GOL. . 468, . ‘ , B99 =414.74 ° 
12..Kuwait . : if Bae > - ; ; 361, i 398 |, fected 258! 
13. ‘Singapore . ° wi” ° . thE. . 366, , { 350 4.37” 
14, Australia . : get, ‘ . . 081. , 398, ca Lath | 3191 
15...ChinaP. RP... + a? ° “ : ap? 240 | 236 . 1.67 © 
1°15 SL ee 7.303 ans sibsitsealiiemis aoa 


SN ts See ee ee ee 
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TABLE-VIIA 
India’s Import of Fifteen{ High Value Merchandise 


(Valce in US $ Millions) 


a 


foi OS Group Of financial year Of financial year § Percentage Growth 
No. 1998-99 period 1999-00 period during April, °98- 
April, ’98-June, April, ’99- June, ’99 June-1998/April, 
1998 (Prov.) 99-June, 1999. 
uae Tw (Q) eines 2 @) (4) we 
1. Petroleum, Crudeand Products .-. : “so porianrsamysheylh ad aw || Re HE 
2. Gold and Silver . ; : ; : ; ° 1,417 1,241 —12.42 
3. Perls prcus semiprcs stones . : ; § . 914 1,157 26.59 
4, Machry Except Elec and Electronic : d ; 733 595 —8.83 
5. Electornic Goods ¢ P , . ° 500 535 7.00 
6. Vegetable oils fixed (Edible) ‘ ‘ . P 254 _ 466 83.46 
7. Organic Chemicals. ‘ . : . 341 315 / ) 7.62) 
8. Project Goods . : ‘ : : F 511 276 —45.99 
9. Inorganic Chemicals . é ; : % PA 283 268 opi — 5,30 | 
1055 dion and Stee vag IMR le a | oe 238 2095 —12,18 
11. Coal, Coke and Briquittes, etc. . 4 ; : 253 200 - —20.95 
12. Fertilezers Manufactured 2. 2 0 eit 145 198 36.55 
13. Profsnl., Inst.,etc except Electronic. . ° 202 178 41.00 
14. Artfcl. Resns. Plastic Materials, etc. . : : 141 128 12.06 
15. Metalifers Ores and Metal Scrap. . ° ° . 160 136 ' 15.00. 
Tra otal (to 1S) gg a etme mat RINGS Li ts nS aoa 
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Serial Name of Ports 
No. 
Be 2) 
1, SEA— 
1. Nhavashiva . . 5 ‘ 
2. Mumbai ° : . ° 
3. Chennai e . ° 
4. Cochin, ° ‘ ‘ ; 
*, Tuticorin , . . 
6. Kandla. ° ° ° . 
7. Calcutta ° ° ° . 
8. Visakabapatnam ‘ 
a Total re ay 4 ' 
Il. AIR— 
1. Mumbai : ° . ° 
2, Debi . ° ° A ° 
Chennai . ; : , 
4. Bangalore . > “ 


a nee 


TABLE—VINA 


india’s Export through Major Ports during April, 99—June, 99 and Aprii, "98—June, ’98 of the Financial Year 
1999-2000 and 1998-99 | 


Value of Exports during Value of Exports during 


Aprii, °98 to June, ’98 


A eS SR TE SP ee 


5. Calcutta 4 


iI. LAND— 


1. Petrapole, West Bengal 


2. Moreh, Manipur 


Total 


(3) 
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; 
| 


& 
4 


(Value in US$ Millions) 


April,’ 99 to June, * 99 


(4) 


Comparative Growth in 
Exports during April,’99 to 
June, 99 Over April, ’98 


to June, 98 


— 


(5) 


—— 


TE TS ST PS EE SS SS SLT SES 


$5539 
876 

685 

333 

323 
248 
190 

96 


_ I I SE OT ST SS SE SS 


4,290 


73.90 
—20.00 
—2.28 
~—13.05 
8.75 
1.64 
—16.30 
—31.91 


7,98 


SS a eS eg 


SS FE ES SS SO na EE TR EY SE ES EE SS SS FS 


1,493 1,684 1038 

643 462 er 

233 209 10.30 

96 95 —1.04 

45 71 57.18 

100 67 —33.00 

° 0 45 aa 
100 102 2.00 aa 
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TABLE—IXA 
9 and April, °98—June, ’98 of the Financial year 1999-2000 


India’s import through Major Ports during April ,°99—June, *9 
and 1998-99 | 


(Value in US$ Million) 


Sart ee Se OE eS SS ee Ca 


_——_—_— Ae ai 
Serial Name of Ports. Value of Imports during Valce of Imports during | Comparative Growth in| 
“No. April, 98 to June, °98 April, 99 to June, 99° ‘Imports during April, 99 ti 

ected’ April, 98 | 
oer a ee 2h | 
(1) (2) 3) (4) 65) oa 
aren I SAS Se 
1. Mumbai . . : ARN ws 1,582 1,242 21.49 
2. Nhavashiva . ‘ e j 472 . 567- ‘ + ‘TepQOdhs .1 
3. Chennai ‘ . A . : ; 812 si Dam ; : igenBSaT1 .© 
4, Calcutta ° . e 143 , - 422. , * ot95.10 | 
5, Kakinada. . . ‘ 54 - 181. . , 235.29 of 
6. Visakahapatnam . ° ° ‘ 216 178 ‘keel Ts59 
7. Haldia . - . . : . . 165 : - 136. . . . Heat AS 
g CRMOHM oe ) e aM SA : : 103 ° 125 i? ninQlads ft 
pi gtbnitiase.. wlan ABR oh eee 289 109 eee | 
a ny yr iia TT) Somme ~<a 
i. AIR— A | 
1. ‘Mumbai spplamiiat. 7 AOE oe ar ae A478 1,549 . A:80 | 
2. Delhi . Le Ne 694 ee 7, 
4, hGhemdabad «chen autS 2 oso 522 806. et I 
4, Chennai ° . . : ° . 199 P +205 , * (SGOT . 4h | 
5, Bangalore . : o Lhe . . 363 ; 163 : 3 in6540 ..2 2) 
| 
1, LAND— mu 
1. ‘Petrapole, West Bengal . ‘ ‘ ° 18 Were: >, eas ' eehiay | 
2. ‘Moreh, Manipur . é : é ‘ 4 ‘ ; ‘ 15 Sie : rains Mgoou@Or .S | 
| 
otal qe ey. 22 .. 4 
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Pubilcatlon Receiyed— 
A 
The list of new arrivals in the Commercial Library and Reading Room attached to the Directorate General of Commercial Inte- 


lligence and Statistics, Government of India, 1, Council House’Street, Caleutta-700 001 for the Month-of *‘August, 1999”, 


I SE TS LL NS 


Serial Name of Publications Price Name of Issuing 
No. Authority/Publishers 
1. Annual Report, 1998-99, ‘ : . ‘ : ‘ : a India, Ministry of Commerce; New Delhi. 
2. Basie Port’Statistics of India, 97-98 . P ‘ ‘ : : - India, Ministry of Surface. Transport, 
Transport Research Wing, New Delhi, 
3. Indian Shipping Statistics, 1998 . ‘ ‘ . 4 . -- Ditto. 
4. Statistics of India Ship-Building and Ship-Repairing Industry, — Ditto. 
3 1997-98, 
5. Employment Exchange Statistics, 1996-97 . , ; ~ — India, Directorate General of Employment 
and Training, New Delhi. 
6. Annual Report, 1996-97 (Min. of Comm.) . ; : : z — India, Directorate General of Foreign 
Trade, New Delhi. 
7. Handbook of Pracedures, Vol:-I, 1997 . : : ; — Dittoy 
8. Export and Import Policy, 1997 . ; ; ® ri é — Ditto. 
om 9, Workshop on Health Mangement Information System, 1997 . ; — ‘India, Directorate General of Health Central 
: : Bureau of Health. . 
10. Consumer Purchases of Textiles, 1997. .  . wast Shui India, Textiles Committee, Mumbai. 


11. Indian Minerals Yearbook, 1996, Vol.-II . : : ! . Rs.880 Indian Bureau of Mines The Controller 
- : ; : ‘ of Publications, Delhi. 


“12. Statistical Profiles of Minerals, 1997-98 . 2 2. . Rst120° Ditto. 

me. Indah Minette indusry, 0e0r ‘Ditto. 

14. Directory of Mineral Consumers in India : : * Rs. 520 Ditto. 

15. Status of Special Alloy Metals in India < * sWEOO S ont et hares Ditto. 

16. Mineral Royalties, Nagpur BR at OP ie age a RO. Ditto. 

17. Handbook of Non-Ferrous Metals, (Aluminium and Zinc) . . — | Ditto. | 

18. Report on Credit Deposit'Ratio in Goa, 95°96... we Goa, Directorate of Planning, Statistics 
sa). and. Evalution, Panaji. 
mee Bud sot ich, Bric 10989 a al eed pee tt _ Ditto, oy 

(a) Statistical Handbook of Goa, 94-95 to 96-97 A he ei Ditto. 
20. Budget in Brief and Analytical Summary, 1999-2000  . ; 3 —_ Gujarat, Directorate of Economics and 


Statistics, Gujarat. 


21. Socio-Economic Review, 1998-99 . 2 4 4 ° . _ Ditto. 
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Serial 
No. 


| ans 


22. 


23. 


24. 
25s 
26. 
PA 
28. 
29. 
30. 


31. 


32. 


33. 


et 
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Name of Publications 


eee ee Bes, 


as ey ee 


Economic Survey, 1998-99 ° ° ° e e ° ° e 


Annual Report, 1991-92. - é : 2 ‘ 2 ‘ 


Annual Report, 1992-93 ° e . e e e e e 


Annual Report, 1993-94. : ;: 3 - e 

Annual Report, 1994-95. , ‘ : . ° e 
Annual Report, 1995-96 . ‘ é A ; ; E H 
Annual Report, 1996-97. . 2 j e e e . 
Annual Report, 1997-98. ; : j ‘ r F : 


‘JICB Research in Retrospect : : ; . ‘ 


Industry Financial Aggregates Ratios, (Economic Intelligence 
Service, June, 1999). 


Annual Report, 1997-98 . 5 ‘ A ‘ ‘ < ‘ 


Survey on Incorporating the Environmental Dimension into Develop- 
ment Plans. 


Challenges and Opportunities of the New International Trade 
Agreements. 


Research and Development Systems, 1998 . ; ‘é ¢ 


Habitat Life in the City, 1998 . : : i ° e 


Bank of Finland/Annual Report, 1998 : . ‘ . P 
Annual Report, 1998 . . : ; ° ° ° . 
Annual Report, 1998 . . : e ° ° ° 
Annual Report, 1998 bs : e 7 ° - : é 
The Statesman’s Yearbook, 1998-99 . : e 3 


A Potential Indicator to Augment Production of NTFP for Export ~ 


and Import Substituation by M.P. Shiva and B.C. Pandy (1999). 
Toyota and the World, 1999 A P g ‘ : x 
Annual Report, 1997 ; e . e 


Partnership 99 South Africa and India : “ 
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me i En et ee ame a: eC 


Price 


ar emma, te 


Name of Issuing 
Authority/Publishers 


EY SD 


Orissa, _ Directorate of Economics and 
Statistics, Bhubaneshwar. 


i ) iteiagt 
The Handicrafts and Handlooms Export 
Corp. of India Ltd., New Delhi. 


Ditto. ) baw enaagil 


Ditto, 
Ditto. 
Ditto. 
Ditto. 
Ditto. 


Indian Institute of Chemical. Biology, 


Calcutta. 
CMIE(P) Ltd., Mumbai. 


National Research Centre ‘for Groundnuts, 
‘Junagadh. ide ona 


SECWA, Baghdad. 
Ditto. 


Ditto. 


Netherland, Ministry of Foreign Affairs 
Information Department, The Hague. 


Bank of Finland, Helsinki. 
Sveriges Riksbank, Stockholm. 


European Central Bank, Frankfact-am-Main. 


Central Bank of Ireland, Dublin. __ 


Macmillan Reference, London. i 


Surya, International Publications, Dehradun) 


Toyota Motor Corporation, Toyota City. 


Cyprus Chamber of Commerce and Industry 
Nacasia. ; 


South African High Commission, New Delhi 


} 


ft 


| 
| 


| 


if 


| 


| 


| 


| 


GENERAL MATTER 


Initiation of Sunset Review for the continuance of Anti Dumping duty imporsed on 
TSO-Butyl Benzene originating in or exported from China PR. 


To be pubished in Part If Section-I of the Gazette of India Extraordinary 
MINISTRY OF COMMERCE 
Directorate General of Anti-Dumping and Alied Duties 


INVITATION (SUNSET REVIEW NOTIFICATION) 
| New Delhi, the 2nd September, 1999 


Subject : Initiation of Sunset Review for the continuance of Anti-Dumping Duty imposed on ISO-Butyl 
Benzene originating in or exported from China PR. 


No.38/1/99 DGAD. : The Designated Authority having regard to the Customs Tariff (Second Amendment) 
Act, 1982 and the Customs Tariff (Identification Assessment and Coliection of Duty or Additional Duty on Dumped 
Articles and for Determination of Injury) Rules, 1985 thereof recommended imposition of definitive Anti Dumping 


Duty on imports of Iso-Buty 


Benzene originating in or exported from China PR falling under Chapter 29 of the 
FS I 


Customs Tariff Act, 1975 vide Gazette Notification No. 14/50/93-TDP, dated 30th August, 1994. The Govera- 
meat of India imposed Anti-Dumping Duty vide Notification No. 169/94 Customs, dated 20th September, 1999. 


4. 


Ae 
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" heading 2933.40 of Schedule I of Indian 


_ Authority is hereby initi 


Product under consideration : The product under consideration is Iso-Butyl Benzene, classified under 
Customs Tariff Act 1975 and No. 2933.40.08 under Indian 


Trade classification (based on Harmonized Commodity Description and Coding System). The classifi- 
cation is, however, indicative and is not binding on the scope of the present review. 


Initiation : The Customs Tariff (Amendment) Act, 1995 and the rules made therunder required the 


Authority to review, from time to time, the need for Continuance of Anti Dumping Duty. The Authority 


issued public notice vide Notification No. 6/2/96/ADD dated 31st March, 1997 for initiation of review for 
the continuance of Anti Dumpting Duty imposed on Iso-Buty1 Benzene originating in or exported from Chin 
PR and considered appropriate to continue the imposition of Anti Dumping Duty vide Notification No. 
6/2/96/ADD dated 27th March, 1998. The Designated Authority therefore,considers that the sunset review, 
of the definitive Anti Dumping Duty recommended vide Notification dated 30th August, 1994 referred above 
would be appropriate at this stage. In the mean time M/s Herdillia Chemicals LTD, Mumbai also submitted 
a representations for continuance of Anti Dumping duty on Iso-Butyi Benzene originating in or exported 


frem China PR for further period of five years. 


Procedure : Having decided to review the findings arrived in the Notification dated 30th August, 1994,the 
ating an investigation to review (Sunset review)the need for ccontinuance or other- 
wise of definitive duty recommended on imports originating in or exported from China PR in accordance 
with the Customs Tariff (Amendment) Act, 1995 and the Customs Tariff (Identification, Assessment and 
Collection of Anti-Dumpting Duty on Dumped Articles and for Determination of Injury) Rules, 1995. 


The review covers all aspects of Notification No. 14/50/93-TDP dated 17th January, 1994 and subsequent 
review initiation Notification No. 6/2/96/ADD dated 31st March, 1997. 


Period of Investigation : The period of inventigation for the pourpose of the present review is Ist April, 
1998 to 3lst March, 1999. 
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6. M/s Herdillia Chemicals Ltd. and M/s Vinati Organics Ltd. were cosidered as domestic industry in the Noti- 


fication referred to above. The Designated Authority (hereinafter referred to as Authority proposes to 
consider M/s Herdillia Chemicals Ltd. 13th Floor, Air India Building, Nariman Point, Mumbai-400 021 
and Vinati ‘Organics Ltd. 2nd Floor, Shiv Ashish, Andheri-Kurla Road, Saki Naha, Mumbai- 400072 as 
domestic industry in accordance with, the Rules supra. 


Submission of Information : The exporters in the subject countires, the importers in India known 
to be concerned and the domestic industry are being addressed separately to submit relevant information 
in the form,and, manner, presetibed and to,make.their views known to: the :— - 


The Designated Authority 

Directorate General,of Anti-Dumping and Allied Duties 
Ministry of Commerce 

Udyog Bhavan, New Delhi-110 011.; 


Any other interested party may-also,make its submissions;relevant to, the investigation in the prescribed 
form and manner within the time limit set out below. 


. Time Limit : Any infomation relating to the present review and any request for hearing should be sent in 


writing So as to. reach the Authority,at the address mentioned above not latei than forty days from the date 
of publication of this review notification. If no information is received within the prescribed time limit 


* or the information received, is incomplete, the Designated Authority may record its sepa A. On son basis 
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of the facts available on record in accordance with the Rules supra. 


‘Anspection.of Public File: In terms of Rule 6 ,(7), any interested party may inspect the public file’. contain- 


ing .non confidential version of the evidence submitted by other interested parties. 


Sd:/- mel “i 
Designated Authority tte twend 


[Source : Ministry of Commerce, Govt. of India, New Delhi.] ° aM 
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PART-C 


LATE ENQUIRIES 
Indian Tender Notices— 
REGIONAL RESEARCH LABORATORY 


(Council of Scientific & Industrial Research) 
Bhubaneswar-751 013 
Phone No. : ( 0674)581635-6, 581638-9, 581091-4, Fax No. :( 0674)581637 
Advt. No. 001 dated 3-9-99 : Permiability Meter, etc. 


Separae sealed tenders are invited from reputed manufacturers, suppliers, Indian agents of foreign principals for tne following items :— 


Item Tender Description of Item Quantity Cost of 
No. No. Tender 
Paper 
Rs. 
1, PA/25/99 Permiability meter with electronic measuring system and accessories .« 4 : 2 Nos. 500 
2. PA/26/99 Echo-sounder with chart recorder for depth measurement . 4 “ A : 1 No. 500 
3. PA/29/99 Control system for flotation column with flow monitors. densitymeter, level con- 1 No. 1,000 
troller, slurry pump control, valve drives, etc. with computer based control panel. 
4. PA/30/99 (a) Differential pressure transducer/transmitters and indicatorrs e ° ° 6 Nos. } 
id 500 
(b) Absolute pressure transducer, transmitter and indicators e ° ° ° 
5. PA/32/99 Pressure calibrator upto 1000 PSI in multiple steps. . ‘ A e Ps ° 1 No. 500 
6. PA/33/99 Density transducer for online measurement of slurry density. ° ° e 1 No. 500 
7. PA/34/99 | Metering and slurry;pump with controls: : r . ss: hulls e : 1 No. 


(a) Auto/manual control(2 Nos.) 

(b) Manual control variable speed pump (1 No.) 
(ce) Variable pneumatic pump (2 Nos.) 

(d) BS 8000 pump (1 No.) 


500 


8. PA/35/99 Valveless metering pump with ceremic piston, ceramic liner etc. : , e 4 Nos. 500 

9. PA/36/99 Simultaneous Differential scanning calorimeter (DSC)with TGM system and DTA 1 No. 1,000 
capabilities. 

10. PA/37/99 Microprocessor controlled X-ray powder diffractometer with 3 KW X-ray gene- 1 No. . 1,000 
11. PA/39/99 Thermal cycler(Programmable) . i ; . A ; : ‘ : 1 No. 500 
12. PA/46/99 UPS System(8-10 KVA) ; : 2 , ‘ : : 3 2 * 1 No. 500 
13. PA/61/99 High pressure briquetting machine(lab. scale) . J : : : 1 No. 500 
14. PA/69/99 Potentiostat/Galvanostat(microprocesser based) a . : zg : . 1 No. 500 
15. PA/76/99 Slurry mixture for slurry viscosity 2000 CP 2 3 5 ‘ 4 y A 1 No. 500 
16. PA/77/99 Photometer for water and waste water analysis including COD/BOD analyser. 1 No. 500 
17.’ PS/13/99 Design, errection and commissioning of four stage bioreactor with its accessories 1 No. 1,000 
18, PA/88/99 Multimedia colour LCD projector . , : : A é ‘ : iy 1 No. 500 
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Tender documents (#on-transferable) along with terms and conditions can be had from the undersigned on payment of the stiplated : 
cost of tender documents by way of Demand Draft only drawn i in favour of Director, R.R.L., Bhubaneswar and payable at Bhubaneswar. 


The tender documents can be collected in person during office hours or can be sent by registered post/courier. However, this office 4 


will not be responsibie for any delay/loss/non-receipt of the tender documents sent by post/courier. Request for tender papers must 
clearly state the item(s) for which the same is required. ; 


Director, RRL, Bhubaneswar reserves the right to accept or reject any tender in part or full without assigning any reason thereof, 


Important Dates : 


Sealling of tender documents : From the date of publication 
Last date and time for issue of tender papers : 30th September, 1999 upto 5 p.m. 
Last date and time for submission of tenders : Sth October, 1999 upto 5 p.m. 
Date and time of opening of tenders : 6th October, 1999 at 2 v.m. 


Reguest for tender documents may be addressed to the undersigned, 


Sd/- | 
Dy. Stores and Purchase Officer(P) "i 
[No. PZ/31/99/1219, dt, 9-9-99.] 


GOVERNMENT OF INDIA 
DEPARTMENT GF ATOMIC ENERGY 


. “ * DIRECTORATE OF PURCHASE AND STORES 
° ~  Vikranr Sarabhai Bhavan, Anushakti Nagar, Mumbai-400 094 


. ’ * : : Visual Computing Machine 
~ . 


For and on behalf the of the President of India, the Director, Purchase.and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— rn 


Tender No. and Description of Stores Quantity 
DPS/03/MIC/805— 


Manufacture, Inspection, Testing, Supply, Installation and Guarantee of Intergated Visual Computing System — 1 Unit 
(IVC) as per Purchaser’s tender specification required at our Project Atomic Minerals Divn. Hyderabad-500 016, 


Last Date for ae aa of chins : 16-30 hours on 8th November, 1999. 
Date of Opening of Tender >: 11-30 a. m. on 9th paves 1999, 
Last Date for Sale of Tender Documents : 3rd November, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department, 
of Atomic Bnergy, fe Public Relations-Call,. Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, 
Mumbai-94, between 11 a. m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order towards 
the prescribed cost of tender document and addressed to Accounts Officer at the Publie_Relations Call. The right to accept or r rejeug 
the lowest or any tenders in A Pars or fue without assigning any reasons is reserved. 


¥ 


Sdl- 
Asstt. Purchase Officer. 
[No. DPS/03/MIC/805, dated 31-8-99. and DPS/TENDER/DAVP/162. dated 9-9-99.] 
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, 


; 


of Atomic Energy, 


DPS/04/MIC/34009— 


between 11 a. m. and 3.00 p.m. onall working days. 


prescribed cost of tcnder document and addressed to Accounts Officer at the Public Relation Cell. The right to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved. 


On Line Hydrogen Analyser 


For and on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below : 


Tender No. and Description of Stores Quantity 
DPS/04/MIC/34027 — , 


Manufacture, Inspection, Testing, Supply and Guarantee of on Line Hydrogen Analyser for Hydrogen Gas in 1 Unit 
Oxygen Gas Stream as per Purchaser’s Tender specification required at our Project BARC, Trombay, Mumbai-400 085. 


Last Date for Receipt of Tenders 16-30 a. m. on 9th November, 1999. 


Date of Opening of Tender 11.38 a. m. on 10th Nobyember, 1299. 


Last Date for Sale of Tender Documents 4th November, 1999. 


Tender documents priced at Rs. 100 can he obtained from the Accounts Officer 
“@ Atomic Energy at Public Relations Cal! 
etwe 


icer, Directorate of Purchase and Stores, Department 
, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94, 
en Il. a.m. and 3.00 p. m. on all working days. Postal requests should be accompanied by a Money Order towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved. 


ate 


Sd/- 
Asstt. Purchase Officer 
[No. DPS/04/MIC/34027, dated 31-8-99 and DPS/TENDER/DAVP/162, dated 9-9-99.] 


Digital Electronic Private Automatic Exchange System 


For and on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :-— 


Tender No. and Description of Stores Quantity 


Manufacture, Inspection, Testing, Supply Installation and Guarantee of Digital Electronic Private Automatic 1 System 
Branch Exchange system (EPBX) as per Purchasers Tender Specification required at our Project BARC Trombay Mumbai-400085. 
Last Date for Receipt of Tenders 10th November, 1999. 
Date of Opening of Tender 11-30 a. m. on 11th November, 1999, 


Last Date for Sale of Tender Documents 5th November 1999. 


Betis documents'priced at Rs. 100 can be obtained from the Accounts Offic:r, Directorate of Purchase and Stores, Department 
0 


tomic Energy at Public Relations-Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94 
Postal requests should be accompanied bya Money Order towards the 


: Sd/- ; 
Asstt. Purchase Officer 


[No. DPS/04/MIC/34009. dated 31-8-99 and DPS/TENDER/DAVP/162, dated 9-9-99°] 


Motor Drives 


For and on behalf of President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores 


Quantity 
DPS/04/EEC/11676 (PT)— 
Specification :—Design, Manufacture, Inspection, Testing, Supply and Guarantee of Motor Drives Compatible to 1 No. 
_.. Slo-Syn Motors as per purchaser’s Tender specification. 
¥ ‘ 
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Last Date for Receipt of Tenders 16.30 hours on 11th November, 1999. 


Date of Opening of Tenders 11.30 a. m. on 12th November, 1999. 


Last Date for Sale of Tender Set : 8th November, 1999. 


Tender documents Priced at Rs. 100 can be obtained from Accounts Officer, Department of Atomic Energy,Directorate of Purchase 
and Stores,at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti nagar, Mumbai-400 094, 


between 11, 00 a. m_ and 3.30 p.m on all working days. Postal requests should be accompanied by a Money Order towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject 
the lowest or any tenders in part or full without assigning any reasons is reserved 


Sd/- 


Asstt Purchase Officer 
[No DPS/04/EEQ/11676, dated 30-8-99 and DPS/TENDER/DAVP/162, dated 9-9-99.] 


D. C. Calibration Set 


For and on behalf the of the President of India, the Director, Purchase and Stores, Director of Purchase and Stores, Department’ 
of Atomic Energy, Mumbai invites sealed tenders as detailed below : — 


Tender No. and Description of Stores 


Quantity 
DPS/04/M1C/34021— Y ; 
Manufacture, Inspection, Testing, Supply and Guarantee of D C Calibration set as per Purchaser’s tender specification 1 No. 
required at our Project BARC, Trombay, Mumbai - 400 085. 


Last Date for Receipt of Tenders 16-30 hrs. on 12th November, 1999. 


Date of Opening of Tender : 11-30 4, m. on 15th November, 1999, 


Last Date for Sale of Tender Documents : 9th November, 1999. 

Tender documents priced at Rs. 100 can be obtained from the Accounts Officer,Directorate of Purchase and Stores, Department 
of AtomicEnergy at Public Relations Cell, Lower Ground Floor,South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94, 
between I1 a.m. and 3.30 p. m. on all working days. Postal requests should be accompanied by a Money Order towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved 


Sd/- 
Asstt. Purchase Officer. 


[No. DSP/04/MIC/34021, dated 31-8-99 and DPS/TENDER/DAVP/162, dated 9-9-99.] 


Hydrochloric Acid 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores and Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. Description of Stores Quantity 
DPS/10/CHEM/1801— , 


Supply of 1500 M. T. Hydrochloric Acid 30-32 per centConforming to IS-265-1976 to be supplied in supplier’s _ 
Road Tankersrequiredat Heavy Water Project, Manuguru, Andhra Pradesh as per Purchaser tender specification. 


Last Date for Receipt of Tenders : 16-30 a.m. on 15th November, 1999. 
Date of Openuing of Tenders ¢ 11.30 a.m. on 16th November, 1999, 
Last Date for Sale of Tender set ‘ 10th November, 1999 


Tender documents priced at Rs. 300 can be obtained from Accounts Officer, Department ofAtomic Energy, Directorate of Purchas 
and Stores, at Public Relations Cell, Vikram Sarabhai Bhavan, Lower Ground Floor, Anushakti Nagar, Mumbai-400 094, between 
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11.00 Hrs. and 15.30Hrs. on all working days. Postal Requiests should be accompanied by a Money Order towards the prescribed 
cost of tender dogym:2nt and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the lowest or any 
tenders in part or full without assigning any reasons is reserved. 
Sd/- 
Asstt. Purchase Officer. 


[No. DPS/10/Chem/180, dated 8-9-99 and DPS/TENDER/DAVP/162, dated 9 -9-99.} 


—_—— > — 


Glass Epoxy Sheet 


For and on behalf the of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below : — 


Tender No. and Description of Stores Quantity 


 DPS/16/GEN/11— 


Supply of Glass Epoxy Sheet. : ‘ ‘ ‘ : ° ° a ° ° . 165 Sheets 


As per specification given in the Purchaser’s Tender Document. 


Last Date for Receipt of Tenders ¢ : 16.30 p.m.on 15th November, 1999. 
Date of Opening of Tenders : 11.30 a. m. on 16th November, 1999, | 
Last Date for Sale of Tender Documents : 10th November, 1999. 


Tender documents priced at Rs. 100 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
of Atomic Energy, at Public Relation Cell , Lower Ground Floor,South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94, 
between 10.30. a.m. and 3.00 p.m. on all working days, Postal requests should be accompanied by a Moncey Order towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. Theright to accept or reject the 
lowest or any tenders in part or full without assigning any reasons is reserved. 

Sd/- 
Asstt. Purchase Officer. 


[No. DPS/16/Gen/11, dated. 7-9-99 and DPS/TENDER/DAVP/162, dated 9-9-99.] 


CNC Lathe 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Department 
of Atomic Energy, Mumbai invites sealed tenders as detailed below : — 


Tender No. and Description of Stores Quantity 


DPS/04/TPT/CAP/173— 
Design, Manufacture, Testing, Supply and Guarantee of Ultra precision slant Bed CNC Lathe as per Purchaser’s 1 No. 


Tender specification required at Directorate of Purchase and Stores, Mumbai. 
Last Date for Receipt of Tenders : 16.30 p.m. on [5th November, 1999. 


Last Date for Sale of Tender Documents : 10th November, 1999. 


_ Tender documents priced at Rs. 500 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
of Atomic Energy, at Public Relations Cell, Lower Ground Floor, SouthWing,Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94, 
between 10.30 a. m. and 3.00 p. m. on all working days. Postal requesis should be accompanied by a Money Order towards the 
prescribed cost of tender document and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the 
owest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 


Asstt. Purchase Officer. 


{No. DPS/04/TPT/CAP/173, dated 7-9-99 and DPS/TENDER/DAVP/162, dated 9-9-99 
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Design of Bellows Procurement of Material — et Bere 1 OO 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Depart ment 
of Atomic Energy, Mumbai, invites sealed tenders as detailed below :— 


Tender No. and Description of Stores Quantity 


DPS/15/CPM/189— 
Design of Bellows, procurement of Material, Preparatio of Drawings and Documents, Testing of Proto-Type 3 Nos. 


bellow, fabrication, inspection, testing and examination, packing and safe delivery of sealing bellows with fla- 
nges details as per Purchaser’ s tender Document. 
Last Date for Receipt of Tenders : 16.30 Hrs on 16th November, 1999. lO at 
Date of Opening of Tenders : 11.30 a.m. on 17th November, 1999. 


Last Date forSale of Tender Set : 11th November, 1999. 


Tender documents priced at Rs. 300 can be obtained from Accounts Officer, Department of Atomic Energy, Directorate of 
Purchase and Stores at Public Relation Gell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai-94 
between 10.30 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order twoards the pres: 
cribed Cost of Tender doecument and addressed to Accounts Officer at the Public Relations Cell. The right to accept or reject the lowest 
or any tenders in part or full without aesigneh any reasons is reserved. 


Sdl- 
Asstt. Purchase Officer 


vi 


[No. DPS/15/CPM/189, dated Nil?! DPS/and Tender /DAVP/162, dated 9-9-99.] ; 


} 
i 


Drum Compaction System 


For and on behalf of the President of India, the Director, Purchase and Stores, Directorate of Purchase and Stores, Deaprtment 
of Atomic Energy, Mumbai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores : Quantity, ; 


os 
DPS/04/TPT/CPM/41— 
Design, Fabrication, Testing, Supply, Installation, and commssionig of 1000 TE. Drum Compaction system 1 No, 
(Hydraulic Press) as Per Purchasers Tender Document. 
Last date for Receipt of Tenders : 16.30 Hrs on 16th November, 1999. 


Last date for sale of tender document : 11fh November, 1999, 


Tender documents priced at Rs, 500 can be obtained from the Accounts Officer, Directorate of Purchase and Stores, Department 
of Atomic Energy at Public Relations Cell, Lower Ground Floor, South Wing, Vikram Sarabhai Bhavan, Anushaktinagar, Mumbai- 
400 094, between 11.00 a.m. and 3.30 p.m. on all workding days (except Saturdays and Sundays). Postal requests should ’be accom- 
panied by a Money Order towards the prescribed Cost of Tender document and addressed to Accounts Officer at the Public Relations 
Cell. The right to accept or reject the lowest or any tenders in part or full without assigning any reasons is reserved. 


Sd/- 
Asstt. Purchase Officer 


[No. DPS/04/TPT/CPM/41, dated Nil and DPS/Tender/DAVP/162, dated 9-9-1999.] 
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Motor Contro] Centres 


_ For and on behalf of the President of India, The Director, Purchase and Stores, Department of Atomic Energy, Mumbai, invites 


sealed tenders as detailed below :— 


Tender No. and Descrption of Stores 


DPS/04/1PT/EEQ/055— 


Design, Manufacture, Inspection, Shop Testing, Supply, Delivery to Site and Guarantee of Motor Control centres 


as per Purchaser’s tender Specifications, 


Last date of Receipt of Tenders : 16.30 p.m. on 17th November, 1999, 
Last date for Opening of Tenders : 11.30 a.m. on 18th November, 1999, 


Last date for Sale of Tender Documents : 12th November, 1999, 


Quantity 


5 Nos, 


Tender documents priced at Rs. 300 can be obtained from the Accounts Officer, Directorate of Purchse and Stores, Department of 


Atoinic Bnergy, at Public Relations Cell, Lower Ground Floor, South Wing; Vikram Sarabhai 


Bhavan, Anushaktinagar, Mumbai. 


400094 between 11.00 a.m. and 3.00 p.m. on all working days. Postal requests should be accompanied by a Money Order towards 
The right to accept or reject 


the prescribed Cost of Tender document and addressed to Accounts Officer at the Public Relations Cell. 


the lowest or any tenders in part or full without assigning any reasons is reserved, 


Asstt. Purchase Officer 


(No. DPS/04/TPT/EEQ/055, dated 9-9-1999, and DPS/Tender/DAVP/162, dated 9-9-1999, ] 


GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 
Office of the Chief General Manager, Telecom Factory, Richhai 
| Supply of PILZ/GMBH Make Relay, etc. 


The Chief General Manager, Telecom Factory, Richiai, Jabalpur-f0, invites sealed tenders from reputed firms/dealers/suppliers 


for syupply of following :— 


“am Tender No. and Description 
Oo. 


1, TFR/PS-12-32/99-2000— 
P1LZ/GMBH Make Relay : : 
(a) Model PA-1S/3S/220V /1UZ, Coil Rating—220V/49-60 HZ, & contact Rating 
250V, 8A, 2000VA. 


(b) Model No. PA-1SK/3S/FBM : 2.5 MO, Coil Rating—220V, 3.5 VA, 40-60 HZ. 


Contact Rating—250V, SA, 1100VA. 


2. TFR/PS/12-33/99-2000— 
REXROTH (W) Germany Make : 
(a) Single Sclenoid Valve, 3-SE 6 U 20 315 G 24-24-SO-360 : : ‘ : 
Solenoid Suitable for above GS-40-4B 24V-100 per cent ED—079A.3-62707-08-84 


(b) Dual Solenoid Valve, Model No. 4WE-6H5X/A G-24-N-24 and 
Solenoid Suitable fer above Valve Model Code DC-38-4A-24A 


3. TFR/PS/12-34/99-2000— 
Hydac Make Hydrobladder 
(a) Pressure Oil Accumulator SB-210-1A1/112-1-V-1. Ltrs. Pressure—210 . : 
(b) Pressure Oil AccumulaterSB-7-37, 0.7 Ltrs. VO-0.7 Lirs. Pressure Bar—210. 


4. TFR/PS/13-35/99-2000— 


Annval Contract for Disposal of Pickling Waste at the rate of 100-15 per montn which 


Contains :— 


(a) Free Acid HCL 3 per cent to 4 per cent. 
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Quantity 


E. M.D. 
Rs. 


2,000 


4,000 


3,000 


5,000 


B85 


Serial wit Tender No. and Description Quantity E.M.D. 
No. Rs, 


(b) Iron content (as Iron Chloride) 8 per cent to 10 per cent. 


1 No. 5,000 


a ae 


(c) Zinc content (as Zinc Chloride) 4 per cent to 5 per cent. 
The tender has to comply wit the norms laid down by Pollution control Authorities. 
5. TFR/PS/12-36/99-2000— ' ‘ 
Repairing/Reseting of decoiling machine in automatic mode as per Cnclosed Annexure, 1 No. 5,000 
model No. RM/EFS-1300-ME supplied by M/s. Heinrich George, Germany. 


6. TFR/PS/15-37/99-2000— ; 5; 
Supply of Barley Powder packed in 100 Grms. (tin pack) . 4 : ° : 4,000 Tin 1,000 


7. TEFR/PS/13-38/99-2000— 


Relining Work on furnace refractory bricks as per enclosed annexure : : ° 1 No! 15,000 
(Size of Galv. Batha—12000 X 1200 x 2000 mm). \ 


8. TFR/PS/13-39/99-2000— 


Re-frebrication of Galv. Kettle Size of 12000 x 1200 X 2000mm, as per enclosed 1 No. 8,000 
annexure. 
9. TFR/PS/13-40/99-2000— 
(a) Sorts of Refractory Bricks, as per enclosed list/annexure a é - “ 5 20 Type } se ; 
000 
(b) Sorts of refractory castables and Fire clay as per enlcosed list * ‘4 ‘ ee 


10. TEFR/PS/11/41/99-2000— 
Supply of HRMS Coils/Sheets as per IS : 5986 Gr. Fe-410 . ° . ° ‘ 2,500 M.T. 1,00.000 


11. TRR/PS/12-42/99-2000— 
Procurement of : 


(1) HRC Fuse link ‘D’ type VAL RACK : ‘ . ‘ ; . 100 Nos. 
(2) HRC Fuse Link NH-Style ; ‘ ¢ : F : ; : : r 1207 
(3) HRC Fuse Link Bolted Type . $ . : f : i 5 ‘ ‘ GON 1,200 
(4) NH Fuse Base Ceramic . if 5 . . : : : 5 ‘ 60.9.3 
12. TEFR/PS/12-43/99-2000— 
Procurement of Tyres & Tubes for 40 T Coles Crane 
(1) Size 14.00-20, 22 Ply (Nylone) . z : é g : F ; . ‘ 2 Nos. >, ie 
(2) Tube & Flap Size 14.00-20 (Butyle) e ° ° ° e ° ° e e 8 39 J 1,200 
13. TFR/PS/12-44/99-2000— 
Embossing tools of sorts (7 types). : ; | A : “ ; : 26 Nos. 1,500 
Last Date for Purchase of Tender : 26th October, 1999. ) 


Last Date for Submission of Tenders (upto 2-00 p.m.) : 27th October. 1999. 

Due Date for Tender Opening (At 2-30 p.m.) : 27th October, 1999. 

; 

Interested parties may obtain tender documents from Asstt. Manager (Pur.), Telecom Factory, Cichhai, Jabalpur-10 on paymen’ 

of Rs. 109 (Rup xes One Hundred only non-refundable) by Cash or DD in favour of the Accounts Officer, Telecom Factory. Richhai 


Jabalpur-10. The tender will be opened in presence of tenderers or their authorised representative on above mentioned date 
at 2-30 p.m. tt 


Last Date for Purchae of Tender Documents : It may be noted that our standard payment term is-payment within 30 days aftei 
acceptance of Store at Telecom Factory, Richhai, Jabalpur-10. Tenders may b= rejected if there is any deviation from the above 
payment terms. \ i 

No Post Tender correspondence will be entertained unless it is specifically asked by Telecom Factory, Richhai, Jabalpur-10. 

The Chief General Manager, Telecom Factory, Richahi, Jabalpur-10 reserves the right to reject any or all of ‘the tenders sc 
received without assigning any reason. 

Saat 
Asstt. Manager (Pur.) 
[No. TFR/PS/TEND/99-2000(3(, dated 7-9-99,] 


C886 INDIAN TRADE JOURNAL. @ — September 29, 1999 


GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 
Office of the Manager Telecom Factory, Kharagpur, : P.O. Rakhajungle, Kharagpur-721 301 
No. TFKH/PUR/TN/99-2000 /11.-- Ganister, etc. 


.,__On behalf of the President of India sealed tenders are invited from the manufacturers/authorised dealers for supply of following 
items Telecom Factory, Kharagpur, W.B./reputed contractors for other Jobs :— 


Serial Tender No. and Description of Stores . Quantity Earnest Due Date 
No. Money 
Rs. 


1. TFKH/PUR/5813— 
Ganister . F ; x , - ° . 3 . d 240M. T. 10,000 27th October, 1999. 
(Delivery Schedule at the rate of 20 M.T. /Month w.e.f. Dec. *99.) 
2.  TFKH/PUR/5905— : 
Disposal of Foundry Refuses consisting of Slags, Sludge, Rubbish, 400 M.T. 2,500 27th October, 1999. 
Burnt Sand, etc. 


3. TFKH/PUR/5225— 
Modification of Pollution Control System of Cupolas . ; 7 _ 5,000 27th October, 1999. 


Tender Due on: As mentioned above at 2-30p.m. Tender Fee : Rs.200 for Tenders. Tender Fee and Earnest Money are 
to be paid by D.D. 


Tender must be in prescribed Tender Forms only which can be obtained from the undersigned upto 1 p.m. of previous day of 
due date on payment of Tender Fee for each tender by Demand Draft payable to the Accounts Officer, Telecom Factory, Kharagpur 
payable at S.B.I., Kharagpur Rly. Stn., Branch on written application in duplicate on printed letter head. . 

Quotation will be accepted upto 2 p.m. of the Due Date. 

Quotation without Earnest Money will be rejected. Quotation submitted in prescribed Tender Forms only will be considered. 

The Manager, Telecom Factory, Kharagpur reserves the right to accept or reject Tender in part or in full without assigning any ~ 
reason. 

Sd./- 
Assistant Engineer (Purchase) - 
_ [No. TFKH/PUR/TN/99-2000/11, dated 10-9-99.] 
GOVERNMENT OF INDIA 
MINISTRY OF WATER RESOURCES 
Office of the Executive Engineer, Jangipur Barrage Diyision/F. B. Project 
Special Repairs to Inspection Road 
The Executive Engineer, Jangipur Barrage Division, Farakka Barrage Project, Dist.: Murshidabad (West Bengal) is inviting sealed 
fender on behalf of the President of India from experienced tonafide ard resourceful cont*actors of C.P.W.D./State P.W.D./M.E.S./ 


Railways/P.H.E. as well as working centractors of appropriate classes of Farakka Parrange Project upto 2-20 p.m. of 2nd November, 
1999 for tne works noted below :— 


Serial Name of Work with Lecation Estimated Earnest | Time of Cost of 
No. Cost Money | Ccmpleticn Tender Paper 
; per set 
Rs. Rs. Rs. 
1. Special repair to Inspection road on left bank of Feeder Canal 4,38,688 10,967. 3 Months 500 


from RD. 68.00 to RD. 106.50 & RD. 123.50 to RD. 124.00 
(Upto Jangipur Barrage). 


Tender will be opened on 2nd November, 1999 at 3 p.m. by the Executive Engineer, Jangipur Barrage Division, Farakka Parrage 


Project, P. O. Jangipur Barrage, Distt. Murshidabad (West Bengal) in his office in presence of the intending tenders, Earnest Money 
shall be deposited in Treasury Challan or Bank Draft alongwith the tender. Tender form snecification conditions of contract, etc, 
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ra 


(non-transferable) may be received from the office of the undersigned on payment of tender value ncted above (non-refundable)in Cash 
between any working day at office hours from 11 a.m. to 2-30 p.m. from 28th October, 1999 to 29 the October, 1999 on production — 
of valid Income Tax Clearance Certificate, Sales Tax Clearance Certificate and satisfactory evidence of previous experience certificate 
in tlis type of work. Receipt of application for Tender paper will be ciosed at 2-30 p.m. on 25th October, 1999, No application 
will be entertained beyond the specified time and date, 


Sd./ 
Executive 3 Engineey 
[No. JB/DB/W-305/1882( 21), dated 14-9-99.) 


Beats pen . ‘ 
1) SOE 


GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT 
Office of the Executive Engineer(E), Electrical: Diy. TX, R. K.:Puram, New Delhi-66 
S. ds TiC... of 200 KVA: D.'G.- Set 


Serial Name of Work Estimated Earnest : Costof © ~ Time 
No. . Cost Money Tender 
Rs. Rs. Rs: | 
1. Supplying, Installation, Testing & Commissioning of 200 KVA 8.60 Lakhs 21,500 500 4 Months. 
D. G. Set for I. B., East Block-VIT & VIII, R. K. Puram, 2 ae byte 
New Delhi. is bing 


The Executive. Engineer (E), Electrical Division No. IX, CPWD, R. K. Puram, New Delhi invites prequalification, application, for 
issue of Tender Documents for the above specialised work from the Elect. Contractors of appropriate class registered with CPWD. 
The firms who are specialised in supplying installing, testing and commissioning of D. G. Sets with AMF and fulfilling the following ~ 
criteria are also eligible to tender for the work. 


(a) Tne firm must have completed at least 2 similar jobs of capacity not less than 160 KVA D. G. Sets with AMF Panel during 
last 5 years ending upto August, 99 in Central/State Govts/Public Secto” Undertaking and Autonomous Bodies, 5. 


‘ 


(d) They must have valid current ITCC. 


; arias: = 
Attested copies of completion certificate from Officer not below the rank of Executive Engineer and valid ITCC must be attached 
with the applicatinn. 


All the documents and information as mentioned above shall be submitted complete in all respects alongwith the application for 
prequalification approval and subsequent issue of tender. Application incomplete in any respect and/or application mentioning that 
relevant documents/data will be submitted later on with the tender shall not be considered and no representation at a later stage shall be 
entertained. CPWD reserves the rights to reject any or all application without assigning any reason whatscever. Tne date of Sale 
and opening of the tender will be intimated t> tne successful applicants suosequently. Tine applications complete in all resepect must 
be submitted in sealed cover upto 4 p.m. by 15th October, 1999 to the Executive Engineer (E), Electrical Division IX, CPWD, 
East Block 3, Level-6, R. K. Puram, New Delhi. 

Sd.|- 
Executive Engineer (E). 


[No. ED-IX/AB/99-2000/693, dated 16-9-99.]: 


Executive Engineer, Vadodara Central Division, C.P.W.D., Dak Bunglow, Fatehgunj, Vadodara-390 002 
Short Tender Notice No. 6/VCD/1999-2000 :—Finishing Wajls . 


_ The Executive Engineer, Vadodara Central Division, C.P.W.D., Dak Bunglow, Fatehgunj, Vadodara halts on behalf of the — 
President of India, seale Item rate tenders from approved and eligible contractors of CPWD and those of appropriate list of P&T 
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M.B.S. and State PWD of Gujarat and those registered in State Irrigation, Public Health, Highways Departments, etc. provided they 
are eligible for tendering for the State P.W.D. Works ;— 


Serial Name of Works Estimated Earnest Time Cost of 
No. Cost Money Limit Tender 
Rs. Rs. Rs. 
1, Finishing Walls with water proofing cement paint for Central 5 11,11,843 27,796 4 Months 500 


Revenue Race Course Road Colony, Baroda. S.H. : Quarters 
constructed under phase I, II & III. 


Receipt of Application for Issue of Tender Forms :; Upto 4p.m. on 7th October, 1999, 4 


Issue of Tender Fornis | :  Upto4 p.m. on 8th October, 1999. g 
Receipt of Tenders :  Upto3 p.m. on Lith October, 1999, 
Opening of Tenders : At 3-30 p.m. on 11th October, 1999, 


Tenders forms can be had from this office between 11 a.m. and 4 p.m. every day except Sundays and Holidays. 
Tender forms will not be issued unless valid Income Tax Clearance Certificate and registration certification are produced. 


Tender shall be accompanied by Earnest Money of above amount in the forms of receipted Treasury Challan/Deposit-at-Call Receip 
of a Scheduled Bank issued in favour of Executive Engineer, Vadodara Central Division, CPWD,Vadodara guaranteed by the Reserve 


- Bank of India. 


The tender and the Earnest Money shall be placed in separate sealed envelope each marked “Tender” and ‘Earnest Money’d 
respectively. Jn case where Earnest Money in Cash is acceptable, the same shall be deposited with the Cashier of the Division ane 
the receipt placed in the envelope meant for Earnest Money. Both the envelopes shall be submitted tog2ther in another sealed ertve- 
lope. The envelope marked “‘Tender’’ of only those tenderers shall be opened, whose Earnest Money placed in the other envelope 
is found to bein order, The tenders of the Contractor who do not deposit Earnest Money in the above manner are liable to be rejected. 


The Competent Authority on behalf of the President of India does not bind himself to accept the lowest or any othcr tenderand 
reserves to himself the authority to reject any or all of the tender received without the assignment of a reason. 


All tenders in which any of the prescribed conditions are not fulfilled or are incomplete in any respect are liable to -be rejected. 
Sd. /- 
Executive Engineer 


[No. 54 (68)/VCD/99/680, dated 14-9-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE, RES. AND DEV. ORGN., SOLIDSTATE PHYSICS LABORATORY 
Lucknow Road, Timarpur, Delhi-110 054 


Electronic Time and Attendance System, etc. 


Sealed tenders are invited on behalf of the President of India by the Director, Solidstate Physics Latora tory, Lucknow Road, Timar- 


pur, Delii-110 054 from manufacturer/suppliers of the following item. The bids will be made in two bid pattern i.e. Techinical Bid 


and Commercial Bid. Both the envelope should be superscribed with necessary details and markedclearly asTechnical Bidand Commer- 
cial Bid. Two envelopes should then be sealed inside a single envelope which will be duly superscribed. Decision of tne Director to 
accept or reject any or all the bids, will be final. No correspondence will be entertained, after submission of the bids. 


Serial ’ ‘fender No. Nomenclature Tender 
No. Fee 

Rsg 

1. RK4J/11/99-2000/SPL Electronic Time and Attendance System in SSPL, Delhi-110054 . ‘ ‘ 100 


Note.—DD for Rs. 20,000(refundable)will be deposited by the firms as Earnest Money deposit in the name of the Director, Solid- 
state Physics Laboratory, Delhi-110054 alongwith the tender. 


The last date of the receipt of Bid is 29th October, 1999 upto 15-30 hrs. Tender forms with detailed specifications of the items and 
terms and conditions, can be had on payment of Rs. 100(non-refundable)per Tender form from this Office against written request 
on any working day upto 15-30 hrs. except Saturday and Sunday. Tie payment in respect of fender form will be accepted only by 


- *Crossed Bank Draft’in favour of the Director, Solidstate Physics Laboratory, Delni-54. 


“C889 


| i 


' Closing Date for Issue of Tender Forms is 14th October, 1999. 
Tender will be Opened at 15-30 ars. on 29th October, 1999. 
Note.—SSI unit are exempted from paying Earnest Money/Security Deposit and Tender Documents Fees. 


[No. RKJ/11/99-2000/Spl., dated 9-9-99 


A a 


RESEARCH AND DEVELOPMENT ORGANISATION 
Office of the Director, Defence Laboratory, Ratanada Palace, Jodhpur-342 011 
Fabrication Contract 


Separate sealed tender is invited by the Director, Defence Laboratory, Jodhpur on behalf of the President of India from reputed 


Manufacturers/dealers registered with DGS & D/NSIC/Min. of Defence for the Purchase of the following in Rupee payment :— 


Serial Description of Items Quantity Approx Tender 
No. Cost Feet 
i Reis th Rs 
1 Fabrication contract for Reverse Osmosis based water Purification system . INo 40 Lakhs 100/- 


“A vibration proof of shock proof and 100 percent leak-proof, Reverse Osmosis 
based water purification sys. cap 2000/hrs shall be fabricated and mounted 

on a stallion vehicle plateform through the skids. It shall have all SS-316 

pipe lines, valves and other sub-systems as per our specification, design and 

drawings, no deviation in specificatioa will be acceptable”. 


N. B. —Detailed specification and Drawing would be sent with enquiry. 


_ | For obtaining Tender Documents Separate Request be made alongwith appropriate cost payable at Jodhpur in the form of. 

Demand Draft in favour of the Director, Defence Laboratory, Jodhpur-342 O11. 

1, Should be manufacture/dealers of reputed concern or Regd. with DGS & D/NSIC/DRDO Laboratory. Tender can be pur- 
chased from Director DL Jodhpur sending applications together with a hundred (100) Rupees Demand Draft drawn in 
favour of Director ,Defence Laboratory, Jodhpur. Last date for receipt of tender applications 10th October, 1999. 


2. Tender Documents (non transferable) shall be issued to only those parties who satisfy the following pre-qualification. 


(a) Should have experience of fabrication/erection/commissioning of above item. 


(b) Annual Turnover Certificate against work executed in to any of the last 3 financial years plus current financial year upto 
date of tender opening. ; 


(c) Application for tender enquiries should be accompanied by firms’ previous experience certificate showing the capabilities 
for fabrication of the water purification System and entering in to contract. -A committee will examine application and 
. Yelevant document for obtaining tender enquiry. 


t 


Request for Tender Docum 2nt should also contain a certificate that the supplier isnot debarred by any Govt. Department/Ministry _ 


and in case of the imported store the supplies will be met invoking genuine documents/licences. Manufacturers certificate is requ ired 
for manufacturing unit. : 


_N. B.—Tender would be sent to vender after scruting by Board of Officers on or before by 15th October, 1999. Date of opening | 
of Tender quotation would be intimated in Tender enquiries quotation has to be submitted in Two bid system. 4 


The firms devoid of appropriate registration with above ageticies are eligible to bid provided tenderer ensure a Security Deposit | 
/Earnest Money at the rate of 2 (Two) per cent alongwith a tender offer in the form of FDR/Demand Draft favouring the Director, . 


Defence Laboratory, Jodhpur. Tenders without registration or Security Deposit/Earnest Money will be out rightly rejected. 
Director » Defence Laboratory has the right to reject any offer without assigning any reason. r ; sy 


[No. DL/MMD/1601/ADV/99-2000/04, dated 6-9-99.] 


C890 INDIAN TRADE JOURNAL ® September 29, 1999 


x 


INDIAN ORDNANCE FACTORIES 
Ordnance Parachute Factory, Kanpur 


Charging Valve Complete 


For and on behalf of the President of India, the General Manager, Ordnance Parachute Factory, Kanpur invites sealed tenders 
for the supply of following stores :— : 


Serial _ T.F. No. Nomenclature of Stores and Specification Quantity Delivery 
No. Required | 


1. CF-438/99000306/Proy./Tender, 


‘ dated 06-09 -1999— 
‘ Charging Valve Complete EV-55 . s : : 4 : ‘ 3 . 290.00 Nos. Within 2 Months 


Spec : 14-5420-000060. 
Specification No : INE/ENG/PROV/1223/B. 


Drawing No.: IMSA-0153 to IMSA-0155, IMPD-0929 to IMPD-0940 
( Total 16 Drawings.) 


Gauge Drawing : GPD-0733 to GDP-0740-, GGA-0068 to GGA-0089 
(Total 12 Drawings.) 


Inspection Authority : Controller, CAQ( EE), Aundn, Pune. 
Inspecting Officer : SQAE(E) of area or Authorised Representatives, 


Important Note : All tender documents attached with invitation to tenderers are sacrosanct for considering any offer as a complete 
offer. It is therefore important tnat all tender documents duly completed and signed returned with your offer failing which your 


tender will be treated as incomplete and ignored. 


Earnest Money : At the rate of 2 per cent of the tendered value of the material in the shape of D-at Call Receipt of: Bank 
Guarantee of the State Bank of India or any other Nationalised Bank of India for full quantity pledged in favour of G.M., O.P.F., 
Kanpur should accompany with tender, failing which offer will be ignored without further reference. Bank Cheque will not be accepted 
against Earnest Money.. Further Earnest Money received against any other tender invited by this office will not be andjusted towards 
the current tender which please note. The firm whoever Registered with this Factory, DGS&D, other Ordnance Factory, NSIC 


‘required are also to deposit Earnest Money alongwith quotation. 


Notes : an 
1. Incase firm who wish to quote against tender enquiry in question is not registered with DGQA for material to be taken under 


DGQA inspection must apply for registration on the format to be obtained from resident inspector of area concerned /this 
factory and submit the same alongwith quotation & failing which their quotation will be treated as incom plete and will be 


ignored straigntway without any further. reference to them. 
_ 2. The contractors .who are not registered with theis factory should apply for the registration separately. 


3. The firm should guete with a clear validity of 90 days from the date of opening of tender, failing which purchaser reserves thé 
right to ignore the offer straightway witnout further reference to firm/bidder. 


4. In case firm fails to supply the material as per delivery period stipulated in the supply order, the purchaser feserves tne: right 
to-claim general damage or pre-estimated damage at the rate of 2 per cent of value of stores per month of default irrespec- 
tive of the fact that the loss suffered by the purchaser, for above default is quantitiable or not. Default by part of the month 
will be considered as default by one month for calculaiion of pre-estimated damagee. | This is in addition to the ‘rights and 
remedies reserved by the purcnaser to procure the material from elsewhere at firm’s risk and cost in the event of your non- 


performance. 

5. Tender should reach in tnis office by 1-30 p.m. on 12tr November & 1999 on prescribed tender forms non-trawsferable. obtain- 
able from this office detween 9-00 a.m. and 3-00 p.m. on any working day except Saturday on payment of tender cost of 
Rs. 50 (Non-refundable) in tne form of Indian Postal Order (Quotating Tender No., Name and Address of the remitter), 
Tenders will be opened in this office at 2-30 p.m. on 12th November, 1999, Last date for Sale of Tender is 8th November 
1999, Tender set will be sold/available at O.P.F., Kanpur only after the release of tne advertisement in the News Papers, 


Sd./- 
Works Manager 


[No. CF-438/99000306/PROV/TENDDR, dated 6-9-99.] 
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Ordnance Factory, Indian Ordnance Factories, Kalpi Road, Kanpur-208 009 


Proof Heating of Components 


The Sr. General Manager, Ordnance Factory, Kanpur invites tenders from reputed firms/manufacturers for supply of :— 


Serial 
No’. 


1: 


Tender No. Nomenclature Quantity ~ 
T/422/Advt./C/BO Proof Heating of Components supply of spares for adequate period after sales service 4 No. . 
of a complete solid state medium frequency induction heating furnace complete and 3 
Notes:— ready to use as per Specn. No. ©O/512. Dt. Aug. ’99. 
Only manufacturers and authorised dealers need to quote. 


2 
Cs 


Tender must be made out on special forms which can be obtained on application to the Sr. General Manager Ordnance 
Factory, Kanpur. : 


Cost of each set of tender document is Rs. 50 to be paid by Crossed Indian Postal Order. duly indicating the hame of issu- 


ing Post Office., tender fee is nun-refundable. 


Tender documents will be issued against specific request quoting Tender No. application for issue Of tender should contain 
the following documents. 


Failure to furnish the documents the application may be rejected/ignored, 


(i) Performance report-work order list. CPRI certificates and also other regisitration documents must be enclosed witi 
quotations. 


(ii) Copy of Registration Certificate, if any, from SSI/NSIC/DGS&D/Ordnance Factory, Kanpur/Other sister Ordnance 
Factories. ; 


(iii) Copy of latest Income Tax Clearance Certificate, 

(iv) A list of customers to whom they have supplied similar machine/equipment. 

Incomplete/Sketchy offers will summarily be rejected. 

Last date of receipt of application for tender form is 28th October, 1999 upto 12.00 Noon of earlier. 
Date and time of opening of tender is at 2-30 p.m. on 28th October, 1999. 


Tender offers received late will not be considered and hence ignored/rejected. 


Sr. General Manager, Ordnance Factory, Kanpur reserve the right to accept or reject any or all the tenders without any 


reasons thereof. In case of any disputes, decision of Sr. General Manager will be final and binding, : 
[No. T/422/Advt,/C-BO, dated 4-9-99.] 
The General Manager, Ordnance Factory, Bhandara-441 906 
Repairs to FRP Lining of Mild Steel 


On behalf of the President of India, the General Manager, Ordnance Factory Bhandara, invites sealed tender spre: 14.00 


hrs. on 9th December, 1999 for procurement of the following item... :— 


Serial Tender Enquiry No. and Nomenclature Cost of | Last Date of Receipt Last Date for Issue of Date and Time of 
No. TE. of Tender Application Tender Enquiry Tender Opening 
R Form. ( Tech. Bid).. 
S. 
t. EO/AC/61/10/ADVT/99-00/BF— ; is 
Repairs to FRP Linng of Mild Steel Verti- 100 23rd October, 1999 29th October, 1999 9th December, 1999 
cal Storage tank for Weak Sulphuric at 14.30 hrs. 


Acid, as per T.E Speen. No. 7.224 

Dtd, 10-04-99 in 3 Nos. of Tanks as per 
Qty. given below : 

WS 6(AC/0273) =150 Sq. Mtr. 

WS 8( AC/141) —140Sgq. Mtr, 


WS19( AC/878) 150 Sq. Mtr. 


Note.—Specification and other details will be furnished alongwith Tender Forms. 
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2.1 The Tender Forms can be obtained from the General Manager, Ordnance Factory, Bhandara on payment of Rs, 100 per 
T.E. Form towards the cost of Specn. and Drgs. This should be remitted either by Indian Postal Order or Demand Draft. Postal 
Order drawn. in favour of the General Manager, Ordnance Factory, Bhandara shall be payable to Bhandara Ordnance Factory, Post 
Office Jawaharnagar and Demand Draft in favour of the General Manager, Ordnance Factory, Bhandara shall be payable to the State 


Bank of India, Bhandara Branch,. Tender fee is non-refundable. 
_ 2.2 Tender Forms after scrutiny will be forwarded by Regd. Post/Speed Post, only to those whose 
Suitable for the purpose. 


03. Application requesting issue of Tender Form shall be enclosed with latest Registration Certificate from SSI/NSIC/DGS&D/ 
DGTD/Ordnance Factory, Bhandara/other sister Ordnance Factories/Allied Govt. Establishment, with latest Income Tax Clearance 
Certificate and any other credential in support of their performance/capacity if any. 


applications are found 


04, GeneralManager,Ordnasce Factory, Bhandara reserves the right to accept or reject the request for issuing the Tender 
Forms to any or all the tenderers without assigning any reason there of. In case of any dispute, the decision of the G.M./O.F., 


Bhandara will be final and binding. 
[No. EO/AC/61/10/Advt./99-00/BE, . dated. 8-9-99,] 


Indian Ordnance Factories, Kalpi Road, Kanpur-208 009 


Design, Supply, Supervision o Erection 


The Sr. General Manager, Ordnance Factory, Kanpur invites tenders from reputed firms/manufacturers for supply of ;— 


Serial Tender No, Nomenclature Quantity 
No. 
1, T/423/Advt,/C/EO, Design, Supply, Supervision of Erection of erection commissioning, acceptance test, 1 No, 


Job trials, prooving of cycle time, after sales service ofa complete set of fluidised 

t bed furnace line having independent facilities for high temperature and low tempera- 
ture heat-treatment of different of different component, ready for use condition as 
per Specification. No. EO/S536. 


1. Only manufacturers and authorised dealers need quote. 


2. Tender must be made out on special forms which can be obtained on application to the Sr. General Manager, Ordnance 
Factory, Kanpur. 


3. Cost of each set of tender document is Rs. 50 to be paid by Crossed Indian Postal Order, duly indicating the name of issuing 
Post Office, terder fee is non-refundable. 


4, Tender documents will be issued against specific request quoting Tender No. appliation for issue of tender should contain 
the following documents. 


Failure to furnish the documents, the application may be rejected/ignored. 


(i) Performance; report work order list, CPRI certificates and also other registration documents must be enclosed with 
quotations. 

(ii) Copy of Registration Certificate, if any, from SSI/NSIC/DGS&D/Ordnance Factory, Kanpur /Other sister Ordnance 
Factories. 


(iii) Copy of latest Income Tax Clearance Certificate. 

(iv) A list of customers to whom they have supplied similar machine/equipment. 
Incomplete/Sketchy offers will summarily be rejected. 

Last date of receipt application for tender form is 28th October, 1999 upto 12.00 Noon or earlier, 


5 

6 

7. Date and time of opening of tender is at 2.30 p.m. on 28th October, 1999, 

8. -Tender offers received late will not be considered and hence ignored/rejected, 
9 


. Sr. General Manager, Ordnance Factory, Kanpur reseerve the right to accept or reject any or all the tenders without any 
reasons thereof, In case of any disputes, decision of Sr. General Manager will be final and binding. 


[No. T/423/Advt. C-BO,, dated 4-9-99,] 


INDIAN TRADE JOURN AL @ September 29, 1999 C893 


ORDNANCE PARACHUTE FACTORY 


- Napier ROAD, CANTT,, 
KAnpuR-208 004 (U. P.), ENDIA 


GRAM : PARAFAC Fax : 91-512-327902, 


91-512-327903 
Diesel Generator Set, etc. 


The General Manager, Ordnance Parachute Fac- 
tory, Kanpur invites sealed tenders for supply of 
500 KVA Diesel Generating Sets (2 Nos.) in two bid 
system from reputed manufacturers or their accre~- 
dited agents!suppliers. 


Tender Enquiry No. and Date ; EO\OT|360/NC| 
OPF, dated 15-9-99. 


Nomenclature : 500 KVA Diesel Generating Sets— 
2 Nos, complete with all accessories. 


Specification : General|/Technical Specification will 
be made available with Tender documents. — 


Delivery Period : Within Two Months. 


Inspeection Authority : General Manager, Ordnance 
Parachute Factory, Kanpur and in addition manufac- 
turers guarantee|warranty certificate have to be pro- 
duced. 


Inspection Officer: General Manager, Ordnance 
Parachute Factory, Kanpur-208 004 or his authorised 
representative. 


Tender Purchase Date : Last date for sale of tender . 


forms is 30th October, 1999 obtainable from Ord- 
nance Parachute Factory, Kanpur-208 004 on _pay- 
ment of tender Cost @ Rs. 100 (non-refundable) for 
each set of tender in the form of Bank Draft. 


Tender Opening Date: Technical Bid will be 
on 30th November, 1999 at 2-30p.m. at Ordnance 
Parachute Factory, Kanpur-208 004. ‘Thereafter 
finalisation of technical suitability, price bid will be 
opened within one month from 30th November, 1999. 


Earnest Money : Demand Draft for value @ 2 per 
cent of basic cost of both the sets from Nationalised 
Bank pledged in favour of General Manager, Ord- 
nance Parachute Factory, Kanpur should be submitted 
alongwith Price Bid and reflected in Technical Bid 
for a period of six months failing which offer will be 
ignored without any prejudice and further reference, 
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Payment Terms : 80 per cent payment after receipt 
and inspection of the D.G. Set at Factory end- and 
a balance 20 per cent after successful commissioning - 
and furnishing of performance Bank Guarantee for 
equivalent amount valid for a period of one year from 
the date of successful commissioning of ‘D.C. Set, 


‘Notes -— 


1: We reserve the right to accept or reject anylall 
tenders without assigning any reason. 


2. All other terms and conditions are available 
- with tender documents, 


3. Firms who prefer not to comply with above. 
terms need not apply for tender. 


4. Firms alongwith request for issuance of tender 
form must submit a list of customers (with 
Address, Telephone No., Fax No.) to whom 
the firm has supplied a DG Set of capacity of 
500 KVA or more and commissioned them. 
Only genuine tenderers having past experience 
will be issued tender forms. 


SUL 
Works Manager|Engg. 


[No. EO|OT|360|NC|OPF, dated 15-9-99.] 


GLOBAL TENDER 


GOVERNMENT OF INDIA’ 
MINISTRY OF DEFENCE | 


INDIAN ORDNANCE FACTORIES 


ORDNANCE CLOTHING FAcTory, AVADI, 
CHENNAI-600 054 ‘ 


Cam System 


The General Manager, Ordnance Clothing Factory, 
Avadi, Chennai-600 054 invites sealed tenders in Two 


Bid. System on prescribed tender forms for the 
following work :-— 
Tender Enquiry No. and Date: 


3780/EO|RP|09| _ 
GTE/99-2000, dated 27-8-99. : 


Nomenclature of Item : Cam System with all 
Accessories suitable to Cut Components for Different 
Garments (other Specification details provided in the 
Tender Form). 
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Quantity. Required.. 1 Set. 


Scope of Work : Supply of equipment with all 
accessories, erection, commissioning and proving of 
performance. to cut the required components for 
5,000 garments\day (i.e. standard. size of Shirt, 


Overall, Short, etc.). 


Delivery Period : Within 90 days from the Date 
of Receipt of Supply Order. 


Inspection By : The General Manager, Ordnance 
Clothing Factory, Avadi, Chennai-600 054 or his 
Authorised Representative. 


Validity of Tender : 180 Days. 


Notes : 


1. Last Date for Sale of Tender Form is 30th 
November, 1999. Tender set will be sold|available 
at Ordnance Clothing Factory, Avadi, after and only 
on the confirmation of release of advertisement which 
may please be noted. 


2. Completed tender forms in all respect should 
reach this office by 5 p.m. on 6th December, 1999 on 
prescribed, tender, forms, obtainable from the General 
Manager, Ordnance Clothing Factory, Avadi, Chennai- 
600 054 between 9 a.m. and 3 p.m. on any working 
day excent Saturday on payment of Tender cost (non- 
refundable) for Indian Firms of Rs. 1,000 by Demand 
Draft|Bank Draft (Quoting the subject as ‘Request 
for Issue of Tender Form’ quoting Tender Enquirv 
No. and also name and address of the remitter) 
drawn in favour of the General Manager, Ordnance 
Clothing Factory, Avadi, Chennai-600 054. The date 
of issue of Draft should be after the date of publica- 
tion of advertisement. For obtaining tender documents 
by Postal Services is Rs. 100 will be payable extra 
alongwith the Tender Cost. In case of Foreign Firms 
tender cost is $100 for each tender including Postal 
charges. 


3. The firms must state if they are regisered with 
DGS&D or DGISM, London or NSIC or SISI or any 
other Government Body and quote their Registration 
Number in their offer. Unregistered firms have to 
furnish an Earnest Money @ 2% of the total Contract 
Value which will be refunded to the unsuccessful 
tenderer. The Security Deposit of 5% of the con- 
tracted value limited to Rs. 5 Lakhs will be deposited 
by the successful tenderer(s) within 15 days of place- 
ment of order which will be refunded on completion 
‘ofcontract. The Security Deposit will be forfeited in 
the event of breach of contract by the contractor. 


_.4.''Tender will be opened at 10-30 a.m. on 7th 
December, 1999 in Ordnance Clothing Factory, 
| Chennai-600 054. The Earnest Money Deposit 


t 
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i.e. 2% of the quotation value must accompany tne 
tender, failing which the tender would be treated as 
null and void. 


Sd./- 
Works Manager 


(No, 3780'EO|RR|09|GTE|99-2000, 
dated 27-8-99.] 


Supply of Equipment with all Accessories, Erection, 
Commissioning, etc. 


The General Manager, Ordnance Clothing Factory, 
Avadi,Chennai-500 054 invites sealed tenders in Two 
Bid. System.on prescribed. tender forms for the 
following, work 


Tender Enquiry No. and Date: 3780'EO|RP\09| 
GTE'99-2000, dated 27-8-99. 


Nomenclature of Item : Cam System with all 
Accessories suitable to Cut Components for Different 
Garments (other Specification, details provided in the 
Tender Form). 

Quantity Required : 1 Set. 

Scope of Work : Supply of equipment with all 
accessories, erection, commissioning and proving of 
performance to. cut the required components for 
5,000 garments|day (7.e. standard size of Shirts, 
Overall, Short, etc.). 


Delivery Period : Within 90 days from the Date 
of Receipt of Supply Order. 


The General Manager, Ordnance 


Inspection By : 
Chennai-600 054 or his 


Clothing Factory, Avadi, 
Authorised Representative. 


Validity of Tender : 18C Days. 


Notes :— 


1. Last Date for Sale of Tender Form is 30th 
November, 1999. Tender set will be sold|available 
at Ordnance Clothing Factory, Avadi, after and only 
on the confirmation of release of advertisement which 
may please be noted. 


2. Completed tender forms in all respect should 
reach this office by 5 p.m. on 6th December, 1999 on 
prescribed tender forms obtainable from the General 
Manager, Ordnance Clothing Factory, Avadi, Chennai- 
600 054 between 9 a.m. and 3 p.m. on any working 
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day except Saturday on payment of Tender cost (non- 
refundable) for Indian Firms of Rs. 1,000 by Demand 
Dratt;Bank Draft (Quoting the subject as ‘Request 
for Issue of Tender Form’ quoting Tender Enquiry 
No. and also name and address of the remitter) 
drawn in favour of the General Manager, Ordnance 
Clothing Factory, Avadi, Chennai-600 054. The date 
of issue of Draft should be after the date of publica- 
tion of advertisement. For obtaining tender documents 
by Postal Services is Ks. 100 will be payable extra 
alongwith the Tender Cost. In case of Foreign Firms 


tender cost is $100 for each tender including Postal 
charges. 


3. The firms must state if they are regisered with 
DGS&D or DGISM, Lendon or NSIC or SISI or any 
other Government Body and quote their Registration 
Number in their offer. Unregistered firms have to 
furnish an Earnest Money @ 2% of the total Contract 
Value which will be refunded to the unsuccessful 
tenderer. The Security Deposit of 5% of the con- 
tracted value limited to Rs. 5 Lakhs will be deposited 
by the successful tenderer(s) within 15 days of place- 
ment of order which will be refunded on completion 
of contract. The Security Deposit will be forfeited in 
the event of breach of contract by the contractor. 


4. Tender will be opened at 10-30 a.m. on 7th 
December, 1999 jin Ordnance Clothing Factory, 
Avadi, Chennai-600 054. The Earnest Money Deposit 
i.e. 2% of the quotation value must accompany the 
tender, failing which the tender would be treated as 
null and void. 

Sd./- 
Works Manager 
“_[No, 3780/EO|RR|09|GTE|99-2000, 

dated 27-8-99.] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
MILITARY ENGINEER SERVICES 


GARRISON ENGINEER (AIR ForRCE), GANDHINAGAR 
Provison of Garrage for Scooter Parking 


The Garrison Engineer (AF), Gandhinagar invites 
application upto /6th October, sgt are MES 
CPWD)Railway|PWD contractors for Frovision 0 
oo rs for Scooter Parking at JWOS!WOS|MWOS| 
SMOS at SU AF, Wadsar. 


Estimated Cost: Rs. 5.62 Lakhs Approximately. 
Earnest Money: Rs. 11,250. 


For the work to be deposited by contractor who 
have not lodged Standing Security with MES. 


[No. 8085|E8 Telegram, dated 18-9-99.] 
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GARRISON ENGINEER (AIR FORCE), BARODA 
Special Repairs to BADC Building 


The Garrison Engineer (AF), Baroda invites appli- 
cations upto 6th October, 1999 from MES|CPWD] 
Railway/PWD_ contractors for Special Repairs to 
BADC Building at Harni Air Force, Baroda. 


Eastimated Cost: Rs. 5.20 Lakhs Approx. 
Earnest Money: Rs. 10,400. 


For the work to be deposited by contractors who 
have not Lodged Standing Security with MES. 


[No. 8485/E8 Telegram, dated 18-9-99.] 


irr Sn ona 


Provision of Work Services 


a The Garrison Engineer (AF), Baroda invites appli- 

cations upto 6th October, 0 

Railway|PWD contractors rue he ss eae 
i i ric 2 5 

Services for realignment an 

water drain in Maliar Camp, AF Stn., Baroda. 


Estimated Cost : Rs. 9.80 Lakhs Approx. 3 
Earnest Money: Rs. 19,600. 


i . tors who 
For the work to be deposited by contract 
have “Hot Lodgéd Standing Security with MES. 


[No. 8484\E8 Telegram, dated 18-9-99.] | 


GARRISON ENGINEER (ARMY), JAISALMER 
Provision of KOT Buildings 
The Garrison Engineer (Army), Jaisalmer invites i 
applications upto immediate from MES|CPWD)|Rail-_ 
way|PWD contractors for Provision of KOT Build-- 
ings in Army Area at Jaisalmer. - 
Estimated Cost: Rs. 9.90 Lakhs. 


Earnest Money: Rs. 20,000. 


For the work to be deposited by contractors who 
have not lodged Standing Security Deposit with MES. — 


[No. 8141/E8, dated 18-9-99, received through 
Telegram.] | 
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Office of the Chief Engincer, Bathinda Zone, Bathinda Cantt. 
Provision of | OTM Accommodation 


Tae Chier Engincer, Bathinda Zone, Bathinda Canit. invites applications from enlisted MES/CPWD/Railway and DGBR contrac- 
tors’ of the appropriate class for issue of tender for the following :— 


Serial Naine of Work Estimated Earnest Date of Receipt of 
No. Cost Money Applications 
Rs. Rs. 
1. Provision of OTM Accn for Butchery at Abohar 45.00 Lakns 68,000 15th October, 1999, 


Contractor’s not enlisted with MES are requested to submit apoplications with copies of letters of enlistment in other deptts. 
Ince me Tax Clearé nce Certificates and particulars of works carried out by them during last two years with value, performance report or 
certificate of satisfactory completion of work executed. The contractor with experiences in tis type of work will be given performance. 


Earrest Money to be deposited alongwith the tender as shown is payable by tic contractors who nave not got Standing Security. 


[No. 83869/3/E8, dated 6-9-1999, 7 


Office of the Garrsion Engineer (North), Calcutta, 46 BT Road, Calcutta-700650 


Repair/Renovation of Certain Building 


_ The Garrison Engineer( North), Calcutta BT 46, Road, Calcutta-50 invites applications by the dates given against cach trom appro- 
priate categories of MES, CPWD, PWD and Railway Contractors for issue of tender 


forms for the following works 


Serial Name of Works Estimated Earnest Last-date of receipt 
No. Value Money _ of application 
Rs. Rs. 
1. Repair/Renovaticn, of certain building at GE(N), Calcutta 8.75 Lakhs £17,500 11th October, 1999, 
_ 2. Special repair of technical building at O.F., Dum Dum < . 12.37 Lakhs 23,555 11th October, 1999. 


Contractors not enlisted with MES are required to submit alongwith their applications, copies of letters of enlistment in other de- 
partment, latest Income Tax Clearance Certificate and particulars of works carried out by them duiring last two years giving tne desig- 
nation and address of Officers under whom executed. Earnest Money is regured to be forwaraed alongwith the tenders by the con- 
tractors who have not Standing Security with any of tie MES formation. 


Invitation for application for issue of tender does not constitute any guarantce for issue of tender of applicant, even to enlisted 


contractors of appropraite class. Issue of tender will be decided based on past track records, financial postion, experience of similar 
works and compensation for rejection of his application. 


[No. C/8943/A/O1/E8, dated 9-9-199%, 


oe — 


Office of the Garrison Engineer, Roorkee Cantt. 
Repair to Steel Overhead Reservoirs, etc. 


Garrison Engineer (MES), Rookee Cantt. invites applications by 9th October, 1999 from enlisted MES, CPWD, PWD and Railway 
Conttactors of the appropriate class for issue of tender for the under mentioned works :— 


Serial Name of Works Estimated Amount of Earnest 
No. Cost of work Money required to 
at market be deposited 
Rs. Bs. 
1, Repairs to steel overhead reseroiwr, 158,000 Gallons capacity, Roorkee 2.62 Lakhs 5,300 
2 Revair to roof (Flag staff House) Bidg. No. 317, Dhillon Marg repair of roof of offrs. 4.74 Lakhs 6,500 
Mess, HQ, 58 Armd Bde at Roorkee. 
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Contractor nct enlisted with the MES, Central Command are required to submit with their application, copies of letters of enlistment - 


in otner department, Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving the 
designation of the officer under wnom the works were executed. 


Earnest Money snall be devosited alongwith the tender by the — contractors who have no Standing Security with MES. 


Sd/- 
Major 


[No 8350/59/2/E8, dated 6-9-1999.] 


Garrison Engineer (NW), Karanja, Post;Naval Station Karnanja, Taluka, Uran, Dist. : Reigad-400704 


Construction of Filtration Plant, etc. 


The Garrison Engineer (NW), Karanja Post : Naval Station Karanja, Taluka : Uran, Dist. Raigad, Pin-400 704, invites application 
for the issue of tenders :— a, 


Serial Name of Works Bstimated Earnest. Period of 
Nn. Me Cost . Money Completion — 
Deposit 
Rs. Rs. 
1. Construction of Filtration Plant and facilitics of Chariot work up Station at 6.70 Lakhs 13.500 6 Months. 
Karanja. 
2. Periodical services to certain bldgs in Navy Negar and Nofra at Karanja —. y 5.40 Lakhs 11,000 6 Months. 
3. Periodicalservices to certain buildings in NAD colony and Chunabhatti at Karanja. '8.00:Lakhs 16,000" --6 Months. 
4. Repairs to certain Roads at Naval Station, Karanja C , : - 10.00 Lakhs 20,000 6 Months. 
Last date of receipt of applications for issue : 14th October, 1999. 
of Tenders. 
Date of Issue of Tender : 15th October, 1999. 
Date of Receipt of Tender ; 5th November, 1999. 
Time and Date of Opening of Tenders : At 15.00 hours on 5th November, 1999, 


Eatimated Cost of Work As per Appx. ‘A’ attached. 


Contractor not enlisted with M.E.S. shall furnish following documents 
alongwith their applications :— . 


(i) Details of Constitution of firm.. 
(Gi) Copies of letters of enlistment in other department, if any. 


(iii) Financial resources and particulars of ‘works ¢arried out’ by them 


ae the last 3 years giving designation of Officers under whom exe- 
cuted. 


(iv) Valid Income Tax Clearance Certificate. 


(v) Annual turn over for the last 3 years with balance sheet. 
Earnest Money. , 


Earnest Money to be deposited by the Contractors-who have not got the 
Standing Security with M.E.S. 


[No. 8503/1/E8, 8504/1/E8, © 8505/1/E8, © 8506/1/E8, dt. 26-8-99.] 
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“Office of the Garrison Engineer, Jorhat-785 005 (Assam) 
Special Repairs to External Electric Supply, etc. 


The Garrison Engineer, Jorhat, Jorhat-785005 (Asssm) invites application on or before 27th October, 1999 from enlisted M-E.S. 
P.W.D., C.P.W.D. and Railway contractors of the appropriate class for issue of following tender :— g 


Serial Name of Works Estimated Barhest 
No. Cost Money 
Rs. Rs. 
1. Special Repairs to External Electric Supply, distribution system and switch gear at Rowriah, 14.00 lakhs 26,000 
Bhalukmara, Saraibari and Lichubari under GE, Jorhat. 
2. Provision‘of Fly proofing in JCO’s/OR’s OTM Accnh. at Saraibari and Bhalukmara ‘ f 4.68 ,, 9,3600 
2.85 3° 5,700 


3. Special Repairs to SF Accn.at Lichubari under GE, Jorhat 


Contractors who are not enlisted with the M.E.S. are required to submit their applications alongwith copies of enlistment of 

) letter and other document, Income’Tax Clearance Certificate and particulars of works, carried out by them during thelast-two years 
» < giving the designation of the cfficer under whcm the works were executed: They are also required fo Deposit Earnest Money as above 
in the form of Deposit Call Receipt with their tender. M.E.S. contractor will indicate the ir Index number in:theirapplication'at may 


be noted date Bank guarantee is not acceptable towards Earnest Money. 
2. Invitation for application for issue of tender does not constitute any guarantee forissue of tender to applicant, evento! enlisted 


contractors of appropriate class. Issue of tender wil be decided based on past record, financial position experience of similarr works 
and decision for issue of tender or other wise of the Accepting Officer shall be final‘and contractor will not -be entitled for‘any com- 


pensation claim for rejection of his application. 
 [No:8039/678/8;: dated 1019-99; 


Office of the Chief) Bngineer*(AF),’ Shillong Zone, Elephant Falls'Gamp, P. O..: Nonglyer 
Proyision ‘of ‘Filtration. Plant 


The Chief Engineer (AF), Shillong Zone, Elephant Falls Camp, ‘Shillong-793 009 invites applications ‘by 8th’October,°1999 from 
enlisted M.E.S.;P.W.D.,C.P.W.D. and Railway contractors of the appropriate class for issue of tenders for the following-Work :— 


Serial Name of Work Estimated Earnest 
REND: Cost Money 
Rs. Rs. 
1. Provision of Filtration Plant and Iron Removal Equipment for Def. Md. Accn. at Jorhat 10.00 lakhs 20,000 
-(Market Cost) 


_ Contractors not enlisted with the M.E.S. formations are required to submit with their application, “copies of letters of enlistment 
in other department. Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving 


- the designation and address, of the Officers-under‘whom the works “were executed 
[No. 88464/2/E8, dated 11-9-99.] 


Office of the Garrison Engineer, Guwahati, Post : Satgaon, Distt. : Kamrup (Assam), Guweheti-27 
Supply of Bazar Materials 


The Garrison Engineer, Guwahati, Post : Satgaon, Distt. Kamrup (Assam), Guwahati-27 invites applications by 14th October 
1999 enlisted M.E.S., contractors of the appropriate category for issue of tender for the following works :— , 


Serial Name of Work ‘Estimated Earnest 
No. Cost ’ Money 
Rs. wi Rie 

1. Supply of Bazar Materials for AGE B/R Basistha under GE, Guwahati ° e ° e 3.75 lakhs" 7,500 


' <[INo. °8242/A/03/E8, datéd 13-9-99 ] 
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Office of the Garrison Engineer (J), R &D, Chandrayangutta, Hyderabad-500 005 
Provision of Covered Sheds, etc. 


The Garrison Engineer (1), R&D, Chandrayangutta, Hyderabad-500 005 invites applications by 7th October, 1999 for the 
following works :— peed Sikh 


Serial Name of Work Valueof _—Earnest 

No. . Work Money 
Rs. Rs. 

1. Provision of covered Sheds for Parking of vehicles at CGHS, Kanchanbagh. ; 3 . 3.55 lakhs 5, 000 

2. Provision of Refuse Bins and incinerators at RCI Complex, Hyderabad : , : é 3:06:45 : 6,200 

3. Special Repairs to Roof of Auditorium Buildings at RCI, Hyderabad F ; . : 922 wzintyord 18,508 

4. Provision of Sub-Station Buildings & H.T. Capacitor Bank for Augmentation of Electric Supply 14.70 ,,.. 27,100 


at DRDL, Hyderabad. 
Contractors not enlisted with M.E.S. are required to submit with their applications, copies of letters of enlistment in other depar- 
tment, Income Tax Clearance Certificate , Financial resources and particulars of works carried out by them during the last two years 
giving he designation of Officers under wiom works executed. 


Earnest Money to be deposited alongwith the tender for the works indicated above by the contractors who have no Standing 
Security Deposit with the Military Engineer Services. aya 
Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 


contractors of appropriate class. Issue of tender will be decided based on past track records, financial position, experience with 
similar works. Decision for issue of tender or otherwise of the Accepting Officer, should be final and contractor will not be entitled 


for any compensation for rejection of his application. 
[No 8796/01/E8, dated 2-9-99.] 


Office of the Garrison Engineer (AF), Ojhar, Air Force Station, P.O. : Ojhar Distt. : Nasik-422 221 
Conversion of 1IKVA HT Feeder to 33 KVA HT Feeder, etc. : ‘ 


The Garrison Engineer (AF), Ojhar, Dist.-Nasik-422 221 invites separate applications for each work upto 11th October, 1996 
for Serial No 1 &2 and 12th October, 1999 for Serial No. 3 from enlisted M.E.S., P.W.D., C.P.W.D. and Railways contractors of 


appropriate class for issue of tenders for following works :— 


Serial Name of Work | Estimated Earnest 
No. Cost Money 
Rs. Rs. 


1. Conversion of 11KVA HT Feeder to 33KVA HT Feeder ( Phase-I) at AF Station, Deolali Z 14.50 lakhs 26,800 


2. Provision of glazed tiles in Airmen billot in P/89, P/90 and NP/9 at AF Station, Deolali a 6.00% s55 12,000 | 
3. Special Repair/Replacement of Service Cable in SMQ area at AF Station, Deolali ib é ot Ae Bhiw (, 39100) | 
_ Contractors not enlisted with the M.E.S. are required to submit alongwith their applications, copies of letter of enlistment 
in other department, valid Income Tax Clearance Certificate in the New proforma and particulars of works carried out in ‘them during 
the last two years giving desgnation of the Officer under whom the works executed. 


[No. 8905/04/E8, dated 9-9-99.] 
Office of the Commander, Works Engineers, Jaipur-6 
Construction of Latrines ; iets 


The Commander Works Engineers, Jaipur-302 006 invites applications upto 6th October, 1999 from M.E.S.. C.P.W.D., P.W.D 
and Railway contractors of appropriate class for issue of tender for the following works :— 


Serial Name of Work Estimated Earnest Last date of 
No. Cost Money receipt of 
i abe application 
Rs. Rs. he” | 
oy. Construction of Latrines for FD Regt. at Alwar E : : . 900 Jakhs 19,000 6th October, 1999 — 
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Contractors who are not borne on the approved list of Chief Engineer, Southern Command/Commander Works Engineers, Jaipur 
are required to furnish alongwith their applications, attested copy oflettcr of enlistment with other Deparimcnts,Ccmmard, latest 
Income Tax Clearance Certificate and particulars of works carried out by them during the last three years. stating the designation 
of Officer under whom the same were executed. 


Contractors who have not lodged Standing Security with M.E.S. will be required to pay Earnest Money as above, while submitting 
the tender in case their name is selected for issue of tender. 


[No. 89296/ALW/7/E8, dated 31-8-99.] 
Office of the Garrison Engineer, Barrackpore, P. O. : Barrackpore, Dist. : 24 Parganas (North,) West Bengal-743 101 
Repair/Replacement and Painting to Steel Almirah, etc. 
The Garrison Engineer, Barrackpore, P.O. : Barrackpore. ‘Distt. : 24 Parganas (North), West Bengal invitcs application by 


the dates shown against each from appropriate categories of M.E.S.,C.P.W.D., P.W.D. and Railway contractors for issue of tender 
forms of the following works :— 


Serial Name of Work Estimated Earnest Last date of 
No. Value Money receipt of 
application 
Rs. Rs. 
1. Repair/Replacement and painting to Stee! Almirah and other Steel Fur- 4.05 lakhs 8,100 7th October, 1999. 
niture for Army units under GE, Barrackpore. ; 
2. Repairs to Sofa Set, locker, locker bed side of Army units under GE, 4.25 ,, 8,500 7th October, 1999. 
Barrackpore. 
3. Repair/renewai of internal wiring and connected fittings and fixtures to > 00m. 10,000 7th October, 1999. 
certain Accn. at Kanchrapara. 
4. Misc. Repairs and polishing to Wooden Futniture for Army units at [500i 50 10,000 7th October, 1999, 


Barrackpore and Kanchrapara under GE, Barrackpore. 


Contractors not enlisted with the M.E.S. are required to sutmit longwith their applications , copies of letters of enlistment in 
other department , latest Inccm~ Tax Clearance Cettificate and particulars of works carried out by them during the last two years giving 
the designation and address of Officers under whcm executed. 


Earnest Money is required to be forwarded alcrgwith the tenders by these contracters who have not Standing Security with any 
of the M.E.S. formaticn. 


Invitation for application for issue of tender does not ccnstitute any guarantee for issue of tender to applicent even to enlisted 
contractors of appropriate class. Issue of tender will be decided base d cn last track records. financial position, experience of similar 


works and decision of issue of tender or totherwise of the Accepting Officer shall be final and contractors will not be entitled for any 
compensation for rejection of his application. 


[No. 8000/ADV/638/E8, dated 4-9-99.] 
Office of the Commander Works Engineer, Chandimandir-134 107 
Provision of Special Repairs to DG Set 


The Commander Works Engineer, Chandimandir-134 107 invites applications for the undermentioned work from enlisted 
contractors of M.E.S./C.P.W.D. and Railway of appropriate class :-— 


Serial Name of Work Estimated Earnest Concerned Last date of 
No. cost at Money GE receipt of 
par market application 
Rs. Rs. , 
1. Provision of Soecial Repair to 625KVA capacity DG 6.00 lakhs 12,000 AGE(T) Hosp. 1st October, 1999, 
Set (Make Kirloskar Cummins Virtage-1990) at Chandimandir 


Command Hospital, Chandimandir. 


Contractors not enlisted with the M.E.S. are required to submit their applications with copies of letter of enlistment in other 
departments, Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving designa- 
tion of Officer under whom executed. 


_ Earnest Money to be devosited alongwith tender will be as given in Anpx ‘A’ against each work by the contractors who are not 
enlisted with the M.E.S. and who have not executed SS Bond with M.E.S. 


[No. 8399/GHM-26/1/E8, dated 2-9-99.] 
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Office of the Garrision Engineer (A.F.), Borjar, Guwahati... 


Provision. of Certain. Repair, etc. 
The Garrison Engineer (AF), Borjar, Guwahati-15 (Assam), invites application by 5th October, 1999 from enlisted MES/CPWL fe. 
Railway/PWD Contractors.on the appropriate class for issue of te nder tor the following :-—- 


{ Estimated Earnest Appropriate Period of 
Serial Name of Works Cost Money Category Completion 
No. of Works 
Rs. Rs.sr , 
1. Provision of Certain Repair/Replacc ment-of 'UG» Cables Scrvice..,. 3.34 lakhs... 6,680. F(R) 4 months 
Connections and Incoming Distribution Mains at SMQ, HQ 
and ‘C’ Area at 51: ASP, AF, Digaru. 
2. Special Repair to Internal Wiring of Hanger No.1 and 3 at 5.50 sis 11,000 E(R) 6 months 
19 Wing, AF. 
S550 teatisy 7,000 F(R) 4 months , 


3. Special Repairs to D.G. Set at 19 Wing, AF 


Contractors not enlisted with MES are requested to submit their application alongwith copies of letter of enlistment in other 
Department, Income Tax Clearance Certificate and particulars of works carried out by them during the last two. yzars giving the 
designation of the Officers under whorn the works were executed. Earnest Money is required to be deposited by, contractor. ~ 

[No. 8696/01/E8, dated 11-9-99.] . 


—— i-— 


Office of the Commander Works Engineers, Rani Laxmi Bai Marg, Jhansi Cantt.-284 001 
Repair :to Road 


Headquarters, the Commander Works Engineers, Rani Laxmi Bai Marg, Jhansi Cantt.-284 001, invites application from con- 
tractors enlisted with Government Department to apply for issue of tenders for the following “— 


: Approx. Earnest Last Date of | 
Serial Name of Work Cost Money Rec:ipt of 
No. Applications. 
Rs. Rs. 
18 lalkhs 30,000 4th October, 1999. — 


1. Repairto Road by Paver at Babina. . ‘ 5 Fs . 
[No. 82225/02/E8, dated 10-9-99.] 


The Commander Works Engineers AFI, Buildings Nehru Marg, Nagpur-440001 
Handling and/or;,Conveyance of Stores. 


_ The Commander works Engineers, AFI Buildings. Nehru Marg, Nagpur-440 001,.invites applications from enlisted MES/CPWD 
Railways Contractors of appropriate class for issue of tender for the following work :— 


: Estimated Earnest Period of Last Date of 
Serial Name of Work Cost Money. Completion Receipt of 
No. Applications 
Rs. Rs. 
12 lakhs 23,000. - 12 months 8th. October] 1999 - 


1... Handling and/or Conveyance of Stores for CWE, Nagpur 
Area for the year 1999-2000: 


enlistment in other 


Contractors not enlisted with MES are requested to. submit with their-applications, copies of the letter of 
Department, valid Income Tax Clearance Certificate and particulars of. works carried out. during past two _ years supported with 
c2rtificates from the authorities under whom executed. Earnest Money as indicated a 
any Scheduled Bank is to be deposited. 
Sd/- 
SW 


[No. 86098/1/E8, dated 4-9-99.] 


C902 


bove in the form of Call Deposit Receipt from 
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Office of the Garrison Engineer (East), Delhi Cantt-10 
Provision of Periodical Services, etc. 


The Garrison Engineer (East), Delhi Cantt invited applicati iD ¢ ai actor’ 
Broved class by 4th Octoner. 1989. pplication from enlisted _MES/CPWD/PWD and Railway contractor's of 


Serial Name of Works Estimated Earnest 
‘No. Cost Money 
Rs. Rs. 
1. Periodical Services (External) from Block No. 1 to 11 at Carrippa Vihar in the area of 10.00 Lakhs. 20,000 
AGE B/R I (East) under GE (East), Delhi Cantt-10. , 
2. Change of floor of Main Hall to Marble floor at Station. Arty Mess und 3.80 7,600 
GE (East), Delhi Cantt-10, nas genes cy ae * 
3. Provision of certain essential works in connection with PMs Rally (NCC) 2000 6.60: 2 12,000 
at ADPG, Delhi Cantt-10. 
Provision of certain essential works in connection with Army Day Parade 15 Jan, 2000 6,00 12,000 
at ADPG Delhi Cantt-10, est a 


[No. 81210/Adv./Mole/E8, dated 6-9-99,} 
The Garrlson Engineer, Garhi, PO : Garhi, Udhampur-182 121 
Special Repair in SF Accn. of Offrs. 


The Garrison Engineer,Garhi, Udhampur invites applications by 8th October, 1999 from enlisted MES, CPWD and Railway 
sontractor of the appropriate class for the following works :— 


Serial Name of Work Approx. Earnest 
No. Cost Money 
Rs. Rs. 


1. Spscial Repair in SF Accn. of Offrs. in PB and CP Colony Near Udhampur . ¢ " . 4.00 Lakhs 8,090 


Contractor not enlisted with the MES are required to submit with their applications,copies of their enlistment in other depart- 


nent, Income Tax Clearance Certificate and Particu rs of works carried cut by them during the last two years giving the designation 
of the Officer/Officers under whom executed, 


[No. 8511/12/B8, dated 10-9-99.] 


. 
—_—_——_- oj 


Garrison Engineer , (Hospital), Rao Tula Ram Marg, Delhi Cantt-10. 
Provision of Comprehensive, Cold Storage Plant, etc. 


_ The Garrison Enginzer (Hospital), Rao Tula Ram Marg, Delhi Cantt-10 invites applicationns by 11th October, 1999 from 
mlisted MES, PWD, CPWD and Railway contractors by the appropriate’class for issue of tender for the undermentioned work(s) :— 


Serial Name of Work Estimated Amount of Earnest 
Mo. ; Cost Money required to 
ie be deposited with 
the tender 
Rs. Rs. 
1. Provision of Comprehensive; Preventive and Periodical maintenance of Cold Storage 4.70 Lakhs | 9,400 


Plants and work in cooler installed in various location at RRH, Delhi Cantt-10. 

Contractors not enlisted with the CE (MES), Western Command, Chandimandir are required to submit with their applications, 
»opies of letters of enlistment in other department, Ihcome Tax Clearance Certificates and particulars of works carried out by them 
luring last three years giving the designation and correspondence address of the Officers under whem the works were executed. 

Earnest Money shall be deposited alongwith the tenders by the contractor’s who have no Standing Security with the MES. 


Note : Invitation for an application for issue of tender does not constitute any guarantee for issue of tender to theapplicants even 
© enlisted cnntractors of appropriate class. ‘ 
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Issue of tender will be decided by the Accepting Officer based on interalia past track record, financial position and experience of 
similar works executed by the applicant/contractor,. The Accepting Officer shall consider applications received upto date or receipt 
of applications/extended date for reczipt of applications for issue of tender. Theapplicant/conttractor. ifhe so desires. may appeal 
to the next higher Engineer Authority with copy to the Accepting Officer. No appeal/representation shall be entertained in respect of 
applications for issue of tenders whose applications are received after due date of receipt of applications/extended date of receipt of 
applications. The decision of the next higher authority shall be final. No applicant/contractor shall be entitled for amy compensation 


Whether for rejection of his application, 


[No. 8496/Adv/99/B-8., dated 20-9-99. 1 


Headquarters, Chief Engineer (AF), WAC, Jalandhar Cantt-144005 


Renovation of Air Field Lighting System, etc. 


Headquarters. the Chief Engineer (AF), WAC, Jalandhar Cantt-144 005 invites applications by 15th October, 1999 from enlisted 


MES/CPWD/Railways and DGBR contractor of the appropriate class for issue of tender fnr the following works :— 


Serial Name of Works Estimated Earnest 

No. oe MOOSE Money 
Rs. Rs. 

1. Renovation of Air Field Lighting System at AF Stn. Ambala Cantt. . 7 . 65 Lakhs 97,500 

2, Replacement of under ground cable for Air Field Lighting Systemat Halwara . 48 * 72,000 


Feriod of 


Completion — 


10 Months. 
10 Months. 


[No. 82707/AMB/7/E8, dated 9-9-99. 


. 
ee 
. 


Chief Engineer, R&D Picket, Secunderabad-500 003 


Provision of Special Repair to Central A/C Plant 


The Chief Engineer, R&D Picket, Secunderabad-500 003 invites applications from approved contractors of appropriate class for 


issue of tender documents for the following works :— 


Serial Name of Work Estimated Earnest} Last Date of 


No. Cost Money | Application — 
Rs. Rs. 


1, Provision of Special Repair to Central A/C Plant at CH Andrayanagutta, 10972 Lakns % 1,50,000 14th October, 1999. 
fmt 


Hyderabad, | 


YS 


[No. 84462/02/E8, dated 7-9-99,] 


Provision of Transmission E]ectron Microscope 


; 


a 


The Chief Engineer,R&D Picket, Secunderabad-500 003 invites applications from enlisted MES, CPWD, Railway contractors of — 


the appropriate class to issue of tender documents for the following work. Last date of receipt of applicaton, Estimated Cost and 
Earnest Money to be deposited forthe work alongwith tender by the contractors who have no Standing Security Deposit with MBS are 


shown below :— 


Serial . Name of Work Estimated Earnest Last Date of — 


No. Cost Money 
RS7- + Rs. 


1. Provision of Transmission of Electron Microscope at DMRL Kanchan-Bag, 27.00 Lakhs 40,500 14th October, 1999. 


Hyderabad. 


Contractors not enlisted with the MES are required to submit copies of letters of enlistment in other departments, fresh Income Tax 
Clearance Certificate in the new proforma and particulars of work carried out during the last three years giving the designation of the 


Officer under whom works were executed along with the applications. 


Application 


~ 


fe 
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Invitation for application for issue of tender does not constitute any guararitee for issue of tender to applicant even to enlisted 


contractors of appropriate class. 
works, 


compensation for rejection of application, 


of Issue of tender will be decided based on past track records, financial position, experience of similar 
Decision for issue of tender or otherwise of the Accepting Officer would be final and contractor will not be entitled for any 


[No. 84461/03/E8, datéd 7-9-99,] 


The Garrlson Engineer (A), No. 1, Jodhpur 


Repairs to Building, etc. 


_ The Garrison Engineer (Army), No. 1, Jodhpur invites applications upto the date indicated against the work from MES/CPWD/PW 
Railway Contractors of appropriat € classes for issue of tender for the following work(s) :— 


Serial Name of Works Estimated Earnest Last date of Period of 
No. Cost as Money receipt of completion 
per SSR-91 applications 
Rs. Rs. 
1. Repairs to BLDGS of Lancer Line, MES Colony etc, 10.C0 Lakhs , 20,000 5 Months 10th October, 1999. 
in AA at Jodhpur. 
2. Repairs to Temp and Parmanent Bldgs of 10 Para in 10.00 ,, 20,000 are 10th October , 1999. 
AA at Jodhpur. 
3. Repairs to Bldgs of OTM Accn. in Multan Lines 10.00 ,, 20,000 Sa ad 10th October , 1999. 
AA at Jodhpur. 
4. Repairs/Replacement of INT Wiring of Bldgs cf SS 10.00 _,, ; 20,000 335] 10th October, 1999. 
Enclave in AA Jodhpur. 
100M: 26,000 6] 10th October, 1999. 


5. SPL REP to Officer Qtrs in AA at Jodhpur 


Contractors who are not borne on the approved list of Southern Command/MES are required to furnish alongwith their applications, 


attested copies of letters of enlistment with other deptts/commands. 
out by them during the last three years stating the designation(s) of the Officer(s) urcer whom cxecutcd. Eairesi Morey 10 


Latest ITCC and particulars (incl: credentials( Gf) works carried 
te 


furnished alongwith the tender by the contractors who have no Standing Security with MES will be as indicated above. 


Sd./- 
Major 
[No, 8038/2550/E8, dated 9-9-99.] 


The Garrison Engineer (AF), Hasjmara-735215 


Repair and Re-construction of Road 


The Garrison Engineer (AF),Hasimara, PO. Hasimara, Dist. Ja 
enlisted MES/CPWD/Railway/PWD contractor of the appropriate class for issue of tenders for t 


Serial Name of Work 


No, 


1. Repair and re-construction of road, culvert and drain, etc. damaged due to 


Flood under 16 Wing., AF. 
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Ipaiguri, Pin-735 215 invites application: by 6th October, 1999 from 
he following work :— 


Estimated Earnest Period of 
Cost Money completion 
of Work 
at par 
SSR 91 
Rs. Rs. 
:5.00 Lakhs 18,500 4 Months 
C905 


Contractors not enlisted with MES are required to submit with their applications, copies of letters of enlistment in. other Departinent, 3 
Income Tax Clearance Certificate and particulars of works carried out by them during the last two years giving the designation of 
the Officers under whom the works were executed. Earnest Money is required to be deposited by the contractors who have not lodged | 


Standing Security with MES. 
[No. 8852/99/5/E8, dated 15-9-99.] 


& 


The Chief Engineer, Shillong Zone, Spread Eagle Falls, Shilloag-793 O1L 


Provision of Def Married Accommodation 


The Chief Engineer, Shillong Zone, Spread Eagle Falls, Shillong-793 O11 invites application.as indicated from enlisted MES, PWD 
CPWD and Railways contraactors of the appropriate class for issue of tender for the following works :— 


Serial Name of Work Esti mated Earnest Last date of Concerned GE 
No. Cost at Money receipt of 
par market application 
Rs. Rs, 
1, Provision of def married ac cn, for certain unit 60.00 Lakhs 90,000 13th October, 1999. GE, Missamari. 


at AF Stn. under GE Missamari. 


Contactors not enlisted with the MES are required to submit their applications with copies of letter of enlistment in other department, 
Income Tax Clearance Certificate and particulars of work carried out by them during the last two years giving the designation. of 
Officers under whom executed. Earnest Money to be deposited alongwith tender will be as given in Co, 4 above for contractors who 


have not got Standing Security Deposit with the MES or are not enlisted with MES. 
| No. 88614/MISM/02/E8, dated 14-9-99.} 


. 


Oftice of the Commander Works Engineer, No. i Wheeler Barracks, Kanpur Cantt-208 004 
Special Repair and Rewiring to OTM Accn, 


The Commander Works Engineer, No. 1 Wheeler Barracks, Kanpur Cantt-208 004 invites the application from enlisted MES, 
PWD, CPWD and Railway scontractors of the appropriate classes for the following works by dates indicated against each :— 


Serial Name of Work Estimated Earnest —_ Period of Last date of receipt 
No Cost of Money Completion of the application 
Works 
Rs. Rs. 


1, pees Repay and Rewiring to OTM Accn. of RRC at 10.00 lakhs 20,000 06 Months 7th October, 1999. 
Fatehga rh, 


Contractors not enlisted with MES are required to submit with their appliation, copies of the letters of enlismient in other depart: 
ment, Income Tax Clearance Certificate and other particulars of similar nature works carried out by them during the last two years 
giving the designation of the Officers under whom the works have been/are being executed. Earnest Money shall be deposited by the 
contractors who have no Standing Security either with Chief Engineer, Central Command, Lucknow/Commander Works Engineer, 
Kanpur, Cantt. alongwith their . tender, 


~ [No, 8500/421/02/B8., dated 31-8-99.] 
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INDIAN RAILWAYS 
SOUTHERN RAILWAY 
Controller of Stores, Chennai-23 


Tender Notice No. SSD/PTJ/07/99 : Contractor Unit Assembly, ete. 


Sealed tenders are invited for the following items : 


. Serial P.L. No. Tender No. and Description of Stores , Quantity Due Date 
No. 3 
I: 56985710 61/99/0306/OT/1438— ae 
Contractor Unit Assembly to Description No. D-2116-00-02 of 398 Sets, 15th November, 1999 
S&T workshop, Podanur for Rotary Locking Type iRS ++ 30 per cent , y 


Point Machine. 


Cost of the Tender Schedulein Person with Drawings 
Rs.2,160 and without Drwings Rs.500. 


Cost of the Tender Schedule by Post with Drawings 
Rs.2,260 and without Drwings Rs.550. 


BET ee i eon Series Rafed Voltage 120, 0-59-HP, 1700 RPM 
DC Motor Series Rated Voltage , 0- ; 2PM, 348 Sets. . 
Max. Current 5.3 Amps., 10 minutes Rating to Specification +30 per cent 16th November, 1999. 
IRS S-37/82 IRS §-23 and S-24 with Gear Box complete to 
Drg. No. RDSO S-10910, Alt.-2 and RDSO’s S-10850 Alt.-1 
respectively. To be procured only from RDSO approved 
source with RDSO inspection. 


Cost of the Tender Schedule _ in Person with Drawings 
Rs.1,805 and without Drawings Rs.1,000. 


Cost of the Tender Schedule by Post with Drawings Rs.1,905 
and without Drawings Rs.1,050. 


Conditions : “For SI. No.2, only from RDSO approved source with RDSO inspection. For non-RDSO source idercdo 
for developmental order, after getting the final clearance from RDSO/Lucknow. ource considered only 


_The above tenders should reach Senior Stores Officer/Signal Stores Depot, Southern Railway, Podanur-23 by the date shown 
against each. The Tender Forms (not-transferable) can be had from the Office of the Controller of Stores, Southern Railway 
Ayanavaram. Chennai-600 023, on payment either in Cash or Money Order of the Amount mentioned above which is. inclusive of 

Sales Tax 4 percent Anyrequest for Supply/Purchase of Tender Documents should be made before 15 days of Opening of the Tender 
for outstation parties and 7 days for local parties, failing which, the request for supply of Tender Forms may not be entertained. 


ERRATA— 


Cost of Tender Schedule ; 

(1) RTOT No. 1399, Due Date 19th October, 1999. 
(A) With Drawings in Person Rs. 1,460 and by Post Rs.1,560. 
(B) Without Drawings in Person Rs.500 and by Post Rs.550, 

(2) OT No. 1400, Due Date 20th October, 1999.4 mvs 
(A) With Drawings in Person Rs.2,560 and by.Post Rs.2,660. 
(B) Without Drawings in Person Rs.150 and by Post Rs.200. 


. a . 


| Sd./- 


‘Controller of Stores 


| [No. 11/Cenl/Ing/OT/1438 & 1439, dated 7-9-99.] 
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SOUTH EASTERN RAILWAY __ 


OFFICE OF THE CONTROLLER OF STORES, 
S.E. RLy., GARDEN REACH, CALCUTTA-700 043 


Supply of Break Head Complete, etc.—Extension of 
Due Date 


CORRIGENDUM 


Tender No. 30/1999/2000|4, due on 10-9-1999 at Due Date of Opening should be read as on 2@ 
Sl. No. 566 invited for Supply of Brake Head Com- October, 1999 instead of “on 10-9-1999". 
plete, etc. for 12,601 Nos. + 30% option as notified ga ‘sina noticg’ 
carliez vide Reiease Oider No. Stores-29|99, the Alt. All other terms and conditions of origina. 
No. in description column and due date has been will remain unaltered. 
changed. Hence the description should be read as 


Break Head Complete for ICF to RDSO’s Sk. 94026, 2 bane cae S/- 
Alt. I Item 1 to 4 Mat!. Specn. Item 1 & 2 Steel c ee eg, NR 
IS-2062, Fe-410 WC, Item 3 & 4, Nylon-66, etc, Controller of Stores 


ey 


“instead of Break Head Complete for ICF to RDO’s Mla EEE age Re cikinr gs =a 
Sk. 94026 Alt. 6 Item 1 to 4 Matt. Specn. Item 1 [No. PR|Engg.-309|99, dated 14-9-99, Issued by 
& 2 Steel, IS-2062, Fe-410, WC, Item 3 & 4, Nylon- C.P.R.O., S.E. Rly., 11, Garden Reach Road, 
66, etc”. ; Calcutta-43.] 


INDIAN RAILWAYS j 
WHEEL & AXLE PLANT 
(MINISTRY OF RAILWAYS) 
Office of the Controller of Stores, Yelahanka, Bangalore-560 064 
Cable : RAILWHEEL, Fax No. : 091-080-8460367 
Telephone No. : 8460340, Telex No. : 0845-2547 WAP IN 
E-Mail Address : cos@bgl.vsnl.net.in 
Website Address : www.wapindia.com 
Tender Notice No.WAP/S/11/99 : Supply of 8,000 Nos. F.R.P. Covers, etc. 


On behalf of the President of India, the Contrellar of Stores invites sealed Tenders from established and reliable manufacturers 
and suppliers for the supply of the following items :— 


Serial Tender No. and Description of Stores Quantity Cost Due on 
No. 
Rs. 
1. 1/81/99/3146/1/0517— 
F.R.P. Covers for T-0-2-622 Axle Endsto W.A.P. Drg. . 8,000 Nos. 150 11th October, 1999. 
2. 1/41/99/3112/1/0518— 
ORI-COAT-PS-2 to W.A.P. Specn. ‘ s m 130 M.T. 1,000 3rd November, 1999, 
3. - 1/81/99/3122/1/0519— 
Reducing Slagmixture to W.A.P. Specn. . Pete . c 520-8 2,000 12th November, 1999. 


4.  1/84/99/3113/1/0520— 3 
Clay Graphite Stopper to W.A.P. Specn.and Drg. « . 0 88,000 Nos. $2,000 Sth November, 1999. a 


5.  1/43/98/3307/1/0521— 
(a) Disposable TC Tips to W.A.P. Specn. ° e e e 39,000 pias 


- (b) he Lance Assembly for Disposable Thermocouple Tips to b Waar Find 500 6th October, 1999. 
A.P. Drg. ~ 
(c) Standard Female Receptacles and Housing Assembly to EY Sar | 
W.A.P. Drg. 
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Notes— 
1. | Tender Documents can be obtained from this office during Office Hours on any Working Days. 
2. Cost of Tender Document is furnished against each Tender in Brackets. Rs.25 extra each towards Postage for Sending 
Tender Document by Post. 
éy The Cost of Tender Documents should be remitted to the Divisional Cashier, Wheel and Axle Plant, Yelahanka, Banga- 
lore-560 064 either in Cash or through Money Order only. No other mode of payment is acceptable. 
4. The Money Order Coupon should contain the details of Tender No., Brief Description, Full Address of the Tenderer, etc. 


5. Cash shall be accepted from Monday to Friday 9-30 Hrs. to 12-30 Hrs. and 14 Hrs. to 15 Hrs. and on Saturday upto 11 Hrs. 
Request for Tender Documents to be sent by Post wil be entertained only upto 6 days prior to the Opening Date. 

6. Tender Documents are not-tranferable. Tender will not be normally sold on the Date of Opening. No responsibility is 

accepted for Postal Delays. 


7. The tenderers shall furnish authorisation letter to attend Tender Opening. 
[No. WAP/S/99, dated 4-9-99.] 


Tender Notice No. W AP/S/Sales/04/99-2000, dated 06-09-1999 : Used and Condemned Refractory Bricks 


On behalf of the President of India, the Controller of Stores invites sealed quotations for Sale of the following item available 
in the premises of Wheel and Axle Plant on running contract basis. 


Serial Tender No. and Description of Stores Quantity Due on 
No. (Approx.) 
1. WAP/S/Cond. Bricks/99-2000/1— 
*Used and Condemned Refractory Bricks with all Sorts and Sizes with or 1,200 Mts. 12th October, 1999, 


without M.S. Attachments in Full or Broken Condition.” 


Cost of Tender Form : Rs.500 each by Person and Rs.535 by Registered Post. 


Tender Closing Time : 14-15 Hours and Opening Tiime : 14-30 Hrs. on Due Date. Tender Cost to be remitted to The Asstt. 
Chief Cashier of this Plant by Cash/Money Order only. No other mode of payment is accepted. 


The Tender documents can be had from this office on any working days between 9 Hrs. and 15 Hrs. and Saturday 9 Hrs. and 11 


Hrs. The Money Order for requisite amount with Tender No. and Address should reach the Asstt. Chief Cashier on or before 
Ist October, 1999, No Claim/responsibility is acceptable for Postal-elays. Tender Documents are not transferable. 


Sd.|- 
Controller of Stores 


[No. WAP/S/Cond. Bricks/99-2000/1, dated 6-9-99.] 


GOVERNMENT OF KERALA 
Office of the Controller of Stationery, Thiruyananthapuram 


No. 6726/C3/99/Sty.—Supply of Spare Parts for Office Machines—Exenssion of Due Date 


Ref : This Office Short tender Notice No. 6726/C3/99/Sty., dated 2-8-99 


CORRIGENDUM 
The dates for Opening of the following tenders for the supply of spareparts for office machines are extended as ¢ etailed below :— 
Sl Old Date Revised Date 
No. Tender No, & Date 
18 48/99-2000 a . 14th September, 1999. 15th October, 1999, 
2 PAOLO ein BPR Oe SOMRY LS 14th September, 1999. 15th October, 1999, 
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SI. Tender No. and Date 


3. 50/99-2000 


Bo 1190-9000. aes ae aN EES ee ae eae 
5. 52/99-2000 

GF S8/G6 20007 Mi. oe Pen ar hor ReneS 

7. 54/99-2000 

8. 55/99-2000 


There will be no change in the timings for receipt and opening of tenders. 


Other terms and conditions of the short tender notice dated 2nd August, 1999 remain unchanged. 


Old Date Revised Date 

14th September, 1999. 15th October, 1999. 

. 14th September, 1999. 15th October, 1999. 

. 15th September, 1999. 16th October, 1999. 

: - 15th September, 1999. 16th October, 1999. 
15th September, 1999. 16th October, 1999. | 

15th September, 1999. 16th October, 1999, 

Sd.|- 


Controller of Stationery 


[No. 6726/C3/99/Sty., dated 7-9-99, Issued by P. R. Deptt Vide their Letter No. 16384/F4/99/PR, dated 10-9-99.] 


— 


= 


DIRECTORATE OF ANIMAL HUSBANDRY ‘ 


‘ 
——— 
e 


VIKAS BHAVAN, THIRUVANANTHAPURAM 
TELEGRAM-KERALAVET, TELEPHONE-302 283 


Tender No. 2|99-2000, dated 18-8+1999 : Purchase 


of Common Medicines 


Animal Husbandry Department, Kerala : Purchase 
of Common medicines and sundry articles required 
for various Veterinary Institutions of Animal Hus- 
bandry Department, Kerala for 1999-2000. 


Sealed and competitive tenders are invited for 
ihe purchase of Common Medicines and Sundry 
Articles required for various Veterinary Institutions 
of the department for the year 1999-2600. Details 
of materials to be supplied can be had from the 
tender form. ‘Tenders should reach the Office of 
the Director of Animal Husbandry on or before the 
date and time specified below :— 


Intending tenderers should send only the exact 
amount required, by Money Order for the supply 
of Tender Form. Cheques, Postage Stamps, Postal 
Orders, Demand Drafts, etc. will not be accepted 
towards he cost of Tender Form nor the form will 
be sent by V.P.P. Tender Forms can also be had 
from the Office of the Director of Animal Husbandry 
during office hours on payment of cost in Cash. 
Tenderers should submit a preliminary agreement in 
Kerala Stamp Paper Worth Rs. 50 alongwith tender. 
For execution of preliminary agreement, Kerala 
Stamp Paper if required, will be supplied to the 
firms outside Kerala alongwith Tender Form on pay- 
ment of Rs. 70 (Rupees 50 value of Stamp Paper, 
Rs. -20 incidental charges) which may be remitted by 
Money Order in advance. Late tenders will not be 
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considered under any circumstances. Tenders should 
be superscribed'as “Tender No. 2/99-2000 for — the 
supply of Common Medicines and Sundry Articles 
to the Animal Husbandry Department, Kerala for 
1900-2000”. so 

Last Date and Time for Sale of Tender Forms : 
11th October, 1999 at 4 p.m. 


Last Date and Time for Receipt of Tender Form : 
12th October, 1999 at 11-00 a.m. 


Date and Time for Opening of Tenders: J2th 
October, 1999 at 11-30 a.m. 


Date upto which the rates are to be Firm for 
Acceptance : 31st March, 2000. | 


Price of Tender Form (Origianl) : Rs. 2,000--S.T.. 
Price of Duplicate Copy : Rs. 1,000-LS.T. 


Designation and address of the Officer from whom 
the Tender Forms are to be obtained and to whom 
the tenders are to be submitted to the Director, Direc- 
torate of Animal Husbandry, Vikas Bhavan, P.B. 
No. 5405, Thiruvananthapuram. ‘ 


Sd./- 
Director of Animal Husbandry 
[No. 17628|/F2|99/PR, dated 6-9-99.] 
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GOVERNMENT OF RAJASTHAN 
Office of the Superintending Engineer, PHED Circle, . Pali. 
No. SEH/CR. Pali/AR. FALNA/99-2000 : Supply, Erectiion, Construction and Trial run of Rapid Sand Gravity Filter Plant 


Sealed Tenders are invited on behalf of Governor of Rajasthan from the experienced qualified contractors enlisted in appropriate 
class. For the supply, erection and constructing water treatment plant on the turnkey basis. Thetender documents for the work 
can beseen and obtained by Depositing Rs 1,000/- (Rupees One Thousand only) in Cash or DD in favour of issuing authority, Chicf 
Engineer PHED, Jodhpur and Superintending Engineer PHED Circle, Pali. Tender documents will be sold in the Officers on any 
working day from 29th September, 1999 to 25th October, 1999 between 11 00 hrs. and 1600 hrs The tender shall be received at the 
Office of the Superintending Engineer, PHED Circle Paliupto 15-00 hours on 26th October, 1999. 


NIT No. Name of Work Estimated Earnest Time of Date and Time 
Cost Money Physical of Opening of 
Completion Technical Bids 
(Envelope “‘A’’) 
Rs Rs 
17/99-2000 Supply, erection, constrnction, testing commission- 54.00 Lakhs 71.08 Lacs .15 Months 26th October, 1999, 
ing and trialrun of Rapid sand gravity filter plant of at 15-30 Hrs. 
capacity 110 KLH on turnkey basis at Ranak- 
pur Head works ,Sadri, Distt Pali. 
Notes:— 


1. Earnest Money in the form of Cash/Banker Cheque or D.D. of Nationalised Banks in favour of Superintending Engineer, 
PHED, Circle Pali must accompany each tender. 


If the date of opening/selling is a Holiday then the tenders shall be sold, received/opened on the next working day, 
The competent authority reserves the right to reject any one or all the tenders without assigning any reason thereof. 


All terms and conditions will be as mentioned in the detailed tenders documents. 


wp YN 


The tenders are likely to be approved by the Chief Engineer PHED, Jodhpur. 
Sd.|- 
Executive Engineer & Technical 
AssiStaat to S.E. PHED 
> Circle, Pali. 


[No DIPR/C/3026/99, dated 6-9-99, Issued by Deptt. of Infor. & Public Relations, Govt. Sail ake ol 
ajasthsn. 


RAJASTHAN STATE ELECTRICITY BOARD 
Office of the Superintending Engineer (TD-I), Vidyut Bhavan, Jyoti Nagr, Jaipur-302 005. 
Tender No. TNE-105 : 6600 Volt Switchgear 
Sealed tenders in quadruplicate are invited from reputed manufacturers/Suppliers for design, manufacturersing, assembly testing 


at manufacturer works, supply, delivery and supervision of erection, testing/commissioning of 6600 Volt Switchgear for Suratgarh 
Thermal Power Station Stage-II (2250 MW) in District Sriganganagar (Raj.) 


Spl. NV. Name of Items Earnest ° Tender Date of Receipt 
Money Cost and Opening 
the Tender 
. Rs. Rs, 
hs 6600 Volt Switchgear». ww ee 2, 50,000 1,000.  2nd¥November, 1999 


_ Thetender documents including technical specification (non-transferable) can be obtained from the office of the undersigned on 
payment of Cost of tender documents (non-refundable) as mentioned above. The payment for documents shall be made through DD/ 
Cash in the name of the Sr. Accounts Officer (TD ),RSEB, Jaipur on any working day Request for issue of tender documents 
should be accompanied with details of previous manufacturing/supply experience for executing at least 3 Nos. similar jobs which 
should have been in operation for last 3 years. Details of technical collaboration, if any 4nd previous three years Banker's report. 
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The tenders will be received upto 2-30 p.m. on 2nd November, 1999 and shall be opened cn _ the seme day at 3-00 p.m, in presence 
of tenderers or their authorised represi ntatives who cheose to be present. If 2nd November, 1999 happens to be Holiday then tenders, 


shall be received and opened on next working day at the same time 


tender bid. 


Purchase of tender documents is essential to participate in the 


Sd./-. 
Supdtg. Engineer (TD-I) 
[No RSEB/Proc/Advt-8348 (95-96)/F-1927, dated 4-9-99.] 


el 


Sale Notice-— 


GOVERNMENT OF INDIA 


GOVERNMENT OF INDIA PRESS 


KoraTTy, P.O. KHANNANAGAR, THRISSUR, KERALA, 
PIN-680 309 


Sale of Waste Papers, etc. 


Tender Notice for the sale of Waste Paper, Empty 
Reel Core, Salvage Paper & Hessain Cloth for the year 
2000-2001 as on 31st March, 2000 and during the 
period from Ist April, 2000 to 31st March, 2001. 


The Manager, Govt. of India Press, Koratty for 
and on behalf of the President of India invites tenders 
upto 3-00 p.m. on 26th October, 1999 in the pres- 
cribed form obtainable from his office, free of cost, 
for the purchase of the following items :— 


Sl. No. Items E. M. D. 
1. Waste Paper which includes Rs. 25,000 
printed, torn, soiled, clothlined, 
white, unbleached pasteboard, 
inked, other miscellaneous sheets, 
shaving, cuttings, trimmings, etc. 
2. Empty Reel Core Rs. 1,000 
3. Salvage Paper Rs. 1,000 
4, Used Old Hessain Cloth Rs. 1,000, 


The rate of Waste Paper, Empty Reel Core, Salvage 
Paper and used old Hessain Cloth are to be quoted 
per quintal separately in full rupee. The tender should 
be superscribed “Tender for the purchase of Waste 
Paper, Empty Reel Core, Salvage Paper, Used old 
Hessain Cloth” and addressed to Shree S. Mishra, P. 
Manager, Govt. of India Press, Koratty, Khannanagar 
P.O., Pin-680 309, Thrissur Dist. 


oo ! 
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E.M.D. of Rs. 25,000 only is to be furnished for 
Waste Paper and Rs. 1,00 only each is to be furnished 
for Empty Reel Core, Salvage Paper and Used Old 
Hessain Cloth separately. The tender box will be 
closed at 3-00 p.m. on 26th October, 1999 and the 
tender will be opened at 3-30 p.m. on 26th October, 


1999. Security Deposit fixed for each item: are as 

fallows :— 

Sl. No. Items Security Deposit 
1. Waste Paper a Rs. 64,000 
2. Empty Reel Core ;: Rs. 10,000 
3. Salvage Paper | Rs. 10,000 
4. Used Old Hessain .Cloth Rs. 6,000. 


Separate tender is to be submitted for used Hessain 
Cloth. 


The Manager, Government of India Press, Koratty 
reserves the right to accept or reject any or all tenders 
Without assigning any reason thereof. The tenderers 
should submit Income Tax Clearance Certificate for 


the last three years and EMD alongwith the tenders. 


Non-submission of EMD and ITCC alongwith — the 
tender is liable to rejection outright. . 


Sd.|- 
P. Manager 
[No. 91001|1|99-2000|Store|3460, dated 9-9-99.] 
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Further L, E.— 
GOVERNMENT OF. INDIA 
DEPARTMENT OF ATOMIC ENERGY 
DIRECTORATE OF PURCHASE AND STORES 
Madras Regional Purchase Unit :- Chennai:- 600006 


Spark Erosion Machine, etc. 


For and on behalf of President of India. the Regional Director, Madras Regional Purchase Unit,Directorate of Purchase and 


Stores, Department of Atoniic Energy, Chennai invites sealed tenders as detailed below :— 


Tender No. and Description of Stores 


MRPU/IGCAR/CAP/1054/PT.— __ 
Spark Erosion M icair: (Biectco- Dischirg: Micair 2/wits Zatting mrshir:>)- tabletop m odelas perpurchaser’s 
tender documents for Indira Gandhi centre for Atomic Research, Kalpakkam:- 603102. 


Cost of tender document Rs. 111- Inclusive of Tax, 


Last date for receipt of tenders 13.00 honrs on 18th November, 1999. 


Date of Opening of Tenders 11.00 hours on 19th November, 1999, 


Last date for sale of tenker set _ 
MRPU/IGCAR/CAP/1064/PT.— 


Supply and commissioning of CNL lathe with standard accessories as per purchaser's tender documents for 
Indira Gandhi centre for Atomic Research, Kalpakkam:- 603102. 


2nd November, 1999. 


Cost of tender document Rs. 333 Inclusive of Tax 


Last date for receipt of tenders 13.00 hours on 11th November, 1999. 


Date of Opening of Tenedrs 
Last date for sale of tender set 


_ MRPU/PRP/MTL/358/PT.— 


11.00 hours on 12th November, 1999, 
27th October, 1999, 


| 


10 mm thick SS 304L plates of size 1.5 M X 6.0 M in solution annealed condition and No.1 bright finish con- 
firming to ASTM A 240 as per purchaser’s tender documents for Indira Gandhi centre for Atomic Research, 


Kalpakkam:- 603102. — 
Cost of tender docnment 
Last date for receipt of tenders. 
Date of Opening of Tenders 
Last date for sale of tender 


MRPU/IGCAR/MTL/373/PT.— 


Rs. 333 Inclusive of Tax, 

13.00 hours on 9th November, 1999, 
11.00 hours on 10th November, 1999, 
22nd October, 1999. 


Snpply, inspection, testing, packing, guarantee and delivery of SS rounds/pipes/tubes of different sizes as per 
Purchaser’s tender documents for Indira Gandhi centre for Atomic Research, Kalpakkam-603102. 


Cost of tender document 

Last date for receipt of tenders 
Date of Opening of Tenders 
Last date for sale of tender set 


MRPU/KARP/GEN/2112/PT.— 


Rs. 111 Inclusive of Tax. 

13.00 hours on 16th November, 1999, 
11.00 hours on 17th November, 1999, 
5th November, 1999. 


Design, manufacture, testing at works, packing safe and free delivery to our stores at Kalpakkam and guarantee 
of prefilters for use in filter banks of supply and exhaust fans of ventilation system as per purchaser’s tender 
documents for Indira Gandhi Centre for Atomic Research, Kalpakkam-603 102. 


Cost of tender document 
Last date for receipt of tenders 
Date of Opening of Tenders 


Last date for sale of tender set 


Rs. 333 Inclusive of Tax. 

13-00 hours on 2nd November, 1999. 
11-00 hours on 3rd November, 1999, 
21st October, 1999. . 
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Quantity 


1 No 


1 No. 


46 Tons 


24 Nos. 


1.200 Nos. 


C913 


Tender: No. and Descriptiod of Stores Quantity 
MRPU/KARP/CHEM/858/PT.— A : 
nice acid SS 69 be ont ( by mass) chemically pure grade confirming to IS-264-1976 or latest applicable and as 
per purchaser’s tender documents for Indira Gandhi centre for Atomic Research, Kalpakkam.:-603 102. 


200 M.T. 


Cost of tender document Rs 333 Inclusive of Tax. 


Last date for receipt of tenders 13-00 hours on 24th November, 1999 


Date of Opening of Tenders 11-00 hours on 25th November, 1999. 


~ Last date for Sale of tender set 12th November, 1999 


MR PU/IGCAR/ELE/1640/PT.— re ie 
SS sheathed Mg0 insulated cables of different sizes and quantities as per purchaser's tender documents for — 
Indira Gandhi centre for Atomic Research, Kalpakkam-603 102 


Cost of Tender document : Rs. 111 Inclusive of Tax. 


Last date for receipt of tenders 13-00 hours on 25th November, 1999, 


Date of Opening of Tenders 11-00 hours on 26th November, 1999. 


Last date for sale of tender set 10th Movember, 1999 

Tender documents priced as above can be obtained from Deputy Controller of Accounts, Madras Regional Acconnts Unit., 
Department of Atomic Energy, Directorate of Purchase and Stores at 6th Floor , Shastri Bhavan, _Chennai-600 006 _ between 
10.00 a.m. and 1,00 p.m. on al! working days. Postal requests should be accompanied by a Money Ordcr towards the _ prescribed 
costof tender document indicating the correct tender number and addressed to Deputy Controller cf Acccunts, Madras Regional 


Accounts Unit at 6th Floor, Shastri Bhavan. 
assigning any reasons is reserved. 


The right to accept or reject the lowest or any tendcis in part of full 


without 


atabaea da 
Regional Director 


[No. MRPU/IGCAR/CAP/1054/PT, dated 6-9-99. ] 


GOVERNMENT OF MADHYA PRADESH 
OFFICE OF THE SUPERINTENDING ENGINEER 
Rajghat Canal Circle, Chanderj, Dist:Guna, Madhya Pradesh 

Construction of 14 Nos. Masonry Structures 


NIT No. 6/99-2000/SE Chanderi. 


CORRIGENDUM NO. I 


The following amendment in NIT No. 6/99-2000, dated 7-7-99 
are hereby made:— 


(1) Name of Work.—Construction of 14 Nos. Masonry struc- 
tures between Km. 6] and Km. 67 of R.L.B.C. 


(2) Last Date for Sale of Tender—2nd November, 1999. 


(3) Date of receipt of tenders and opening of envelope (A&B).— 
3rd November, 1999 Receipt upto 3 p.m., Opening at 3-30 p.m. 


Other terms and conditions of NIT shall remain unchanged. 


Sd./- 


Superintending Engineer 


[No. G-16732, dated 16-9-99 issued by D.P.R., Madhya Pradesh, 
Banganga Road, Bhopal, M.P-462 003.] 
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Construction of balance Earth Work 
NIT No. 7/99-2000/SE Chanderi. 


CORRIGENDUM NO. I 


The following amendment in NIT No. 7/99-2000, dated sth 
July, 1999 are hereby made. The notice may please be rea 
.accordingly :— re 


(1) Name of Work. : Const. of balance Earth Work, W.B.M 
Road on service bank from Km. 61 to 74 and cement concrete 
lining at different places in between above reach of R.L.B.C. 


(2) Last Date for Sale of Tender.—Sth October, 1999. 


(3) Date of receipt of tender and opening of envelope (A&B). 
6th October, 1999 Receipt upto 3 p.m..Opening after 3-30 p.m, _ 


Other terms and conditions of NIT shall remain unchanged. 


Sd./- 
Superintending Engineer 


[No. G-16733, dated 16-9-99, issued by D.P.R.,Madhya Pradesh, 
Banganga Road, Bhopal, M.P.-462 003.] 
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GOVERNMENT OF JAMMU & KASHMIR 


OFFICE OF THE SUPERINTENDING ENGINEER. 
ELeEcTRIC PLANNING & DESIGNS CIRCLE 
POWER DEVELOPMENT DEPARTMENT, 
3-C/C, GANDHINAGAR, JAMMU 


Tender Notice No, SEPD|J|NIT-147/99 ; For 
220 KV & 33.KV Duplex Type C & & Paneis 


CORRIGENDUM 


With reference to the Tender already invited against 
Tender Notification No. SEPD|J|NIT-147|99 for 220 
KV & 33 KV Duplex Type C&R Panels for various 
Grid Stations in Jammu Region floated vide Superin- 
tending Engineer, Planning & Designs Circle, Jammu’s 
Ne. SEPD|J|28-78, dated 8-4-1999, it is intimated 
that the last date of receipt of tenders for NIT-147 99 
now shall be 15th October, 1999 upto 11-30 a.m. and 
Date of Opening. of Tenders: shall be: 15th October, 
1999 at 12-30 p.m. 


Sd.j- 
Superintending Engineer 


[No. SEPD|J|NIT-147|99|966-72, dated 10-9-1999.] 


MS ee nen Brees wel) ye 
es Se Teen hy ROE 


GOVERNMENT OF MADHYA PRADESH 
a 


OFFICE OF. THE: EXECUTIVE ENGINEER, PUBLIC 
HEALTH ENccG. DN:, KHARGONE, M- P. 


NiIeT. No. 12|99-2000 : Construction of 
R.C.C. Overhead Tank 


Sealed lump-sump. tenders.are invited in the Office 
ofthe undersigned upto date, 10th November, 1999 
at 3 p.m. in form ‘F’ for the construction of R- C. C. 
Overhead Tank capacity 600 K.L. on 15 Mtrs. stag- 
ing at Mandleshwar Nagar of Khargone District. 
Cost of Work is Rs. 33 Lacs and Earnest Money is 
Rs. 25,000 only. 


The cost of tender form is Rs. 1,000 and Rs. 25 is 


extra if required by Post. 


= Sd./- 
= Executive Engineer 


— we 


[No. G 16722, dated. 16-9-99, issued by D.P. R., 
Madhya Pradesh, Banganga. Road, Bhopal-462,.003, 
M. P-] | 
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GOVERNMENT OF INDIA . 4 
MINISTRY OF SURFACE TRANSPORT 


MARINE ENGINEERING & RESEARCH 
INSTITUTE 


P-19, TARATOLLA Roapb, CaLcuTta-700 088 


Supply of Life Saving Equipments, etc. 


‘Sealed, Quotations’ are invited from reputed Con- 
cerns for Supply, Installation of Life Saving Equip- 
ments, Library Books, Paper-Shredder, etc. in this 
Institute. Tender forms worth Rs. 100 is obtainable, 
from. Institute Purchase Section during any working 
day between 10.00 Hrs. and 15-30:Hrs. The last 
date for receiving the. Quotation is at 12-30 Hrs. on 
lJth October, 1999. Tenders will be opened on 
same.day at, 15.00 Hrs. 


[No. MERI|PURC|120|99, dated 16-9-99.] 


GOVT. OF MADHYA PRADESH _ 
SUPERINTENDING ENGINEER (P&W) 


HTPS. MPEB, Korsa WEsT, Distt: BILASPUR 
(M.P.)-495 451 


Various, Types of V Belts : Exten. of Due Date 
Tender Due Date Extension Notice 


The due date of Tender No. T-35!99 for various 
types of ‘V’ belts in pix|fenner|Hilton|Dunlop|Good 
Year|Andrew Yule|Nirlon|Hindustan Makes. is ex- 
tened upto 9th. Qctober, 1999. 


The Tender Documents. can, be obtained from 
this office One Day before the due date and sub- 
mitted upto, 15-00 hrs. on due date. 

All other terms and.-conditions of the above tender 


will remain unchanged. 
Sd./- 


ss a 


Superintending Engineer (P&W) 
“SAVE ELECTRICITY” 


[No; 004-16|5179, dated. 15-9-99.] 
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GOVERNMENT OF INDIA 
MINISTRY OF HOME AFFAIRS 


BUREAU OF POLICE RESEARCH & DEVELOP- 
MENT, CENTRAL FORENSIC SCIENCE 
LABORATORY 


Pitot No. 2, SEcTorR 36-A, DAKSHIN MARG, 
CHANDIGARH-160 036 


Purchase of Polygraphy Instrument 


Sealed tenders are invited from the reputed parties| 
firms by the Director, Central Forensic Science Labo- 
ratory, CFIs Complex, Sector-36A, Chandigarh- 
160 036 on behalf of the President of India for the 
purchase of Polygraphy Instrument operated by Com- 
puter IBM Windows 98, Pentium UI processor 
Desk Top System (latest Model). 


Complete tender documents can be obtained from 
the Office of the Director, CFSL, Chandigarh on any 
working day between 9 a.m. and 5-30 p.m. after depo- 
siting tender fee Rs. 50 in the shape of Bank Draft! 
Cash. Tenderers will be liable to deposit an Earnest 
Money equivalent to 2% of the total value|cost of 
the item being quoted by them in the shape of Cash| 
Bank Draft in favour of Pay & Accounts Officer, 
DCPW, New Delhi. Tender should reach on or 
before 2nd November, 1999 and will be opened at 
3-30 p.m. on the same day in the presence of tender- 


ers who wish to be present at their own cost in the 
Office of the Director. 


Sd./- 
ne Director 


[No. CFSL|62(4)|98|PHY|Part-I|4503, dated 
23-9-99. ] 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


F 


MILITARY ENGINEER SERVICES 


THE CHIEF ENGINEER, PROJECT UDAYAK, 
C/o 99 APO 


Febrication, Supply and Placing MS Cutiing Edge 

The Chief Engineer, Project Udayak, C|c 99 APO 
invites application by or before J/th Ocicber, 1999 
from approved MES|PWD|CPWD|Railway contrac- 
tors for issue of tender documents for : 


“Fabrication, Supply and Placing 3 Nos. MS 
Cutting Edge in position for 7.00 Mtr. outer 


C920 


dia pier well at Simekorong bridge site on 
RMDB Road. in East Siang District of Aruna- 
chal Pradesh”. 


Applicants must attach with their application a 
valid Income Tax Clearance Certificate alongwith 
Pmt. Account Number, particulars of financial and 
technical resources, list of similar works executed 
by them during last three years indicating the desig- 
nation of Officers under whom such works were ex- 
ecuted. 


[No. 80223|5|E8, dated 10-9-99.] 


INDIAN RAILWAYS 
EASTERN RAILWAY 


OFFICE OF THE CONTROLLER OF STORES, EASTERN 
RAILWAY, FAIRLIE PLACE, CALCUTTA-700 001 


Supply of Metai Clad Switch—Extension of 
Due Date 


This Office Open Tender Case No. 1500|08/98/ 
1709|OT scheduled to be opened on 20th Septem- 
ber, 1999 for 450 Nos. Metal Clad Switch 30A, etc. 
now to be opened on J/th October, 1999.  Specifi- 
cation to be read as CEE|69(R-3) instead of Speci- 
fication No. already published. Revised terms and 


conditions may please be seen in the tender docv- 
ment, 


[No. 08|98/1709, dated 17-9-99.] 


Metal Clad Switch : Corrigendum 


This Office Open Tender Case No. 1521|08/98| 
1934\OT scheduled to be opened on 23rd September, 
1999 for 1651 Nos. Metal Clad Switch 15A, ete., 
now to be opened on 11th October, 1999, Specifi- 
cation to be read as CEE|69 (R-3) instead of speci-- 
fication No. already published. Revised terms and 
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conditions may please be seen in the tender docu- CORRIGENDUM 
ment, 
Last date of receipt of the tender for Emergency 
[No. 08|98|1934, dated 17-9-99.] | Medcial Services—Trauma Care published in the 
Sunday Free Press, dated 18-7-99 will be extended 
upto 4 p.m. on 2/st October, 1999 and the date of 
opening of the tender is extended on 22nd October, 


GOVERNMENT OF KERALA 1999 at 11-30 a.m. The cost of tender form will 
be Rs. 400+40. All other terms and conditions 
THE PRINCIPAL MEDICAL COLLEGE, KOTTAYAM remains unchanged. 
No. C3|6351|99|MCK : Equipments to Emergency Reto 2 
Medical Services: Extension of Due Date | . he Sd./- 
Reference : Principal 


1. Tender No. C3|6351|99|MCK, dated 16-6-99. 
[No. 18060|D4|99|PR, dated 15-9-99 issued by 


2. Tender Notice published in the Sunday Free Government of Kerala, P.R. Department, Thiruvanan- 
Press, dated 18-7-99, © thapuram.] 


GOVERNMENT OF JAMMU 
Office of the Superintending Engineer, Elect. Purchase Circle-I, 36 B/C Gandhinagar, Jammu 
33 KV Lightning Arrestors, ete. 
CORRIGENDUM 


Due to poor response the last date of receipt and opening of NIT issued Vide No. EPCI/394-98, dated 4th June, 1999 has been 
further extended and refixed as under :— ; 


: (A Last Date of Sale Last Date of Receipt 
Serial N.I.T. No. and Material Quantity of Tender and Opening 
No. Documents of Tender 
1. EPCI/P-III/20/98-99— . 
33 KV Lightning Arrestors : : ; 7 186 Nos. 29th October, 1999 30th October, 1999 


2. EPCI/P-III/21/98-99— 
(a) Hook on Meter— 


Ura. tere te Te eee ee ee 15 Nos. 
mi 29th October, 1999 30th October, 1999 
(ii) 0-1000 Amp. : : : : i ; ee ee: 
(b) Meggers— 
(si) Pec AY, : ; : : A * ‘ 15 Nos. | 
(ii) 1.0 KV , : , . i r 5 15 ,, & 29th October, 1999 30th October, 1999 
River Vea. I a a ee 6.20] \ 
(c) Avometer Digital ni , Z ; y 15 Nos. 29th October, 1999 30th October, 1999 


(d) Chain Pully Block— 
G)-yMi Lifting Capacity... =. 15 Nos. ) 
5 29th October, 1999 30th October, 1999 


(ii) 2 MT Lifting Capacity . f t : F MW ng 


Tenders should reach the Office of the Chief Engineer, Procurement and Material Mangemen tWing, 14 A/C Gandhinagar, 
Jammu on the date shown above upto 1 p.m. The tender documents can be purchased from the Office of the Superintending Engineer, 
Elect. Purchase Circle-I, 38 B/C Gandhinagar, Jammu against payment of Rs.200 in shape of Demand Draft in favour of Superintend- 
ing Engineer, Elect. Purchase Circle-I, Jammu. 


Sd|- 
Superintending Engineer-I (P) 
[No,. PPCI/796-801, dated 16-9-99.} 


“INDIAN TRADE JOURNAL. @, September 29, 1999 C921 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 
Office of the Chief Engineer, S.-E. Rly., Garden Reach, Calcutta, 
Supply of Fibre Glass Woven Rovings and H.T.S. Bolts, etc 


Sealed Tenders.on prescribed tender forms afe invited by the Chief Engineer, Garden Reach for supply of the following Stores :— 


oor Tender No. and Description of Materials Quantity Cost ‘Closing Date 
O. | 


1. €TE/TP/99/014/1.— 


Fibre Glass Woven Royings. : : : : : : . 93.600 Kgs.§ Rs. 500] 11th October, 1999. 
2. -CTE/TP/99/015/1.— ma 
H. T.S. Bolts 24140 mm. F ; : : ‘ F . 21,600 Nos. Rs. 500} 11th October, 1999. 


ay CTMERIP MG he 
Specia ish Plates for Glued Joints for 60 Kgs. Rail to RDSO’s 4,000 Rs. ; * 
Drg. No. T-5843. Nos. Rs. 1,000 A2th-Octeber, 199 


x 


4, CTE/TP/99/017/1.— 
Special Fis ii for Glued Joints for 52 Kgs. Rail to RDSO’sDrg. 5,000 Nos. Rs. 1,000 12th October, 1999. 
No. T-5361. 


Notes:— 


(i) Item No.1 &2 i.e. Fibre Glass Woven Rovings and H.T.S. bolts are reserved for RDSO approved firm for this items. 
Item No. 3 & 4 i.e. Spel. Fish Plates for Glued Joint for 60 Kg. and’52‘Kg. Rails are reserved for firms approyed/provision. 
ally approved for fish plates by RDSO/Rly. Board. 


(ii) Rs. 30/- (Rupees Thirty only) shall be paid extra for each tender document required to be sent by post. 

(iii) The prescribed tender forms, Railway specification and sketches (but not IRS and RDSO’s Drawings) are obtainable from 
the Chief Engineer’s Office, South Eastern Railway, Garden Reach, Calcutta-700 043 on remittance of Cost of Tender Forms 
(not refundable) by Money Order direct to him in case of outside firms and.on production of Cash Receipt obtainable from 
the Chief Cashier. South Eastern Railway, Gafden Reach by local firms between 10-00 and 16-00 hours on working days. 
Money Orders should be addressed to the Chief Track Engineer, South Eastern Railways, Garden Reach, Calcutta-700 043 

(iv) ‘Selling of Tender Forms will commence before one Month of the date of opening of tenders. 

(v) Cost of Tender Forms should be deposited under Allocation No. Z-650. 

(vi) The sealed tenders must be either deposited in the tender box placed in Tender Section of Chief Engineet’s Office (Open 
Line)/S, E. Railway, Garden Reach, Calcutta. by 13-00 htrs, on the specified closing date or if posted must reach the Chief 
Engineers Office (Tender Section) by that time. fe 

(vii) Postal Order, Demand Draft or Cheque towatds Cost of tender Forms will not be accepted, 

(viii) Tender(s) will be opened on closing date at 14-00 hours, 

(ix) Tender(s) should be submitted in sealed covers superscribing the tender number, description of. materjals and due date on 
the cover without fail. Sealed tenders duly filled in should reach the Chief Track Engineer/TP./S.E. Railway, Garden 
Reach, Calcutts-700043 before 13-00 hrs. on closing date. 

(x) Railway will not be responsible for Postal delay or for untimely receipt or submission: of tender(s) by the tenderers. 

(xi) If the date of opening happens to be a Bandh or Holidays, the tender(s) will be opened on the following-working day. 


(xii) Railway reserves the right to accept or reject any tender in full or part or reject all the tenders without assigning any reason 
what-so-ever end Chief Engineet’s decisoin in the matter will be final and binding. 


(xiii) Tenders must be submited in the prescribed Tender Forms only purchased from this office otherwise they afe liable to be 
rejected. : 


(xiv) No erasures, alterations cr overwritings are petmitted on the Tender-Form. The tender with erasures, alterations Or ove 
writings is liable to be inv atidated. (Engg-309/99) . or 


[No. PR/Engg-309/99, dated 14-9-99, Issued by C.P.R.O., S.E. Rly., i1. Garden Reach Road, Cal-43.] 
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GLOBAL TENDER 
INDIAN RAILWAYS 


WHEEL & AXLE PLANT 
(MINISTRY OF RAILWAYS) 


Office of the Controller of Stores, Yelahanka, Bangalore-560 064, (INDIA) 
Cable : RAILWHEEL, Fax. No. : 091-080-8460367 Telephone No, : 8460340, Telex No. : 0845-2547 WAP IN 
E-Mail Address : COS@bgl. vsnl.net.in. "Website Address : www./wapindiwa com 
Global Tender Notice No. WAP/S/12/99-2000 : Magneésite Dry Ramming Mass, etc: 


On behalf of the President of India, Controller of Stores invites sealed Global Tenders from established and reliable Manu- 
facturers.and Suppliers for the supply-of the following Items :— 


Cost. of 
Serial Tender No. and Description of Stores Quantityy Tender ‘Due-on 
No. Documents 
Rs. 
1. 3/84/99/4508/5/8048— 
Magnesite Dry Ramming Mass to WAP Specification No. WAP/ 250.MTs. 2,000 29th Nocember, 1999, 
M/Specn.-1/037/1990, Alt.-‘C’, dated 29-06-99. at 14-15.Hrs. 
2. 3/81/99/4529/5/8049— 
Graphitemould Blanks 1232 mm Dia X 584 mm Height (48.5” X 152 Nos. 2,000 3rd December, 1999, 
23”) to WAP Specification No. WAP/M/Specn-1/016/1987, at 14-15 Hrs. (IST). 


Alt.-‘d’, dated 25-05-95. 


3. 3/72/99/7514/5/8050— 
Temperature Compensating Gauge . 4 a : 5 : 1 Set 150 7th December, 1999, 


f re at 14-15 Hrs. (IST). 
Range : Snap Gauge Ranges 125 mm to 175 mm with Digital 


Electronic Display and Sensor as per WAP Specifica- 
tion. 


. 4. 3/81/99/4530/5/8051— 


Steel Blooms 272/300 Sq. mm. (C-0.32 to 0.37 per cent) as-per {26,000 MTs.: 2,000 19th November, 1999, 
WAP Specification No. WAP/M/Specn-1/064/1995, Alt).-‘C’. at 14-15 Hrs. (IST). 


Noie .— 
1. Tender Documents can be obtained from this Office on any working Day. 


2. The Cost of Tender Documents should be remitted to the Divisional ‘Cashier, Wheel and Axle Plant, Yelahanka, Banga- 
lore-560 064 either in Cash or through Money Order only. No other mode of payment is accepted. 


3. The Money Order Coupon should contain the Tender No., Due Date, Brief Description of the Item and with Full Address 


of the Tenderer. In case, the Tender Documents is desired to be sentzby Post, an additional amount of Rs.35 shall be paid 


in een to the Cost of the Tender Documents for addresses inside India and Rs.110 equivalent to USD 2.59 for addresses 
outside India. 


‘4, Cash shall beaccepted from Monday to Friday 9-30Hrs. to 12-30Hrs. and 14 Hrs,to 15 Hrs. and on Saturday from 9-30 hrs. 
tooll:Hrs. 


Tender Documents are not-transferable. Tender Documents willnot be normally sold on ‘the ‘Due Date. The‘Sale of 
Tender Documents will be closed 20 days before the Due Date, where the Documents are to be sent by post to addresses 
outside India and 6 Days to addresses inside India. No responsibility is accepted for postal delays. 
5. Tender Documents canalso be obtained from the following addresses on payment of the requisite Cost in respective currency! 
(i) |The Railway Adviser (Embassy of India), Adenaurallee, 262, 264, 5300, Bonn-1, Germany. 


(ii) |The Second Secretary (Supply), Embassy of India, 2536, Massachusetts Avenue, N.W., Washington DC, 
20008, U.S.A. 


(iii) ©The Attache (Commercial), Embassy of India-1, G.O. No.2, 2, Chime, Kudan, Mianami, Chiyadaku, Tokyo, Japan. 


6. The Tenderers shall furnish authorization letter to attend the Tender Opening. 


Sd/- 
Controller of Stores & 


[No. WAP/S/P3, dated 16-9-99.] 
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GOVERNMENT OF UTTAR PRADESH 


Office of the Superintending Engineer Cental Equipment and Stores Procurement Circle-II, Irrigation 
Department, Ganga Sinchan Bhawan, Teli Bagh, Lucknow-226 025, 


Supply of IS1 Market MS Electrodes Extus of Due Date. 
Following aimedments are stpulated against Tender Enquiry No. TE-393/1999-2000 invites for supply of ISI Marked MS 
Electrodes a 


Serial Details Existing Amended 
No. 
‘tion of material . : : . ISI Marked MS Elecrotded of size 6.3." ISI Marked MS Electrodes of sizes 
ean Pe 450 mm’ : 6.3 X% 450mm and 5.0 X 450 mm. 
2. Approximate Quantity. : . . 6.3 X 456 mm-30.000 Nos. 6.3 X 450 mm -30X000 Nos. 5-0 x 


450 mm -3,00,000 Nos.’ 


3. Last date upto . which tender will 4th October, 1999 upto 12.00 hours’ 25th October, 1999 upto-14.00 hours 
be received. 

4. Date of opening of Part “A” of Tender 4th October, 1999 at 12.00 hours 25th October 1999 at 16.00 haours 

5, Date of opening of Part “B” of Tender . 4th October, 1999 at 16.60 hours 26th October 1999 at 15.00 hours 

6. Date of opening of Part ‘C” of Tender . 12th October, 1999 at 15.00 hours 1st November 1999 at 15.00 hours 

7. Earnest Money . : : , . Rs. 5,000 Rs. 25,000 


All other conditions of Tender notice remain unaltered, 


Sd|- dy. 
Supertntendtng Engineer (EQ- I) 


[No. 817/EQ-II/U-6/TE-393/99-2000/MS Electrodes, dated 9-9-1999] 


y 


. eo 2% 
eee 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 
Corrigendum 
Office of the Controller of Stores, S.E. Rly, Garden Reach, Calcutta. 
Supply of Compostte Switch fuse etc: Extenston of due date. 

Tender No’ (1) $/42/1999/1005/4/ due on 15 September 1999 at SI. No. 682 invtted to supply of composite switch fuse etc. for 6350 
Nos. -+ 30 percent option and (2) $/83/1999/7095/7057/7063/7064/7066/7067/4 due on 16th September 1999 at Sl. No’ 8683 ‘invited 
to suppply of plain paper copier (xerox) machine for 6Nos. both as noti’ed earlier vide Release Order No. Stores-34/99 the due date 
has been changed as follows :— 


Serial Tender No. Existing To be read as 


No. 
1. $/42/19/1005/4 15th September, 1999 4th October; 1999 
2. $/83/1999/7095/7057/7063/7064/7066/7067/4 16th September, 1999 5th October, 1999 


All other terms and conditions of original notice will be unaltered. 


Controller of Stores/Garden Reach 
[INo. PR/Stores-41/99, dated 14-9-1999 Issue by C.P.R.O., S.E.Rly. 11, Garden Reach Road, Calcutta 45.] 
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GOVERNMENT OF INDIA 
CENTRAL PUBLIC WORKS DEPARTMENT 
Office of the Executive Engineer, Rajkot Central Division, CPWD, Kothicompound, Rajkot-360 001, Gujrat 
Re-rolling of - Billets. 

The Executive Engineer, Rajkot Central Division, Central P.W.D., Rajkot (Gujarat) invites on leehalf of the ‘‘President of India” 
sealed item rate tenders from approved and eligible Steel Producers/Conversion firms having valid licence of I. S. L. in respect of con- 
cerned specifications. 

Tenders forms will be issued to Steel Producers/Conversion firm having valid licence of I.S.I. in respect of concerned specifica - 


tions only if they produce documentary evidence of having executed at least three similar works of the value of Rupees Fifteen Lakhs 
each satisfactorily. 


Serial Name of Work Estimated Earnest Time Cost of 
No. Cost Money Limit Tender Form 
7 Rs, Rs, Rs, 
1. Re-rolling of Billets for conversion in the CTD 28,80,700 72,018 3 Months 500 
Bars for Stock at Rajkot (Non-refundable) 
Receipt of Application for issue of Tender Form : Upto4 p.m. on 18th October, 1999. 
Issue of Tender Forms > Upto 4 p.m. on 19th October, 1999. 
Receipt of Tenders ;  Upto3 p.m. on 22nd October, 1999. 
Opening of Tenders 3 : » At 3.30 p.m. on 22nd October, 1999. 


Tender forms can be had from this office between 11 a.m. and 4 p.m. every day except on Sundays and public Holidays. Tender 
forms will not be issued unless valid Income Tax Clearance Certificate and Registration Certificates are produced. 


Tenders shall be accompanied by Earnest Money of Rs. 72,018 in form of Receipted Treasury Challan/Deposit-at-Call Receipt 
of a scheduled Bank issued in favour of Executive Engineer, Ahmedabad Central Division, C.P.W.D., Ahmedabad guaranteed by the 
Reserve Bank of India. 

The Tender and the Earnest Money shall be placed in separate sealed envelopes each marked “Tender” and “Earnest Money” 
respectively. Both the Envelopes shall be submitted together in another sealed: envelope niarked ‘‘Tender” of only those tenders shall 
be opened, whose Earnest Money placed in the other envelope is found to be in order. 

The tenders of the contractors, who do not deposit Earnest Money in the above manner are liable to be rejected. 

Sal- 


Executive Engineer 


[No. 12 (26)/RCD/99/201, dated 14-9-99.] 


Office of the Executive Engineer, Rajkot Central. Division, CPWD, Rajkot-360 001, Gujarat 


Construction of J. N. V. at Kodinar 


The Executive Engineer, Rajkot Central Division, Central P.W.D., Rajkot (Gujarat) invites on behalf of the “President of India” 
sealed Item Rate tenders from approved and eligible contractors of C.P.W.D.and those of appropriate list of P & T, M.E.S. and 
State P.W.D. of Gujrat. and those registered in State Irrigation, Public Health, Highway Deptts., etc. provided they are eligible 
for tendering for the State P. W. D. works. 2 ; 


Serial Name of Work Estimated Earnest Time Cost of 
No. Cost Money Limit Tender Form 
Rs. Rs. Rs, 
1. C/oJ.N.V.at Kodinar, Amreli under Phase ‘B’. S.H. :— 20,03,474 50,087 8 Months 500 
C/o 6 Nos. Type-III, 1 No. Type-II and 2 Nos. Type-I (Non-refund- 
Quarters i/c internal w/s, s/i and drainage. abe), 
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Receipt of Application for issue of Tender Forms + | Upto 4\p.m. on 18th October, 1999. 
Upto 4 p.m: on 19th October, 1999. 


Issue of Tender Forms 
Receipt of Tenders : Upto 3 p.m. on22nd October; 1999, 40 
Opening of Tenders : At 3:30 p.m: on 22nd October, 1999. 


Tenders form can be had from his office between 11 a.m. and 4 p.m. everyday except on Sundays and Public Holidays. Tenders 
forms: will not; be issued unless:valid Income-Tax:Glearance:Certiacate and Registration Certificates re produced, 


Tenders shall be accompanied by Earnest Money of Rs. 50,087 in form of Receipted Treasury Challan/Deposit-at+Gall Receipt.of 
scheduled Bank issued in favour of Executive Engineer, Rajkot Central Division, C.P.W.D., Rajkot guaranteed by the Reserve Bank 
of India. Thetenders and the Earnest Money.shall beplacedin separate sealed envelope each marked “Tenders” and Earnest;Money” 


respectively; Both the envelopes shall be submitted together in another sealed envelopes. The envelopes. marked) ‘‘Tendcr”’ of-only 
those tenders shall be opened, whose Earnest Money placed in the other envelope is found to be in order. 


The tenders of the contractors who do not deposit Barnest Money in the above mannenareliable to berejected. 
Sd/- 
Executive Engineer 


[No. 12.(26)/RED/99/210, dated 16-9-99. 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


INDIAN, ORDNANCE FACTORIES 


The General. Manager, Ordnance Factory Ambajhari, P.O. Ambajhari, Defence Project., Nagpur-440021, 
Maharashtra 


Cu. Ni Swarf, etc 


The. General Manager, Ordnance Factory Ambajhari, Nagpur on behalf.of the President of India, invites sealed tenders on 
prescribed form for sale and disposal of the following items on as is where is basis :— 


Serial Tender Enquiry No. and Nomenclature § Quantity Delivery Period Date of Opening 
No. of Stores 


(1) 4011/DISP/Nk/21/99-2000/MM/C, 
dated 14-09-1999, ,— 
1. Cu. Ni. Swarf Gr. C-3-1-T. 50 MT Bldg. No. One Month from the date of 22nd October, 1999. 
36 issue of SRO. Payment in 3 
equal instalments. 


2. Copper Swarf C-1-1-T ( Dust) 5 Mt Bldg No. Lifting within One Month. 22nd October, 1999. 
36 Payment in One instalment. 


(ID) 4011/DISP/AI./22/99-2000/MM/C, 
dated 14-09-1999,— 
1. Alloy Swarf A-2-2B and | : e 40 MT Foundry ( 
inside One. Month. Payment intwo 25th October, 1999. 


2. 1B(Mixed) (Bailed) . : ‘c instalments at the rate of 
20 MT. 4% 


(IIT) 4011/DISP/AI. Dross/23/99-2000/MM/C, 
"dated 14-09-1999.— , / 
Al. Dross Gr. A. ’ : .-e 40 MT Near by Within One Month and Payment 25th October, 1999. . 
the cycle stand in two instalments at the rate 
of DC of 20 MT. 


Notes— 
1. Offer should have a validity of minimum 90 days from the date of opening of the tender. 
2. Earnest Money Deposit in full should be in the form of Call--Deposit.- Receipt issued. by, the State-Bank of India or its 


subsidiaries or from any Nationalised Bank in favour of General Manager. O. F.. Ambajhari., Nagpur from. the account 
of the tenderer. Offer without requisite Earnest Money Deposit will be ignored. 
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3. Excise Duty and Sale Tax as applicable will b2 charg:d_ extra. 


4. Security Deposit 


a; 
offer shall be 


through Bank Guarantee is not acceptable. 


Special Note—(a) Quotation for part Quantity of the material against any perticular item/lot will not be accepted. Such 
rejected at the sold discretion of GM/OFAJ without any reference to the tenderer. (d) Payment of 


Excise duty must be made at least four days ahead of actuallifting of the material. 


6. No change in lifting period will be considered. 


7, Maharashtra. State Turnover. Tax and Surcharge on Sales Tax as applicable will be leviable. 


balance, 40: per cent, is Open quota. 


For Copper and Copper based alloys 30 per cent of the total qty. is issued to SSI units. 30 per cent to Export units and 


The tender must be made on special form which can be obtained on payment of Rs. 50 ( Rupees fifty only) (won refundable) 


through [PO/Pay Order/Demand Draft etc.) on application at the office of th r be 
: Sg. -) OQ Ne e General Manager betwecn 10 a.m. 2rd 4p.m.cnan 
working day up to 21st October, 1999( SII) and 23rd October, 1999 (SI. land Hl). The fender willbe opened on 2nd October 


1999 and.25th,, Octoher, 
correspondance. Application for 
Factory Ambajhari, Nagpur-440 021. 


tender forms 


1999, at 3. p.m. in Ordnance Factory, Ambajhari., Nagpur Tender number should be quoted on all 
as well as the tender should be addressed to the General Manager, Ordnance 


Sd/ ' 
JT. General Manager 


[No, 4011/DISP/99:2000/MM/CO-ORD., datcd 14-09-1999.] 


GOVERNMENT OF INDIA 
GOVERNMENT) OF INDIA PRESS PHOTO LITHO UNIT 
Minto Road, NewDelhi-110 002 


Ivory Card, etc. 


The Manager, Government of India Press, (Photo Litho Unit), 
Minto Road, New Delhi, -110 002 on behalf of the President 
of India jnvites the sealed “Open” Tender Enquiry on Plain Paper 
Letter Heads from the reputed firms for the purchase of following 


items of paper :— 


(1) Ivory ~Card...56cmsX71ems/300 GSM—4,000 Sheets. 


(2) Pulp.. Board 56: cms X71cms/250 GSM—10,000 Sheets. 
(J.K. quality whiteness and. smoothness), 
Terms ;—_ 
1. Validity period will be 90 days from the date of opening 
the. tender.” 
2. The tenderer, should deposit, Earnest Money amounting 
to Rs. 2,000(Rs. Two thousand only) in the shape of D/D, 


FDR or Banker’s Cheque in favour of Manager, Govt. of 
India Press(PLU) Minto Road, New Dethi-110 002. 


3. Income Tax Clearance Certificate for the assesment ycar 
1999-2000. 

4, Manager. reserves to himself the right, to accepting or 
rejecting any or all tenders without assigning any reasons 
whatsoever and does not bind himself to accept the lowest 


or any other. tender. 

Closing date for receiving, the tender in double sealed 
cover superscribed “Quotation for Paper” Is due on Sth 
October, 1999 upto 2 p.m. 


6. Tenders will be opened on 5th October, 1999 at3 p.m. 


7. All rates. should be quoted free delivery destination Press 
premises otherwise specified. 


Sd/- 


Manager 
[No. D-141(Mgr.)/CTO/Paper/ 1999-2000/5717/99 dated. 21-9-99] 
H f\0\¥ of ,y ‘ ‘ 


% 
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INDIAN RAILWAY 
SOUTH EASTERN RAILWAY 
Chief Engineer (Con), Garden Reach, Calcutta-43 


Execution of Earthwork 


Sealed Tender (Tender Notice No. CE/CON/GRC/28/99) in 
the prescribed form are invited by the under mentioned for execu - 
tion of Harthwork in embankment as well as over the pro- 
posed site of minor bridges, including blanketing, verticles sand 
pilling and compaction in connection with construction of new 
RG line of Tatnluk-Digha BG Rail link project from Km. 20 
to 25 km. from Tamluk and from the contractors who will fulfill 


the following eligibility criteria. 

Approxmate value of work Rs. 3,76,27,740 Earnest Money 
Security Deposit is Rs, 50,000, Period of completion is 15(fifteen) 
months from the date of issue of Acceptance Letter. 

Eligibility criteria for the works : Satisfactory completion of at 
least one similar work not less than Rs. 1 crore in one year during 
the last three years and on production of copy of certificate s 
issued: by Government/Semi-Government Organisation to that 


effect. 


Tenderers who fulfilled the above conditions only are requested 


to collect the dateailed tender Documents in person or through 


their authorised representative from the office of the under men- 


tioned. Tenderers not fulfilled the above certeria and submit 


the tender shall do so at their risk, as the tender offer will summa- 


rilv be rejected. ‘ ; 

Tender forms will be sold on production of Money Receipt of 
Rs. 2,000(non-refundable)(Allocation - 957W/86. P-119308) per 
ert to be deposited either with Asstt. Chief Cashier(Con.), S.E. 
Railway, Garden Reach, Calcutta-43 or any Station Master. of 


this Railway. Tender forms will be sold upto 11.15 hours on 


29th October, 1999. 

Tenderers can drop their tender upto 15 hours on 29th October, 
1999 and these will be opened in public at 15.15 hours on the same 
dav i.e., on 29th October, 1999 in the Office of-— 

(a) Chief Engineer (Con), S.E. Rly., Garden Reach, Calcutta-43. 

(b) Chief Engineer (Con), S.B. Rly... Bhubane swar and 

(c) Chief Engineer (Con), S.E. Rly., Visakhapatnam. 

Tenderers must produce their requisite certificates at the time 
of purchase of tender form from. the office of the under mentioned 
No tender forms will be sent or received by post. 


Sd/- 
Chief Engineer(Con)Garden Reach 
S. BE. Railway 
99-9-99 Issued by C.P.R.O. SE. 


[No. PR/Engg.-323/99 dt. 
Road, Calcutta-43]. 


Rly., 11 Garden Reach 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


MILITARY ENGINEER SERVICES 
Garrison Engineer Missamari (Assam ) 
Repair to Interna] Road 


The Garrison Enginecr, Missamari invites application by 15th October, 1999 from enlisted contractor of MES, PWD, CPWD 
and Railways of the appropriate class for issue of tenders for the under mentioned works :— 


Serial Name of Work Bstimated Earnest Last date of receipt 
No. Cost Money of application 
Rs. Rs. ' 
1. Repairs to internal road of Govind Nagar ( South) and Defence 5 lakhs 10,000 15th October, 1999, — 


civilian md. accn, at Missamari. 


Contractors not enlisted with MES formation are required to submit with their application copy of letters of enlistment in other 
Government Department latest Incomie Tax Clearance Certificate and particulars of works carried out by them during the last three 


years giving designation o f the Officer under whom the work executed. They are also required to deposit Earnest Money as 
mentioned above alongwith the tender. 


Invitation of application for issue of tender does not constitute any guarantee for issue of tender to applicant even to 


enlisted contractor of appropriate class. Issue of tender will be decided based on past track record, financial Position. Th: decision on 
the Accepting Officer shall be final and contractor will not be entertained for any compensation claim for rejection of his application. 


Sdl- 
Major. 
[No. 8845/14/B8., dated 8-09-1999, ] 


Office of the Commander Works Engineers, Rani Laxmi Bai Marg, Jhansi Cantt:- 284001 
Comprehensive Maint 


Headquarters, The Commander Works Engineers, Rani Laxmi Bai Marg, Jhansic Cantt. :- 284001 invites application from contrac- 
tors nlisted with Government Department to apply for issue of tenders for the following :— 


Serial Name of Work Estimated Earnest Last date of receipt 
No. Cost Money of applica- 
Approx. tions 
Rs, Lae 
1. Comprehansive Maint (B/R and B/M services) at Babina 20 lakhs 40,000 6th October, 1999, 


[ No. 82226/02/E8., dated 14-09-1999.] 


Commander Works Engineers. Bathinda Military Station:- 151 004 
Special] repairs to Sheds 


_. The Commander Works Engineers, Bathinda Military Station:- 151004 invites applications for the following works from en- 
listed MES/CPWD/PWD/Railway and DGBR contractors of the appropriate class :— 


Serial Name of Work Estimated Earnest Application upto 
No. Cost Money 
‘ Rs. Rs. 
1. Special Repairs to Shed Nos. 4,6,10,15 and 46 in Amn Depot at 20 lakhs 30,000 6th October, 1999. 


Bathinda Military Station. 


Contractors not enlisted with MES are required to submit applications with copies of letters of enlistment in other Departments, 
Income Tax Clearance Certificate and particulars of work carried out by them during the last two years with value, performance 


Leas of certificate of satisfactory completion of works executed. The contractor with experience in this type of work will be given 
preference. . 


mH gigs fon to be deposited alongwith the tender as above is payable by contractors, who have got no standing security deposit 
with the ; 
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Invitation for application for issue of tender does not constitute any guarantee for issue of tender to the applicant, even to an en- 
listed contractor of appropriate class, Issue of tenders will be decided based on the past performance record, financial position, 
experience of similar works and decision of the Accepting Officer for issue of tender or otherwise shall be final and the contractor 
will not be entitled for any compensation for rejection of his application. 


[No. 3006/1376/E8., dated 11-09-1999.] 


Office of the Garrison Engineer, Jorhat-785 005 (Asshm) 
Special Repairs to DEO Buildings, etc. 


The Garrison Engineer, Jorhat-785 005 (Assam) invites applications on or before 5th October, 1999 from enlisted M.E.S., P.W.D. 
C.P.W.D. and Railway contractors of the appropriate class for issue of following tender :— 


Serial Name of Works Estimated Earnest 
No. Cost Money 
Rs. Rs. 
1. Special Repairs to DEO Buildings at Lichubari under GE Jorhat : : : " ; 4.65 lakhs 9,300 
2. Special Repairs to BER Diesel Generating Sets at Jorhat under GE Jorhat : ; : 9.80 ,, 19,600 
3. Special Repairs to E/M Installation under GE Jorhat 4 E 4 - f . ‘ 4.00)" 55 8,000 


Contractors who are not enlisted with the M.E.S. are required to submit their 2pplisations alongwith copies of enlistment of 
letter and other document, Income Tax Clearance Certificate and particulars of works, carried out by them during the last two years 
giving the designation of the officer under whom the works were executed. They are also required to deposit Earnet Money as above 
in the form of Deposit Call Receipt with their tender. M.E.S. contractors will indicate their Index number in their application as may 
be noted and Bank Guarantee is not acceptable towards Earnest Money. 


Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 
contractors of appropriate class. Issue of terder will be decided based on past track records, financial position , experience Of similar 
works and decision for issue of tender or otherwise of the Accepting Officer shall be final and contractor will not be entitled for any 
cympznasation claim for rejection of his application. 


Sd./- 
EE 


[No. 8039/676/E8, dated 4-9-99.] 


Special Repairs to Security Lights, etc. 


The Garrison Engineer, Jorhat, Jorhat-785 005 (Assam) invites applications on or before 12th Cctoter, 1999 frcm enlisted M.ES, 
P.W.D., C.P.W.D. and Railway contractors of the appropriate class for issue of following tender : 


Serial Name of Work Estimated Earnest 
‘No. Cost Money 
Rs. Rs. 
1. Specjal Repairs to Security Lights and Garden Lights at Lichubari under GE Jorhat , j 3:05 lakhs 6,100 
2. Certain Repairs/improvement to external Electric and Water Supply system at Jorhat : , 4.00. ,, 8,000 


Contractors who are not enlisted with the M.E.S. are required to submit their applications alongwith copies of enlistment 
letter and other documents, Income Tax Clearance Certificate and particulars of works, catrjed out by them during the lart two years 
giving the designation of the officer under whom the works were executed. They are also required to deposit Earnest Money as above 

in the form of Deposit Call Receipt with their tender. M.E.S. contractors will indicate their Index number in their application as may 
be noted and Bank Guarantee is not acceptable towards the Earnest Money. 

Y Invitation for application for issue of tender does not constitute any guarantee for issue of tender to applicant even to enlisted 

contractors of appropriate class. Issue of tender will be decided based on past record, financial position, experience of similar works 

and decision for issue of tender or otherwise of the Accepting Officer shall be final and contractor will not be entitled for any comp- 

ensation claim for rejection of his application. 


[No. 8039/677/E8, dated 6-9-99.] 
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GOVERNMENT OF RAJASTHAN ; 
RAJASTHAN STATE ELECTRICITY BOARD 


Ojfice of the Dy. Chief Englaeer (Mat. Management) Kota Thermal Power Station, New Administrative Buliding, Sakatpura, 
Kota-324 008 (Rajasthan) 


Microprocessor Baseq Indicating Loop Controllers 


Phone : 450189, 322054 
Gram : ACEMM 


Sealed tenders are invited in single copy for supply of following items’ for Kota Theirtial Power Station as per parti caldts. Biver 
against each :-— 


T.N. - Particulars Estimated Earnest Tender Due date of opening Extended date “ of 
No.4 Cost Money specn. Opening. 
in separate Cost 
envelope. 
Rs. Rs. Rs. ' 

22204. Microprocessor Based Indicating 3,50,000 E 1,750 100 11th October, 1999 oo 

type Dual Loop Controllers. suai Mh : 
22205 Recorder Accessories . 50,000 250 50 11th October, 1999 by 
22206 Temparature and Pressure Indica- 80,000 400 50 | 42th October, 1999 it 

tor/Gauges. 4 ace 
42256 Dry Chemical Powder, Foam com- 320,000 1,600 100 22nd October, 1999 — 

pound and AFFF Compound. ba a 

: : fr te 

42259 Supply of Spares for Fire Extingui- 3,00,000 1,500 100 26th October, 1999 — 

shers, Hydrant and Miulsifier 

system. 
13288 50 mm. dia. forged Steel Grinding 1,10,00,000 55,000 500 16th October, 1999 — 

Media Balls for Ball Tub Meill 

BBD-4760. 
21116 Supply of  M.C..B.(Miniature 50,000 250 50 23rd August, 1999 6th October, 1999, 

Circuit Breaker). 
42258 Spares for Fire Hydrant System f 65,000 350 100 8th October, 1999 20th October, 1999. 
11166 Bowl Mill Bearing T-811(Make- i 12,00,000 6,000 100 16th October, 1999 aie 

SKF/Timken). 

Note— 


Tender specification shall be issued 
to the original manufacture/certified 
importer of above make possessing 
valid authorisation and proof i.e., 
Photo copy of same shall be furnish- 
ed with the request letter for tender 
purchase. 


Copy of ths specifications (Non-transferable) can be had from the’ Office of thé'undersigned by ‘remitting the “costiof specificatic 
(294-r2fundable) of above cither by Cash or by Crossed Indian Postal Order/Demand Draft payable at Kota in favour of Accounts Offic 
(Them), R.S.E.B., Kota. Thé tenderer all make specific request for each’ tender separately. The ‘purchase of tender docvmet 
is essential for participation in ‘the tender enquiry. My 

The tender must enclose the copies of purchase order secured for supply of identical ‘items from other Thérmal -Power statiot 
aid proven exp2rience in absence of which, the Tender documents will not be issued. ot Sen 


Tonders shall be received upto 3 p.m. of opening date of shall be opened on same date at 3.30 p.m.” inthe» presence of bidd 
redrasentative who choose to be present. eon és 

Dy. Chief Engineer(MM). | 

[No. RSEB/P.R./Advt./8362(95-96)F(94), dated. 13-9-99}. 
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‘GOVERNMENT? OF INDIA 
‘MINISTRY OF DEFENCE 


MILITAR Y* ENGINEER’ SERVICES 
Office of the Garrison Engineer, Shillong Division, Shillong- 793 002 


Provision of One shed for SATS, ete. 


The Garrison Engineer, Shillong Division, Shillong - 793 002 invites applications’ by 12th Octebér,; 1999 for issue of tender 
from enlisted MES Contractors of appropriate class for the following works :~ 


Serial Name-of Works Estimated Earriest]} 
No. Cost Money 
Rs. Rs. 
! 1. Provision of one’shed*for SATS in demonstration area of 58 GTC Happy Valley, Shillong. 8.70 Lakhs 17,400 
“at per Market'rate 
2. Repair/maintenance and cleaning of sewage line, septic tank at Cantt Area, Shillong. . . °°3.28 Lakhs 16,560 
at par. Market 
- rate 
3. Repair/maintenance and cleaning of sewage line, septic tank, etc. at Labasce line, HQ 101 2.78 Lakhs §,560 
Area. FCSR. Provost unit at Shillong. at par Market 
“erate: 


-(No. 8577/03/E8, | dated’ 9-09-1999.} 


Office of the Garrison Engineer (EZ), Katwali Road, Delhi Cantt.- 10 


__ The Garrison Engincer ( Electrical), Delhi Cantt invites applications by ®th October, 1999 from enlisted , MES. PWD. CPWD 
and Railways Contractors of the appropriate class for. issue of tender for the undcrmentioned works :— 


Serial Name of Works ‘7 Estimated Amount of Earnest 
No. Cost Money Read. te 

be deposited witk 

the-tender 

. Rs. fiRs. 
1. Provn of maintenance /repair of ElectricPassenger lifts of OTIS Make at Arjun Vihar 6.80 Lakhs 13.600 
and Carriappa Vihar inthe area of AGE E/M Il under GE Electrical Delhi Cantt. 
2. Provn of maintenance/repair incl.renewal/replacement of parts of clecir! Tit As 14;540 


wic 
passenger lifts at SP Marg, New Delhi in the arca of AGE Elect No, Iit 
under GE (Elect), Delhi Cantt. 


3. Provn of maintenance/repair incl. renewal/replaccment of parts of Electric SST 4; 17,620 
passenger lifts‘of’) Beacon’ Kone Make at Arjun Bihar ana Carriappa Vihar in 
the area of AGE Elect No. III under GE Electrical Delhi Cantt. 
4. Special repair to EOT Cranes at main building No. 228 of Vehicle Depot Workshop 55 95 33 10,010 
' EME Delhi Cantt. 
5. Repair. maintenance of HT OCB installed inthe area of AGEE/M No. ! under — A a2 zFOL 8.4670 


‘GE (Elect) Delhi Cantt. 


» Contractors: not enlisted) with the MES Western Command, Chandigarh are required to submit with their applications, copies 
‘vof “letters of ‘enlistment’ in other departments. Income Tax clearance, certificate and particulars of works carried out by them during 
last three yeas giving the designation and correspondence address of the officer under whomrthe works were executed. 


Earnest ‘Money ~ shall be deposited alongwith the tender by the Contractors who have no Standing Security with the "MES, 


Note,— 


Invitation ‘for ‘application- for. issue of tender does not constitute any guarantee for issue of tender to the applicant. even to 
stentisted contractors of appropriate’ class.. Issue of tender will be decided by the Accepting Officer based on interia,- past track-re- 
cord, financial position and experience of similar works executed by the applicant/contractors. The Accepting Officer shalt con- 
sider applications reccived upto the date of receipt of applications extended date of applications for issue of tender. Theapplicant/ 
o¢ontractor | will .be informed regarding ..non issue of tender without assigning reasons. The applicant/contractor if he so desires 
may appeal representation shall be entertained in respect of application/eatended date ‘of receipt’of ‘application. “The decision of 
the next higher Engineer Authority shall be final. No applicant/contractor shall be entitled for compensation what-so-ever fer 


‘rejection ofthis appliéation. 
[No. 8242/42/03/E8. dated 6-09-1999.} 
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GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 
The Executive Engineer (E); Telecom Elect. Division, Ambala Centt. 
Operation & Maintenance of Electro Mechanical Services 


© ‘Tae Executive Engineer(E), Telecom Elect. Division, Ambala invites on behalf of the President of India sealed item rate tenders for 
the following werks :— a ; / Sp ia sei Piles 
Serial Name of Works Estimated Earnest . Time for Last Date of Sale of Opening Date of 


No... Cost Money Completion - Tender Tendery ; 
Rs. Rs. 
1, Operation & Maintenance of Elec- 7, 60,004 19,000 One Year © 12tin October, 1999 14th October, 1999. 


tro Mechanical Services at T.E. 
Building, Hissar. 


2. Opration & Maintenance of Elec- 5,93,951 .14,849 One Year 12th October, 1999, 14th October, 1999. 
tro Mecnanical Services at T.E. 
Building, Sirsa. ~ 


From Eligible contractors/Firms satisfying following conditions :— 


Registered contractors of P&T, C.P.W.D. and M.E.S. subject to their enlistment in appropriate class and having a licence to work 
on high tension voltage. 


. OR ’ 
Contractor having highest class of state registration & having a licence to work on high tension voltage. 


OR : i 
(a)j_ The contractor who have satisfactorily completed at least three works of sub-stations in Central/State Govt./PSU. The 
t works execution turnover shall not be less than 10 lakhs in the past 3 years. 


BF (b)j The firms who have successfully completed at least three works of sub-stations with equipment modules of 187.5 KVA & with 
the Aggregate capacity of works not less than 1500 KVA during the last three years in Central Govt./PSU reckoned from 
the date of N.I.T. 


OR 


The Firm who have carried out atleast 3 works of maintenance in Central Govt./State Govt./P.S.U./comprising of sub station 
and one more service out of E.I. & fans. E/A sets. Fire detection system, A/C Package Systems. The cost of each work shall 
net be less than 75 per cent of the Estimated Cost & firms turnover for the last three years shall not be less tnan 5 times the 
_estimaated amourt reckoned from the date of N.I.T. 


2. The Firm should have round the clock contact Telephone Numbers. 
3. The Contractor shall submit the following alongwith application on their printed letter heads for purchase of tender. 
(i) Valid Income Tax Clearance Certificate and Registration Certificate with attested copies as applicable. 


(ii) List of works completed of the requisite magnitude alongwith attested copies of certificates, testimonials of their satisfactory 
completion from the Deptt. Concerned, from an officer not below the rank of an Executive Engineer. 


(iii) The tenderer shall submit the tenders in two sealed covers marked as cover Ist and 2nd. The 1st cover should contain 
the Earnest Money deposited in the shape of Demand Draft/Pay Order/Bank Guarantee of a Schedule Bank or Nationalised 
Bank/State Bank guaranted by Reserve Bank of India drawn in favour of A.O.T.E.D., Ambala Cantt. and the second 
cover should contain the tender documents. In case 1st cover is not annexed or Earnest Money is not in proper form 
the 2nd cover containing tenders will not be opened at all. 


The tender will be received upto 3 p.m. on opening date of tender and will be opened at 3-30 p.m. on the same. date. 
In case noliday Is declared on theopening day the tender will be opened on the next working day. 


4. The Firm has to submit before award of work performance guarantee for Rs. 50,000 or 10 per cent of the Estimated Cost which 
ever is higher. This amount is to be given either in form of Bank Guarantee or any other acceptable form. No. SD shall be deducted 
. from the running bills. This amourt shall be refunded after successfully completion of Maintenance period. The EMD deposited 

alongwith tender shall be adjusted against tais amount. 


’ Conditions and tender forms can be had from this Office upto last date of sale of tender on payment of Rs, 500 for eacn work 
(uon-refundable.) 


[No. AC/Works/1728/6179-88, dated 15-9-99.] 
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Sealed tenders are invited for the purchases of articles for the year 1999-2000 as mentioned below :— 


Serial Group 
No. 


i A 
1 
ys 
3 
4 
2 B 
1 
2 
3 Ce: 
1 
2 
3 
4 
4 D 
1 
2 
3 
4 
5 E 
1 
2 
3 
4 
6 F 
, 
2 
3 
PR aS 
s 
1 


. 2 . 


GOVERNMENT OF RAJASTHAN 
DIRECTORATE OF MINES & GEOLOGY DEPARTMENT 


Rajasthan-Udaipur 


No. DMG/F-5(1)/99-2000/612 :—Purchase of Geological|/Geophysica] Equipment, etc. 


Tender Notice No. 2/99-2000 
Description of Stores 


Geological/Geophysicai Equipment 
Susceptibility Meter for Magnetic Survey 
Resistivity Meter 

Short Wave UV Lamp (Mineralite) 
Electromagnetic Unit (VLF/Multifrequency) 
Xerox Machines 

Engincering Plan Printer 

Copy Printer 

Chemical Laboratory Equipment 
Digital Flame Photometer 
Digital Spectrophotometer 
Hollow Cathode Lamp—6 Nos. 
Compressive Strength Testing Machine 


* Softwares 


Softwares for Gre Body Modeling Mine Survey Exploration . 


Computer Software for Gravity Data Interpretation 
Software for Resistivity Data Interpretation . 
Surfer for Windows 
Remote Sensing Equipment 
Digitizer ‘ 


Colour Plotter . 5 ‘ 7 ‘ ° 
ERDAS (Digital Image Processing System) . 
ARC-INFO (Geographical Information System) . 
Drilling Equipment 

Diamond Core Drilis—2 Nos. 


Mud Pumps—2 Nos. 


, Pressure Pumps—-2 Nos. . ¥ 


Stationary for Computer and Drawing [tems 
Survey Instruments 
G.P.S. (Single Mode Hand Held)—4 Nos. 


Digital Survey Instrument . ‘ ° 
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Bstimated 
Cost 


Rs. 


1.00 lakh 
5.00 lakhs 
0.25 lakh 
10.00 lakhs 


5.00 lakhs 
4.00 lakhs 


0.50 lakh 
1.50 lakhs 
1.00 lakh 
0.80 lakh 


5.00 lakhs 
0.30 lakh 
0.90 lakh 
0.40 lakh 


2.50 lakhs 
3.00 lakhs 
11.00 lakhs 
6.00 lakhs 


14.00 lakhs | 


6.00 lakhs 


4.50 lakhs | 


2.00 lakhs 


3.50 lakhs 
6.09 lakhs 


100 


100 


100 


C933. 


Notes ;— 


1. Tenders are to be submitted-on:. prescribed tender forms which can be obtained on., application from this office on payment 
ofamounts mentioned above in Cash/Money Order inthe Name of the Additional Director (Administration), Department of 


Mines & Geology, Rajasthan, Udaipur. Tender Fee is xot-refundable. 
2. Tender not submitted on prescribedform will be rejected, 


3.. Tenders in. a. sealed envelope, duly marked, conspicuously, Tender Group ‘Name of Group’ should reach on_ otr.. before, 
Zist October, 1999 at 12 Noon. The tenders will be opened on the same day at 2-30 p.m. Cee 


4. Fender documents will be sent on request by registered post for which self addressed Rs.30 stamped envelope ars) is 
to be sent by the.tenderer. 


5. The purchases would be made as per the GF & AR of Government of Rajasthan. 


Sd/- 
Addl. Director (Mines-Hq) 


[No. R.O. No. DIPR/C/2975/99, dated 31-8-99, issued by Deptt. of 
info. & Public Relations, Govt. Secretariat, Jaipur, Rajasthan.] 


GOVERNMENT OF INDIA 
GEOLOGICAL SURVEY OF INDIA 
Material Management Division, “ovthern Region, GSI Complex (P.O.), Bandlaguda, Hyderabad-500068 
PC Pentium-TIT 450 MHZ Intel Celeron Processor 


Sealed tenders are invited from the reqnuted Government suppliers for supply of above items at an Estimated Cost (Approx) 
mentioned above. Tenders will be opencd on 18th November, 1999 at 14.30 Hrs. 


Open Tender. Date Description of Items Regured, Estimated Remarks 
Tender Quantity. Cost 
No. ( Approx) 
Rs. 
10/99 24-08-99 (a) P€-Pentium-Il, 450 MHz Intel Celeron processor 2 Nos. 
with cofiguraton. . 
\ 95,000 (*) 
(b) HP 695C (or) Equivalent Colour printer: : J 1 No. | 
(c) 32 X Creative External CD‘ ROM’ Drive " 1 No. J “ 


(*) Wheteyer the DGS&D rate contract is concluded by the Supplier should quote rate. contract. price and. furnish a Copy of 
rate cortract with the Quoation. 


Tender schedules contining the detailed terms and conditions, may be had form the Dy. Controller of Sotres, Material Managment 
Division, Geological, Survey of India, Southern Regional. GSI complex, Bandlaguda, Hyderabad-500G68 at a. cost. of Rs. 100 per 
tender set by DD in favour of the Administrative Officer (Cash) Geological Survey of India, Sothern Region, GSI Complex (P.O.) 
Bandlaguda, Hyderabad-500068 between 11 a.m. and 3.00 p.m. upto due date. 


Sd/- 
Dy. Coniroller of Sotres 


[No. 856/D-19015/99/MMD, dated 16-9-1999,] 
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GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMUNICATIONS 
Office of the Executive Engineer (E), Telecom Elect. Division, Ambala Cantt. 
SII, TIC of 2X 875 KVA/70KW Diesel Engine 


The Executive Eazincer (2), Telecom Hlec:, D vision, Ambala, invites oa behalf of tie President of INDIA sealed item/rate tenders 
for the following works from the contractors satisfying the ndermentioned eligibility conditions :— 


Serial 


Name of Work Estimated Earnest Time for 
No. Cost Money Completion 
Deposit 
Rs. Rs. 
LaSalle Gals 2s Slo eV A. 0 KW (At Site) Diesel Engine Alternator set 9,01,588 22,540 3 Months, 
for T.E. Building at Radaur, 


Eleigibility Criteria :— 


1. Financial Norms :— 


- The contractor should have successfully completed similar nature of works in Central Govt,/PSU with the work execution turn- 
over not less than Rs. 30 Lakhs in the past three years. 


° 


2. Poysical Norms :— 


; rhe firm snould nave successfully completed at least three works of similar nature with equipment modules of 75 KVA and 
pe ae agreegate capacity of works not less than 525 KVA during the last three years in Central Govt./PSU reckoned from the 
ate of N.I.T. 


OR 
Class-I and Class-II Contractors of P&T and CPWD can also quote for EA Sets upto 100 KVA subject to following :— 


(i) For Class-II Contractors this will be subject to their financial limits. 


(ii) The turnover shall not be less than Rs. 30 Lac in the past three years, 


Documentrary proof ot satifying eligibility and Viald Income Tax Clearnce Certificate to be furnished also with tae application 
on printed letterheads. Testimonials of satisfactory completion should be obtained from an Officer not below the rank of an Execu- 
tive Engineer. 


Condition and tender form can be had from the office of Executive Engineer on payment of Rs. 500( non-refundable). 


Last date of receipt of Application : 8th October, 1999 . 


Last date of submission of Tender : Date and Time 11th October, 1999 at 3.00 p.m. 
Last date of issue of Tender : 8th October, 1999. 


Date of opening of Tender : Date and Time : 11th October, 1999, at 3.30 p.m. 
Validity of Tender shall be for 90 days form the date of opening of the tender. 


The Tenders of contractor who do not deposit Earnest Money in the prescribed manner are liable to be rejected. 


Sd/- 
Executive Engineer (BE) 
[No. AC/WORKS/1727/6167-77, dated 15-9-1999.] 
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GOVERNMENT OF RAJASTHAN ~ 
India Population Project-IX— Directorate of Medical, Health &Family Welfare Services 
Swasthya Bhawan, Tilak Marg, Jaipur-302 005 (Rejasth'an), INDIA 


Overhead Proiector etc, 


Telephone 2 382178/381588 


Fax 


Email 6 : pdipp9raJ@hotmail.com 


0936 


(0141) 380851. (6141) 380068 


NATIONAL COMPETITIVE BIDDING FOR THE SUPPLY OF EQUIPMENTS/GOODS 
INVITATION FOR BIDS (FB) 


Date : September 9, 1999 
Credit No. : 2630-IN 
IFB No, :  £03(53)/Proc./IPP-IX/ 


The Government of India has received a credit (Credit No. 2630-IN) from the International Development Association 
in various currencies for the Family Welfare (Assam Rajasthan and Karnataka) project and it is intend ed that part ofthe 
proceeds of this credit will be applied to eligible payment under the contracts for which this invitation for bids is issued. 


The Project Director, IPP-IX. Rajasthan, Jaipur now inyites sealed bids from eligible bidders for supply of Equipments 


Seen below for 833 Sub-centres.414 PHC’s and MCWC’s and 138 FRU’s. Training Centres, ete, for districts of 
ajasthan :— : 


rs 


SC ae) eA eS ee a Oe eS NS ET re er hp en ee 


Procurement Name of Equipment/Goods Estimated Estimated i. pid. 
Code No. Quantity Cost ° a ‘Security 
Rs. ae 
ess: eee 
EED-6 Overhead Projector . : ; : i 4 ; 30 Nos. 05.40 lakhs 11.000 
EED-14 Office Tablets oS hic, oe a awe yee cy aaa 16.66 lakhs 33.500 
EED-15 Office Table (Steel. Sunmica Top) ; rc : ; 1,650 49.68 lakhs 99.500 
EED-17 Chait (Cushioned) 000 0° ar aan 900 09.00 lakhs 18.000 
EED-19 Dice OA Will) AIMS toate ee on ee ne 4,968... 24.84 lakhs 50.600 
EEL-2 Generator Set . ; : , ¢ f ; f 138. 41.40 latest 3,000 
EEL-3 Refrigerator . j ; Sf 2 a 5 : 1380... 11.04 lakhs 22.500 
EMD-28 Dressing Drum (Small). ; ; : : : Bae 14.90 lakhs 30.000 
EMD-29 Dressing Drum (Medium) . ; : : ; : 1661" “2 33.22 lakhs 66.500 
EMD-30 Dressing Drom Uae) ih en a a 828° ,. ° 24.84 Tallis 50.000 
EMD-31 Centrifuge Machine... £5) Ae ne eae <a eae 08.28 lakhs — 17.000 
EMD-32 Counting Chamber with WBC Pipette and RBC Pipette 528 72 08.28 Takhs 17.600 
EMD-33 Autoclave (Single Drum) .°  . é ‘ : Aras: 42.47 lakhs 25.600 
EMD-34 Autoclave (Two Drums) ‘ : T3 Bis: 04.14 lakhs 08.500 
EMD 35 Portable Amocave Sou a ee ee eee eabade ‘Q:20'lakhs —(ié«S: 000 
EMD-36. qaiSterilizet (Medium) ce ss ee aa 12.42 lakhs ,_—25.000 
EMD-37 Stertizer Gamal) eco ao ie te ee 838-3, 06.66 lakhs 13.500 
BMG: .VWkatoorTebsowina ax 1) 8 » BM5gy NS OSONG Rang 58.500 
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$e 
————___. 


_ 


een heya Name of Equipment/Goods Estimated Estimated Bid 
i Quantity Cost Security 
Rs. Rs. 
EMD-48 Gynae Table 552 16.56 lakhs 33,500 
EMD-49 —_—_— Dressing Table . 414 (6.21 lakhs 12,500 
EMD-50 Stretcher Trolley 414 06.21 lakhs 123506 
3. Interested eligible bidders may obtain further information from the Accounts and Procurement Odjicer, IPP-IX, Directorate 
of -.Medical, Health and. Family Welfare, Swasthya Bhawan, Tilak Marg, Jaipur-302 003 (India) and inspect the bidding 
documents at the Office of the Project Director, IPP-IX, Rajasthan, Jaipur at the above address. 

4, A complete set of each bidding document for respective procurement code, may be purchased by any eligible bidder on 
the submission of _ a__ written application to. the Accounts and Procurement Officer, IPP-IX, Rajasthan, Jaipur and ~~ upon 
payment of a non-refundable fee of Rs.500 in the from of a Demand Draft/Cashior‘s Cheque/Certified Cheque in. favour of 
Project Director, IPP-IX, Rajasthan, Jaipur, payable at Jaipur, during office hours on all working days either in Person 
or by Post bidding documents requested by mail will be despatched by Registered/Speed Post on payment of an extra amount 
of Rs.100.for set of each bid document. The Project Director, IPP-[X/Accounts and Procurement Officer, IPP-IX, will not 
be held responsible for the Postal Delay, if any, in the delivery of the document or non-receipt tof the same. 

5. The provisions in the instructions to bidders and in the General Conditions of Contract are based on the provisions of the 
World Bank standard bidding document Procurement of Goods. 
6. The Date of Commencement of Sale of Bidding Documents, Last Date for Sale of Bidding Documents, Last Date and 
Time for Receipt of Bids and Date and Time of Opening of Bids are as under : 
Procurement Date of Commencement Last Date of Sale Last Date and Time for Date and Time of 
Code No. of Sale of Bid Documents _ of Bid Documents Receipt of Bids Opening of Bids 
(at 11 a.m.) (at 11-30 a.m.) 
ei ae 29, 30th September, 1999 29th October, 1999 30th October, 1999 30th October, 1999, 
30, 36, 
ene 32) 7th October, 1999 12th November, 1999 15th November, 1999 15th November, 1999, 
33, 34, 
EMD-47, 48 2Ist October, 1999 24th November, 1999 25th November, 1999 25th November, 1999, 

_ EMD-49, 50 26th October, 1999 26th November, 1999 27th November, 1999 27th November, 1999, 
EED-6 28th October, 1999 29th November, 1999 30th November, 1999 30th November, 1999. 
EED-14, 15 Sth November, 1999 6th December, 1999 , 7th December, 1999 7th December, 1999, 
EED-17,19 . 16th November, 1999 16th December, 1999 : 17th December, 1999 % 17th December, 1999, 
BEL-2, 3 18th November, 1999 18th. December, 1999 . 20th December, 1999 20th, December, 1999, 

ds All bids must be accompanied by a bid security as specified in the bid document and must be delivered ta the above office 
_ atthe date and time indicated above. 
. 8., _ Bids will be opened in the presence of Bidder’s representatives wko choose to attend on the specified date and time at, the 

” affice addressed above. A 

9, Inthe event of the date being declared as a closed holiday for Purchaser’s Office, the due date for submission of bids and 
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__ Opening of bids will be the following working day at the appointed time. 


Sd/- 
Project Director 


[F03 (53)/Proc/IPP-IX/ 1207, dated 10-9-99.] 


C937 


GOVERNMENT OF RAJASTHAN 
RAJASTHAN STATE ELECTRICITY BOARD 
(SUB STATION PROCUREMENT CIRCLE) 
New Hotel Building, Aimer Road, Jaipur-302 006 
S.I.T.C. of Auto Transformer, etc.—Extension of due date Tender NoticeT N- 2510, TN-2512 and TN- 2513 


The due date of opening of tenders against following notices and items is extended as mentioned below :— 


Serial Description of Items Specification | Earlier Date of Tender Revised Date of 
No: Nos Opening Tender Opening 
1. 220/132 KV Auto Transfomers TN-2510 16th Sept ember, 1999 21st October, 1999. 
2. 132 KV EHV Power Transformers TN-2512 18th September, 1999 28th October, 1999, 
3, 220 KV & 132 KV Control & Relay Panels . , ; ; TN-2513 2ist September, 1999 oe 


Tenders will now be received upto 2-30 p.m. on the above mentioned revised date and will be opened at 3 p.m. on the same. Other 
terms and conditions shall remain unchanged. ‘ 


SdJ- 
SUPERINTENDING ENGINEER (SSPC) 


[No. RSEB/PR/ADV/8361 (95-96)/I-1940, dated 10-9-99.] 


GOVERNMENT OF INDIA, MINISTRY OF DEFENCE 
ARMY PURCHASE ORGANISATION 
Assistant Chief Director of Purchase-III, Room No. 392-A Krishi Bhavan, New Delhi - 
Tender Notice No. J-12031/2/99-Pur-IV ; Refined Groundnut Oil ; 
The Chief Director of Purchase, Army Purchase Organisation, New Delhi proposes to hold a T.P.C.. meeting on Tuesday, the 12th 3 


October, 1999 at 11.00 a.m. for procurement of :— ' 
Ssrial Item Quantity Confo rming to De ivery Period/ 
No. Revised ASC Packing 
Specification 
8,200 MT No. 139-A As per details given in 


“4. Refined Groundnut Oil . sell 
Tender forms. ¢ 


Only National/State level Cooperatives/Federations/Public Sector Undertakings which are enlisted with APO and have their 
Own manufacturing units, are eligible to participate. Those National/State level Coop./Federation/PSU which are not registered with 
APO may approach APO for further details regarding formalities for registration with APO between 11 hrs. and 13 hrs. on working 
days from 27th September, 1999 to 11th October, 1999. 


Tender forms of the item can be collected separately from the above address, against Demand Drafft of Rs. 100 only drawn in” 
favour of Assistant Chief Director of Purchase, Army Purchase Organisation w.e.f. 27th September, 1999 to 11th October, 1999 during 
office hours. The firms demanding the tender set by post must furnish the demand draft for Rs. 125 and Rs. 155 with requsite details © 
by Registered Post and Speed Post respectively. 

The Tenders will be opened on Tuesday, the 12th October, 1999 at 11 hrs. in Committee Room No. 102, South Block, New 
Delhi-110 001. CDP reserves the right to accept or reject any or all of the tenders without assigning any reason what- 
soever. 


[No. J-23012/1/99-CDN/29, dated 10-9-999..] 
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GOVERNMENT OF INDIA 
DIRECTORATE GENERAL, CRPF. 
(PROVISIONING BRANCH) 
1, CGO Complex, Lodhi Road, New Delhi-110003. 
(Telephone No. 4360155) 


Plain Knitted Cotton. Vest, etc. 


Tenders ate invited on behalf of the President of India for the supply of following items :— 
Tender No. :-—U.11-53/99-2000-Prov. : 

Last Date/Time for receipt of tender : 11 hrs. on 29th November, 1999. 

Tender will be opened on 29th November, 1999 at 12 Hrs. 


Earnest Money required from firms not registered with DGS&D or NSIC for subject stores :— Rs. 90,820 


Item Description of Stores Siddheiiy 
No. 
1.Plain Knitted Cotton Vest Bleached Round Neck short sleeves (RNS) in Sizes . F ; ‘ ; .  2,15,500 Nos. 
Size . 
90 Cms. ° ° ° boweig ° ° ° ° ° ° : : ~ ; 60,000 Nos. 


95 Cms ° ° ° ° ° ° . ° ° ° ° ° ° ° ° 65 > 000 


; 100 Cms ° ° e ° ° ° ° ° ° ° ° ° e@ ° ° ° 50,500 


23 


22° 


105 Cms ° e e ° ° ° ° ° ° ° ° ° e ° ° A 40,000 af 


‘ Total + e e ° e - ‘ 6 ° ° ° ° e y . é i 2.15,500 Nos. 
Specification No. : IS : 49-64-1991 (Third Revision)/Amendment No. 1, IS : 9489-1991 with the following const i 
yarn 33 Tex to 30 Tex (18 to 20). Gauge of Machine—18. Fe Rae count OF 
Sizewise Weight : Size Weight per Vest 
90 cms 125 Gram 
a FP eS y ere 
100, 1590) 5: 
105 *,,§ 160 al 
+ 5 per cent. 
Marking | : As per IS ; 4964-91. In addition the year of manufacture shall be marked. 
Packing § : Bach Vest shall be packed in a bag of suitable size made of polythelene film of 0.04 mm. thickness. Ten such 


vests shall be suitably placed one over the other and tied at two place with twine to form a bundle. Sufficient 
No. of such bundle shall be packed into a bale with an inner layer of paper packing waterproof and outer layer 
of cloth ‘C’ heavy. The bale shall be securely stitched and shallalso besecured with hoops bothin length and 
width directions to withstand the transit hazards. The weight of the bale shall not exceed 40 Kgs. 


Tender are available for sale at this officeagainst payment of Rs. 100 from 10.30 a.m. to 1 p.m. and 2 p.m. to 4 p.m. on all working 
days against Cash/Money Orders. Payment can also be made by Demand Draft drawn in favour of Deputy Director (Adm)., payable 


at New Delhi. No. other mode of payment will be accepted. Tenderers desirous to have tender documents by post shall add Rs. 
15 towards postage. 


_| Sd./- 
Addl. DIGP (Prov). 
[No. U.II-20/99-2000/Prov., dated 10-9-99.] 
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GOVERNMENT OF INDIA 
DEPARTMENT: ‘OF TELECOMMUNICATION 
Office of the Chief G.M.T. Punjab Circle, Chandigarh. 
No. PLG/S WiMM-12/Tender]1999-2000/NIT/II :—Jumper Wire, etc. 


1. Wax sealed tenders are invited by the Chief General Manager Telecomruunications, Punjab Circle, Chandigarh for wd on 
behalf of the President of India from the eligible bidders for supply.of telecom: storé as detailed below. Presscribed documents con- 
taining terms and conditions may be had by the authorised person on production of the necessary authorisation letter from Asstt. 
Director (MM-I), O/o Chief G.M.T., Punjab, 3rd floor, Telephone Exchange Building Sector, 34A, Chandigarh from 11.00 hours to 
16.00 hours on all working days on payment of price of tender documents. detailed below through Demand) Draft/Pay. Order payable at 
Chandigarh and drawn ia favour of “Accounts Officer (Cash)”’ O/o Chief.G.M.T., Punjab Circle, Chandigarh. Fee for tender 
documents is neither transferable nor refundable :— 


Serial T.E. No. and Store Items Quantity Earnest Last date of receipt Price of 
No. Money and opening. Bid docu- 
Deposit ment 
Rs. Rs. 


1. PLG/SW/Tender/99-2000/J3. Wire— 
Jumper Wire (2 Conductor) . : P . . § 1,765 Km. % 8,500 12th October, 1999 1,000 


2.. PLG/SW/Tender/99-2000/CDOT/256P— ; 
CDOT 256P XGE (Confg. ‘B’) . ; 6 A 36 Pckages 2,37,000 13th October, 1999 2,000 
One Packagges 3 XGEs : 
+ one No. of mtce. 
Spares+- Associated 
Eqpt. spare and 
Assessory etc. 


3, PLGiSW/Tender/99-2000/CD Cabinet 2000 Pair— wee Rae. : 
CD Cabinet 2000 Pair . a ‘ 112 Nos, 11,400 14th October, 1999 1,000 


4. PLG/SW/Tender/99-2000/OFC— ae q 
Optical Fibre Cable (6 Fibre) : ; * ; 600 Km... .  1,25,000 15th October, 1999 2.000 


with accessory 


5,. PLG/SW/Tender/99-2000/optimux— 
2 /8 Mbs optimux Systems along with Accessories. . 


OR 308 Systems 1,03,000 18th October, 1999 1,000 
8 Mb/s OLTE (1+ 0) --2/8 Mb/s MUX alongwith 
Accessories. 
6. ee et 
Stalks (Phones)... pg ack by 2? uw Nes 72,000 20th October, 1999 = 2,000 
7, PLG/SW/Tender/99-2000/Bracket— , : 
Bracket (4 Wire Phone) tek ; : 55,411 ,, ¥ 55,000 21st, October, 1999 1,000 
8. Biappa aeenih “ope | : | 
Back UA-I. OS 01) "\5,000 22nd October, 1999 1,000 
9, BLG/SW/Teuder/99-2000/ Ogi eee 
Back UA-II. PRO ae Re ae 9,768 ,, ‘ 2,000 25th October, 1999 ‘1,000 
10. PLG/SW/Tender/99-2000/DS Small— ) spac . tS) 
Insulators(DSSmall).  .« +). . +», 2,95,446/..,, 38,300 26th October, 1999 ~ 1,000 
bie BLG/SWyTender/99 2000iTube A8.— 
Tube A8. . 7 4 ; s ; ; at fi ke emt 1,06,000 27th October, 1999 2,000 
12. PLG [SW/Tender/99-2000/Tube Bs— 
Tube BS . Tee eal aR aa Neos, 86,000 28th October, 1999 - 2,000 
13. -PLG/SW/Tender/99-2000/Tube c3— | me see 
Pubes vs ier suo ab eiqiobrol] SIINos: 1,10;000 29th October,1999 - 2,000 
14. ENE goddess | BS : 
Socket-B . ; - 3 ‘ « 72,140 Nos. 2.70,000 1st November, 1999 2,000 
15. PLG/SW/Tender/99-2000/Socket C— = 
osacket.C,-,. cece a F 26396 Nos. 1,12,500 2nd November, 1999 2,000 
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Serial T.E. No. and Store Items Quantity Earnest- Last date of receipt Price o 


‘No. " Money and Opening. Bid docr: ° 
Deposit ment. 
Rs. RS.. 
16. PLG/SW/Tender/99-2000/Saddle-A— 
Saddle A w ‘ 5 7 4 : : 34,901 Nos. 2,700 23rit November, 1999 1,000 
17. PLG/SW/Tender/99-2000/SBIS— 
SBIS (Support Bracket) : : , ; . 1,08,379 Nos. 1,00,700 . 4th November, 1999 2,000 


18. PLG/SW/Tender/ 99-2000/UG Kit— 
Upgradation Kit (for converting CDOT 128P RAX 100 Nos. 1,57,500°.  Sth/November;.1999 2,00.0 


to CDOT 256P RAX). 


_ Small Scale Industrial Units (SSTU) registered 4 with the NSIC (A Government’ of India Undertaking) under Single. Point 
Registration Scheme-for the items of stores under procurement may be (a) Issued free tender documents for which they are. required 
to submit details of their registration with NSIC for the tendered item along with their approved monetary limit and fulfilled: eligibility 
conditions as per the terms and condtions of the tender and subj¢ct tc the value of procurement being within their monetaty limits (b) 
No free bid document will te issued for items 2, 4 to7 and 10 to 15. and 17 té 18 as their prycurementicost is more; than). Rs..50. 
lakhs (c)Such SSUI may be allowed exemption from payment cf bid security and-performanceguarantee to. the extent of their, monetary 
limit but limit to a maximum of Rs. 50 lakhs. 


3. Tender documents shall be duly filled in and prepared tn accordance with directitns contained in bid document shall \be-sub- 
mitted in the prescribed manner also as to be received cn or before 14.0Qhours offlast date of. receipt ofthe» tendes.-as. given above, 
Tenders will be Opened at 12.00 hours on the'same date in the presence’ of authorised representative of each tenderer who may wish to 
attend at his owncost. Incase the day of opening of tenders happens to be holiday, the tenders will be received and opened on ‘next 
working day, time and vanue-remaintng unaltered. 

4. The eligible bidder must be Indian Company registesd to manufacture the tendereed item in India. having obtained,clear- 
ance from Resetve Bank of India where ever applicable. be an established supplier with-satisfactory performance of supply (to be 
determined by the Purchaser) of the item being tendered for against CGMTS Calcutta\Telecom Circles/DOT commercial/educat ional 

purchase orders plaszdo1 tim’ srtizr ofthe tenderediitems’ Tenderer must have a valid Type Approval Certificate from the 
Department ot Telecom for the tendered'item against technical specifications and relevant quality marual of the product given tn the 
bid documents as on the date of opening of tender. 


5: Tender documents can also be sent to the intending bidders by post’ if requested for However. the Department wtll not he 
responsible for any postal delays, etc. The tender documents shall be sent by Registered Post. 


6. Separate tender form should be obtained for each store: item that is separately for each item(s) against Sl. No. 1,2 etc. Tender 
form.issued for one store ttem is not valid for’ another. 


7. The purchaser resetves the right to accept or reject any/all the bids without assigning any reasons thereof and without incurr- 
ing any liability to the. affected bidder(s) on account of this action. 


Sd|- 
Asstt. Gen. Manager (MM-I) 


[No. PLC/SW/MM-12/Tender/99-2000/NIT-II,t dated 16-9-99, Received through Fax. | 


. 
ee 


GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 


vi GENERAL RESERVE ENGINEER FORCE 
OFFICE OF THE’ CHIEF ENGINEER, PROJECT SWASTIK, 
Clo 99 APO 


Supply and Stacking of Stone Chips 


work Supply and Stacking of Stone Chips of size 
20 mm graded downwards, stone metal 40 mm graded 
downwards and stone boulder of size 150 mm to 
250 mm all as specified in particular specification. by 


The Chief Engineer, Project Swastik, C\o.99. APO 
invites. applicttion on or before 6th October, 1999 from 
contractors{suppliers enlisted with BRO|CPWD|MES| 
Railway, etc. for issue of tender documents for the 
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any means for permanent works at km. 60.80 on road 
Sevoke-Gangtok (NH 31A) in Sikkim State under 
Project Swastik. Total Estimated Cost of work is 
Rs. 24.00 lacs and Earnest Money is Rs. 36,000.00. 


The contractors who are not enlisted with BRO are 
requested to submit alongwith their applications, copies 
of letter of enlistment in any other deparments, fresh 
Income Tax Clearance Certificate in new proforma, 
particulars of work executed by them in the last three 
years giving designation of the Officers under whom 
executed. Earnest Money is to be deposited along- 
with the tender as noted against work payable by the 
contractors who have no Standing Security Deposit 
with BRO. 


ments does not constitute any guarantee for issue of 
tender to the applicants even enlisted contractors of 
approximate class. Issue of tender will be decided 
based on the past track records of similar works. 
Decision of issue of tender or otherwise by the Accept- 
ing Officer shall be fina! and contractor will not be 
entitled for any compensation for rejection of his 


application. 
[No. 80000-A|586/E8, dated 15-9-99.] 


—i—] 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 
Chief Engineer (Con) Garden Reach, Calcutta-43 
Execution of Earthwork 


Sealed tenders (Tender Notice No. CE/CON/GRC/27/99/ 
in the prescribed form are invited by the undermentioned for 
execution of Earthwork in embankment as_ well as over 
the nrovosed site of minor bridges, including blanketing, verticles 
sand viling and compaction in connection with construction of 
new BG line of Tamluk-Digha BG Rail link project from Km. 25 
to 30 Km. from Tamluk end from the contractors who will fulfil 
the following eligbility criteria. 


Approximate value of work Rs. 3.66,72.070 Earnest Money/ 
Security Deposit is Rs. 50,000. Period of completion is 15 (fifteen 
months from the date of issue of acceptance letter. 


Eligibility criteria for the works : Satisfactory completion of at 
least one similar work not less than Rs. 1! crorein one year during 
the last three years and on production ot copy of certificates 
issued by Government/Semi-Government Organisation to that 
eff_ct. 


Tenderers who fiulled the above conditions only are requested 
to collect the datailed tender documents in person or through 
their authorised representative from the office of the under men- 
tioned. Tenderers not fulfilled the above criteria and submit the 
tender shall do so at their risk, as the t.nder offer will summarily 
be rejected. 


Tender forms will be sold on production of Money Receipt of 
Rs. 2,000(nen-refundable((Allocation : 957W/86. P-119308.) per 
sat to be d2posited either with Asstt. Chief Cashier(Con.), S.E. 
Railway. Garden Reach. Calcutta-43 or any Station Master of 
this Railway. Tender forms will be sold upto 11.15 hours oa 
28th October, 1999. 
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Tenderers can drop their tender upto 15 hours on 28th October’ 
1999 and these will be opened in publicat 15.15 hours on the samer 
day i.e., on 28th October, 1999 in the office of— 


(a) Chief Engineer(Con.), S.E.Rly. Garden Reach, Calcutta-43. 
(b) Chief Engineer(Con.), S.E.. Rly., Bhubaneswar and 
(c) Chief Engineer(Con.).S.E. Rly., Visakhapatnam. 


Tenderers must produce their requisite certificates at the time 
of purchase of tender form from the office of the undermentioned. 


No tender forms will be sent or received by post. 
Sd/- 


Chief Engineer(Con) Garden reach 
S. E. Railway 
[No.PW/Engg-322/99, dt. 20-9-99 Issued by C.P.R.O., 11. Garden 
Reach Road, S.E. Rly. Calcutta-700043.J - 


GOVERNMENT OF INDIA 
MINISTRY OF URBAN AFFAIRS AND 
EMPLOYMENT . 


DIRECTORATE OF PRINTING, GOVT. OF INDIA 
PRESS | 


Office of the General Manayer, Govt. of India Press, Gandhi- — 
Nagar, Nasik-422006 ‘ 


Sale~ of Waste Paper 


The General Manager, Government of India Press. Gandhi 
Nagar, Nasik-422006, for and on behalf of the President of India, 
invites sealed tenders in the prescribed form obtainable at Rs. 25. 
only from his office for the sale of Waste Paper for the period 
1st April, 2000 to 31-3-March, 2001. The rates per quintal are 
to be given. 


Thetenderers will have to deposit and Earnest Money Deposit 
of Rs. 35000 (Rs. Thittyfive thousand only) for. waste paper in the 
form of Deposit-at-Call Receipt from State Bank of India or any 
Nationalised Scheduled Bank pledged to the General Manager, 
Govt. of India Press, Nasik-6 alongwith the tender. If selected 
they will have to pay Security Deposit of Rs. 50,000(Rsl Fifty, 
Thonsand only) in the form of Deposit-at-Call Receipt from State 
Bank of India or any Nationalised Scheduled Bank. 


It must be understood that the tender documents would be 
issued to the tenderer and he would be permitted to tender in 
consideration of the stipulation on his part that after submitting 
the tender he will not resile from his offer ot modify the terms 
and conditions thereof till 31st March, 2001 and should he 
fails to observe and comply with the forgoing sitpulation. the 
Earnest Money Depisit will be forfeited to the Government. 

Tender should be sent in one Double Sealed Cover Supres- 
scribed “Tender for Waste Paper” due on 3rd November 1999 
and addressed by name to Shri. E-R. Gadkar. General Manager, 
Government of India Press, Nasik-422006 latest by 3 p.m. on 
3rd November, 1999. The tenders will be opened publicly at 
4 p.m. on the same day. 


Tenders received without Earnest Money Deposit would be 
tejected summarily. 


Sd|- 
General Manager 


(No. D-24013/P-11/6/WP/2000-01/7106, dated 1°: c- 
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GOVERNMENT OF INDIA 
MINISTRY OF DEFENCE 
GENERAL RESERVE ENGINEER FORCE 


The Commander 23 Boder Road, Task Force (P), Pushpak 
C/O 99 APO 


Handling and Conveyance of Store Metal, etc. 


The Commander 23 BRTF, C/O 99 APO invites applications 
by 5th October, 1999 from approved BRO/MES/CPWD/PWD 
/Railway Contractor for issue of tender documents for :— 


(a) Handling and Conveyance of Stone Metal and Chips 
from rusher point at KM 30.50 Lawnefiai-Diltlang -Parvar 
Road and sand from R BQ Kaladan Situated 1.20 KM away 
from KM 100. 72 DT Road to various location between KM 30.53 
to 38.53 and KM 41.84 to 49.60 and KM _ 58-80 to 66.170 
on Lawngetai -Diltlang-Parva Road for Re-surfacing work 
uncer 71, RCC sector under 23 BRTF in Mizoram, 


’ (b) Handling and Conveyance of Stone, Stone Chips & sand fot 
Re-surfacing work. from Crusher point at KM 107 L-T 
Road and Sand from RB Kaladan Situated 1.20 KM away from 
KM. 109.72 L-T Road to variuous locations between KM 15.08to 
23.513 on Lawngtlia-Diltinga-Parva Road in 71 RCC sector under 
23 BRTF in Mizoram State. 


Application must be accompanied by a valid (i) Income Tax 
Clearance Certificate alongwith permanent account unmber (ii) 
Particulars of Financial and Technical Resources (iii) list of sinii- 
lar work executed by them during last three years and similar 
works in hand indicating the full designation and address of 
Officers under whom such works were executed/being executed. 


[No. 23 BRTF/99-2000/SCS/19/E8, dated 13-9-1999, ] 


GOVERNMENT .OF INDIA 
MINISTRY OF DEFENCE 
INDIAN ORDNANCE FACTORIES 
, Ordnance Clothing Factory, Shahjahanpur-242 001 
Open Tender Faget (Draft Tender) for Supply of Dril] Cotton 
‘The General Manager, Ordnance Clothing i-actory, Shahjahan- 
pur (U.P.) invites sealed tender for the purchase of following 
item(s) on behif of the President of India :-— 
Tender Enquiry No. : 4108/PV/5656. 
Date : 9th September, 1999. 


Tender Opening date and time : At 14.30 Hrs. on 9¢h Novem- 
ber, 1999, 


Inspection Authority : The Controller COA (T&C) P.B.No. 
294, Kanpur. 


_Inspection Officer : The SQAO/SQAE_ of area concerned or 
his authorised Representative. 


- Item : Drill Cotton Disruptive Patt. (Vat Printed) 142 CMS 
(V.No.4).. 


a) 
Quantity’: MTRS. 2899.00. 
Specification’ : IND/TC/0044 (b) (V.No.4) To IS : 177-1989. 
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Further details available in Tender Forms. Tender documen 
can be obtained from the Office of the General manager, Ord 
nance Clothing Factory, Shahjahanpur on any working day by 
paying Rs 50 as per schedule given below :— 


On Cash Payment upto : 6th November, 1999 and 
On payment through Money Order upto : 25th October, 1999. 


NOTE :—Dentand Draft /Cheque and Postal Order as a Cost 
of Tender Documents willl not be accepted. 


Tender sets duly completed should reach before opening time 
and is Non-transferable. 


Sdl- 
Works Manager 


[No. 4108/PV/5656, dated 13-9-1999.] 


GOVERNMENT OF MADHYA PRADESH 


MADHYA PRADESH PUBLIC WORKS DEPARTMENT 
S.H. TENDER NOTICE (B.O.T. SCHEME) 


Office of the Executive Engineer, PWD B/R Damohk 
N.LF. No. 30/SAC/99-2000 Initia] Improvement, etc. to Read 


Tenders are invited from the contractors registered in A-3toA-5 
class in M.P.P.W.D. and and firnis of repute, on belahf of the 
Governor of Madhya Pradesh for the work of “Initial inprove- 
ment and subsequent Maintenance of Sagar Damoh Road (S.H 
14) K.M. 8/8 to 78/2-69.6 K.M. at tender’s capital and resouurces. 
with authorisation to collet toll, so as to reach the office of the 
Chief Engineer P.W.D., North Zone, Gwalior by registered post 
( carota 12th October, 1999 and opened on 13th October, 1999 
at Il- ML. 


The tender document can be obtained from the office of the 
undersinged on any working day during office hours on or befere 
4th October, 1999 up to 4 p.m. on payment of Rs. 2,000 (two 
thousand ) only through Demand Draft payable to Executive Pagineer 
P.W.D., Damoh Dn., Damoh (M.P.) The Incme Tax Clearance 
Cziiificate should accompany with the application / tender 
document. 

Suh 


e/ 
Executive Engineer 


[No. G116564, dated 10-10-1999, issued by Drg. of PR, M.P. 
Banganga Road, Bhoopal -462 003.) , F 


GOVERNMENT OF INDIA 
DEPARTMENT OF SPACE — 
ISRO SATELLITE CENTRE 
Airport Road, Vimanapura Bangalore-560 017, India 
Telephone : 5266251 Extn. 


+ 91-80-5268416 
+ 91-87-5263622 


Tender Notice No. 14/99-2000.—Wave Guide Switch 
Extn, of due date 


CORRIGENDUM 


The due date for issue of tender forms submission of tender 
and tender opening in respect of tender reference No. PBC 91 R 
0133F for wave guide switch of tender Notice No. 14/99-2000 
is extended as follows. 


Fax : 


C943 


Issue of tender forms upto : 18th October, 1999 at 16.09 Hes. 
(ST). 


Submission of Tender : 27th October, 1999 at 16.00 Hrs.(IST) 


Tender Opening : Next working day ite. 28th October, 1999 
1999 at 10.00 Hrs. (ST). 


All other terms and conditions remain unchanged. 


Sd/- 
Head Purchase and Stores 


[No. 14/99-2000 Received though Fax.] 


GOVERNMENT OF INDIA 
(BHARAT SARKAR) 
MINISTRY OF RAILWAYS 
(RAIL MANTRALAYA) 
(RAILWAY BOARD) 


/OFFICE OF THE EXECUTIVE DIRECTOR, RAILWAY 
STORES (WAGON) 


Tender No. 99|RS(1)|874(TC) : Taper Roller 
Rearings 


'. The Executive Director, Railway Stores (Wagon), 
‘Ministry of Railways, Railway Board, Government of 
“¥ndia, for and on behalf of the President of India, 

ave decided to enter in toa price agreement for the 


following Components of Cartridge Taper Roller 
Bearings :—- 
sl No. Description of Stofes 
1. Double Cup Renee 
as Grease Seal om 
ae Wear ‘Ring 
4 ‘Cage 
5 Cone 
6, Rollers(set of 24 Nos.) 
i Backing Ring 
8 Locking ate 
: : Q ; Spacers 
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The items are required for AAR approved Cartridge 
Taper Roller Bearing to RDSO Specification No. AB| 
RB-39-97 with latest amendment, if any. Bulk pur- 
chases will be made only from those firms who have 
been approved by RDSO for complete Cartridge 
Taper Roller Bearings or its components “and whose 
components will be fit for use on the Cartridge Taper 
Roller Bearings currently in use on Indian Railways 
before opening of the tender. Other firms may be 
considered for developmental orders after assessment 
of capacity|capability by RDSO and after establishing 
the fact that firm is capable of supplying components 
that will be fit for use on the AAR ‘approved Cartridge 
Taper Roller Bearings currently in use on ‘Indian 
Railways. 


n 


7” 


Detailed tender documents can be obtained ‘froth 
Room No. 327, Rail Bhavan, Railway Board, Raisina 
Road, New Delhi between 10-00 hrs. and 13-00 hrs. 
and 14-00 hrs. and 16-00 hrs. on any working day 
from 16th September, 1999 to 25th October, 1999. 
The tenderer should deposit the tender cost of ‘Rs. 
3,000 (non-refundabie) per set by cash to FA & CAO 
of any Zonal Railway and bring original cash receipt 
for collection of tender document. In case the ‘tender 
documents are required by post, an additional amount 
of Rs. 100 will be required to be deposited. 


The offers should reach the Executive Director, 
Railway Stores (Wagon), Ministry of Railways, Rail- 
way Board, Rail Bhavan, New Delhi, in sealed cover 
addressed to the President of India through Executive 
Director, Railway Stores (Wagon), not later than 
2-30 p.m. (14-30 hrs.) on 25th October. 1999. The 
tender will be opened on the same date at 3-00 p.m. . 
(15-00 hrs.) in the ‘presence of ‘the tenderer’s repre- 
sentative who may like to be present. 


Sdi/-. 
Executive Director Railway Stores (Wagon) 


[No. 99|RS(1)|874/3(TC), dated §8-9-99.] 


STATE FARMS CORPORATION OF. INDIA ‘La. 
‘4 GOVERNMENT OF INDIA UNDERTAKING) 
“FARM BHAWAN” 


14-15. NEHRU PLACE, NEW Detnt-110.019 


No. SFCI|101-32|99-Enge.|M : Purchase of 
Fully Automatic Form-Fill-Seal ‘Machinés 


Sealed tenders are invited for the .purchase. of -two 
numbers Fully Automatic Form-Fill-Seal Machines 
for packing of all kinds of vegetable seeds having 
packing range from 5 gms. ‘to 10 gms. and 50 ‘ems. 
to 500 gms. respectively. Tender documents -con- 
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Office of the Director (Engineering) on any working 
day on payment of Rs. 100 only in the form of Cash 
Deposit on Demand Draft in favour of M\s. State 
Farms Corporation of India Limited, New Delhi, as 
tender fee. Last date of ‘eceipt of tender is Sth 
October, 1999. The tenders will be opened on the 
same day at 3-00 p.m. in the presence of interested 
tenderers, who may wish to attend thé opening, » The 
Corporation reserves the right to accept or reject any 
or all the tenders without assigning any reason thereof. 


Director (Engineering) 


. [No. SFCI|1-13|99-PR (Pt:)|400, dated 10-9-99.,] 


: 
: 


\ 


f 

; 

| GOVERNMENT OF INDIA 
DEPARTMENT OF TELECOMMUNICATIONS 
q 


(WEST BENGAL TELECOM CIRCLE) 
1, CoUNCIL House STREET, CALCUTTA-700 001 


Extension of Date for Supply and Delivery o 
Video Conferencing: Kit, etc. : 


CORRIGENDUM 


_ Vide Tender No. Eng.-II/W-7880, dated 20-8-99 
‘published on 24th August 1999, 


The last date of issue of tender documents and date 
of tender opening has been re-scheduled, as below : 


Issue of Tender Documents’ extended upto 25th 
October, 1999 instead of 22nd September, 1999. 


| Revised Tender Opening Date ::\27t# October, 
1999 instead of 27th September, 1999. 


Other terms and conditions remain unchanged. 


Sd./- 
D.G.M.(IT) 
[No. Eng-II|W-7880, dated 20-9-99.] 
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ining detailed specification may be obtained from the ~ 


INDIAN RAILWAYS 
SOUTH EASTERN RAILWAY 


OF THE CONTROLLER OF STorss, S. E. RLY., 
GARDEN: REACH ROAD, CALCUTTA 


OFFICE 


Supply of Aluminium Ladder—Amendment thereof 
CORRIGENDUM 


Tender No. S/6599/6163 to 6157|4 due, on J7th 
October, 1999 at Sl. No. 677 invited to supply. of 
Aluminium Ladder Troliey, ete, for 46 Nos. as notified 
earlier vide Release Order No. Stores-34|99, the tender 
No. should be read as $'6599/6153 to 6157/4 instead, 
of $16599|6163 to 6157/4. 


All other terms and. conditions of original notice 


will remain unaltered, ; 


Sd./- 
Controller of Stores, Garden Reach 


[No. PR|Stores-44/99, S.E. Rily:,°11, Garden Reach 


Road, Cal-43, dated 16-9-99.] 
INDIAN RAILWAY 
SOUTH EASTERN RAILWAY 


® OFFICE OF THE CONTROLLER OF STORES, 
S.E. Riy., CALCUTTA | 


Supply of Locomotive Warning Light— 
Cancellation thereof 
CORRIGENDUM 

Tender No. 25|1998!3287|4, due on 8th November, 
7999 at Sl. No. 746 invited for supply of Locomotive 
Warning Light without Lamp Unit, etc. for 287 sets 
as notified earlier vide Release Order No. Stores-39'99, 


is hereby treated as cancelled. 


All other terms and conditions of original notice 
will be remain unaltered. 


Sd./- 
Controller of Stores, Garden Reach 


[No PR|Stores-43/99, SE. Rly., 11, Garden Reach 
| Road, Cal-43, dated 16-9-99.] 
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Directorate General of Supplies and Disposals 


Carbon Papers—Corrigendum Serial Item 


ys ' : é No. 
Office of Issue :—The Directorate General of Supplies and 


Disposals, Jeevan Tara Building, 5, Parliament Street, New 
Delhi-110 001. 
Tender No. : PP-4/RC-06140300/121939/Carbon Paper/1999- 
2000/P-4. 


(1) Please add the following sizes in the T/E No. given aboye 


Serial Item 
No. No. 


Description of Stores and 
Specification No. 


5 1» (i) Carbon Papers (One Side) Hand Writting to 


IS-3450-1994 for taking Carbon Copies with 
Pencil in Black Colour in the following sizes : 
(e) 33cm xX 40.5 cm. 
(f) 40.5 cmX51 cm. 
- (g) 330m X: 42cm. 
(h) 42cm X 66cm. 
(i) 44.5cm X 57cm. 
() 
(k) 40 cm 33 cm. 


20.3 cm X 33 cm. 


(1) 43.2 cm X 68.6 cm. 

(m) 33 cm X 40.6 cm. . 
(ii) Carbon Paper (Double Side) Hand Writing 

to IS-3450-1994 for taking carbon copies with 

Pencil in Black Colour in the following sizes : 

(ec) 33cm X 40.5 cm. 

(f) 40.5cm X 51cm. 

(g) 33cm X 42cm. 

(h) 42cm X 66cm. 

(i) 44.5cm < 57cm 

(i) 

(kK) 40cm * 33cm. 


20.3 cm X 33 cm, 


(1) 43.2 cmX68.6 cm, 
(m) 33cm X 40.6 cm. 


(iii) Carbon Paper (One Side) Hand Writting to 
IS-3450-1994 for taking Carbon Copies with 
Pen in Black Colour in the following sizes : 
(e) 330m X 40.5 cm. 

(f) 40.5cm 51cm. 


(g) 33cm xX 42cm. 
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No. 


6 

7. 40cm X 33 cm. 
us 

9 


Vite > 


Description of Storesfiand 
Specitication No. 
(h) 42cm X 66cm. 
(i) 44.5 cm X 57 cm. 
(j) 20,3 cm X 33 cm, 
(k) 40cm X 33 cm. 


(1) 43.2cm X 68.6 cm. 
(m) 33cm X 40.6cm, X 


(iv) Carbon Paper (Double Side) Hand Writing to 
IS-3450-1994 for taking Carbon Copies with — 
Pen in Black Colour in the follow ing sizes : 
(e) 
(f) 
(g) 
(h) 
(i) 
(i) 
(k) 
(1) 43.2cm X 68.6 cm. 
(m) 33cm X 40.6 cm. 


33 cm X 40.5 cm. 

40.5cm X 51 cm. 

32cm X 42 cm. : 
42 cm X 66 om. 

44.5cm X 57 cm. 

20.3 cm X 33 cm. 


40 cm X 33 cm. 


Carbon Paper Type Writer to IS-1551-1991 for 
Carbon Papers Black for use with Typewriter in — 
the following sizes and Grades : ett q 
5. 21cm X 33.cm. 


. 30cm X 20'tm. 


- 42cm X 33 cm. 
- 40.5 cm X 51cm. 
10. 43.2 cm X 68.6 cm. 
11. 20cm X 33 cm. ; 
12. 33cm X 40.6 cm. 
Grades— 
Grade 1. Light Weight. 
Grade 2. . 


Medium Weight. 
Grade 3. Standard Weight. 


Grade .4 Heavy Weight. 


(2) Date of Receipt/Opening of Tender 
24th September, 1999, 
12th October, 1999. 


For 
Read : 


All other Terms and Conditions of Tender Enquiry will remain 
unchanged. 
Sd|- 


Deputy Director 


[No. PP-4/RC-06140300/121999/Carbon Paper; 1999-2 000/P-4, 
dated 21-9-99.] 


—_— 


Vacuum Cleaner 


General of Supplies and 


Office of Issue ;—The Directorate 
Sansad Marg, New 


Disposals, Jeevan Tara  Building., 5, 
Delhi :- 110001. 


Tender No. ME-3/RC-/14300000/121999/VC/99-2000/03 


Due for Opening at 12.30 p.m. on 19th November, 1999 for 
the period 1999-2000, 


Sealed tenders on prescribed tender forms are invited on 
behalf of the purchaser named in the schedule to the invita- 
tion to tender as per the following schedules :— 


Time and Date of Receipt of Tender upto 11 a.m. on 19th 
November, 1999. 


Time and Date of Opening of Tender at 12.30 p.m. on 
19th November, 1999 . 


- Offers to be kept valid upto 90 days from the date of ten- 
der Opening. 


Item Description of Stores 
No.% 
Vacuum cleaner Dry and wet type miotorised for 
use in offices. The vacuum clearner shall be able 
to perform the following functions :— 
1. Cleaning of complete Room i.e. floor and walls 
2. Carpet cleaning 
3. Cleaning of Electronic and computer Equipment 
4. Removing Dust from Office Records kept in 
the Racks and Almirahs. 
Note :— 


Tender documents can be had from DGS and D., New 
Delhi and its Regional Offices at Calcutta/Chennai/Mumbai 


and Quality Assurance Officers at Bangalore, Kanpur 
Jamshedpur, Patna, Bhilai, Hyderabad., | Ahmedabad,, - 
Ludhiana., Indore Jaipur, Assam, Cuttack, Eranakulam 


on cash payment of Rs. 100 ( Rupees One hundred Only) 
from 10.00 a.m. to 1.30 p.m. and from 2.00 p.m. to 4 p.m. 
on all working days, Tender submitted or the prescribed tene 
der forms will - only be considered. 


_Sd.! 
Deputy Director 


[No. ME-3/RC-14300000/121999/VC/99-2000/03., dated 
17-09-99, | 
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A & § Lubes — Amendment 
Office of Issue :—The Directorate General of Supplies and 
Disposals, Jeevan Tara Building, 5, Parliament Street, New 
Delhi - 110001. 


Fax : 033-2486528 
This Office Tender Enquiry No. OC-4/RC-10050601/ 
022000/A and S_ Lubes/2000-2001/Civil/H4 due for Opening 
at 3.00 p.m. on 24th September, 1999. 


The following amendment has been authorised :— 


1 Against ‘Time and date of Receipt of Tenders’ 


For By 1.30 p.o. on 24th September, 1999 
Read By 1.30 p.m. on 15th October, 1999, 

2, Against ‘ Time and date of Opening of Tenders’. 
For At 3.00 p.m. on 24th September, 1999. 
Read At 3.00 p.m. on 15th October, 1999. 

_ 3, The requirements of — Type Testing/ Qualifications 
approval included in the IS Specification against 
the Tender Enquiry is also relaxed. 

All other terms and Conditions of the Tender Enquiry re- 
main unaltered. 


Sd.j- 
Section Officer 


[No, OC-4/RC-10050601 /022000/A and S Lubes/2000- 
2001/Civii/H4, dated 21-9-99.] 


. 
i 


Ordjnary Portland Cement 


Office of Issue :—The Directorate General of Supplies ana 
Disposals, Parliament Street, New Delhi-110 001. 


Tender No. SC-2/RC-10020103/3132001 /53/Jan.-March/2000/ 
s 


~ 


Time and Date of Receipt of Tender upto 11 a.m. by 3rd Novem- 
ber, 1999 


Time and Date of Opening of Tender at 12.30 p.m. on 3rd Novem- 
ber, 1999. 


offers to be kept valid for 90 days from Opening of Tender. 


Sealed Tenders on prescribed form are invited on behalf of the 
purchaser named in the schedule to invitation to tender for : 
Terms of Delivery 


Item Description of Stores 


No. 


1. 53 Gr. Ordinary portland cement 
(High Strength) Conforming to 
IS: 12269/87 reaffirmed 1992 
with amdt. No. | to 3. 


Ex-Works/FOR Siding 
FOR Stn. Despatch/ 
FOR Destination 

for Portblair and Car 
Nicobar Basis. 
2. 53 Gr. Ordinary cement (High 
Strength) Conforming to IS : 
12269/87 with amdt. No. | to 3. 


Except fineness which shall be not less than 325 M?/Kgs. 
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_Tatending Tenderers may obtain a copy of the letter of invita- 
to1 to tender and tender:forms complete with the schedule from 
th: DGS&D and its Regional Offices at Bombay/Caleutta/Madras 
and Regional Inspection Circles mentioned under endorsement 

“0? Payment of Rs. 1,009 only per set. Tenders submitted in the 
p-esc-ibad form daly completed in all respect i.e. DGS&D tender 
d>z1i nats in original with quotation and catelogue/drawing, etc. 
in dirtier wre will only b> considered 


Forawaird of Rate Contract, the tendering fittns should be 
Reed. with NSIC/DGS&D for the stores to the required Sspeci- 
fication on the date of tender opening,. However, firms who get 
themselves registered within 90 days from the date of tender 
Opening shall also be~ considered for award of Rate Contract. 


Note :—Offers of Cement Companies who. rare having valid 
LS.1./BIS/Licence only will be considrered, 


Sd,/- 


Section Officer 


[No. SC-2/RO-10020103/3132001 /53/Jan.-March/2000/92, 
Dated. 17-9-99, } 


. 
— 


Domestic refrigerator 


Office of Issue :- The ‘Directorate General of Supplies and 
Disposals Parliament, Street New Delhi—-110001: 


Tender No.—-ME-3/RC-14080100/042001/Refrigerators 
/99-2000/03. : 
Due for opening on 16th November, 1999, 


Price of Tender—Rs. 100 only ( Rupees One Hundred 
only). 


Time and Date of Receipt of Tender - 11.00 a.m. on 16th 
November, 1999. 


Time and Date of Opening of Tender—12.30 p.m. on 16th 
November, 1999, 


Tender shall remain 


for acceptance 
the date of tender 


till--90 days from 
opening. 

Sealed tenders on the prescribed tender forms are invited 
on behalf of the purchaser named in the schedule for con-- 
cluding Annual Rate Contract for the following items: 


Item Description of Stores and Specns. Estimated 

No. Cost 

Rs, 

1. Domostic Refrigerator ( Mechanically Approx. 
operated) of different not volumes Drawal Rs, 
upto 350 Itrs. suitable for operation 50 Laes. 
on 230 +-/— 10 per cent volts 50 
H/Z., Single phase AC supply com-. 
plete with automatic: temperature. 


control and conforming to IS: 1476/ 
1979 with anidt. No. 1 to 4: . 


2, Domestic Refrigerator as per above ex- 


cept fitted with friendly ( Non CFEC 
Refrigerant) energy efficient . com- 
pressor. 
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——— 


Period 


of Rate Contract- Rate contract for One y 
from the ae 


date of issue! : 


Note : Intending firms/tenderer may obtain a copy of the lee 
of invitation to 
schedule from 


Tara Building., 
Office at 

office 
Hyderabad, 
Assain., 


on all working days. Ape Ou} 
prescribed Forms will \ only _ be 
- Sdi- | 

Section Officer. 


Tenders submitted in 
considered. 


[No: ME-3/RC-14080100/042001 [Refrigerators/99-2000) 
date “US-99 


Sulphate Resisting Portland Cement, ete. : 


Office of lssue ? The Director General of Supplies and 


Dispose 
Parliament street, New Delhi- 110001 i 


ryt neh awe 


SC-2/RC.SRC-10020104/QST-10020105) 
March, 2000/92. TIS Keyan 


Tender No. : 
WC-10020106/Jan ~ ce 
soa " an) tou aye 

Time and Date of Receipt of ‘Tender upto 11.00’ aim’ 
3rd November, 1999, 
at 12.30° pum. 
for 90 days 


by 
Time and Date of Opening of Tender 
on 3rd November, 1999, ‘Offers tobe ‘kept valid 

from opening of . Tender;""")) (98n var 


prety geet 


Sealed tenders on prescribed form are invited on behalf of 
the purchaser named in the schedule to invitation. to tender ! 
t j 3 a OF og 3) 


‘ 
u 


for 1+ sgt 
RETRCR DOR) 
Item Description of Stores 5 ee 
No.. and Specification Rie 
eed 


1. Sulphate Resisting Port Jand cement: aie 
Sulphate Resisting Portland cement » conforming — 
to IS: 12330/88 with Amdt. No! 1103.09) 


2. Quick Setting cement) MUS? eters ith: ea 
Quick setting cement ( Rapid Hardening Portland — 
cement) conforming to IS -' 8041/90°* with admt. 

No. 1 and 2. AN cape 


i 


3. White port land cement:— sea Ome 
White Portland cement conforming to IS- 8042/89 
with amdt. No. 1 to 4 with IST Marked. 


Intending Tenderers may obtain a copy of the ‘letter of 
invitation to tender and tender forms complete with the 
schedule from the DGS and D and its Regional ‘offices. at 
Bombay/Caleutta/Madras and Regional’ Inspection. Circles 
mentioned under endorsement on payment! of Rs. 5,000 — 
(Rupees Five hundred only)’ per set. Tender ‘submitted in — 
‘the prescribed form duly completed in all respect’ ie. DGS — 
and D tender documents in ofiginal with quotation and 
catelogue/drawing, etc. in duplicate will only ‘be considered.- 


For award of Rate Contract, the tendering firms should — 
be Regd. with NSIC/DGS and D for the stores to the re- 
quited specification on the date of tender opening. However 
firms who get ‘themselves regd. within 90 days fron the ¥date 
of tender opening shall also be considered for award of Rate - 
contract, etre RE \GA BST cae 
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Note— . 


Offers of Cement Companies who are having valid I.S.I./ 
‘BIS Licence only will ‘be considered. 


+ | Sdl- 
Section Officer 


~  [No, “ SC-2/RC. SRC-10020104/QST-10020105/WC-100 
6 20106/Jan-March/2000/92, dated 17-9-1999, ] 


_ Hacksaw Blades 
Office of Issue :—Dte. General of Supplies and Disposals, 
Jeevan Tara Buildings, 5, Perlicrent Street, New Delhi. 


“Tender, No. WMT-3/RC-12080" 


C6//121999/Hacksaw Blade/20C@ 
01/13, due} for ofcrirg cn 4-1 


1-99 at 12-30.p.m. 
. Due for, receipt on or before 11-CO a,m.. on 4th November, 1999, 


Sealed tender on prescribed tender forms (in single bid system) 
are invited on behalf of the purchascrs nemed in the schedule to 
the invitation to terder for the supply of following stores on 

- Rate Contract basis for jhe followirg period :— 


Item Description of Sjores Fericd 
No. 

1. Hacksaw Blades with different combina- R/C basis.for 
tion of teeth specing (pitch), length and period . from 
types for Hand Hacksaw and Machine 1-1-2000 to 
Hacksaw blades conforming to IS : 2504 31-12-2000 
/1977 (First Revision) with Amerdments 0; one year 

_4 ri to 5, Re-affirmcd 1991, from the date 
of conclusion. 


, Estd. Drawals—Rs, 1 Cr. 


gt Intending tenderers may obtain a copy of the letter of 


invitation to tender and tender forms complete with schedule 
from the ‘Hars. Office of the Die. General of Supplies and Dis- 


4  posals, New Delhi or its Regional Officcs at Calcutta, Chennai, 
». Mumbai on payment of Rs. 500/- (Five 


Hundred only). 


2. Tenders as ‘submitied in the prescribcd tcrcer forms only 
will be considered. Tenders received in this office after due 

date will be ignored. Letterhead/Telegraphei/Telcx quota- 
_, tion and short validity quotation. will not be considered at all 
~ and’ will be summarily ignored. 


Sd/- 
Sectjon Officer 


1 AN.’ WMT-3/RC-12080306/121999/HB/2600-01/13, dated 
ati i 20-9-99,] 


BABS ASS 


Helinet Crash etc. 


bos Office of Issue : The Directorate General of Supplies and Dis- 
posals, 5, Parliament’ Street, New Delhi-110 001. 


Price per Tender : Rs. 100/- (Rupees Gne hundred ently), 


Tender No. HW-4/RC-12900203/Crash Helmei/99-200 0/44. 
Time and date of receipt of tender by 11.00 a.m. on 16th 
November, 1999, oy 


ALF 
| 
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Time and date of opening of tender et 12-30 p.m. on 16th 
November, 1999. 


The tender shall remain valid for acceptance for 90 days from 
the date of tender opening excludi ng the date of tender opening, 


Item Description of Stores Unit : FoR 
No. Station of 
despatch 
duly packed, 
1, Helmet Crash, Despatch Rider MK-2 con- 
forming to Defence Specn. JSS : 8415-08 
of the following sizes :— 
Cat No. Sizes 
1. CF/8415-000324 6-3/4 
2. CE/8415-000325 6-7/8 
3. CEF/8415-000326 {, 
_ 4, CF/8415-000327 7-1/8 
5. CEF/8415-000328 7-1/4 
6. CE/8415-000329 7-3/8 
7. CE/8415-000330 7-1/2 
8. CF/8415-000331 7-5/8 
9. CE/8415-000332 7-3/4 


Packing : The tenderer’ may quote for both pack *A’ and 
Pack *B’ separately as per relevant clause of Specn. 


Special Notes : 


1,.,Period of R/C : one year form the 


date of conclusion of R/C. 


2 


2, Regular rate contract may be awarded to. the firm regis 
iered with DGS & D/NSIC on the date of tender Opening” 
{t is, clarified that unregistered/untried firms shall not be 
awarded price agreement as was the practice earlier and 

, that the practice of award of trial Rate Contract to 
registered untried firms will also be givenup: — Regis- 
tered untried firms will also be given regular rate con- 
tract €ven if it is a mew Comer. All the tenderers are _ 
therefore, advised in their own interest to get themselves 
regd. with DGS & D/NSIC before the date of tender 
Opening. The firms which get themselves regd. -With- 
in 90 days from the tender opening will also be consider- 
ed for award of R/Cif otherwise eligible. 


3. ‘Tender submitted in the prescribed tender form only will 
be considered. 


4... Tender should be. submitted in duplicate. ~ 


Intending tenderers may obtain a copy of letter of invitation 
‘0 tender and tender form complete with schedule from: the office 


.Of the Directorate General of Supplies and Disposals, Sansad 


Marg, New Delhi and its Regional Offices at. Bombay, Madras 
and Caleytta and Inspection Offices at Bangalore, Hyderabad, 
Ernakulam, Cuttack, Patna, Kanpur, Ahmedabad, Jaipur, Jalan. 
dhar, Indore, Bhilai, Jamshedpur, Ludhiana, Maligaon, Dist. 
Kamirup (Assam) and ‘Coimbatore. (TN). Tender document 
can be had from these offices on Payment of Rs. 100/- (Rupees 
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One hundred only) from 10-00 a.m. to 1-30 p.m. and 2.00 p.m. 
to 3.30 p.m. on all working days. 


Sd/- 
Section O fficer 


[No. HW-4/RC-12900203/Crash Helmet/99-2000/44, dt. 17-9-99.] 
Plain hard drawn Steel Wire 
_— The Directorate General of Supplies and 


Disposals, Jeevan Tara Buiding, 5, Par- 
liament Street, New Delii-110 001. 


Office of Issue : 


Tender No. —SC-1/RC-110011204/PHD Steel Wire/99-2000/91. 


Tender Price : Rs. 100 


Time and Date of Receipt of Tender by 11-00 a.m. on 18th 
November, 1999. 


Time and Date of Opening of Tender at 12-30 p.m. on 18th 
November, 1999. 


Offers to be kept valid upto : 90 days from the date of tender 
Opening. 


Sealed tenders on prescribed forms are invited on behalf of the 
Purchasers named in the invitation to tender for :— 

Item Description of Stores 
No. 


1. Plain Hard Drawn Steel Wire (Cold Drawn Stress relieved 
wire) for pre-streessed concrete conforming to IS : 1785 
( part-1T)/1983 (Second revision) with Amat. No. 1&2 in 
following nominal diameters :— 


Nominal Dia. 


(i) 2.50mm (ii) 3.00mm (iii) 4.00mm 


(iv) 5.00mm , (v) 7.00mm (vi) 8.00mm 


Plain Hard Drawn Steel Wire (as drawn wire) for pre- 


De 
stressed concretes conforming to IS : 1785 (Part-11)/1983 
(first revision) with Amdt. No. 1 & 2 in following nominal! 
diameters :— 
Nominal Dia : 
(i) 3.00 mm (ii) 4.00mm (iii) 5.00mm 
Note :— 


1. The Tenderer shall confirm in their offer that they are 
in possession of complete test certtificate from Govt. 
Laboratory as per the governing IS Specn. & they will 
produce the same to the Q.A. Directorate at the time of 
Ist Inspection. 


Intending tenderers may obtain a copy of the letter of attes- 
tation to tender and tender forms, complete with Schedule from 
DGS&D, New Delhi and its Regional Offices at Bombay, Cal- 
cutta, Madras, and Quality Assurance Offices located at Bangalore, 
Hyderabad, Kanpur, Jamshedpur, Bhilai, Ahmedabad, Indore, 
Ludhiana, Jaipur, Patna, Maligaon (Assam), Cuttack & Erna- 
kulam on payment of Rs, 100 (Rupees one hundred only) on 
all working days from 10-30 a.m. to 1-30 p.m. and 2-00 p.m 


to 3-30 p.m. 


Tender submitted in the prescribed form will only be considered. 


Tender documents can be had from DGS&D, New 


Note ¢ 
Delhi and its Regional Offices in different places at 
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a i al at i 


Calcutta, Bombay, Madras and Inspection offices of | 
Bangalore/Hyderabad on payment from 10-30 a.m. — 
to 1-30 p.m. and 2-00 p.m. to 3-30 p.m. on all | 
working days. . 
Sd./- : a 

Dy. Director 4 


{No. SC1/RC-110011204/062000/PHD Steel Wire/99-2000/91, 
dated 8-9-99.] : 


Diesel Road Roller 
Office of Issue ;—The Directorate General of Supplies. and 
Disposals, Parliament Street, New Delhi- — 
110 001. 
Tender No.— ST-3/RC-13100100/042000/ RR/2000-2001/23. 


¥ 
1-30 p.m. on 25th” 


Be 


Time and Date of Receipt of Tender by 
November, 1999. 


Time and Date of Opening of tender at 3-00 p.m. on 25th’ 
November, 1999. j 


The tenders/Offers shall remain open for acceptance for 90. 
days from the date of tender opening. . 


Sealed tenders on the prescribed forms (in duplicate) are invited a 
on behalf of the purchasers named in the schedule for award 
of R/Cs for the following items :— e 

Item Description of Stores 
No. 


1. Smooth Wheeled Diesel Road Roller of 8 tonnes (unba- 
lasted)/10 tonnes (Ballasted) nominal weight, three, wheel 
type, powered by Air/Water Coolled Diesel Engine of | 
minimum 33.5 BHP at 15-00 RPM with Heavy Automotive - 
double acting single plate quick release type clutch. 
Electrical and hand crank starting arrangements, safety 
reguirements and as per IS : 5502/88 complete with 
accessories etc, as detailed in the schedue to T/E. 


Estimated Annual Drawals : 5.8 Crores. ; 


Pi] 


R/C period of 1-14-2000 to 31-3-2001 or one year from the date 
of conclusion. R 


Intending tenderers may obtain a copy of the letters of invitation 
to tender and tender form complete with schedule from the tender 
sale Section of DGS&D, IInd Floor, Jeevan Tara Buliding, Pat 
liament Street, New Delhi-1 and the Regional office at Bombay, 
Calcutta, Madras and Directors of Qualitv Assurance DGS&D, 
Bangalore, Kanpur, Bhilai, Indore, Jaipur, Gaunati, Ernakulam, 
(Cochin) Hyderabad, Jamshedpur, Ahmedabad, Ludhina, Patna, — 
and Cuttack on payment of Rs. 1,000( Rupees One thourand only) 
on any working day. ti 


The firms Regd, with NSIC for the items in question may got 
the tender set free of cost trom CLO(NSIC), DGS&D, New Delhi 
on the Production of documentary evidence. e 


Tenders submitted in prescribed form duly filled and signed 
will only be considered. i 


Sd.lf- i 

Asstt. Director (S) 

[No. ST-3/RC-13100100/042000/RR /2000-2001 /23, , 
dated 16-9-99.1 
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O.T. Light, etc. : Amendment 
Office of Issue t—The Directorate General of Supplies and 
Disposals, 5 Sansad Marg, New Delhi. 
CORRIGEN DUM 
Adyt. T/E No.—El-3/215/0032/8-4-99/83/Cell-999. 
Due for opening on 17th September, 1999. 


O.T. Light with Camera monitor and O.T. Light without 
Camera and corrigendum of even No. 12-08-99. 


The Tender Opening date has been extended from 17th Sep- 
tember, 1999 to 21st October, 1999. 


All other terms and conditions of the tender enquiry shal! 
remain unaltered. 
Sd/- 
Asstt. Director (S) 
[No. EI-3/215/0032/8-4-99/83/Cell-999, dated 17-9-99.] 


G.I. Pipes 


- Office of Issue :—The Directorate General of Supplies and 
Disposals, Parliament Street, New Delhi-110 001. 


Corrigendum 


Schedule to Tender No. HW-1/RC-11010907/022001 /2000-2001/ 
GI Pipes /41. 


Due for Opening on 5th October, 1999. 


The following amendments are hereby authorised to the sche- 
dule to tender enquiry : 


1. Under Heading ‘Price Variation Formula’—Annexure-B 
(Page 8 of Tender Enquiry)—Para. 1, 6th line. 


For : Entries Sth January, 1999. 
Read : ‘1st May, 1999’. 


All other entries remain unchanged. 


Sdl- 
Assistant Director (Supplies) 


[No. HW-1/RC-11010907/022001 /2000-2001/G.1. 
Pipes/41, dated 15-9-99.] 


Cel] Washer 


Office of Issue ;—The Directorate General of Supplies and 
Disposals, Parliament Street, New Delhi-110 001. 


Advt. Tender No.—EI-3/215/0475/7-9-99/83/Cell-1065. 


Time and date of receipt of tender upto 11 a.m. by 19th 


November, 1999. 


Time and date of opening of tender at 12.30 p.m. by | 19th 
November, 1999. 


The tender shall remain open for acceptance till 90 days from 


the date of tender opening (excluding the tender opening or any 
other extended date of tender opening). 
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Item 


Description of Stores 
No. 


Quantity 


1. Cell Washer for RBC for Blood Bank 01 No. 


Notes :— 


1. Specification as per tender schedule. 
2. Tenders to be quoted in two bid syst 
of cover letter DGS&D 241 (A). eet PB) 


3. E.M.D. tender document : 
technical bid. ents should be enclosed with 


Intending tenderers may obtain a co of letter of invitati 
of tender and tender forms complete with the schedule onthe 
DGS &D and its Regional Offices at Bombay/Calcutta/Madras 
and its Regional Inspection Offices mentioned under endorse- 
ment and payment of Rs. 100 only or equivalent foreign currency 
per set. Tender submitted in the prescribed form duly com- 
pleted tender documents in original with quotation and cata- 
logue/drawings and in duplicate will only be considered. 


_  Sd/- 
Asstt. Director (Supplies) 


[No. EI-3/215/0475/7-9-99/83/Cell-1065, dated 15-9-99.] 


Pace Maker 


Office of Issue :—The Directorate General of Supplies and 
Disposals, Parliament Street, New Delhi-110 001. 


Advt Tender No.—EI-3/215/0476/7-9-99/83/Cell-1064. 


Time and date of receipt of tender upto 11 a.m. by 19th 


November, 1999. 


Time and date of opening of tender at 12.30 p.m. by 19th 
November, 1999. 


The tender shall remain open for acceptance till 90 days from 
the date of tender opening (excluding the tender opening or any 
other extended date of tender opening). 


a Description of Stores Quantity 
Oo. 
1. Pace Maker Single Chamber . : ° 4 Nos. 


Notes 3— 
1. Specification as per tender schedule. 


2. Tenders to bo quoted in two bid system as per 
(5) of cover letter DGS&D 241 (A). . 


para 


3. E.M.D. should be enclosed with technical bid. 


Intending tenderers may obtain a copy of letter of invitation 
of tender and tender forms complete with the schedule from the 
DGS&D and its Regional Offices at Bombay/Calcutta/Madras 
and its Regional Inspection Offices mentioned under endorse- 
ment and Payment of Rs....or equivalent foreign currency 
per set. Tender submitted in the prescribed form duly comp- 
pleted tender documents in original with quotation and cata- 
logue/drawings and in duplicate will only be considered. 


Sdl-_ 
Asstt. Director (Supplies) 


[No. EI-3/215/0476/7-9-99/83/Cell-1064, dated 17-9-99.] 
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NOTICE — # 


Blocks used for insertion of 
advertisements in the Indian Trade Journal are 
returned on demand at the cost of the adverti- 
sers when such demand is accompanied by the 
requisite postage stamps. If, however, the 
demand for their return is not received within a 
fortnight from the termination of the contract, 
the blocks will be disposed of as waste article. 
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